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fJKNEnAi,,—TAe 2GiA AfarrA 1891.—The/erviccs^f Babu Ifcwrungi Lall, Temporary 
Deputy Magistrate, and Deputy Collector, Mongbyr, are placed ai tln^diapuBal of the Rjvenue 
Department of tins Government. | N 

The .‘JO^A March 1891.—Mr. B. G. Qeidt, Joint-MB|ti^'ate Jhd Deputy ^fllector, 
Mozuiferpiir, is appointed to act temporarily Additional Uatrict' aad'*'^Bsiol» Judge 
of BiiagulcAir. | 

Mr. G. W, Place, Joint-Magistrate and Deputy Collector, Patna, is allowed leave for 
three months, under article 291 of the Civil Service ItegnlatioUB, with effect from the let 
April next. 

liabu Khagendro Nath Mitra, Deputy Magistrate and Deputy Collector, Maldah, is 
vested witli Iho powera of a Collector under Act X of 1870 in that district. ^ 

Seoiiiid Ijieutcnaut A. C. Klliott, Second Battalion, Tloyal Sussex Regiment, is appointed 
temporarily to be Aide-de-Camp on the Personal Staff of the Liedteuant-Governor of Bengal, 
vice Captain J W. Currie, on defiutation. ,• 

Mr. (b 1<. Wori-ley, Commissioner of Orissa and Superintendent of the Tributajy 
Moliuls, Cuttaok, is allowed furlough for eight months, under article 340 (Aj of the Civil 
Service Hegulati('n8, with olleet from llie 23rd A|)ril 1891. 

Mr. G. Toynbee, Oiriciaiing Commissioner of Burdwan, is appointed to act as Com¬ 
missioner of Orissa and Suporintendent of the Tributary Mohals, Cuttack, during the 
alAeiiee, on fnrlough, of .Mr. t). K. Worsley. or until further orders. , 

Mr. .1' C. Veasey, liiapector-(le.neral of Police, Kcngal, is appointed to act as Com¬ 
missioner of the llurdwun Division, during the absence, on deputation, of Air. C. C. Quinn, 
or uuiil further orders. 

Mr. E. B; Henry, Magistrate and Collector, on sp oial duty, is appointed to act as 
Inspect p>f,.^icral of Police, Bengal, during the absence, on deputation, of Mr. J. C. Veasfey, 
or until furthe'. orders. 

The Stxi March —Babu Romesli Chandra'Das was employed as Tchsildar of Falla- 
cotta in the .liilpaiguri district from the nfteru'joii of the lOlh October 1890 to the forenoon of 
the l£th Jaiiuaiy 1891. 

Mr. A. P. Handley, Barrister-at-Tj.aw, is appointed siilistantive pro tempore Chief 
Presidency Magistrate, Calcutta, with effect from the 23rd March 1891, vice Mr. F. J. 
jM ursdeii, on leave. 

Air. C. U. Garrett, District and Scssion.s Judge, 2t-Pergunnahs, is allowed leave for 
two n onths, under article 308 of the Civil Service Beguiations, with effect from the IQth 
pruxiino. 

Air. R. F. Kampini, Ollieiating Additional District and Sessions Judge, 24-Pergunnah8 
and Hughli, is ap)>oiiiled to act as District and Sessions Judge, 24-Perguunahs, during the 
absence, on leave, of Mr. C. B. Ganott, or until further orders. 

Mr. J. Kelleher, Officiating District and Sessions Judge, Maimansiiig, is appointed to 
act as Additional District and Ses-sioiis Judge, 24-Perguniiahs and Ilughli, during the 
absence, on furlough, of Air. II. Beveridge, or until further orders. 

Air. D. Cameron, Joint-Alagistrate and Deputy Collector, Howrah, is appointed to act 
until further orders, as District and Sessions Judge of Mnimansing. 

'I'lie following gentlemen arc appointed to act, until further orders, as Deputy Magis¬ 
trates aud Deputy Collectors : — 

Moulvi Sheik Abdullah, Special Deputy Cclicctor, Patna. ■ ■ 

Babti Proinoiha Nath Dutt, b.a. 

Moijlvi Sjed Ali Ilossc.iu, h.a. 

Babu Brojo Diirlah llazrn, b.a. 

,, Nohill Cliunder Ker, b.a. 

,, Prosoiirio Kumar Das Gupta, B.A. 

„ Jogeuuro Natli Sen, Special Deputy Collector, Purneah. 

Mr. C. R. Maiindin, c.s., reported his departure from India, on furlough, on the 17th 
March 1891. 

Kiii Rajondra Nath Mitra Bahadur, Deputy Magistrate and Deputy Collector, Sl-Per- 
gonnahs, is allowed leave for three months, under article 291 of the Civil Service Kegula- 
tions, with effect from such date as he may avail himself of it. 

IjHGisr.ATiVK.— The 3)s/ March 1891.—Mr. C. II. Reily, Assistant Secretary to the 
Goveriiracut of Bengal, in the L-gisIativc Department, is allowed le,ave for twelve months 
under rulp.s 4 and 5«of article 725 of the Civil Servioe Regulations, with effect from the 
9th Aj)iil 1891. i. ^ 

EccLEsiASTiCAt..—yTAe Slet March 1891.—^Thc Reverend Alexander Still is appointed 
to act temporarily as Junior Gliaplaiu of St. Andrew’s Church, Caleutia, 

Emioraticvn. — The Sis/ March 1891.—Dr. W. Forsyth, Civil Medical Officer, Bir- 
hhuni, is appointed to act as Hi alth Officer of the Fort of (.’alcutla during the absence on 

deputation, of Dr. H. MacLeod as Officiating Siiperintendcut of Emigration and Protector 
of Emigrants, Calcutta, or.until further ordc-B. 
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Mkricat^.— The SOih March 1891.—-Apothecary G. Gilli Medical Officer of the Eastorn 
fiengal System of Sta«e .Kailwaja at Saidpiir, is appointed to act, until further., orders, 
AS House Su'geon, Uoarah (Jeneral Hospital, vice Apothecary W. A. Williums, on 
furlough. ' 

Assistant Apothecary Ilf. Nugent, OflReiating House Surgeon, Howrah General Hospital, 
is appointed to l)c Mediral Officer of the Eastern Bengal System of State Railways at Baidpur, 
rice Apothecary G. Gill, tr,nnaferred To the Howrah General Hospital. • 

Surgeon-Major Itussirk Lai Diitt, Offioiating Civil Surgeon, Midnapur, is allowed leare 
For one month and twelve days, under article 291 of the Civil Service Regulations, with 
‘ffect from the date on whi< h he may avail himself of it. 

The following notifications are republished from the Assam Gazette: — « 

JVo. 23<4ti'.— The \lfh March 1S91.—Mr. F. 0. Ilciinikcr, cs, Assistant Cotnmis- 
lioner, Cachar, is transfer!ed to Sylhet, and placed in charge of the South Sylhet sub- 
livisioQ, with effect from the date of taking over charge, until further orders. 

No. 238f5fjf.—7'^e \7tli March 1891. —Mr. H. LeMisurier, c.s., Assistant Pommissioner, 
Silchar, is appointed to be Personal A>8istant to the Chief Coruinissioiior of Assam. 

A'o. ZVAiG.—The l!i/A Mwch 1891.— Furlough for one year, under article 371 (ol_ 
if the Civil Service Hegulutuuis, is granted to Mr L. St. John Brodrii-k, Assistant District' 
luperintendent of Police, Nowgong, with effect from the date on which ho may be relieved of 
]is dinirr. • 

A’o. 25020 .— The ]9/h March 1891.—The following is published for information : — 

The niidcrnuMitioncd oTTlccr has been granted by Her Majesty’s Secretary of State for 
ndia eYteusioii of leave, as a<iviscd in list datx d 20th February 1891 :— 

Kamo. Service. Appointment. Period and nature of extension, 

Mr. A. F. Stcinber}? c.s. ... Assistant Commissioner, Assara Nino months ttwiuugh. 

. John Ehqar, 

Chief Secy, to the Gov/, of Bengat. 

REVENUE DEPARTMENT—FORESTS, 

NOTIFICATION. 

The 2Zrd March, —"With reference to the notifications, dated the 23rd January, 

879, and the 6ih December, 1884 (published, rc.spectively, at pages 71 to 81 and 1200, Part I, 
f the Calcutta Gazette of the. 29ih January, 1879, and the 12th December, 18H1), constituting 
ertain forests in Bengal as Reserved forests under the Indian Forest Act (VII of 1878), the 
iieutenaIvt-Goycrnor is pleased to declare that, so far as the Julpigori 11-serves are concerned, 
11 rivers specified in the above notifications as the boundaries of the forests in question are 
icluded in such forests. 

C. E. Bdckcand, 

Oftg. Secy, to the Govt, of Bengal. 


REVENUE DEPARTMENT—OPIUM. 

The 30/!i March, 1891.— Mr. W. T. Hyves, Assi.«tant Sub-Deputy Opium .A^ent, Tehta, 
i"appointed ui act as Sub-Deputy Opium Agent of Motihari during the absence, on leave, of 
Ir. J. D. Sav', or until furihcr orders. 

The SOlh March, 1891.—Mr. H. Blair, Officiating Sub-Deputy Opium Agent, Patna, is 
[lowed leave for eight months, under article 309 of the ftivil Service Regulations, with efl’cet 
•oxn the 20th April, 1891, or such subsequent date as he may avail himself of it. 

C. E. Bcckland, 

Offg. Secy, to the Oort, of Bengal. 

NOTIFICATION. 

The ZOGi March, \^0 \.—"Whereas it is expedient to exclude the estate named bchvw 
om the survev and preparation of a rccoid of righis under the provision of section lOl 
! the Bengal Tenancy Act, ordered in the notification of the 22nd February, 1887, published 
the Calcutta Gazette of the 23rd iilcm. Part I, page 126, the Lieutenant-Governor hereby 
inccls the said notification in so far as the said estate is concerned— 


Sorirl number in (ho 

notification of the | 

22ud February, 1H87. 

Name of estate. 

t 

Porguanah. 

\ 

£7. 

Sikhti Inglis. 

Chuinpore. 


» 

C. £. Ruckland, 

Offg. Secy, to the Govt, of-Bengal, 
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JUDICIAL DEPARTMBNT. 

No. 26A. 

The an/* ifareh 1891.—Mr. T. W. Riofaardton, Offioiatin^ Soint-Magnirate and Oepu 
Oulicctor, Serampur, Haghli, is reated with the power to try aummazily ths offenoel me 
tioned in aectT<m 2G0 of Code of Criminal Procedure. i 

The ZOlh March 1891.— Bahu Karuna Daa Base, Subordinate Judge and Small Can 
Court Judge, Patna, is allowed leave for ten days, under article 309 of the Civil Servi 
Regiilatitjua, with effect from the 9th proximo, or auch subsequent date aa he may ^ 
relieved. * _ • 

Moulvi Syed Kakhruddin Hosaein, Mnnsif of Patna, is appointed to act aa Subordina 
Judge and Small Cause Court Judge, Patna, during the ahsenoe, pn leave, of Babu Karui 
Das Bose, or until further ordere. 

The Lieutenant-Governor accepts the resignation tendered by Babu Badrika Na' 
Mukerjee of his appointment as aa Honorary Magistrate of the Kishoreganj ludepeude; 
Bench in the district of Maimansing. 

The undermentioned gentlemen ero appointed to be Ilonorary Magistrates of the Ind< 
pendent Gcne.h at Galan,in the district of Burdwan, and are vested with the powers of 
Magistrate of the third class— 

Babu !^udhiib Lai Mchera. | Babu Poolin Behary Mazumdnr. 

Tlie undermentioned gentlemen arc appointed to be Ilonorary Magistrates of the Bone 
at Jamalpiir, in the district of Monghyr, and are vested with the powers of a Magistrate c 
the third class— 

Mc^ Alan Wood Rendell. j Mr. Cornelius Willcs Rhorall. 

To^nyus Reginald Browne. 1 Dr. James Stewart Brooke. 

Mr. Kdwin Wcathia-don. 

B bn Sripati Chatterjeo, Additional MiiiiBif of Satkhira, in the district of Jesson 
on degnitatioii to Bagirhat in the same district, is appointed to be a Munsif in the nistric 
of Maimansing, to be ordinarily stationed at Kishoroganj. 

Babu Karu Narain Sarkar, Muiisif of Kisborogaiij, in the district of Maimansing 
on leave, is appointed to be an Additional .Munsif in the district of Jessorc, to be ordinarib 
stationed at Satkhira. 

Babu Latu Behari Bose, b l., is appointed to act as an Additional Munsif in the distric 
of Jessore, to be ordinarily stationed at Satkhira, during the absence, on leave, of Babi 
Ham Naraid Sarkar, or until further orders. 

The 3]«/ March, 1^91.— Kabu B«pin Behary Mukerjee, Munsif cf Chittagong, or 
ftirlougii, is appointed to be a Munsif in the district of Bhagulpur, to be ordinarily stationed 
at Beguserai. 

Hahn Bepin Btdiary Mukerjee is vested with the powers of a Judge of a Court of Small 
('arises for the trial of suits cognizable by suoli a court up to the value of Rs. 5(J within the 
liieal limits of the Beguserai Miinsifl. 

Bahu Sosbi Biiiisau Chowdhuri, Munsif of Beguserai, in the district of Bhagulpur, i.s 
-a]ip()iiit(<l to he a Munsif in the district of Chittagong, to be ordinarily stationed at the 
Sadar station. 

I’abu Hbagabati Charau Mitra, m.a., n.L., is appointed to act as a Munsif in the district 
of Miirshidabiul, to he ordinarily stationed at Lalbagh, during the absence, on leave, of 
Babu Nrityn tiopal Sarkar, or until fiiithcr orders. 

Babu Prosaiina K^iinar Gupta, n.t.., is appointed to act as a Munsif in'the district of 
Bariikergaiij, to be ordinarily stationed at I’atuakbali, during the, absence, on leave, of Babu 
Tara Churn Se.n, or until further orders. 

Babu Soshi Bhusan Bose, Temporary Deputy Magistrate and Deputy Collector, Chum- 
parun, is vested with the powers of a Magistrate of the fir.st class. 

Bahu Atiil Uiinudra Ghose, n i,., is appointed to act as a Munsif in the district of Daco.n 
to he ordinarily stationed at Munshigaiij, during the absence, on furlough, of Babu Bepin 
Behary Sen, or until further orders. 

• ■ John Edo ah, 

Chief Secy, to the Govt, of Bengal. 


PUBLIC WORKS DEPARTMENT,-BENGAL. 

Establishmknt. 

* The 31»/ March 1891. 

2Vo. 115.—Rai Bahadur Amrito Lai Hoy Chowdry, Executive Kngineer, 2rid grade 
is granted privilege h ave for two months and 14 days, under article 291 of the Civil Servica 
Ilegnlatious, with effect from the 22nil March 1891, or such subsequent date as he may avail 
Jiimscif of it, ^ 

No. 110 .—Ilai Sa.hib Nogendra Nath Moukerjee, Assistant Engineer, Mahanuddy Division 
is transferred to the Braliniini-Byturui Division. 
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A^’o. 117.— Mr. C. A 'Wal.sh, rlnss-HI of the Luronmtive Dep.-irniioni, Mastern 
State Railway, is appoinlK'fl tf) itliciate in class 11, with < ll' ct from the '.hh MuieJi 1801 Vor 
Botiiig as ilistrict Loe iniotivo SapL-riutendent, Caleiitla, ill pliiec of Mr. II. 1’. IMiilUps, ou 
leave, or tintil furtiier ortiers. 

Xfu. 118.—Mr. 15. H. llhitid, Supprinteiiiliiig ICnpiiioo'-, is <;ratit('d farliiiii;li out of Tndia 
for on?; year and eifilit moiiths, andi-r anii-lo .‘>1.0 of tlic Civil .Service l’.< ■jiilai ions, with ell'i ct 
from the llolh of Apiii l.SiJl, or sueli subserpiei.t dale as he may avail Imosc'lf it. 

JVo. 119.—!Mi'. S. H. Iritlon, Assistant Loeomotive 8njiei i ii tendent, I'histern Beiijial 
Slate Railway, ha.s been granted by llt;r Majesty’.s Secretary of State for India a further 
extensiou of six months'’ leave on medical cos tifi«;uie. 

F. J. .Tomn'stom; , 

O/Tf/. Scri/. it) the Govt, o/' Pcni/ai. 


. -- 

GOVERNMENT OB’ BENGAL,—MARINE DEPARTMENT. 


KOTTFT.. A’I'lOX .\o. R.'.Miic. 

T/ie ni.t/ March 1801.—I’he following tiligiain, d; t’d the .lOtli M.ireh 1801, from tlie 

Coveriimeot of P.omtiay, reoariliiig till' iiniiosit.ioii of ipiarantino at I’.-yjit aeaiiist atiival.s 
from Calcutta, !> pui)li.shed ior geneial inlormatiou. , 

\V. i; Risitc, . 

Uatii r-Sert/, iu l/ic tim:!. of heiujal. 


Cipyof a tclcrjram, d'licd ViOih 'uctrrh 1801, /loin fhr G<irrriiui(‘til of lUuiiiinii. 

I’.iuTisii CoNsi i,, Alexandria, tele; 4 iapli.s I'Eypt ha.s implied (piarainiiie ayainst arrivals 
from Caleiuta.” '» 


JAIL DLI'ALTjMEAT. 

,Vr/, dated tfe ftO/h Mnrr/i f .sr> I —Surgeon C. .1. 11. Ih II m-.do over eharee of 

the .les'orc .fail to A.s'-islaiil. .■'iirmi'li Ivheiode (O.aialra (liio w u l: :ii i on the aiteriio .u of the 
f.'0th .March l.SOl. 

A. S. I.KTIIl! IIIOK, 

Jvt^i at vui of dolls. lUotifiil, 


TLLAsSn i:.\ NOTICES. 

I’m:ovi;.\-\ntm> Di ei-TY f ’oi i.r e roa I'.,ai! 1 ' IJ/.,h f'li.sn.w lee hron placed in charge 

of tlic Shaliabad ) n tisiiry, and is aaihoi zeii to ilraw hi! .s on oiiier I e...sii; o-... 

C. Sri'.\ i;\s, (Joiiiiiiissi'iiici' of I'alna, 

UncovI' v.wTi'.n D r rerv ('oi.t KCT'-'n Mj;. F. M. Rkiiv has been placed in eliage'of 
the I’urneah 'rieasury ou the foieuoou of ll.O ItHh uisiaiil, and is an', hui j/.,a to draw ihlis t,ii 
oilier trehsiuics. 

C. N. iSl.Norr, For C//}/ ('uauar.' 

('o.M M K.'s (Irt'rer:. I'li\rfi.roni.', f'c‘l:'rd M inh 1S!)1. 

* SherifT’s OfRce, the 1st April 1891. * 

Noxirv, is hrrehv given that the. Second Criminal Sessions of llie ye ir 1.801 of the 
High (hiTirt of .Tndieatnri- at l''ort William in In'iigiil for liie ’I'uwii or (’alcutia tind 
Factory of Fott William, and I he jdaees sniiordiiiiitc t hercro, wiil he hddeii a‘ rnc C.njit- 
house in iheTownof Caleiitr.a, on Wednesday, the t wmit y-n in t h d i v of .^'s nt'l instant, at II 
o’clock tn the forenoon, anil so on frotn day to <iay nniil the said .S. ssi .n.s he over. And it 
is hereby jiroelattned that all pei.sons who ni l pr.iso-nic any of tlie iirisoiags to be bronglit 
up for trial at the said Sessions be present thin and there to proseeute. 

.Ma!I,>.u.ii J'ljitKocK Sti.vii. fdicr!//' 
'srffrF»l, Jji? tirtsi »?r-’l I 

C'H'isV: VliZ^CW r-t-tj 

5^!,c-*i 4 islPT va'i't v[,7j 4 <-rti i.‘ Jt 511 yii" 

'aifvis, ;sif^t-’"ss Vl?.^ TlST -.ir- j '"lit 

^<1 c^, c> jrjr^ c?pi>- 

r>rf^5f tetSiiil 

vzn Jfia I 

“i• 


ir , 

“ ^ I 



* R iTi or datt, liti) as fho caso 
uit'jr bi. 


♦ Omit Oii^ pftrnprnnh if n mnlo; 
if a fciKiiio huh'lituto 

n»t‘ sv-'««i iinm'irrifd ; if iiuin-M-d, 
kUili* uI.so ilu' i«g(j ui h<M huKuttuJ. 


nntnrn,* ^itimlion 
fits * v:iliHS if miy, of 

iliu (iiOjAM'ly ol iLu laiuitr. 


nnf^.lf mat- 

r> U, t.U’ miit-o of till* liubbuusl. 


11 Ron f*r (Innclif^r, nnrt. If ranr- 
rb*-i. tb«‘of flso htisbJiti-J. 

. ^ oluio U'«ul>ofif>bij» lo loiuoi. 
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HIGH COURT NOTICES. 


viituc of the I'owcrs vested in it hy Seetions S t (a) nud 50 (j) of Act T 
[tie. (iiKirdiaiis Hiid Wards AetJ, the Hipli tiourt is pleased to issue the follow! 
senhiii}! the form of ajiidiesi'ion to he used tiuder Seetiou 10, and the form of 
required under isceiioii .‘i f, of tlie same Act. 

Four Wii.LiAM, 

T/*<! \7th March 1801. U. W. C. CARNE 


little No. I, (luted the 17/// Sfarch 1801 [Civil.) ,• 

Every application for an order of n))i)()iiitrnent n.s piiardinii of a minor und( 
of IhOO, nod evciy bond oxecuied under Seeiion o4 <‘f the same Act, sha! 
futluwinj' forms, witn such vaiiaiiuns lusthe oircuinsianccs of each ease may reqi 


rOKM OF APPLICATrON UNDKIl SECTION 10, ACT VlII OF 18'J( 
IN THE CIVIL COURT OF THE DISTRICT OF_ 


JHstrict JailtjK o f 

LuU'tl, _ ^ t the ..o/.. 

The humble petition of 

Sdti of_ 

resident of_ 

SlIF.WKTII, 

Tiuat_._. .. .. , * of___ 

residtii" iit__ _ . __, was bmu (lU iho__of__ 

IH , and is by religion a__and by sex a_.. 

That ihe said... . ___is the wife f of_ __ 


That the said minor is entitled to eertaiii prop.irty, to wit, J. 

'lhat the said pr-'perty is in the enstoily or possession of___ 

* .s 

residing at___ _ _ __ 

That. ...§ _of _ 

custody of the jiersoit tif the said minor. 

That the minor lias the f.,Rowing near rchilions, viz.,_ 

, residing at 
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• 



• 

1 


That* 

• 


• 


<) 

_•_ . 




• 


* TTor« wTiathor an app 
cation tins at any time been ma 
to thifi Court or to nny other (!ow 
vith roNiK'ot to the goardian^li 
of the per.Kon or pmperty, or bot 
of the minor, unit if ««», when, 
what Court, Hnd with what ruaii 
If any guardian has huen a!>i)oit 
ed, ocaHe the &uxt vuraarapb. 


That no guardian of the person or property of the said minor has been appointed by 
' person entitled or clainiing to be entitled by*the law to which the minor is subject 
rake such an appointment. 


That this application is for the appointment [or declaration, as the case may be\ of 


uardjan to the f_of the said minor. 

That your petitioner is J__ 


t Rtata whether to fhi perf 
% or ttie propurty ul tbu minor, 
to both. 

J Here Htfito tho dojmvi of 
lation^hip to, or oonm^ctioti wi 
tho iitinor, or any othor vront 
oti which the paittioner claiinB 
bo onttUdil to ut) M|»t)oiMt>'‘d or < 
clarod fniardian. and tho can 
whioh Itnve led to tho timhiiig 
(ho application, tovethor with ati 
othur purticulurii m may be net 
■ary. 


That your petitioner, therefore, prays that an order appointing [or declaring, as the 

e may be^ _ ___ 

3C guardian to the said minor be issued under Section 7 of Act Vlll of IbSlO. 

And your petitioner as in duty bound, &o. 

I.-i— -- the petitioner named in the 

ive petition, do s<d.iniily aliinu that what is stated thcreiu* is true to the best of my 
jrmatiou and belief. 


Signed in the presence of § 


f Tfnoi fa ffmrd bnt admr 

by ih 1 {)'tiiioncr (o tho witn-o 
bi» k.i» Kjgaifcture, (9 Iw atuWd 


{!^ignalu>e of pc'.ilicnsr.) 


Solemnly affirmed beforo mo, this 


day of. 


13 


District Juitge. 
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i 

FORM OP BOND UNDER SEOIION 34, ACT VIII OP 1890. 


(n) Nnmp of f^narrlinn. 

(Aj Sou or (li.iighLur an tLo caio 
luuy \ o. 


((') Nnmc uf Pibtricl JuUg:». 


(rJ) Nomoof DistrioL Judgo. 
{'f ) surolics, * 


f^) ?faTTitMvf Pistriri .Ttidiro. 

(A) r<iuiit«'Of PistnciJudKO 


(it N iini' <>f f^uArdiOTia 


(A; 


J S’ninpR o! suroti -s. 


KNOW ALL MEN by these presents that I- 

__ ___of_ 


of 


(») 


('•; 

in the sum oi lU. 


of 

of. 


('/) , 

('■) 


('0 

-,-, tirn held and firt 

—, the District Juligo of ..._ 

— . .., to.be pai 

-or to his sneeessors in of 

--- —son of —- 


, and 


.,of- 


(./•) 


jointly and severally held and firmly bound to tho said- 
_ . .. in the sum of lls. --- 


f'/) 

to be paid to the said 


U') 


successors in olllce, for the payment of which said sum of lls 

-to be faithfully and truly made, I, tho ahf 

--—-bind 

(<) 

heirs, cxcciilor.s, adminisLiators, and representatives, and f 

mciit of the said sum of lls.-...---wt 

bouuden . --- —, and_ 

U) (/•) 

____, bind ourselves, and each of iss 


sevorallj’, and our and eatdi of our heirs_, executors, iidmini^ 
repicsentativcs fiiinly by these prc.sents. Signed by ot 

sealed with our r> sj)ectivc seals this----- 

day of . . . . - --1H9 


U ' Nninit of Kuanliau. 

(2^ Nuniburof Kuroitr?*. 


(.'i) lloro atnto namo of miner. 


\\ IlLUEAS by an order of the Cou^t of the Distriet Judge of— 

made on the _day of__!__ 

Section ? of the Guardians and ^\'ttrds Act (YllI t>f 181)0) the nboveinimed 

-,-liM, subject to his entering into a bond in Rs._ 

. . ■ 

with . .sureties in tlie same sum (or sum of Rs.'___ 

C^) 

may be), been appointed guardian of tlio property, m' voablc and immoveable, of_ 

- -—---, minor son of._____• A.ni 

(a). 


t ie __ 

• (•*) 


has agreed to cuter into the abi 


(•) Naiuu t>r gunrdiun. 
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ir 


id and the said 

a 


and 


(5) • . (6) 

a asread to enter into the above-written bond ns auroties for the said__ 


1 


(«) 


(7) 

Now the condition of the above-written bond is such that if the 
_do and shall justly and truly account whenever called 


n to do so, for what he may reoeive in respect of the property of the said. . . 

• _ ) and do and shall carefully observe, perform, aud keep 

. ( 9 ) . • . . • 

orders and directions of the said Court of the District Judge of- 


__touching or cofleerning the estate and effects of the said minor and 

property and touching and conceruing all such moneys and estates as he, the said 

____ shall receivi^ as such guardian as aforesaid and in 

( 10 ) 

things conduct himself properly, then the above-written bond or obligation shall be 
] and of no effect, utberwise the same ahall remain in full force and virtue. 



} Kmdm of nntla. 

(7) Name of cnwdlaB. 

(8) Mtjne of ffuardiaft. 

(9) Rum of minor. 


(10) KniMOf foardSaa. 


ITaoa of goardiiiaa and (oreUa, 
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EDUCATION' DEPARTMEN-T, BENGAL. 


List of Oandidates wb.o have obtained Middle Scholarships in the Bajshahi 

Division for 1891. 

Nano. Scliool. Nuine. ’ School. 

MIDDLE ENGLISH SCIIOLAESHIPS. 


Hohini Snniar Das 


Konja Lai Hasalt 
Darlav I’ramuaik 


Ilcmarla Kumar Adhikari. 
AsiitoKh Das 
Maizuddin Mandal 


Manmntlm Nnl.h Kay 
Emariiddin Hlicik 
Kshiti Dhushan I’alit 


rbraliim Miya ‘... 
Frasanna Kumar Sarkar 


Nnniir MRlinmcd .S.nrk.'ir 
Krishna Kuiiirii' .S.-irliar 
Krisliua Kurtuir Sarkar 


Akshay Kumar Haidar 


Unrcndm Kum.ar I’nl 
Krishna CJiarau Nath 

Sara! Sarilaj' ... 

Devi Das San3'al 

Gop.nl Chindr.T IMajumdar 
Amaiialuddin Khau 


Booba. I DuTAlFtrit. 

... Bogra Model. I Pratap Chandra Bay ... Dinajpur Modol. 


Dognclii IH. E. 
Saraghat M. E. 


Nngrndrn Nath Bngchi ... 
(diandra Muhan Chaudhuri 


PcilNA, 

^ Hadha Binod Poddar 
BAJBnAin. 

. Loknnth M. E. 
l)i(to. 

B(d"liaria M« V. 

Etrsamn. 

, IVfnhignnj IM. E. Mihir Kumar Alnkerji 

. O piiipiir M E. H<-tn f'lianilra Maulik 

Siiid]iur M. I?. Kali 4’ada Mukorji 

MIDDLE VE^l^■ACTTLAIl SCHOLAUSIIIPS. 
Booha. 

Bngra Afddrl. | Prasanna Nath Saha 

. K.ijla Model. I 

DiKAJroK. 

Al.akdilii ATodel. llndii'n .Tama ... 

.Ins.-ii M. 'V. Mnsiriiddiii Mahomed 

IVl.'idliahhati M. Ilokul Chandra Sarkar 

Jalpaiquki. 

Jrilp'iiguri Zilla I Amiruddin 

School. I 

PullNA. 

Sahazndpur TI. E. I Gnya Niilh Kundn 
Bauiapali M. E. ■ I’ramod Baran Mukerji 
IlAJsnAni. 

Dangnpara M. V. j Tthiivniiesvar Khan 
Jlagharia M. V. I Sridhar Chandra Saha 
IlnNarun. 

Dirihattn. AT. E. j Golam Bolihani Sekh 

Gaibaudha H. E. | Nitya Nanda Buiragi 


Niachintapnr M. E. 


Bolghnria M. V. 
Lalpur M. E. 


ATogalhat M. E. 
Miihignnj M. K. 
Saidpur M. E. 


Cliampapnr Model. 


Dinajpur Model. 
Mirjiqjur M. V. 
Alakdilii Model. 


Zemindarpara M. E. 


Ssgnrkandi Cirelo. 
Bauiapali M. E. 

Madhukhali M. V. 
Ditto. 


T/tit 11/A March 1891. 


... Chilmari Modol. 

... Ditto. 

G. BKi.T.T;'rT, 

Inspector of Schools, liajshahi Circle. 


List of Candidatas Avho have obtained Upper "Primary 

Kajehahi Division ror 1891. 


Name. 

1. Ehayetiilla Akauda 

2. Baraii Kaji 


Sclioo. Name. 

BoQa4. 

Sul tan'an j IJ. P. | 3. BanaTvari Lai Saha 
CJiatui LI. P. I 


Scholarships in the 


School. 

Badalgachi U. P. 


1 . JsTiiail Kluim 

2. ]‘ra.snuna M:vyi Sen 

Cnpta. 

1. Samirflli ATnliome.l 

3. Ekumuddiii Al.iiuxnod 

1. ‘ Tnijuihiiil 1iii llltuyji ... 

2. Miihiiti LrI Di.lia 

3. Bu^iii'uiidiii Alolla 


DiNAjptrn. 

Barniil U. P. Knriman Ncssa ... 

Diuujpur Girls’. 4. Lsan Cliiitulra Laskar... 

I 5. Kaiiehiya Sarkar 

jAi.PAinnRi. 

Shikarpur U. P. [ 3 . Sheik Moherali 

I'eprigaiij U. i*. ' 

POBSA. 

G.TvlalT. P. 4 . Knnai Lai Krfndu 

Jinjtipur U. P. 5. Trailokya JNalh Poddar 

ouuutuiii U. 1*. 0. ICumriri linijcsviiri 

Duita. 

RAJSHAni. 


•Tot Jamal IT. P. 
Klmjur U. P. 
Kttsipur. 


Baniudangi U. P. 


Sonatala 17. P. 
Ilaripur U. P. 
Serajgaiij Girls'. 


1. Kali Afolinn Tarnfdur... Mad.ariprflr TI, P. 

2. Ke.lnr Nath Oliiiduri ... Dislia 11. P. 

3. Sur'j.itulla Ali^'a ... Baiidaikhara, U. P. 


4. Inmail Srha ... Saipara V. P. 

5. Pulin Chandra-Sarkar Madhanagar U. P. 


Mahomed ATerisa 
Haris (’liiiiuir!i J)e.s[ 
Taiuijuddiu Ahmed 


The 11th Inarch 1891, 


llPNal-OB. 


Biingpnr Praetisiing. 
I'uvgajmr II. P. 

G ujimari U. 1*. 


Bajani Mohan Das ... Krishnapur U, P. 
SolcnianM.ya ... Dhepdhepi U. P. 

Jk.ripu .Natli i3as Adlitliavi lifludsdangi* 

O. Belt.utt, 

Inspector of Sdwoh, liajshahi Circle. 
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List of Candidates who have obtained Middle Scholars nips and Free Studentships 

in the Behar Circle for 1891. 


Name. 


School. 


Name. 


School. 


MIDDLE ENGLISH SCHOLAESHIPS. 


AbdulJabbar 


Patna. 

... Lodikutru M. E. 


Avadb Eishore 
Shiva Luyal Lai 


Sabdn. 

Brinda Prasad ... Gopalgnnj M. E. | Lul Bahadur Lai 

CnUMPABtT^if. 

Dost Mohamad Khan Bettiah Raj M. E. ^ Eamzan Ali ... 

^ MuzTTF/EnrrR. , 

Jai Prakush ... ... Sitainarheo M. E. | Gunwant Lai ... 

• UnAQAtPun. 1 

Baadeo Narayan ... Madhfpura M. E. Jugal Kislioro 

Bishcswar Uhattcrjco ... Supoul M. E. | 


Gta. 

... Gy| Cheap M. E. 
... NowadahM. E. 


... G opal gun j M. E. 


• •• *MoUliari Municipal 
M. E. 

Ddbbhanoa. 

... Madhubani M. E. 
MoNonTB. 

Jamui M. E. 


SojfTnAL PXBODNNAnS. 

Charu Chandra Mukhorjeo... Sahcbgunj M. E. | Mon MothaNatU Ghose ... Sahehgunj M. E. 

Mat.dab. , 

Abdul Karim Biswas ... Nawabgunj M. E. 1 Batiomali Daa ... Nawabgpnj M. E. 


Ram Bilas Singh_ 
Satya N nrayan Singh 
Amril Lai 
Bam iTailas Singh 


Fariduddin 
Eaj Kishore Lai 
Bansropan Tewari 


Shco Nandan Prasad 
Earn Briksha Tewari 

Bam Saran Earn 


Dip Narnyan 
Badhii Saran 
Dip Narayan 

Abin Mohamad 
.lugal Kisho e 
Bhagwat Singh 
Gorakh Upadhyii 


Man gal Prasad 
Buij IS ath Ojha 
Binda Prasad 
Bhugwat Singh 


Jhoona Lai 

Kaj Narayan Singh 


Jadu Kadi Sahai 
Tofa Lai 
Mrinuliui GhoBO 


Kcslio T/sl Sahu 
Sahdcc Singh 


Bansi IaI 


MIDDLE VEENACULAE SCHOLAESHIPS. 
Patna. 

Shiva Singh 
licchu Earn 


Lai M. V. 
Dilto. 

Mntiair M. V. 
Ditto. 


Arwal M. E. 
IJillo. 

Aurangabad M. 


Nimej M. V. 

Arrali Agarwallah’s 
M. E. 

An ah Agarwallah’s 
M. E. 


Gouri Sankar ... 
Gta. 

I Amrit Ram 
Kali Charan Singh 
Bedu Bam 

Sbababad. 

Mohesli Ram 


Mugal Jan 


Chuprnh Model. 
Ditto. 

Harpur M. V. 


Bngha M. E. 
Barliarwa M. E- 
Dit.to. 

Madhuban M. E. 


Ram Surat Singh 
Sabpn. 

Jai Oovind Bam 
Bam Singhasan Pande 
Kulika I’rasad Tewari 
CnuuPAUDN. 

Mathura Prasad 
Bam Briksha Singh 


Bam Yad Lai 
MCZPPFlCliVUB. 

Bam Snbbag Singh 


Gopal Misra 
Bamautar Sahu 


Garaul M. E. 

Uajijjur M. E. 

Ditto. 

Muziiffcrpur Dharam 
aomaj M. V. 

Ddbubanoa. 

Madhubani M. E. ; Surja Prasad Misra 
Kishunpur Raj M. V. Eadhika Prasad 

BuAOALruB. 

Earn Lai Jha 


Madlicpura M. E. 
Supoul M. E. 
Mansurguni (Girls’) 
M. V. 


Birsuehi Mandar 


MoKonTB. 

Jalalabad M. E. I Chirounji Lai 


Jamui M. E. 


Kasba M. Y. 


1 Bam Baharau Chowbe 

Ppbnbab. 

f Eup Lai 


Puma Chandra Afukherjeo... 
Jogendra Chandra Boyra ... 
Purnannnd Eoy 
Harish Chandra Pal 
Maugal Manjhi 
Tribiiau Nath Tewari 


SONTHAB PBBaCNNAns. 


Maluti M. E. 
Nonihat AI. E. 
Amjura M. E. 
Ditto. 

Godda AI. E. 
Jamtara M. E. 


Kcdar Nath Ghose 
Tnlsi Das Gop 
Nimu Tudu 

Ddai Murmu 


Maknmeh M. V. 
PatniL attached 

Model. 

Ditto. 


Gya Cheap AT. E. 
Jajnhore M. V. 
Nawada M. E. 


Dehree Workshop 
M. F. 

Dehree Workshop 
AI. V. 

Kulharia M. V. 


Hathmoa Raj M. V. 
Manjhi M. V. 

Parsa AI. V. 


Mohsi M. V. 
Motihari Mnnicpal 
M. E. 

.Sangrampur M.'V. 


Mozufferpur Dharam 
Boraaj id. Y. 
lalgnnj Model. 
Singhara M. V. 


Kishunpur Eaj M. V 
Simri Baj M. V. 


Colvnng M. E. 
SultaogunJ M. E. 


Kharagpur M. V. 
Ditto, 


Kasha M. V. 


Jiunlar.'i AT. E. 
JitijnicliaJ AI. R. 
Ttijlifii'i Mission 

Ai. V. • 

Tal|ha>-i Mission 

ii, V. 
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Name. 

fiai'les^ Chnndra Boy 
Annnt Lai D.aa 
Pnr(!sli Natli Pramnnik 
Akhvoy Oiandra E^wor 
Joyuarayan Daa 


Ram BaTiadiir SInf;h 
Bacliu Bchuri 

Raja Ram Tewari 
Biabun Prasad 



Sobool. Napie. 

Mai.DaH. 

MnOmrnpnr M. E. Nahadwip Cliandra Daa 


Sarbari Jf. K. 

Alumpur M V. 

Ar«i<liinf;a M V. 

Ealigi’um M V. 

FREE STtrnE^TSHIP 


liaikli Na-iruddin 
KtilsKh Chan-lrii Lsla 
Bakkal L haadra Saba (junior) 


SchooL 

Maldah Model. 
Ditto. 

Mohiirnjpur M. V. 
Nagbaiia M. V. 


Sabuh. 

CTnoaUtmi VT. E. I Janki Prasad ... Chnpra ModoL 

Chu .ra Model. ' 

CstTMFABinr. 

Barliarwa M. E. » 

Mo.voTiTn. 

Jumiii M. E. I Sbeo Nandan Bhagat Jamui M. B. 

SoKTHAC. Pbbovknaiis. 


firisbi Kesh Milter 


Amjora M. E. 


Dliarma Nsruvan Saba 
Kishori Eaut Saba 


Muld.Tb Model. 
Diito. 


BANKTrun, /hp 1 nf jfrnrch 1891 . 


Malpait. 

iMobcndra NaraTSTi Moitra... Maldab ModeL 
IHamani Banta Snha ... Ditto. 

C. A. IlfAllTiy, I,T..TJ., 
Ina/icetor 0/ Schools, Bchar Circle. 


NOTXFICATIU.VS OF THE liOAEi) OF REVEJSUE. 


. No. 295 B. 

Notice is hereby given that the I'owrth Sale of puium, the provision of 1888*89, 
will he held at the. (joveriiineiit Oniiiih Salesroom, No. 2, Haukahall Street, on Thursday, 
the 3nd Apiil 1891, at 11 a.m., and will cumpriae 4,750 chesta, viz.— 

• Cbeata. 

Opium manufactured at the Patna Fae.tory ... ... 2.250 

Ditto ditto at the G-hazeepure Factory 2,500 

Total 4,750 


on/f.—The genera) eondiiiuna of the sale now advertised will he the same as usual. They 
may be ascertuiiied by reiercuoe to the Notificatifin issued on the 27th November 1890, and 
oubliahed in the Guvtrnmcnt and Exchange Gaxette»,ot on personal application at the Office 
of the Board of Keveiiue. 

^rd .—The latest dates for deposit and clearance will be the 7th and 17th April 
1891, respectively, that is to say, no Bank of Bengal Receipts, Government Promissory 
Notes, or other public securities that may be tendered fur deiiosit in redemption of Promissory 
Notes given by purchasers in the aale*room will be received after 8*80 f.m. of Tuesday, 
the 7-th April 1891, and no Bank of Bengal Receipts in full payment of lots will be 
accepted after 8-31) V.m. of I riday, the 17th April 1891. 

4^A.—In addition to thd quantity above advertised for sale, the following quantities, 
more or, less, of the opium maiiuiaciured at the Patua and Ghazeepore Factories will be 
brought to sale up to Deccinher next about the dates specified below. The Board of 
Revenue, however, reserve to tlietnselvea the right of altering these dates should ciroum- 
8tanee%render it exnedient to do so. 


DATBa 

• 

Manufactured 
at tlie Patna 
Factory, about 
oboats. 

Manufccturod at 
tb9 0 )iaz<! 0 {>uro 
Factory, about 
obeBtB. 

Total, 

about abeat*. 

On or about Mondav, 4th Mav 1891 ... 

2,250 

2,500 

4,750 

On or about Weduesdav, Srd June „ 

2,250 

2,500 

4,750 

On or shunt Tiiursdav iliid July ,, 

2,250 

2,500 

4,760 

On or about Monday, 3rd August ,, 

2,,250 

2,500 

4.7.50 

On or ahuut Wednesday, 2iid Septejpber 1891 ... 

2,250 

2,600 

4,760 

On or about Thtirsdav, 1st Oetuber ,, 

2,250 

2,600 

4,760 

On or about W’^ednesdav, 4tt November „ 

2,260 

2,500 

4,750 

On or abodt Wednesday, 2ud December „ 

2.200 

2,500 

4,750 

Total 

18,000 

20,000 

38,000 


* by order of the Board of Revenue, L. t., 

K. G. Gxjtta, Seeretarg, 

Boako or Bbtbnub, L. P., Fort Wiluah, the 24th February 1891. 
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• No. 452 B. 

Notice is hereby jri^en that the Fifth Sale of Opium, the Proviiiioii of 1888-89, 
will he held at the (Jovcriiment Opium Sale-room, No. 2, UHukHliall-Btreet, on Moudav, 
the 4th May 1891, at 11 a.h., and will compriee 4,750 nheHts, viz.— 

, Chcut*. 

Opium miniifactured at the Patna Factory ... ... 2,2o0 

Ditto at the Ghazeepore Factory ... .... 2,500 


Total ... 4,750 


2nd. —The peiieral conditions of the sale now advertiser! will lit- the same as usual. Tliev 
mav he axcerraiiud hf reference to the Notification issued outlie 27ttT Novomlter 1890, anil 
piiblisl^d in the (iovernmtnt and Exchange Gazettes, or on pcrsoiml applicallon at the 
Ollice of the Doard «f Revenue. 

^ 3rd.—The latest dates for deposit and clearance will he the 9i.h and lOih May 
1891 re.spetuivcly, that is to say, no Bank of U< nt:al Retrcipis, tinvcrnnicnt rrotiiis.Mii'v 
Not('.s, or other public securities that mav he tendered for rlcooMit in redeiiiprioii o; 
Promissory Notes uiven by purchasers iii the sale-room will he received after I-.30 i'.m. 
of Saturdu.v, the 9L!i Maj' 1891, sfti<l no l’<aiik of Beniral llcei ipi.s in full paymmit of 
lots will he accepted after .'J—'iO I’.M. of 'I'tiosday, the IDili May IS91. 

4lh. — In adoiiion to the qttaiitity above advr^riised for sale, the following tjuanfities, 
more or loss, of the (Ipium manufactured at the I’atna and <>hnzecporc Factoiios will be 
liroufilit to sale up to IJ, cemtier next, nh>>ut the dates spoeilied heiow. Ttic Hoard of 
Revenue, liowever, reserve to themselves the right of alicriiif; tin .-e date.s .should circum.staiices 


render it cxtiedient to do so : — 






f .. , ^ 



.^Tallllfa<■f.nrc•fI nt 

1 lirpfl .'it 


IlATKS. 

tho f.'ittiJi 

i l.hit 1 ilio/.ffpuiT) 



ubtiut cIichIm. 


about Clu:8l8, 



1 t:li<::sta. 


On or abeut Wednesday, 3rd dune 1891 

2,250 

• 

2.500 

4,750 

On or .ahout 'rhuisday, 2iid July ,, 

2,250 

2,500 

4 750 

On or about Monday, 3rd August „ 

2.2.50 

2 5( 0 

4 7.50 

Oil or about V\ ednesday, 2nd .September ,, 

2 250 

2,500 

4.750 

On or about 'rhur...<iay, 1st Oetolior ,, 

2,250 

2.500 

4 750 

On or about Wednesday, 4t.h November ,, 

2.250 

2,500 

4.750 

On or about Wednesday, 2ud Docomber „ 

2,250 

2,500 

4,750 

Total 

15,750 

17,500 

33,250 

By order of the Board of iteveuuc, L. P., 



K. (t.* Gotta, Secretary. 

Board of Rbyrnub, L. P., Fort Wim,iam, the. 31s< March 1891. 


No. 423B. 

Sai.t merchanta and dealers in salt are informed that from the 1st of April 1891, under 

tiovernment orders No. 1338, hated liuh Mawli Ir.Ol, 
Tqe IIon'iile Sill 11. 1j. Harbison, kt. ® separate rowannah is to ho taken out lor each hiat- 

load of salt, and applications are to be marie at the 
Board’s Olhee nceordinalv, the quintity of salt to be put in each boat, and eoiiseqiientlv 
sho wn in the rowannah, being calculated beforehiiuf!, in which cage delivt-ry of salt ina.v 
he given to oaeli boat as it comes up, without any question .as to turn, provided the 
rowannah covering it is on hoard. 

2. W'lion one or more rowannahs are taken out by the same purchaser for salt on 
board the same ship, the person taking out the rowannahs will only pay the .‘•arnc sum for 
all the rowannahs as he would have dune had he taken out a single rowannah for the 
nmouut covered by all of them. 

By order of the Board of llevcnuc, L. P., 

K. G. Gctta, Secretary. 

Cai.cut'j'a, the 23rrf March 1891. 


KLKOTION OF MUNICIPAL COMMISSIONERS. 


KOTIFH;.\TJON. 

It is hereby notified for general information that an clceticn will he held* under section 
27, Act III (U.C.) of 1884, on Tuesday, the l2th May 1891, in AVard No. I of the Gulna 
Municipality, to fill up the vacancy caused by the death of IJabu Peary Lai Tewari. 

G. Toy.ndee, Off'g ff’ommis^ioner. 
Bdrdwan Comhu.'s Office, dated the 2I«/ March i891. 
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Orders anb ;|lotifications bg (IBobmmtni of fbbia. 

r Rtprinttd from the ** Oasette of India.”"] 


The followiDg orders, insued by the Government of India in the Home Department, 
are republished for general information. 

JonM Edgar, 

Chief Secy, to the Govt, of Bengal. 

NOTIPICATIONS-Fublic. 

Calcutta, the 25th March 1891. 

No. 6‘25.—Under the provisions of section 9 of Statute 24 and 25 Viet., Osp. 67, the 
Governor- General in Council is pleased to direct that His E.'ccellency’s Couuoil shall assem¬ 
ble at Simla iu the jurisdiction of the Lieutenant-Governor of the Punjab. 

Me me An. 

The 25th March 1891. 

No. 146.—The services of Surgeon W. R. Edwards, m.d,, Bengal Establishment, are 
replaced at the disposal of the Military Department. 

No. 148.—The services of Surgeon A. W. D. Leahy, Bengal Katablishment, are, placed 
temporarily at the disposal of the Government of Bengal. 

Ecclesiasiioai.. 

• The 25th March 1891. 

No. 95.—The Right Reverend E. R. Johnson, n n.. Bishop of Calcutta and Metro¬ 
politan in India and the Island of Ceylon, has obtained leave on medical certificate for seven 
months, with effect from the 7th April 189], or the subanqueut date oq which he may avail 
himself of it. 

C. J. Lyali., 

Secretary to the Oovt. of India. 

The following order, issued by the Government of India, Revenue and Agricultural 
Department, is republished for general information. 

John Edoar, 

Chief Secy, ta the Oovt. of Bengal. 

NOTIFICATION— Gsneeal. 

The2Gth March 1891. 

No. 734—6.3-14-G.—During the absence of the Government of India from Calcutta, the 
Assistant Surveyor-General in charge of the Mathematical Instrument Department will 
have charge of that portion of Revenue and Agricultural Oepartmeut •which is left at 
Calcutta. 

E. C. liven, 

Seetv/ary to the Govt, of India. 
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The foWo'wing order*, i«*ued by the Oovomment oi 
are repabliabed for general information. 


India in-the. Foreign Lep&ttment 

.John Eoqar, 

Chitf Seey. io the Govt, of Bengal. 


NOTIFICATIONS. 


Fort William, the 2Ut Mareh 1891. 

No. 436 G.—Hiring the absence of the Governor-General in .('ouncil from Calcutta 
the Uuder-Seerctary to the Government of Bengal in the Juriioini, Political qnd Appoint¬ 
ment Departments will have charge of that portion of the Fordigu Depdrtmeut which it left 
in Oalebtta. * 

The 2m Mareh 1891. 

No. 1363/. —The Gorernor-General in Council is pleased to appoint the Superintendent 
of tbe Tributary Mehais of Orissa for the time being to exercise the powers of a Political 
Agent under Chapters IV and V of the Foreign Jurisdiction and Extradition Act, XXI of 
1879, for the States of Mourbhatvj, Keobjhur, Dheukandl, Nayagarh, Hindhlc. Talchere, Kan¬ 
pur, Ntfrsingpur, Nilgiri, Kbondpara, Boad, Baramba, Athrauilik, Daspalla, Pal Lebara, 
Athgarb, and Tigiria. 

W. J. CUNIMOHAM, 

0(fg. Secy, to the Govt, of India. 

The follcr^ing orders, issued by the Government of India, Finance and Commerce 
Department, are republished for general information. . 

John Edoar,, 

Chief Secy, to the Govt, of Bengal. 

Leave and Affointhkntb. 

The Zith March 1891. 

A’o. 1205.—Mr. R. NHthsn, c 8., is appointed to class IV of tl e Enrolled List sub- 
stantively tempore, with efifect from the IGth March l891. 

No. 1229. 


GOVERNMENT OP l.NDlA. 

FINAXCB AND COMMERCE DEPARTMENT. 

Statistics and Commerce. 

('OMMBHCS AND TraDR. 

Native PIsBRNasa Ships. 

RESOLUTION. 

Calcutta, the 26ih March 1891. 

Bead— 

Report of the Commission appointed under the Resolution of the Government on 
* India, in the Finance and Commerce Department, Nos. 4940 and 5606, dated the 
16ih October and 29th November 1890, respectively, to enquire into certai- 
questions touching the administration of the Native Passenger Ships Act. 

The Governor-General in Council desires to record his appreciation of the manner itt 
which the work tor wbich they were appointed has been done by the President and Members 
uf the Cummission. The enquiry involved much labour and trouble. It has been carefully 
conducted and the Members are unanimous in their conclusions and report. The Govern¬ 
ment of India hope that the thorough inve-stigation which has now been made will have the 
effect of Gnully settling the questions that led to the appointment of the Commission. 

S. The report will now be referred to the Governments of Madras, Bombay and Bengal, 
and the Chief Commissioner of Burma, and to the .Chambers of Comm' ree, Calcutt<i, 
Bombay pnd Madras, for an expression of their opinions on the coDclusious arrived at by 
the Commission and for any remfTrks they may wish to make ip respect of'the amendments 
of the law and of the rules under tho law suggested by the Commission. 

Order. —Orde.rcd that cojiy of the foregoing Kcsolution be forwarded to Surgeon-Major 
A. S. Lethbridge, M.n., c.s.i., to each of the Members of the Comuji.ssion, to the. Govern¬ 
ments of Madras, l onibny and Bengal, and the Chief Commissioner of Burma, and to the 
Bengal, Bombay and Madras Chambers of Commerec. 

Also that the Resolution and the Report be published in the Gazette of India. 

J. F. Finlat, 

Secretary to the Oovf. of India. 
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io\\oi»mg orders, ‘wsoed by tbc Goretmctil ol \ti tbe ^dilaty \)ep&Tlmeiit, 

are publiabed for general information. 


JoBH Edgar, 

Chief Sect/, to the Govt, qf Bengal, 


Port William, the 27th March 1801. 


FoBLOUGH AMD Lb&TR. 


No. ?08.—The ondermentioned officers are granted furlough out of India :— 

•V * ^ * If * * « « 

Surgeon-Major D. D. Cunningham, m.b., Medical College, Calcutta, (p. a.) for six 
months under Rule IX of the Regulations of 1888. 

Surgeon-Major‘A . Oromhie, M.D., Surgeon Superintendent, Presidency General Hos¬ 
pital, Calcutta, (p. a.) for aeyen months, under Rulo IX of the Regulations of 
1868. 


VOLUNTEER CORPS. 

Appointments. 

No, 322.— Chittagong Volunteer Rifle Corps — 

William Benjamin Oldham, Esquire, to be Major-Commandant, vice Major Ljfall, trans¬ 
ferred to the supernumerary list. 

E. 11. H. COLLEN, 

Secretarg to the Oort, of India, 
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PART IB. 


ORDERS BY THE LIEUT.-GOVERNOR OF BENGAL. 


MUNIOIPAL AND LOCAL. 


NOTIFICATION. 

The 24./A March 1891.—It is hereby notified that, under section 19, Act 111 (B. C.) of 
1885, the Lieutenant-Governor is pleased to appoint Mr. D. W. D. Douglas to be a member 
of the Jungipore Local Board, in the district of Moorsbedabad, vice Mr. C. B. Walton, 
resigned. 

H. J. S. Cotton, 

Secretary to the Qovt. of Bengal. 


NOTIFICATION. 


The 2^th March 1891.—It is hereby notified that, under section 17, Act III (B.C.) of 
1884, the Lieutenant-Governor is pleased to appoint the following gentlemen to be Commis¬ 
sioners of the Jhalokati Municipality in the district of fiackerguuge :— 


Babu Bajaninath Dose, b.a. 

,, Nibaran Chandra Bancrjea. 
Mr. R. Ziegler. 

Baba Mohesh Chandra Banerjea. 


Babu Nobin Chandra Sirkar. 
„ Ardha Chandra Hay. 

,, Jiteiidra Nath Bose. 

„ Poresh Nath Saba. 


Babu Durga Charan Chakravarti. 


H. J. S. Cotton, • 
Secretary to the Govt, of Bengal, 


NOTIFICATION. 

The 24ith March IfiQl. —It is hereby notified that, under section ‘19, clause (3) of the 
Bengal Local Self-Government Act III (B.C.) of 1885, the Lieutenant-Governor is pleased 
to appoint Babus Mukhun Lsl Dutta and Pryag Bhiigat to be members of the Local Board 
of Banka, in the district of Bhagulpure, vice Babas Madhusudan Prosad Gbose and Jokiram 
Mar wary. 

H. J. S. Cotton, 

Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The 26th March 1891.—It is hereby notified that, under section 59 of Act IlP (8?C.) 
of 1884, .the Lieutenant-Governor approves the election by the Commissioners of the 
Cutwa Mnnicipality, in the district of iiurdwan, of Babu Brojeudro Nath Sen to be their 
Chairman. , 

H. J. S, Cotton, 

Secretary to the Govt, of Bengal, 
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KOTIFICATION. 

TAe 26/A March 1891,—Whereas a notification, dated the 20th December 1890, was 
published at pago 355, Part IB of the Calcutta Gazette of the 24ih idem, declaring the 
intention of tiie Lieutuuant-Gnveriior to extend the provisions of suctions 224-26, 229, 
231-32, 234«35, 219 51, 254-56, 258, 260, 266, 268, 269, 270, clauses 1, 2, and 4, and so 
much of clause 3 as relates to section 231, so much of section 271 as relates to sections 225 
and 231, section 272, and so much of clause 1, section 273, as relates lio sootion 235 of Part 
VI of Act 111 (B.O.) of 1884 to the Bhahua Municipality in the district of Shahabad, and 
whereas no objection hiis been raised to the proposal within one month from the date of the 
publication of the above notificatiou within the Municipality, it is hereby notided for general 
information ihat, in the exercise of the power vested in the Local Government by section 221 
of the Act, and in accordance with the rcooinmendutiou of the Commissioners of the Bhahua 
Municipality, made at a meeting, the Lieutenant-Governor sanctions (he extension of the 
above provisions of the Municipal Act to the said Municipality. 

n. J. 8 . Cotton, 

^_ Secretary to the Govt, of Bengal, 

NOTIFICATION. 

TAe SOfA March 1891.—It is hereby notified that, under section 14, Act III (B.C.) of 
1884, the Lieureiiant-Governor is pleased to appoint the following geutlcuieu to be Commis¬ 
sioners of the Dacca Mmiicijjality : — 

Surgeon-Major F. C. Nicholson. Mr. H. L. Weatherall. 

liai Obhoy Chniidra''Das, Bahadur. Khwsja Mahaminad Azghar. 

Kui Madbub Cliauder Koy, Bahadur. Habu Isliwar Chandra Sil. 

13abu Chandra Mohuu Basuk. 

II. J. S. Cotton, 

Secretary to the Qovt. of Bengal. 


♦ NOTIFICATION. 

The ^Olh March 1891.—It is hereby notified that, under section 23, Act III (B.C.) of 
1884, the Lii uteiiaiit-Giivcrnor is pleased to appoint Babu Frosuuno Kumar Bauerjee to be 
Chairman ol the Baripore Municipality, iu the district of the 24-Pergunnahs. 

H. J. S. Cotton, 

_ Secretary to the Qovt. of Bengal. 


NOTIFICATION. 

TAe 30/A March 1H91.—It is hereby notified that, under section 69, Act III (B.C.) of 
188I-, tnc Lieutunaiit-Governor approves the election, by the Cominissioncrs of the Gover- 
danga Municipality, in the district of the 21,-PerguunahB, of Babu Girija Prasunuo Mukerjee 
to be their Chairman. 

H. J. S. Cotton, 

Secretary to the Oooc. oj Bengal. 


NOTIFICATION. 

The 30/A March 1891.—It is hereby notified that, under section 19, Act III (B.C.) of 
188.5, tlic Liciitciiaut-Govcriior is pleased to appoint Babu Dwarka Nath Mitter and Babu 
Ashutosh Sen, n.L., to be members of the Burdwau District Board, vice Babu Lalit Mohou 
Siiigb Koy, resigned, and Mr. II. R. Reily, transferred. 

H. J. S. Cotton, 

Secretary to the Govt, of Bengal. 


DECLARATION. 

The 23rd March 1891.—Whereas it appears to the Lieutenant-Governor of Bengal that 
land is required to be taken up by Government at the exp-nse of the Caloutta Municipality 
lor a public purpose, viz., for improving llarecpara Bustee, it is hereby declared that for 
the above purpose a piece of land. No. 31, Newgypukur East Lane, iu the Town of Calcutta, 
district 24-PcrguniialiB, measuring, more or less, 2 cottahs, is required. The land is bounded 
on tlie North by No. 31-1, Newgypukur East Lane (Babu Sreenath Roy^s house) ; on the 
South by Babu Kcdar N. Dass' land. No. 31, Newgypukur East Lane; on the East partly 
by Babu Plan Nath Pal's land. No. 31, Newgypukur East Lane and partly by the land made 
over to the Commissioners by Babu Franuath Pal for a new road; and on the West by a 
public lane. 

A plan and specification of the laud are filed in th? office of the Commissioners for 
public inspection. . 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
H may concern. 

• H. J. S. Cotton, 

Secretary to the Govt, qf Bengal. 
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DECLARATION. 


The 31»i March 1891.—Whereas it appears to the Lieutciiant-Govcrnor of Bengal that 
land is required to be taken up by Government at the expense of the Mauiektolla Munici¬ 
pality for n public purpose, viz., for a trenching ground fur the Municipality, in Dehi 
Panchannogram, district of 24-Pergunnah8, it is hereby declared that for the ahovo purpose 
a piece of land measurimr, more or less, 25 bighas of st andard measurem^t, included in 
Ixuldinigs Nos. 30, 39A,*4.b, 41, 43, 44, 45, 46, 47, 48, 40, o—, 53, 5-1* and 5u in 8uh-division 
I, Grand Division HI, Dehi Panchannogram. is required. The lund is hounded on the North 
by the lands of holdings Nos. 39, 30A, 50, and 51 in the same Sub-division and Grand 
division; on the East by the new canal surplus laud ; on thu South by the Narkulduiighu 
Hoad j and on the West by the Koochuan lioad. _ * 

This declaration is made, under the provisions of section 6, Act X, 1870, to all whom it 


may couftru. 


H. J. 8 . Cotton, 
Secretary to the Govt, of Jituyoi. 


NOTIFICATION No. 16T3. 

TAc 30fA dfrtrcA 1891.—It is hereby nolifiod for general information that, in oxeroise of 
the power oonforrod on him by section 39 of the (Jess Act IX (D.C.) of 1880, the Lieutqnant- 
Governor has determined that the rate at which tho Public Works cess shall be levied for the 
year 1891-92 in all tho districts to which tho Ceas Act has been extended shall bo. ono-balf 
of an anna in tho rupee on tho annual value of lands, and on tho annual not profits from 
mines, quarries, tramways, railways, ond other immoveable property (exooi>ting such as may 
have been exempted under section 2 of tho Act), asoertoinod rospoctivoly as in the Act 

presoribed. _ _ _ 

, H. J. S. Cotton, 

• Secretary to tho Goet. of Bengal. 
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PART II. 

[N.B.—Advertisamenta, Notioea, &o., intended for insertion in this part of the Q-azette, 
cannot be received after Noon on Monday.] 

LAND SALE NOTICES. 


N otice is hereby Riven that the undermentioned plots of land, no longtir rei^nired by Government, situated nIoiiR the 
East Indian liailway, in the distriet of Monghyr, will ho pnt up to sale at one o’clock p.st. on iVednesdny, the 6th jUny 
1H91, rorrcspondiiig with the 12th Bysack 1296, Fasli, ot Monghyr. 

The purchasers ot the several plots of land will bo subject to the following conditions :— 

1st.—The pnrchasors will have no power to make any excavations on the land nearer than throe feet from the 
foundation. 

2nrf.—If tlie amount of purchase-money does not exceed Its. 100, the whole amount must bo paid down at once. 

—If the amount of purchase-money exceeds Its. 100, one-fourth of the amount must be immediately doposiloil. 
If tlie halaiiRC be not paid by noon of the fifteenth day after the sale, reckoning the day of sale as one. or if 
that day bo a close holiday, then by noon of the firat succeeding office day, ti\,e sale shall he ca'ncelloil, tiu! 
sum deposited being forfeited to Govemmont, and the lot again pnt up for sale at the risk of tlie defauitiiji' 
purchaser, after issue of advertisement as in the case of original sale. 

4//i.—The plots of land will be sold revenue-free to the highest bidders. 

6tA.—That purcliascrs shall he put in jiosaession on receipt by the Collector of the orders of the Board conlirmiug 
the sale. 


Pcritunnah Situated on 


Approximate aroa 
g/ tot in bij^haa 


Lavp sxcr.iTUBn pii&M 
I 8AtK FilGU BACiX 

I LOT. 


Bmfton for | 
«xclu«ioii. I 


Commonoemont 
aud termination 
lot. 


Jlcundorycf loi. 




S V 


Between mile 326 Norlh.—BnBi Imiinn Bull- 
and 327. way Com)>Hnv'« Itiml. 

Wei«t.-~Euht Indiuti Bail* 
• way Company’s land. 

Eaat.*>Pt\blio road from 
LukbiMcmi itution to 
Shaikpuruh. 

South.—Jibattu L-nl’a pro- 

Bitto ... l^TrtS!' -ntiCTnflion Rail¬ 

way Compauy’K laud. 

South ‘Bhattu La) and 
nthera* laud. 

Ktut.—Ketul Itivur. 

• Weal.—Public kphu fiom 

•Lakhiaorni atation lo 
Bhalkhpumb. 


Monghyr, the 11th March 1B9Z. 


■ B. M. .WatLKB, Collector. 
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N otice is hereby gircn, under sections 6 and 13, Act XI of 18C9, that the undermentioned estates, or shi^-es 
of estates, in the district of Mymcnsingh, will be put up for sale at the Collector’s Office of that district on 
the 2nd April 1891, for arrears of revenue and other demands, which, by the. Eegulatious and Acts in force, are 
directed to bo reslized in the same manner as arrears of revenue.^ 

When in columns 6, 7, and 9 of the appended statement it. is stated that only a share is to be sold, a separate 
account is kept for such share, and the other snare or shares in the estate arc excluded from the sale. 


1 

* • 

3 

1 

4 

S 

e 

7 

1 ^ 

0 

Towji 

Mu. 

Nanif) of mohat and 
perffunnali. 

flndder 
jumtna of 
vhuln oaUitc. 

Whether 
tlin whole 
estate ifl 
to he 
Hold. 

Tf only a fihare is to be 
Sold, spooifleation of auoh 
Hhore or aharei* 

Names of proprietors 
of property to be 
■old. 

If only a 
share is to 
1>H sold, 
the enddt^r 
jumma of 
such sham. 

If the whole 
estate is 
to be sold, 
the siToars 
due from 
it. 

If only a 
share is 
to be sold, 
tbe arrears 
due from 
it. 



Rm. a. r. 




Ra. A. P. 

' Ba A. P. 

B». A. P. 

12 

Zomindari hiss# 
la., porguiiuah 
Attia. 

702 13 0 


Joint nhare, exolueiva of 
SHpurate acoouiits otwned 
under »ectioii 10, Aa( XI 
of 1H5U. 

Baftts Hohanwd 

Ali Khan and 
otlien. 

217 I 0 


10 8 10 

HR 

ZHtnindwri pr‘rfrun- 
uuli llarubuzu. 

0,353 2 0 


Joint Bhuro. exHunivo of 
separate ac’-countRoimnod 
under Bent-ioii 10 of 
AotXlofl85H. and m)c> 
tioii 70 (il Act YIl (U.C.) 
of 187«. 

AaiNha Klianum and 
olhors. 

« 

4,013 1 0 


383 r 0 

2fl 

Ditto . 

S,8ii3 2 0 


Hop»nited iharo nndnr 
m*<*tioft 10 of Ai’t XI of 
185U. and Biictioii 70 of 
Act VII (B.C.) of 1876. 

Bmja Kishori 

Debia* 

lOA 1 0 


104 1 0 

00 

Jojir Dhitpnr. 

tupiH*h ^ Itaii- 

bhowul. 

823 7 0 


Joint ahni'o, axcliiiiiva of 
(fofiarate aevounts opened 
under Hoction 10 of 
Act XI of I860. 

llaja Burjakant 

Achorya ChoW- 

dhuri aud others. 

017 8 0 


13 16 0 

Oil 

Zomintiari por- 

Knniiuh UuMuti* 
shyo. 

#■' 

4fi,4G7 16 0 


sloint sharp, exelusivo of 
Keparatn acoonnts opened 
under aocthm 10 of 
Aot XI of 1960 ntid Beo- 
tion 70»f Act YIKB.C.) 
<»r iH7ii. 

Ishnn Chandra 

Cluikrabartty and 
others. 

1,063 2 0 


06 2 0 

121 

ThftniBhuwar 
liutiia H« P‘‘r- 
Kiitiiiuii Nu8.Hirii- 

720 10 0 


Joint Hhfiro, exohifiivo of 
N' pHCMle aorouiii 0|)omst 
under anetfon lU of 
Aul XI of 1860. 

Monshur Bhuqu 

and others. 

330 7 0 


73 3 0 

121 

Ditlo . 

7*20 10 0 


Heparaled share, 4p. 

Inlasalt Rhoya 

0 2 0 


3 to (1 

124 

l>(»ytnidu Hck in 
tupi>uU llazradi. 

1,700 2 0 


Joint share. 6a. I6/7. of 

P»tna Khanjrn, fia. bp. of 
Nuicar llnsnutti, la. IO/7. 
of Benr Masbun. and 8p. 
of tJIiukla Mohabatport*. 

Dunn Nath Chak- 
nibHrtty Cliow- 

dhury aud otliers. 

338 14 0 


68 4 0 


Dillo 

1,700 2 0 


Separ.ilnrl Nbaro la. lUa. 
Kharo of Nagar Ilnr.racii, 
2a. 6/7. <»f tlltakla 

Putuu Biiaiiga, uiiU l-ta. 
1»//. sluira of licer 
Mijjhna. , 

IJpondra Kishore 

lUy Cliowdhury. 

186 13 0 


1 IS 0 

101 

Zomindari Inppfh 
Hinfr<lhH Dcrji 

2.173 16 0 

Whole ... 


AoRiia Aktor Kha- 
tuu snd others. 


22 13 0 


1731 

Taluq Kupchan- 
(Irth Uutimgar- 

lilta Maz'imdar 
ill pcr^uniiuh 

lIuRHmiHlmhi. 

627 6 0 


J nin i Bharo, exclusive of 
sepiirut-e Hceount opened 
under Hectiort 10, Act XI 
of J860, and amtttnn 70 of 
Act Vll (H.C.) of 1876. 

Chandika Dobia 

and others. 

208 13 0 


88 7 0 

70i»3 

Tnhui Niir Nesaa 
KhanHiu wiib 
IS] mail, tuppeh 
Utiubbowal. 

1,208 0 0 

Whole ... 

Mr. G. P. PogosB 
and others. 


4ni 1 11 



Second Clatt Estate*. 


6071 

Char rimrlpara, 
BhuVmrnupur, 
alias Ki’arauris, 
Kaiibhowul 

tuppeh. 

765 6 10 1 


! 12a, Joint share, oxcluxive ] 
1 of Hep»mt4t acivnints 
open«‘d tmd«tr Mectiuii 10, 

1 Act XI of 1660. 

PrrMRnmi Kumsr 

Cbakrabortty ai.d 
othom. 

666 6 10 

i 


4 4 6 

6120 

Char L'hear Char 
alias Huhtidur- 
porc, perKunnah 
Alapstngh. 

561 0 0 


Ditto ditto 

j 

Raja Bnrjnkant 

Achsrya hahudiir 
and othurs. I 

76 B 7 

• 

t7 0 6 


Myniciisingh CoUeetnrale, the 21 at February 189J. A. T. (Jcpta, Uffictating Collector. 


OTICE is hereby given, under sections fi and 13, Act XI of 1859, that the undermentioned estates, or shares 
Is of estates, in Uie district of Nuddea, will bo put up for sale at the Collector's office of that district on the 
4th April. 1891, for arrear? of revenue and other demands, which, by the Kognlations and Acts in force, are 
directed to bo realized in the same manner as arrears of revenue. 

When in columns 6. 7, and 9 of the appended statement it is stated that only a share is to be sold, a separate 
account is kept for such share, and the other share or shares in the estate are excluded from the sale. 


1 

« 

3 

4 

1 

6 

7 

8 

1 

» 

Towji 

No. 

Name, of mehal and 
perguiinah. 

« 

Rudder 
jumma of 

1 ^hole eS' 
tale. 

Whether the 
whole 

esUWii i» be 
■old. 

1 

If only a share is to* 
bo sold. specifloatioB 
of such share or 
shares. 

1 Names of proprie¬ 
tors of property 
to^besoid. 

If only a 
share is to 
1)6 sold, 
the suddor 
jumma of 
such share. 

If the whole 
estate IN to 
be sold, 
the arrears 
due froiu it. 

If only a 
share is to 
be sold, the 
arream due 
from it. 

369 

3186; 

Belxong, pergnnnab Bob 

NiBchindspore, pergunlish 
Mamudani()4)re. 1 

Kisimit Broopnr, alias Me* 
liftldear, perirunnah Roy- 
bssh Mahatpure. 

Ra. A.. P. 
0,054 3 3 
P*»lioa — 
73 11 11 

1,414 13 6 

603 0 0 

Whole e,ta*e 

Bhare, amountinir to 
Da. l.V. lA. Sieop 
tStil 64ap, bearing 
No. 23.0. 

Share, ao'ountmg to 
lia. 8p. sk, 6d., and 
bcariug No. 360^. 

Arunodoy Qhosh 
Cliaudburi and 

others. 

Kailssh Chandra Pal 
Chaudhuri and 

others. 

B1*‘H8rs. Robert, 

Watson and Ooiu*{ 
puny. j 

1 

Rs. A. P. 
4,416 15 8 
Poliis) - 
03 13 5 

1,100 8 10 

Ba. A. p. 

11 0 0 

Rl. A. P. 

«8 1 1 

U7 1 1» 




Nuddoa Uollectorate, the 23rd February 1891. E. G. Glazibe, Collector. 
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^OTI^ is hereby siren, under seotionH 6 and 13, XI of 1361), that the undermentioned estates, or shares of oslatos, in the district o 
^ Cmttnok, will be put to sale at the Colleetor'i office of that district on the 6th April J891 for arrears of reronno and otbo! 
emanda, which, by the itegulationa and Aotji in force, are directed to be realized in the same manner as arrears of revenue. 



Name of Mtato and 

^ Buddor iumma 

■Whfltho# 
the whnle 
eatato ia to 
be Mid. 

t 

If only a ahnre ia to bo told. 

I 

If a aharo in to be void, Iho 

If the whole 
estate ia to 

Tfa share is to 

3Wj[ 


•pei'iflcntton ofauoh 

proprietori. 

Mudder jiinuim of aucli 



.^0. 

porffunutth. 

eatate. 

i 

•hHre or aliarea. 

Mharo or#hHreH. 

arrears due 
from it. 

such Nhurc or 
allures. * 



Bh. a. p. 



Digttmbnr Mohmiti 

B.4. a. f. 

Bn. a. P. 

Es. A. P. 

&80 

iCt. taa. Sana* 
poor, pergunnah 
Barah. 

Kis nia. Man* 
da. perffunnah 

688 7 8 

'Whole efitata 

. 


7 6 6 





and others. 




W 

1.616 14 1 

Ditto • ... 

. 

Gonebandhu Bantra 
Mohapalra and 

• 

0 4 7 

. 

848 

Sunghra. 

Ts. B»j Ksna. 

^•8i8 4 4J 


Kt. er>. ... ... ... 

otlior^. 

Abdul Qatoor. 

29 11 2 


12 11 2 

nenmimah Kan- 

• 







ohl Khuod. 

Ta. BajhanNa, 

1,696 3 10 


Kt. Ita . 

T>el>va Ring Pahraj 
and othnrfi. 

1.271 6 lot 


211 11 6 

»7t 

; I'll. BrUuudtinxrars 
pf^ivaiinah oailo 
Ta PootinK, per- 
l^iiniiah Jhnnkor, 

980 9 0) 


Kt, I9a. I4y.!4.»t. 114. ... 

Choudhry Kosi Nath 

780 4 3J 


26 14 1 


Daa and others. 

1,610 9 1| 



!1P9 

1,84S 7 8 


Kt. I3a. Ip. 144. 8«r. 14. .. 

Burjamont l>ai 

Dibya King Pahroj and 


' 186 6 6| 


im 

Ta. IfiBiiittOor. par. 

S,R86 16 8k 

Whole ealate 

.. >• 


641 7 4k 


fftinnah Bakbra. 
bad. 

Ta. Bininaber, per. 



olhei s. 




\6tti 

082 10 6 


Kt, 7a. 5p. 125. 4g, 

Choudhry Kaniiiath ' 

4S2 8 flt 


8 3 2 

gunnab Bakbra. 

Wk 

Ta. Niall, pnrgati. 




Oas and othttrs. 




ms 

664 9 61 


Kt. 14o. 8p. flit IBy. 

Kt-runaktir Molmpatra 

Raj rani Dob.va 

0(19 8 1 16 . 9p. 

488 10 11 116. 


1 0 11 

nah Dooffan. 

Ta. Singhar l^ahi. 

IHAA 

1,061 11 1<I| 


Kt. 4«. . 


214 9 5 lU 

13HS 

perKunnuM Apiia. 
Ta. Syam Muiidor. 

1,970 8 11 


Kt. Ida. 7p. ikl. 134.16ir. 

Iburhiiiuith Jhis and 

1,114 1 0 bkt. 


116 4 11 

ntir, purgutmah 
^hias. 

Ta. KauUba^ pflr- 


25. 

othem. 




W7n 

2.022 16 7 


Kt. 16a. 7p. IIW. H6. 

Praaiimm Mobanti ... 

1,976 6 6 


516 16 6 

gunimh’Ahiu. 







1^78 

Ki. ma. Arais per** 

000 11 6 


Kt. la. 8p. 7it. 24. 

Adiktiiid Panda and 

S4 4 11 


25 7 11 

gunnah Dulo* 



♦ 

Oayanidbi Panda. 




S600 

Ta. Bniilflnr« per- 

543 2 8 


Kt. 3a. ll/i. Sit, 144. flg. ... 

Rnbu Knlipad Banur- 

132 0 4 


06 S 0 

guuuah Katia. 



jia Ktirutiamoi 

Drbya. 






1*253 

Ta. JahangirHlmd, 

1.709 9 4| 


Kt-. 3a. >ikp. ... .. 

Kamnil link. Rurawati 

326 11 2 >66. Sf. 25. 


1C9 C 11k 


porgunnab Kuri. 


IHui. HUd Saiimatuu- 








niia Kthi. 




1313 

Ta. KadhaHuhnn 

6.766 19 9k 


Kt. Ila. Sp. Hit. 44. 

Golnkh Chunder Bose 

6,302 4 4k 


34 9 0 

Pranad, perguii- 
oah Baruan. 


aud uUmi s. 







1314 

Ta. Koshpnr, per- 

1,700 7 «4 


Ki. 11(1. 5p.7i/. 104. 

Choudhry Rahadev 

1.260 0 64 


1 0 0 

guuoah Baruan. 


Muhapalra and 

others. i 

1 





The 12tli March 1801. A. C. Sjjn, for Collector. 


N otice U hereby given, under seetions 6 and 13, Act XI of 186P, that the undermentioned estates, or shares 
of estates, in the district of-Iessore, will ho put up for sale at the Collector’s oflice of that district on Ifitb 
April ]89I, coriesponliug with 3rd Hysalch 1298 (B 8.), for arrears of revenue and other demands, which, by the 
Regulations and Acts in force, arc directed to be realized in the same manner as arrears of rerenno. 

When in columns 6, 7, and 9 of the appended statement it is stated that only d share is to be sold, a separate 
account is kept fur such share, aud the other share or shares in the estate are excluded from the sale 


1 

i 

3 

4 

5 

0 

7 

8 

9 

Towji 

No. 

Narno of mohal and 
porgunnah. 

Rudder 

of 

whole estate. 

Whf'thf'r 
the wtiole 
OHtfite is to 
bo sold. 

* 

If only a Nhare 
in to tie sold, speoU 
fioation of such 
share ur shares. 

Names of 
pn)pnetorH of 
proptirty to be sold. 

If only 
a sharH it, to 
b^ Sold, the 
audder 
jnmma of 
such shttre. 

11 tTi. 

M’holo (Mlnco 
in to bit Mild, 
tl)(‘ orroNrs 
duo from 

It. 

If only 
a Nbare >n to 
1)0 aol>>, the 
arrours duo 
from it. 



lU. A. P. 



4 

El. A. P. 

a.. A. p. 

Bj. a. p. 

lU 

Alamnor Huda Ruohia 

1,641 2 8 

Wholfl ... 


Ray Rurondra Nath 


493 10 9 

1 . f»t 

taraL (wruunnali 



Chnudhury and 





Mahamodsahi. 




oth»*r». 




133 

Kachalicri., pergun- 

1,373 *1 4 

Do. 


Ditto ditto ... 

. 

44S 1* 6 


nah Naldi. 

Hndhiipur tamf, per- 

938 1 7 

_ 

HisyaNo. 1 

Jiidabinidra Busu and 

89 3 6 


15 10 B 

193 

gunnah Mubamed- 




othi'ra. 





Ml 

Kttjapur taraf, per- 
gunuab klahamod- 

661 10 A 



Rat Kiirendra Nath 
Cnandhury atid 


887 9 11 







othorN. 




MS 

Brirampur taraf. per- 

930 1 6 


Hisj. Xo. 1 

Madhu Htiiian Baksbi 

626 1 0 

* 

no 11 1 

giinitah Isafpnr. 




an'l others. 




4823 

liiNthnufithpiir taraf. 

1,188 16 0 


„ No. 8 

Ilmesb Chaudra Mitra, 

118 15 11 


3114 01 

porgutmnh Kulghur 

Whole ... 


Manwer. 

Beni Jladhub Dabe ... 



4889 

Babra Manja, pergun- 

tiah Bahujial. 

B >rai Manjn. pergun- 

669 5 8 



m. 14 ^ 


60U 

4,061 IS 11 

Du. ... 


.Maharaja Jagadiiidra 


1,C:U 8 3 





B«t Hahadnr. 

Kamini .Mtndary Ihi^a 



•048 

Chnora, peraunnah 

606 10 10 

Do. ... 



31 6 2 

...... 

Uahamedt^ii. 




and others. 




U06 

Khoshdahn, nergan- 

11,683 11 2 

Do. ... 


Pina Nath Baau 

• . 

3.073 7 7 


lUdi Kboslidaha. 




Mallick, 





Jeatore Colleetor’i Office, dat^d tho I2th March 1881. 


S. B. Habbts, CoUcLur 
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[Part II 


THE OALOtfTTA (GAZETTE, APKtL 1, 1891. 


N otice i» hereby given, under section 6 of Act IX of 1869, that the vndonnentioned share of estate in the 
district of the iiA-Pergunnahs ■will bo put up for sale at the Collector's Office of that distriet on the 
16th April 1891 for arrears of revenue which fell duo on the 12th Janiiary 1891. 


1 

t 

3 

4 

5 

6 

7 

8 

0 

Towjl 

Wo. 

• 

Namoof niPhal 
and purgunnah. 

1 

^ 8uddor 
juititna of 
wliulfl OMtalti. 

1 

Whftthor 
the wholo 
estate ia 
to bo 

fluid. 

If only a share la 
to be sold, flpeoi- 
flt*ation of Huch 
share or sbitroii. 

Name of proprietor 
of pi‘t)|>erty to be 
sold. 

• 

If only a 
share is to 
l)e Hold, 
the kuddor 
jllllllllU of 
Huoh flhuro. 

If the whole 

1 ofltalo iM 

1 to bo Ntlld, 
tho urrears 
due from 

It, 

If only a 
share is 
to bo sold, 
tho urream 
duo from 
it. 


! 

ll8, A. r. 


CUtM$ T.^J*firmnn0nt» 
tH-^vtUed J£atai0, 


Ba. A. P. 

B.>. A. P. 

IU. A. P. 

47 

Porgunnuh Miwoorii. 
kinmut Uoiyut'u mikI 
otiiura. 

2,037 fl 4 


Bxcltullnff flharra 
flMpMmtod nndor { 
seotioti 70, Act V11 
of 1870, the reiti« 
duary aharo pay- 
in^ 4 revenue of 
Xla. l,903-7-2i. 

Mayabutty Dobi and 
otuen. 

l.StU» 7 Si 

i 

i 

! 

IBB B Ui 


24-1’crgunnaliH Colloctorutc, the filth Eobruary 1891. T. Inolis, Covtd. Dy. Collr. in charge, for Collr, 


' -- .. — — — I..... . . ^' 

N otice is hereby given, under sections 6 and 13, Act XI of 1859, that the undermentioned estates, or shares 
of estatoB. in the district of Burdwan, -will bo put up for sale at the Collector's Ollice of that distriet on 
7tli April 1891,^ for arrears of revenue and other domaiius, duo on 12th January 1891, which, by the Kegulations 
and Acts in force, are directed to bo realized in the same manner as arrears of revenue. 

When in ct)lumns 6, 7, and 9 of the appended statement it is stated that only a share is to be sold, a separate 
account is kept for such share, and the other share or shares in the estate are excluded from the sale :— 


1 j 

2 j » 

4 

5 

e 

7 

8 

9 

i 

! 

Tiiwjii 

Ne. 

Name of mohal and j 
|H)rKunmih, 

1 ■ 
I 

Kudder 
jiiinnm of 
whole 
^Cfliulo. 

Whoiher 
tho whole 
i'Blute IN to 
bo Hold. 

11 only a slmro is 
to be sold. 8})noin« 
cation of mich 
flhiiro or sharofl. 

NtimoH of proprietors 
of property lu bo sold. 

If only a 
Mhnrf) iR to 
be Hold, the 
(fudder 
juittma of 
bitch (tliare. 

H (he 

whob' estate 
IN to ho bold.l 
tho arreai’M ' 
due 

from it. 

If only a 
bbfire into 
he sold, 
the uneara 
due 

from it. 

£174 

] 

6214 1 

' Sniknotii. pergunnah 

1 Hurdwun. 

Lownto tn Koollmndar. 
p<>rKuniiuli Kliundo- 
ghosu. 

llH. A. V, 

H 6 

788 13 S 

Will ho 

sold. 

The parent ewtato, 
excluding the shans 
for which a fk7« 
purutu urtVHiiit for 
Kfl. 714-11-11 ImM 
opexMid, will 
be sold. 

1 

Kuji Mohamad and, 
othui*^. 

Amrifo Sokhnr llnndo- 
putUiya and otlieni. 

IU. A. V. 
U76 14 0 

Ks. A. P. 

Q 4 

Km. a. 

S38 8 U 





Burdwan Collectoruto, the Clh March 1891. A. C. Turn, Collector. 


N otice is hereby given, under seelions 6 and 13, Aet XI of 1859, that the unJcrnieiitioned estates, or sliares 
of estatc.s, iu the district of Monghyr, will be put up for sale at the Collector’s OUlee of that district on 
8th May 1891, for arrears of revenue and other demands, which, by the Bcgulations and Acts in force, are directed 
to be realized in the same manner as arrears of revenue. 

When in columns 5, 7, add 9 of the appended statement it is stated that only a share is to bo sold, a separate 
account is kept for sueh share, and the other .share or shares in the estate are oxehidod from the sale. 


1 

2 • 

8 1 

< 1 

5 1 

0 

7 

“ i 

0 

) 

Towji 

No. 

Nsme nfinehal uiid 
pi'rgunuah. 

Judder 
Jutntna 
ot wholo 
ebtate. 

W'lu'ther 1 
tho whole 1 

CbtutiMM 

to b>: KOld. 

If enly a ahert^ in 
to bu Mold, spocitl- 
eatioti of Much 
flhai'u or Mhurea. 

Name.s of proprietom 
of property to be sola. 

If only a 
bhiire U to be 
Hold, tho 

1 Budder juin- 
1 iiiH of Hiiuh 

I Hhare. 

If the whole | 
, « Ktntfi is to 
bd'Nold, 
the arrears 
due from it. 

i 

If onl.v H 
Nhiirt* is to ht* 
Mold, Ihu 
aiTt'NiN duo 
from It. 

i 

n:;o i 

RtiMulptir Bhatoni, 

Rll. A^I'. 
010 1 0 


Itia. 

Mumainnt Bundorbati 

1 Rm. a. p, 
858 13 U 

Bs. A. P. 

Eb. a. p. 
171 11 u 

822 ' 

perguotuifi VhurkiM. 
SiTitrhnu), pergunnuh 

C36 14 0 


14a. ISd. Ic. Ik. .. 

Cumri, An. 

BhoU Nath Muker- 

UOS 2 0 


13 1 0 

! 

j 

e:iu 

Muiki, 

1 • 

i (hiuff!! I’rnNful. por- 

088 a1 0 


i 

lid. Ik, UU, br, 9p. 

]ea. Manugor of Kti- 
dra Prokiish MisBer,. 
Ae, 

Karu Bingb, Ao. ... ! 

20 7 U 


0 U 

830 

1 Kunitiih Mulki. 
i Ditto ditto ... 

688 3 0 


So. 8d. Icf^.lSr. ... 

i 

Madan Idohan Lai, 

HH 0 0 


»7 14 0 

1431 

1 Uliowiinandpur alias 

1,100 13 0 


!ia. Sd. 2c. 

Ac. ^ , 

Iformof proprietor 

Khoodur Bingh: 

proflent proprietor 
Funit Lai by iKir- 
oliMne at a rsvontie 
sale OD S7th May 
1890 ; bis name has 
not been regiMtered. 

Manoo Bingh, Ac. ... 

227 15 0 1 


HB H 0 

1431 

RHiitdenri, 
nah 31alki. 

t 

j 

Ditlti ditto 

1,100 13 0 

4 

r 

8d. 2c, 7di, in*. ... 

83 0 0 


20 13 0 

2770 

! Mi'hiuddinnnioir Ka- 

6&1 11 U 


30-. M, flc. 86. 7ph, 

Bobun gingb, Ac. ... 

12U 9 U 


12 3 0 

Ct*>84 

1 rikh, perguenuh 

j Amerthn. 

Dinra Shahxfidinu’ 

Damdnnia aluts 

Kuliiiiipur, perKun- 
nah llull'H. 

1,187 14 0 

1 

Whole ... 

16W. lero. 

Kesho Bib Lsl ... 


445 8 0 


Monghyr Collectorate, the 20th March 1891. B. M, Walleb, Collector. 


































Paet H} 


iiis apbil i, i89i 


I^OTICE ii h«febr giT«n, und^'r seetlons 6*nd^l3, A«t XI of lBo9, that tlie iinrlarmrntionml estate*, or share* 
of estates, in the district of Bb.sf'alporo, will he put up for nale nt tlie Collector’s office of (hat district on 
2i)th April i891, correB]>onding with 36l.h Chact 1298 (P.ti.), for arrears of revenue and other demands, which, 
by the itoRulationa and Aots in foroo, are directed to be realizoii in the same manner ns urnjars of revenue. 

When in columns 6, 7, and 9 of the appended statement it is sided that only a shnre is to be sold, a aepartte 
account is kept for such share, and4;ho other share or shares in the estate arc excluded from the sale:— 


•Town Nameofmahal > 

Mo. and persnimnh. whole inulij^. 


Whi'f hor 
tho whnto 

etttiiiH ia 
to bo MOtd« 


If only « sham 
In t<> Im Notd, 
HMecilloHtioik of 
Much tshitro or 
shnros. 


Namos of 
propi'iotdira of 
praporty to 
bti Hold. 


If only tt 
nhiii a ifi tft 
bn NOlft, tbo 
Kudfior 
jiiminn o$ 
ohai-o. 


1 r tho 

W|joI»» 
ONtilttl IH 
to bti Mold, 
kho artmr* 
dtio 

from It. 


If onJy II KltRra 
iH to be sold. tiiB 
urroMTN duM 
from il. 


tf l)af«d«ioporo, pergtin- 
it»h • bhwridporo, 
thaiia ^ultanguuKB. 


Rh. a* V. 

Gsi la u 


9D Tftt»a Mmidnr, porVuii- 1,7(J0 13 0 

j fiHh IthHKiilpora, 

I thuiUL Ruiika. 


Tb« roHidue Uirjoo Muhlon and 
fjttnili ahnro of olnorx. | 

wliioh i 

n<t(‘oiini hoH tiok I 

born onciiod. 

la iratidua tdiai-o SharuJiit UoiHuin ... i 

Pair. 1 *J 
iciftutiiH .liinjiiii, 
b; itiindna Mijk >> 

Har, :iod btfcuiid'o- 

l*rt’r, lii Ntirsin^h Pronad 
gutidit^ llatatiMir, MiKt'U. j 

Niid lA gHiidtt't 

M.nkfUtHr. > 

I>i(' n>.< 4 |i{iio iiiiiti- Kb'-dun L »1 and: 

U (fiiare of wniclt othriit. 

Ht'imratf iicoount 
h>»N nut Imh'II 
opotird. 


Rh. a. r. 
U 2 1) 


Kh. a. T'. 
U lU u 


Bliii^juiporci Collootoralo, iJit? MiiruU 1W91. A. C. W'ahh. Collocttir. 


'VTOTlCl’l is hereby ijiven. under seelicns 0 .ind 1'3. Aet XI of 18oi», thut the uudermeulioneil estates, or shares of 
i-’ estates, in the di.slriet of (.’hiimjmruu, will he put up lo sale at llic Collector's offiei; of tlml dis(ri<‘t on the 
loth April IS'.M for arrears of revenue. 

When ill columns n, 7 and of the apiiended .statement it is slated that only a share i.s to he sold, a separate 
aeeouiit is kept for such share, ami the oUter share or shares in (he estaie are exelmled from the sale:— 


Name of mehiil Hiid 
’biw. perKumiuU. 


SutbltM* 
jtinniia of 
wbfilo 
cstali*. 


AVlitdhor 
' tho wiiolu 
j esffilo i.H to 
1 lie Hold. 


If only li hbaro ih ! 
HiM'li sbiir*' or j 

hbriiiM. ! 


ynnio f»f i»rf*m'iftor of 
pitiiMTly to be st»Ui. 


I If "lily ft 
Kt.iirt* in K> tif 
I Sold. (ht> 

[ suddff jiim- 
. mu <if Mirh 
I uburo. 


...Id, 11 . 1 , j IS li.heK., 1 , 1 . 


Melmi KhnH. pnr- 
Kuiitwb Meiirii. 


Um. ▲. r. 
7 tJ 3 S 9 


I Oblikimh.'i 

‘ uHftn Muii t.Miuk> 

I liubn. 


! S(7. TnoiiVifth Ohvik 
I Nusiba. 


• .So motir.Hh Ttir- 

1 Moomuipun'i. 


I lC<i. Hlebbi khuu . 


I llubti Slitim Simrb 

! ,, K.'iiii V.-inl »ii Sill :b. 

I khtssiiiiiiit .p K<«'r 

I li .nib Siiiomj >;tiiibiii 

I Sll»2>l. 

I Knjab ln*o Vtindat) Hinyh. 

■ Itftbu Sliain Nttndnn Sui|.'b. 

I K •tit Ntoidiin Sniub. 

[ Rtijub sbtHHMj Nitnibin Sintili 
i ,, lh‘(t Xtindftti Sitiuli. 
MiiH-s'.nnut lluHiOop Kofr 
Ibijiib Shoji'iij Nuttiiau 

'’'iiiub. 

Ituiuli lb‘o N}tnd:i)i sii.f.rh. 
Utytii Sbniii NtiiHl.li) Sou ti. 

.. Katii Ntiti(i:i>i SiOKb. 

Miis.'^unnit Kocr. 

Ibijtih Sbu'iruJ iNDudan 

SiiiRb. j 

Ibijub l>i O \ittulaii ’^iftKli. 


I?s. A. i*. 

7(‘J JO U 


Rh, a. r. 
1 M t 


Cbumparuu CoUetsturato, Alotiliari, tlto U>lIi tVIaroh 1891. fciiiifio L/l Koi', Py, CoUector in t.*Jiarg<‘. 


N OTTOK is hereby given, uudtr soetiou 0, Act XI of kodion 11, A'-.t Til (B.O ) of IS'in, nmi A('t. TI {B.(* j 
of 187J, that tiio umbTiucutioucd dopoudont t4*nuros i)i Ihr 8atli«iiia klmjt incUnl, in tin* di,strit t of Cliiltogidi-i. 
will be put up to public atidunreserved, wale nttlio Coltoelor’s U(lh*e of that district on tho lOili day of Aifrii 1891 
for arrears of rent and cesses remaining unpaid after the latest day of puymouU the ibvy of Ducember IbnO. 


Number of 
dop«md«nt 

toiiure. 


rent and cesses remaining unpaid after the latest day of puymouU the ibvy of Uucember IbnO. 

J[fthal KoabtuL 


Name of d«<fHnTtiDg 
tttiturt), with lift 
■ituutioii. 


N«iue of proprietor. 


AsMITaI. BSXTAl/. 


I AMOUST OV AimKAU FOTt WHICH \ 
Tint TUNVUK m TO JIB SOI.O. I 


Voniiiarry. I Ilari Pah Bahadur J 6' 0 1* 0 * »7 S 0 186 o 0 21 IS P I JW 13 0 h 


Mouzsli* Voniiturry. Ilari Pah Bahadur 
t-htum B«tkaui», Iml and Srimati Niiuti* 
Bttxuikhiili, taluk kriahutt nodu for Nil Kum»i 
Banjit. Hahodiu'. 

lloarA^ Oliambal, tham Fasar Ali . 

Biktkftitia. hal Baiiskholi, 
taluk Tajaunisaa. 


Dated Chittagong CoUectorato, the SSth February 1891. 


n«. 

A. r. 1 

1 Bh. a. 

p. 

6> 0 14 0 I 

1 

1 M7 a 

I 


},ioa 

4 10 

1 17a 13 

0 


i Thr I'lllJM- 

y IrnuroH a.r to 
i be Nuid. 


4S S S 342 3 ^ j 


11. W* CABiiYtn, for Collector. 
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THE UALOITTTA GA2SETTE, APRIL 1, 1891. 


[Fabt II 


In the Oourt of the Subordinate Judge of Tirhoot, 2nd Court, Mozufferpore. 

EXECUTION CASE No. 486 of 1890. * 


Hardani Lall, decree-holder, vermt Chowdhry Mahanth Eaghanath Oaas, judgment-debtor. 

T O be eold in the above execution case by the Naair of the Uietrict Judge’s C<mrt of Mozufferpore at JS o clock, 
if the Court bo hold at noon, otherwise at 7 a.M., on tho 16th April 1891, the right, title, and interest of the 
jndgmont-debtor in the following properties for realization of Bs. 61,861-8 11. 


Serial 

number. 

Names of monzahs situate in tappa 
Rhulsala, pergunnah Bisssrah, 
district MuzuSor(K>re. 

Quantity 
of judg¬ 
ment-deb¬ 
tor’s share 
to be sold. 

Towji 

number. 

OoTernment 

revenue. 

Area. 

Value as esti- 
. mated by 
decree-holder. 






Rs. 

A. 

P. 

A. 

B. F. 

Ps. 

A. P. 

1 

2 

Rampnre Ball! 

Baporha appertaining to taluka 
lisniporo Ball! ... 

10 

annafl 

1430 

1,493 

6 

4 

1,072 

2 82 

2,600 

0 0 

« • 

16 

99 

1430 

1,493 

6 

4 

486 

3 0 

l.O'O 

0 0 

3 

Chninpore appertaining to ditto 

16 

f$ 

1430 • 

1,493 

6 

4 

470 

3 24 

800 

0 0 

4 

Babhangawaii appertaining to ditto 

16 

ft 

148U 

1,493 

6 

4 

691 

3 32‘ 

1,000 

0 0 

6 

6 

Gavtpore appertaining to ditto 
Chapra Mohan Abdul Karim Chak 

16 

99 

1430 

1,493 

6 

4 

336 

0 16 

5U0 

0 0 


u])])crtaintiig to ditto ... 

16 

99 

1430 

1,493 

6 

4 

114 

8 24 

200 

0 0 

7 

Kajms appertaining to ditto .,. 

16 


1430 i 

1.493 

6 

4 

7,817 

2 24 

2,000 

0 0 

8 

Ehara appertaining to <litto 

16 

•’ 

1480 

1,493 

6 

4 

922 

0 0 

1,(XKJ 

0 0 

9 

Kliolo appertaining to ditto 

10 


1430 

1,493 

6 

4 

888 

0 8 

6(X) 

0 0 

■“ 1 

Gobindporo apportainitig to ditto .. 

_^ .. 

16 

-■I 

14.30 1 

_ L 

1.493 

6 

4 

208 

8 8 

600 

0 0 


(1162 1) 


Jaw Nath Dass, Subordinate Judge. 


Statement of Che Affairs of the Bank of Bengal for the week ending 23rd 

March 1891. 


LIAillLlTlfiB. 


Capital paid up . . 

Kesorve Fund 

Public Uepuaitg at Hoad 

Office . Ka. 78.04,877 14 8> 

IMtto ditto at Branohe* ,, 1,07,61,175 0 71 
Other llu)mmtH at Head Ollioo and Rranebc* 

Bank Puut Bills, tic. 

SuiidricH ... * ... 


Rs. A. 
2,00.00,000 0 
47,00,000 0 

1,85,50,063 8 

6,42.91,090 9 
17,211,199 11 
24,60,480 4 


P. 

U 

0 


3 

1 

7 

6 


ASSETS. 


QoTcmment Securities . 

Other autburisod Investments 
Loans on Government and other authorised 
Soourities ... ... ... 

Accounts of oredit on ditto ditto 
Bills disoountod and pnruhased ... 

Balanoes with other Banks . 

Bullion ... ... ... ... ... 

Dead Stock ... ... ... ... ... 

Stamps ... ... ... ... ... ... 

Sundries . 


Rs. A. r. 
86,78,888 8 0 
73,92,300 4 0 

1,01,20,372 4 7 
71,92,380 4 6 
2,46,42,690 9 9 
8,17,742 3 0 
10,81,617 4 2 
12,12.429 15 3 
12,438 3 4 
9,86,837 8 0 


6,19.22,667 0 6 

Cash and Currency Notes 
at Head Office ... fta. 2,62,20,788 16 11 / 

Cash and Oitrrenoy Notes 13,98,04,S67 0 10 

at Branobes ... „ 1,36,78,078 0 11) 


Rupees ... 10,17,27.424 I 4 


Rupees ... 10,17,27,424 1 4 


Bakk or Binoal, 
Calcutta, 20lli March 1891. 


P. T. Lewis, Offg. Chief Aoott 
Rate for Demand Loans, 4 per cent. 

Poroentage 61 '6. 


By order of the Directors, 

W. D. OHUIOKHHAirE, 
Secretory and Treasurer. 

(1168-1) 


In the Court of the Deputy Commissioner, 
Maubnum. 

EXECUTION OF DECBEE No. 2 OF 1891. 

Muhendra Nath Chakrabarty and other.s, decree-holders, 
versus Kaja ITdayadiiya Deb, judgment-debtor. 

OTIOK is hereby given that in the above case, the 
undermentioned property of tho judgment-debtor 
will be sold by public auction on tho IWHi May 1891 
in the Court of the Deputy Commissioner (Sub-Judge) 
of tlic district of Manbhum— 

|■erEunnah Patkum, in the district of Manbhum, 
being the jadgmeiit-debtor’s zeuiindari, hearing No. 20 
in tlio Ciillcctorate towji; land revenue ai^ sadder 
jumma being lis. 3,116-6-6. 

The entire zomindari ha^bcon let out in ijara by the 
judgment-debior for 19 years from 1289 B.S., and tho 
mineral rights sold to PatUum Indigo Trading Company. 

(1109—1) Jt. N. Bakeb, Dy. Commr., Manbhum, 


In the Court of the Deputy Commissioner, 
Manbhum. 

EXECUTION OF DECREE No. 6 OF 1891. 

Haradhan Banerji, decree-bolder, versus Raja Udaya- 
ditya Deb, judgment-debtor. 

■j^OTICK is horoby given that in tho nhovo case the 
A” undermentioned property of the judgmnnt-dobtor 
will be sold W public auction on the 16th May 1891 
in the Court of tfce Deputy Commissioner (Sub-Judge) 
of Manbhum— 

Pergunnah Patknm, in the district of Manbhum, 
being judgment-debtor’s _ zemindari, bearing No. 20 
in the Collectorate towji; land revenue or sudder 
jumma being Rs. 8,116-6-6. 

The entire zemindari has been let out in ijara by the 
judgment-debtor for 79 years from 1289 B.S., and 
mineral rights sold to Patkum Indigo Trading Company. 

(1170—1) S. N. Baxbb, Dy. Commr., Manbhum. 
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^ Oudh Forest Department. 

BAHRAMdHA.! DEPOT. 

Ox TEX OuPE AXD Roeilkeaxd Bailwat. 
'OBOM this date the prices of sU beams and scant* 
A? lin^{s supplied from this depdt will be as follows 
Bxahs.— 21 feet length, at Bs. 2-10 per enbie foot. 
88 „ „ 2-13 

38 ,, •„ 8-14 

34 .. 3 

Above the length given two annas per foot run will 
be charged. Any iucheh over the foot will be charged 
as a foot. 

SoAETniKoa—Prom 12 to 20 ftet, at Ba.2-S per o. ft. 

Under 12 and over 7 „ 3-4 „ 
Under' 7 feet .. 8 ' .. 

The shove prices are for ordins^ building purpose 

For Plunking Slrepert, Ac., special rates will be nxed 
by agreement. 

. The Department will still take orders for bnildines all 
over at Rs. 2-4 per cubic foot, provided the scantlings 
are taken in fair proportion. 

Second and Third Clast Timber will be sold add price 
fixed by agreement. 

Auction Sales will be held from time to time to clear 
off stock. 

For further particulars apply to the Officer in charge. 

By order of the Conservator of Forests, N. W. P. 
and Oudh, Oudh Circle. 

Kanhta Lap, 

Sub-Assistant Conservator of Forests. 

Bahramghat Division. 

Banramghat, the 1st April 1886. 


Wanted 


A Manager to bo appointed by this Court under clause 
(A), section 06 of the Rcugal Tenancy Act, for the 
Surul estate, consisting of zcniindaries, taluks, Ac., 
being almost exclusively the property of the Surul 
Sarkar family. 

Salsiy Rs. 150 per mensem. None need apply who 
has not thorough cxiierience in zemindary manage¬ 
ment, or wJui (Iocs not thoroughly understand zemindary 
accounts, or who does not possess aeomjiotent knowledge 
of. English and Rengali, or who is unable to furnish 
security to the amount of Rs. 10,000 in Government 
paper. 

Preference will bo given to ponsioned Government 
officials of gazetted rank, with experience in Court of 
Wards' or khas estates work. 

Applications with copies of testimonials will bo re- 
ceive<i by the undersigned up to the 12th April 1891. 

J. WiiiTM(jU8, District Judge. 
Birbhoom, District Court, the 12th March 1891. 

(1112—3) 

W anted a competent man as Head Clerk and Ac¬ 
countant of the District B(iard, I’ooree. Salary 
Bs. 60 rising to Rs. 80 by an annual increment of Rs. 2. 
The nominee must be well up in tlie routine ba8ine8.s of 
the District Board's Office, and should liave passed the I 
examination prescribed in Public Works Department 
Code, Volume I, Appendix C, paragraph 18. Applica¬ 
tions must reach the Chairman uii or before the 3rd 
proximo. 

Monmoebk Ctjakbavbbty, Vice-Chairman, 
Pooree, the l6th March 1891. (1146—2) 


In the Court of the Subordinate Judge of 
Hooghly (Second Court). 
EXECUTION CASE No. 177 or 1890. 

Jogoda Nanda Ben and others, decree-holders, versus 
Durga Narayan Nag, judgment-debtor. 

T he undermentioned pro]>erty of the judgment-debtor 
will be sold to the highest bid at public auction 
on tho 13lh April 1891, at 12 o’clock noon, by the Nazir 
of the District l ourt, Hooghly, in bis saluTroom iu the 
Conrt-liouse for tho realization of Rs. 869-7-9 in satis¬ 
faction of tho judgment-debt— 

Lot Couehgachia, bearing towji No. 8497 of the 
Hooghly Colleetorate, situate at Hooghly district, sub- 
registry and tliana Dhauiakhaii. Tho annual revenue 
of this lot, payable in the Hooghly Colleetorate, is 
Rs. 1,136-13-6. 

Eedab Nate MuttHDAB, 3nd Snb.Judge. 

• (1140-3) 


W^-^NTED a folly qualified and passed Accountant for 

Ensineer’s Office for there 
months on Rs. 60 per month. Apnliestions with copies 
of certificates will be rcoeivod up to 6th April 1891. 

, TV- . • n . E. B. HARBIS, Chaiiman. 
Jessore District Board, tho 21st March 1891. 

(1166—2) 

^HABA NATH BAY, b.l., intends to apply for 
•nJ enrolment as a Vakeel of tho High Court. 

(1144—4) 


Notice. 


THE GOBBA TANNRBY COMPANY, LIMITED 
IN LIQUIDATION. 

JN pursuance of Section 188 of tho Indian Company’s 
A Aot> 1882, a Meeting of the Shareholders of the 
above Company will be held at the Company’s Office. 
No. 12, .lacksoa’s Ghat Street, on Tuesday, tho 7th April 
1891, at4p.E. 


P. Faplsox, 

M. VB J. Apeasib, 
Calcutta, the 19th March 1891. 


I Liquidators. 

(116—2) 


In the Court of the Subordinate Judge at 
Hooghly (Second Court). 
EXECUriON CASE No. 16 op 1891. 

Hemanginy Dassi, decree-holder, versus Aoowri Singh, 
judgment-debtor. ^ “ 

T he undermentioned property * of the judgment- 
debtor will be sold to the highest bid on tbo 13th 
April 1891, at 12 o’clock^ noon, by the Nazir of tlio 
Di'trict Court, Hooghly, in his sale-room in tho Court¬ 
house, for tho realization of Rs- 666-10-6 in satisfaction of 
judgment-debt:— * 

J’bght annas share of lot Dnrgadaspur, bearing towji 
No- 7»l of the Hooghly Colleetorate, situate at district 
Hooghly, and sub registry Hooghly. Tho annual revenue 
payable in the Hooghly Colleetorate for the entire mehal 
is its. 8,763-12-7//. 

The upset value given by the decree-holder is Bs. 200. 
(1141 — 3) Bbdab Nath Majuudab, 2nd Sub-Judge. 

NOTICE. 

In the Court of the Subordinate Judge of 
Moorehedabad. 

EXECUTION CASE No. 106 op 1890. 
Mohendra Nath Mookhopadhaya and Rash Behari 
Mukhopadhaya alias Daman (handra Mukhopa- 
dhnya’the heirs and legal representatives of late Dina 
Nath Mukhopadhaya of Gorabazar, division Gora- 
bazar, decree-liolders, against L»Jit Molinii l.oy 
Ch<iu(lhuri. minor son and heir of Kamala Kant 
Boy Chondhnri, deceased, represented*by his guard¬ 
ian and grandmother, Monmohini Dabi of Gokuma, 
division Gokuma, district Moorshudabad, judgmeut- 
. debtor. 

mo be sold by the Nazir of the District Judge’s 
A Court, Moorshedsbad, at 1 km,, on the 16lh day 
of April 1891, at the civil court house at Berhamporo, 
the right, ^ title, and interest of the judgmeut* debtor in 
the following mortgaged properties, for satisfaction of a 
judgment-debt of Rs. 11,707-16:— 

Lot No. I. —Proprietnrj) right in six annas share of 
estate No. 279 of the revenue-roll of tlie Moorsbtdabad 
Colleetorate, mouzah Bashudeb Khali, situato^withinthe 
jurisdiction of division Gokuma and registration sub- 
district Kandi, and kismut Bishuti Kanukpara, situate 
within tho jurisdiction of division Kallyangunge and 
registration sub-district of Berhampore, in the district of 
Moorshedabad. Tlie estates stood in the name of Kamala 
Kant Boy Choudhuri. ’The annual revenue payable for 
the entire estate is Rs. 3,676-10-6. 

J^t No. 2.- Proprietary right in sii annas share of 
estate No. 348 of the revenue-roll of^ha Moorshed- 
abad Collcclorato, kismut porguDunh Molialaij&i, situate 
within the jurisdiction ot division G-okurna and regis¬ 
tration sub-district of Kandi, in the district of 
Moorshedabad. The estate stood in the name of Kamala 
Kant Boy Choudhuri. The annual Revenue payable for 
tho entire estate is Bs. 2,461-9-1. 

Bat, CaAxnBA Sintat,, Subordinate Judge 
of Moorshedabad, (1163—1) 
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Notice. 


W ITH tlie sanction of the {Subordinate Judge of the 
I at Court, l)acea, the Kecoivi-r in the Hccoutit suit 
Xo. l(Xt of 1^90 (Adyaswari Chowdhnrani m-sun Hurry I 
Mohon Hay and others) pendiui? in tlio said. Court ' 
announces to the public, that tlie properties entered in 
tlie schedule given below boloiioiii(' to the firm of 
Bolloram Lldbub ibablaf will be sold by the llcceiver 
by public auction for tbo li([iiidation of tiui debt* of tbo 
said firm. Tbo sale wdll bo couiuienccd at 1 o'clock on 
tbo 23rd Aju’il IS!)I in tbo premise.* of tbo said 
Court. The intonilint; purclusors arc rccjulred to appear 
personally or ttiroutib irioir roi'ognisocl agents. 

(1). Kacb lot w'ill bo si:rt(l to the biglu'st jiddor at a 
price over and above the price reserved by the Court and 
jiut down against eiicb lot. 

(2). Tbo person declared to bo tbo purchaser at the 
sale shall pay immediately afti>r such deel>iration a 
deposit of twcnty-livo perceiilum ou account oi' Jii.s 
purcba.st)-moiiey with the ollicer eoiirluctiiig tbo sale in 
the prc.seiTcc of tiie itresidiiig ollie.cr. and in default of 
Hueb deposit the jtrojicrty shall forthwith bo put up 
aguiu and resold. 

(d). The full amount of purcba.so-money shall bo paid 
by the purchaser helorc the Court cl'.se.s on the 
fifteenth day alter tli" sub- of the projierty exclusive of 
such day, or if the fifteenth day be u Sunday or other 
lioliday, then ou tlm fust olliceday fjtcr the filteeiitb day 
to tbo Iteei-iver iii tlie pie.seiice of the pro.sidiug ollicer. 

(1). In default of pay mi’iit wit bin the period mentioned 
in iho hist procediiig patagraph, the projierty will he 
resold after piihlientij.ii cf a fre.sh uotii'e. and the 
defaulting pmehasif .shall forfeit all claim to the 
jiropenj' or to the deposit of tbo twenty-fivo per centum 
nieiilioiied idiove. 

(u). On the full amoniit of tbo purebnse-money 
being paid, llic piircbriser will obtain witliiii a week a 
deed of Iraiisfi r e.M cule.l ^ud rugi-terod at the expense 
of the purchaser. 

lUiuiNi IvL'.w.tn Kai, lieooiver, Diiilbazar, Dacca. 


S‘‘ht;(lttle of jji'o^tcrti/. 

(lb Mowzabs lihaida. Maultaiich, itc., situated within I 
tuliilis Kriliii-ua-liaiii Kisoro l'a.s.s, Om irdiii’as. Itiidba 
Krisnii ilii.s.s. lladlia ICrisiia Das. .Joy Xarann Gungali, 
Srikristin Diiss’, Gotiri S.itilviir iMiiklinli, Kaj Krusiia 
tiopi iNalb Kunila, Siba Sainl ii Miililial.i. It-un Siiran 
Do, b’am Ncdlii IMowlik. t-iangii I’ra.sbud Sen, Dhalmiii 
Prasliada Dass. iS’il Kanta IJaui llatati Do, Ham (iopal 
Ham Hataii Dot la, aud Ilaola Kainalu Kiinla iSen, 
situated wiiliiii tliana IMiiiisiguiii’o, pcrgumiab Ilaj- 
uagar. bearing numl)er.s fioud, 2;*dd. 2945, 2!tlt>, 

6717, 0S;U), '6H15. 0Sa 8, 6.S5I.7222, 7.i;U, 72:17, 7336, 
7239, and 72;bi respectively' of the Cotlcc.tor’s rent-roll, 
Dacca, and .jiiiviiig (iovorumont revenue Us, 427-8-8J, 
Hs. 30. Hs. lO-'i-l?,. Us. lU-li-ll.), Us 6-14-R, Hs. 14-2-5, 
li.s. 11-2-5-16 kraiijas, It.s. lH-8-11, Us. r>-5-Si, U.s. 5-t)-7j, 
Ks. 7-1 21. Hs. 2-6-4, Us. 2-6.;t.i, Hs. fi-O-ti, It.s. 3-10-6, 
Ks. S-Q-lli.i aud^tc. 1-2-44 respectively 

(3). Kight annas share of re,smiled mobal char 
Kamraiigi, part J 11, bearing No. 876 t of tbo said Col¬ 
lector's reiil-roll, paying Government, revemio Hs. 612. 

(3) . 'J'hreo •atiiias share of tlic tjeriiianontly'-sottlod 
khas molitti taluk Hagu Nath, niolKila iSaliisli, bearing 
No. 86<tl of till! said Collccfor's rent-roll, previously 
hold by Hup Oharula Shaba, situafeil witbiu tbaua 
Sliabar, payiiig GovernuK'nt revenue Hs. 2-4-4.i. 

(4) . A garden situated witbiiuKalta Dazar, Dacca. 

(6). I'ivo pieces of laklieraij. laud previously held 

by Hadlia Gobinda Shaba, situated in Aumligolu, 
Sliikabalieh's Ibizar and .Kui.shkbaiia, Dueca. 

(6) . Kupfes 13ii-6, share of compensation realized 
from the Collector of Dacca with regard to kismata 
Ibirahauguiige and llahuinatgunge, previously held by 
(be .s.aid Hadlui Gobinda Shaba. 

(7) . A two-.storied building in Podd^)^ Moballa 
Ibi.iigla Bazar, Diitma. 

(8) . A one-storied building in the said Moballa. 

(!)). A two-slorjed building eomuionly known by tho 
name of Tripoli situated in Alagolli of tlio said moballa. 

(lU). A Iw'O-sloriod building situated in Bbiti Ajib- 
]>Mre, Dacca. 

(11) . A eiie-,storicd building iu tbo said moballa. 

(12) . A aw'o-storied building in Tan Bazar, fTaroan* 

gui gc. 

(13) . A two-storied building in Jora Bagan, Calcutta. 

(14) . Four-and-half annas share of taluk Sambbu 
Nath Das, bearing Ho. 6620 of Paridporo CoUeotor's 
rent-roll, paying Goveiument revenue Hs. 12-0. 


(16). Four-and-half annas share of taluk Bam 
Chandra Hanidban Sen, bearing Ho. 6808 of the said 
Collector’s rent-roll,' paying Groverumont revenue 
Us. 7-14. 

(16) . Thirteen gaudas one cowri and one kranto share 
of one anna eluron eowNs and three dips of pergunnah 
Juanshabi bearing Ho. 70 of the Myrnenjingli CoUeotor’s 
rent-roll, paying Government rev'enuc Hs. 7-3-6. 

(17) . The right, title and interest of Sheik Syidali in 
taluks Nos 184, 181, 1,8:1, 295, :124. 186, 170, 219, 186, 
and 42 of Patna GollEctor’s rent-roll, paying Govern¬ 
ment revenue Hs. 905-12-9. 

(18) . Jiigbt annas share of the house of Chand Mohan 
Shaba at Shubns, tbana Sfiabar, district Dacca. 

Huishns. Cn.tNuua Cu4TTBBJ£K.r Sub-Jutlgo, Ist 
Court, Daeea. 

The 121 b March 1821. * . (1164—1) 

Notice. 

1_>H03ATfi of the last Will and Testament of Hunda 
-T Loll Mullirk, laic of Ho. 84, Upper Cbitporo Hoad, 
in the lov^n of Ualcntta, deceased, w’as, on tlie i7tb day of 
.March instant, granted by tiic High t'ourtof .fudicature at 
Fort William iu Bengal in its Testamentary aud Intestate 
.liirisdiction to Dwarkii Niitb IHiunjo and Sumboo Hath 
Hoy. respectively, of Ho. 10, Hugboo Nath Cbatterjoc’s 
St cet, ami of No. 1, Gopanl ilbumlcr’.s L.aiic, in Oalculta 
aforesaid, the solo K.vccutor.s named therein. 

.\lI persons having idiiims against the estate of the 
said dectniBcil are reijuesteil to .send in nartieubirs thereof 
to the said K.xeeutors, and to whom those iinlehted to tbo 
.said estate a-ro requested to make payment of their debts 
without delay. 

GAitJiOTiiicits tfe Co , Solicitors for the Executors. 

10, Goveruinent I’lace, Einst, Calcutta, 18tb March IS9I. 

(1142—3) 


Dehra Duon T. a Company, Limited. 

N one It is licreliy given (bat a dividend of two per 
tent, is now payable from the profits of season 

1890. 

A. F. Gihson. Secretary. 

Debra Donn, 35tb March 1891. (1168-I) 


Notice. 

NUDDEA DI.STHICT BO.VliD. 
rilll E rate of voatl eo.ss has been fi.xed for tbo year 
1891-92 at half nniiii per rn))ec. 

E. G. Gl.vzibu, Chairman, District Board, Nuddea. 
Kishnaghtir, the 26tb .March 1891. 


Reduction in price of Cinchona Febrifuge. 

I ^HDM I.st A]!ril 1891, and until furlbcr orders. 
Cinchona Febrifuge can be purchased by all 
(lovernineiit ollieer-s and by any one taking ten pounds 
at a time, from the Siiperiiitendeut, Botanic Garden, 
Caleutta, al tlie following rates. Four ouuee tin 
Bs. 2 8; eight ounce tin Hs. 6 ; one pound tin lls. 10. 
The general publie esn be supplied by tlie Superinton- 
dout, Bolaiiie Uarden, ,/br cusA oiitp at the uuderrioted 
rates:—Per four ounce iin Its. 3; per eight ouuoe tin 
Hh. C; per pound tin Hs. 13. This uiedicine is abso sold 
by Hie jirineipal European ami Native druggists in 
Calcutta. Postage four an mis per 4 ounce tin, eight 
annus per 8 ounce tin, and twelve annas per pound tin, 
in addition to tbo foregoing rales. 


Reduction in the Price of the Pure Sulphate 
of Quinine 

MANuVaCTtTHRD AT THB UUWaAL GOVRBKUBNT 
ClKOllOSA PliAHTATlOK. 


O H and after 1st April 1891 the prioe of this quinine 
will bo as follows :— 


1 Pound tin Hs. IB, or, post free, lls. 16-12. 

^ ,, ,, 6 „ *, ,, „ 8-8. 

t >i 11 >> 4.. ,, .,4-8. 

Analysis shows this quinine to be of the purest 

manufacture, and it is guaranteed to be free from 
wilful mixture with the inferior alkaloids. Cinchonine 
and Cinebouidino. It is for sale only to Government 
ofllcers, and only for cash, and may bo bad from the 
Suporinteiidont, Botanic Garden, Soebpore, near Cal¬ 
cutta. It can be bad either white or coloured pink. 
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N otioo. 

^ TT i» hor<*bv notiCcd, under *eotion 6 of Act VI of 
I 1878, that on or about the 2JM February 1890 tho 
undermentioned artielea, valued at R*- 18-1^8, were 
found in a small earthen vessel by one Koppirapn 
Subhnvya, while clearing and levelling tho open space 
near his hrnae in Ganjieunfa of Proddatur (aluq, Cudda- 
pah district, in tho Presidency of Madra— 

Bs. 


A. P. 


Articles. 

1 Gold bead called panasa kaya 
giindu ... ... 8 

1 Silver arm jewcll called pandi 

banda ... •••* ...90 

Cash in ruppes, four annas pieces, 
quartei%nna and half anna ... 3 

Silver bracelet of infer! iiv silver, 8-6-0 1 


0 0 

0 

2 3 
8 0 


In the matter of Fukrre Chcnd Mondlr and Tiw 
cotniv Mo>ipi,r, iiifolvcnts. 

On Th'ira iay, the I9th day of March instant, it was 
ordered that the matters of tho petition of tho said 
in.solvoiits bo lieard on Saturday, the 2nd day of May 
next, and that the said insolvents do then attend to be 
exaiiiiiicd before tlio said Court. 

8. D. Dutt, Attornoy. (1167—2) 

In tho matter of Taubiney Cnnnw Mozoomdxr, an 
inMolvenl. 

On Saturday, tho 21st day of March instant, it was 
ordered that the matters of tho petition of tho said 
insolvent he heard on Satimlny, tho (ith day of .lime 
next, and that the said insolvent do then attend to he 
examined befuro the said Court. 

M. raniell. Attorney. (1168—2) 

Chief Clerk's Oflice, tho 24th day of March ISill. 


It) 10 3 


All persona claiming the treasure or any portion 
tliereof arc hereby required to appear persontdly or by 
duly authorized Agoiit before tho Collector of Gudda 
pah ut his Onice on 3rd September IWII, in order that 
llte matter may be enquired into and determined in 
aeeordauco with tho provisions of the law. 

(Illegible), For Acting Collector. 


la the Court of the District Judge, Birbhum. 

In the matter of SuilKU Nabiddx, an insolvent. 
tlTICE is hereby given that on the ICth .laniisry 
1?91 Sliiiilih I'labibiix of Kniiai])nr, within tlio 
Munsili of Suri, district hirblium, was declared by this 
Court to be an insolvent, and iii.scharged winder section 
351 of the Civil Procedure Cede. 

J. WjiiTMoEE.’Di.striet Judge. 
Birbimm, the 20th .Tannary 1891. (022 --3) 



Income-tax Notice. 

T he persons named in the li.st, whieh is op»ned for 
insppittion at llio Income-tax Office, No. 16, Strand 
Knad (Custom Jloiisc), are lierehy informed* tliat they 
have 1-een asse,sscd under Part IV of tho Second 
Schedule of Aet, 11 of 1880 for tho financial year 181)1-93, 
according to the particulars specified tlicrcin, and they 
are hereby required to pay the amount of the tax to the 
Treasury Officer within sixty days from tlic date hereof, 
or to apply to me within tliirly days from such date to i 
have the assessment rediiceil or eancellcil, tailing w'^hich j 
tliey will be proceeded against as the law provides. 

Sakdvoud j. Kilby, Collector of Income-tax. 
Tneomc-tax Office, 16, Strand lload, Cu.stom House, 
the 1st April 1891. 


The Calcutta Gold Prospecting Syndicate, 
“ Limited.” 

A t an Extraordinary General Meeting of tlio Calcutta 
Goid Prosiieeting Syndicate, Limited, duly con¬ 
vened and held at the Itogistered Office of the Company, 
No. S3, Old Gliina bazar Street, Calcutta, on the lOtli 
day of Mareli ls91, the subjoined special llesolutiou 
was duly passed, and at a siibsequmit Extraordinary 
General Meeting of tho said Company, duly emivened 
and lield at the same plaeo ou the 3(ith day of Mureh 
1891, the subjoined special IJcsolulion was duly eon- 
finned. * 

Jlcftolution, 

That the Company bo wmimd up voluntarily, and that 
Mr. 1) J- llngrinii of No. 81, Old China Hazar Street, 
Calentta, be and lie is hereby appointed Liquidator at a 
reinunerBlion of rupees two hundred and fifty for the 
purpose of such winding up. 

D. J. Baobam, Chairman. 

83. Old China Bazar Street, Calcutta, 27tli March 
1S91. • (1171-1) 


INSOLVENT NOTICES. 


In the Court for the Relief of Insolvent Rthtore at 
Calcutta. 

In the matter of Moiikndbo Nath Bose, an insolvent. 

On Saturday^ the 7th day of March instant, it was 
ordered that the matters of tho petition of tho said 
insolvent be heard ou Saturday, the 2iid day of May 
next, and tliat the said in-solvont do then attend to be 
examined before the auid Court. 

M, M. Chatterjoe, Attorney. (1168—2) 


Notice 

i s hereby given that Nadai Mnndal of rnelinndapur 
in this district lias hei-n declared to be an in.solveiii,, 
and that the Nazir of this Court has been appointed 
Beceiver of liis estate. 

J. kViliTMOEE, Distriet .Judge. 
Biibhiim District Court, the iUlv February 1891. (9!(l 1) 


POSTAL NOTICES. 


M;iil« for 


[iHtf-nf rliisinf! lituite by wliicb 
Ht l.talrut-n, despatched 


JSi'l. 


Eftypt Europe, America.Ci po 
Ct lonit-i, uiiou.h Iluiu-u 
Kit fril'Hi. 

Ditto ditto 

Ditto (li.-ok-ii>.,t Hiid pnttcrii 

paclfots) 

Mauritius, Matii- (Seyi-tifltost, 
Mayi'tto, Nossi Do luiil 
lU'utiioii. 

ZanzitKir, Mo-/.iimlii.iue, Tk-l.-i- 
,;oa Day, Natal aiiil t'apu 
Colonics, 

Ceylon. SIriuta Settlement", 
Mclherlsni's India, l.nbimn, 
Bnnkok iBinin), Philippine 
Ulaiiils, China and .Jupmi. 

Anatrnlia, New Ze, 1 ,nd, and 
. Tntmanie. 

Madras, Poiidiehcry, rVylou, 
Itatnvia, .Singapyru and 
rhino. 

Madras .and Colombo 


1st Ajiril 


8t1i 

7tli 


1st 


1st „ 
6th „ 


Clli „ 
nth „ 

RUi „ 


Straits, China and .T.apan 
Kanguuu and Moiiinmiu 
llitio ditto 

Akyal>. Kyaukpyn, Handowuy 
and Uaugoun. 

Ditto ditto 


6lh 

7th 

tird 

l.st 

81 h 


Por P. k O. atesiror 
from Dombey. 

Ditto. 

Ditto. 

Ditto, 


Ditto. 


Ditto. 


Ditto. 

IVr I'VticIi Hto.'imcr 

A'tfhii H. 

IVr P. & i). 

( 'ttronnuffift, 
Pernfr. Aprar. 

1 )it Lo Ahtifltt, 

Ctmumtltt. 

I)itto Parhumfta. 


Af.ti ,—The IpltiT-box for iiilnml articles (’iieliifUiitr ft^r 

Burma Rn«l Port BUir qikI Tor (V3'h)u I'y liuul route) will ho clcarx:tl 
f*»r the last time for artiuka without tiio lato-fcc- iit 7 i’. M. pri lisoly, 
after which hour inland IhjIvb and papers fully prepaH ami besr- 
iti^ an rtiira stamp of half-aiinit will to luotiiTcd up to 

7>i5U r.M. 

On the day of despatch of the Mail tor Kurf.^e, the lottery ox 
for foTeiflrn nrlioles will bo cleared for tho Inat tiin(Afor arliciea with¬ 
out tho Ute-fee at 8*30 p,m., and lite lei ’o N and irnywiiB will b« 
received «f> lo 0 P.n. Un other duyn !i o leticr-hox for foreign 
articles will boclenred for the la^t time for urticles withontlhe lata 
fee at 7 P.H., aud foreign loiters and pnptra fully prop ud, bcHnnic 
an extra itamp of four annas, will b'* received up t«« 7-30 f. Jf» for 
dispatch by any Foreign Mails despatched the siimc iii},;Ut. 

35. Hutton, Proaidoney PostmaHter. 
General Post OfQce, the Blst March 1891a 
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Unclaimed Letters held in the Calcutta 
General Post Office on 31st 
March 1891. 


Buchanan, B. D , Pr. Sable & ('o. 

Cnltbrop, C. W., Surgeon- ShikIits and Co. 

Major. . Seallan. F. U. A. 

Currie, K. II. Scott. ChnilcR & ‘ o. 

Povid King & Co. < Serrctary. Olinrch Build- 
Eddinglon, Mra. A.. ing Fund. 

Editor of tlio Indian Punch. Seorctarj', Uoyal Humano 
Fiddcra, K. So iety. 

Filipp & Moi'aa. Silverton India Uubber Co. 

lluniiUon, A J. Street, Leon 0. J . 

JlaiTj & Son, W , Mca,srs. Street. .1. 

Indian t\)ndiniont.s Co. 'J’niliiini, M. 

Kerinrdl & Co. 'J’fimble, S J. 

Laeroix. K. JI. Tiirticr A Co. 

Limb, <J. 'J’yifoR, (}. 1''. & Co. 

Mnttiit. J. P. Walerliebl. \V. 

MiUtbel!, F. A. Wiighf, Mrs. Jf. 

KM/erii marbl’d Oiirn of " Piml 
.K- ffmari, 8 


Abbott, Miss. 

Aitebison, William. 
Aldhatn. C. .1. 

AIIsop, O. 

Ilitin, J). M. 

B irbey. Mrs. A. • 

Btirwell, Ij. 

Ibitti, P. II, 

Hoe, F. R. 

Buobannit, W. G. 

Boyd, Miss J. < 
Browit, ilrs. 

Bnmne, IC T. 

Butler, G. F. 

L’ninjtbell, W. 1C. 

Caryl, Miss. 

Glory, l.eon. 

Coojier, 11. 

Cow, A. 

Cox. Oapt. 

Crawford, 11. E.*V. 

Grove, \V 
Currie, .lohn. 
t'zerweiika, Mr. C. 
D'Pudua. ,1. L. 

Dills, ,1. F. 

Dolby, J. Tl. 
iKiiiglity. tk E. ■ 

Doti..;lity, F. It. 

Edwards. Lt.-Col. Sir F. J. 
Kvan, B. 

Ezra, JC. 

Ferry, (!. _ 

J'erry, Charles 
ForetJinn, ,lohii. 

Fox. B. S. 

Frost, A 
Godsal. 11. 

(iraut, A. C. 

G run, Otto. 

Harris, C. S# 

Harris, .1. 

Harris, Mrs. 0. 

Harris. T. L. M. 

Hicks. N. 

.Hill, Mel.'almont S. 
Hileheoek, W. M. 

Houie, Miss. 

Holisoii, ,1. C. 

Inanhrough, F. W., Esq. 
Ireland. W. DeCourey 
Irma, Atigusle. 

.lamie, 1). M. 

Kelly, B. 

Bell. 11 .1. 

ttoimir, Tj. 

DoLanongerade, U. K. 
(iutlirie, 


Liiiiil, <}. 

Ijaiiiliert, .1. T. 

Jjivennore, K. 

Mackenzie, A. 

Markliitiri, Capt. 

Msrsdeii. C. \V. 

Mar.sdeii. H W. 
kl'iitiii, .liitites. 

Marot, Mitilaiiie. 

Mursler. <r 11. 

M nsetl i, E inn. 
lillitliews, C. A. F. 

Al eI terniott, M. 

Ale Mahon, Mi.sa. 

Alel.le, 0. 

Alel.lraiii, .1. T. 
Alereaiilon, Dr. 

A'leyer, Arilittr. 
Aliiiiradian, .1. 

Oldliam, C. I. 

I’artriilge, W. L. 

J'atil li. 

Peterson. 1C., E.sq. 
1‘rotide, Airs 
lieiineda. M. M. 
Iliiierose, Air. 
liosetiberg, A. 

Boseiisteili. 1C. 
|{tipe.siiiglia, A. P. 
Bntlienborg. tkirl. 

Sander, Mrs. .1. "s. 
S.'inilerson. Airs. 

^nssoti. Sir Edward. 
,Sliei>lierd, 1C. i*. 

.'^hipliy, Mrs. .\. 

Sii'berg, Otto. 
iSniitli, (i. 
iSmitn.K. lI. 

Sladeii. II. 

.Spinner, lievd. W. 

Steele, \N'lliHiti. 
Stevenson, Mra. 

St rangtiitti.. L (J. 
Stratford, F. AV. 

Tailor, Airs. ,S. 

'ikyiy. Miss. K. 

Toogood. F. A. 

Ward. A li. 

Wai'iler, K. W. 

AN'arren, T. .1. t'nry, Esq. 
AVohsler, (kipi. F. 
AVillianis, .A. 

AVyatt, Airs. 


nine, .losoph, 
Livernioro, K. 

A'ile, ICdward Lawrence. 


Unclaimed J.etterjt held in the liarmck/tort Poti ()^ce 
nil the Z{)lh March 1891. 

Burn, T P., Sorgt. ■ Bohertson, .1. 

He Eu four. ] >r. B. Bydynish, C. E, 

Peddeisou, Jaiuo.s. 

E. llrrroN, 

Prosideiioy,foaimasu-r, ('hIuuU*. 


Nuddea Rivers. 

Report tKowing the leant deptki of water for ike teeele 
eudinq Friday, t\t 'ifilh March 1K9I. 


N»n>A of 
rivor. 


LB&fft 

• depth of 

Reeoh of rifer. watnr Rbhabsi. 

aotmd* 

itigii. 


u 

m 

s 

A 





Rntrftnr.e from QanijCOB 

ThMioe to Nurp»>r ... 

Krom Nurpur to Jun^ipur ... 

< ,, JnnRipiirto Tlerh^mpur 

I „ B**rhttinpur l« (Jutwe ... 

V. ,, OuLwm tu Niiddoe 

f RnlTHiiPOffoin Oiin>C**i 

* lo AkritTMiij .. ... 

J Akniciinj to junoiion of ine 
\ Hhyrub and .l«hnfrh\ ... ‘ 

! Thenco to pHikubHi’i . 

L Patkahari to Nuddua. 


Kntrnnpo from Oan^ei ... 
ThonrH to Cnn.vpnr* 

Trom IJhnj’para to Sliikarpur 
,, Shikiirpur u* Hoaiia 
Boiilii) to iilunKa 

„ Ohuadiinica to K.«ha«ii» 
Kuu) and Hauakhali ... 


TikHkipam. 

Mtria. 

Poladanga. 

Maniranpara. 

Harmatbpore. 


PeriwRpore. 

Modhupore. 

Birpore. 

(7l0MPd. 

Ch.vparft. 

. Malipura. 

Mugnh. 

I Duaimari. 

Baiitu|>oro. 


Oavpc Readings. 


(iangHR ...< 


ichfiarirati 
JcUoKht ... 





ITtMfiht 

Locality. 

Uato. 

iioui 

ahovu 




XHtO. 

• 






A.M 

Pt'Ht. 

Saheb^anj 

21-S-!}! 

G 

2*60 

KmnjHir Bcalia 

'21-a-91 

12 

1*40 

Kntraiift* of Him* 




Kirai-i 

21.a-91 

7 

4(10 

KuimiH’D of I’liy- 




ruli-.U'rmiebi •• 

21..1-01 

... 

C-76 

Kiilniiicf! of Mu- 




tahiuiKU 

21-3-01 


4*62 

Bci'hainjmr 

2:.*i-!)l 

12 

2*42 

KlHhflHKlllir 

20 3-;»i 

... 

2 10 

Sunip»tHnj 

2U3 01 


2*fk*> 

llanHkhali 

2J-3.in 

... 

IW 


above 

iiuiau 

m>u 

level. 


Kfot, 


M 


05*60 I Holow 
' zino. 
40 00 : 1)0. 

} 

40*91 1 

«*n { 


»ri zi 
II'06 
tPJH} 


Tuiina Chandra Bosk, AccL, 

For Ej c, Engr.y Nuddea Rivers Division^ 
HerliampftrP, tlio 23ril Maruh 1891. 


Central Chota Nagpore Syndicate, Limited. 

■VIOTIC’IC is hereby given that an Kxtruordinury 
XN General Aleeting of tlie Central Cliotn iN’agjKire 
Syndicati*, Idmitcd, will ho held at tho Begistered OUiee 
of the Gonipanv, No. 12 , .laekson’s Ghiit Street, Italentta, 
on Thursday," the 2nd day of April next, at 12 o’clock 
iinon, for tho purpose of eousideriiig a conditional 
agreement, dated the iSril day of February 1891, for 
tlie sale of the Company’s property and undertaking 
and assets, and ot considering, and, if thought fit, 
liiis.sing resolutions that tho Company bo wound, up 
voluntarily vuidor llio proviHions of tlio Indian Com- 
)iiuiies Act, 1882, and for tJie appointment of a Liquidator 
or Liquidators for tho purp()se.s of auoh winding up, and 
iixing ids or their reinunoralion, and approving tho 
said conditional agreonicnt, and authorizing tho Liqui¬ 
dator or Liquidators, pnr.suaut to section .20’1 of tho 
Indian I’oinpunies Act, 1882, to adopt tho said agreemont, 
and to carry tho sumo into effoct. , , , . , 

iSliould ihc resolutions be passed by the required 
majority,, they will bo submitted for oonfirmatiou as 
special resolution.s to a second Extraordinary General 
Meeting to bo subsequently convened. 

• PosNSB 4 C<i., Managing Agents. 
12, Jackson’s GbAt Street, Ualcutta, dated 24tb March 
1891.’ 

Notice, 

R KFEBEING to the foregoing notice, holders of Share 
Warrants are reminded that they will have lo 
iiresent tho scrip and have their names registered in 
accordance with tho conditions printed at tho back of 
each Shore Warrant. , „ . , 

(1172—1) Po8^BH & Co., Managing AgouU. 
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BOOKS AND POBLICATWNS 

rOB lAia BT THI 

af Dnuting, |nbia. 

8, HASTIN«S STHEKT. C;;ALCUTTa. 


0-Statutes. 


The Statutes reJatinurto India. Vol. 1,1881, from 
1286 to 1865. Ifo. 8 (12a.) 

The Statutes relating to India, Vol. II. 1881. 

from 1866 to 1881. Ra. R (12a-) 

Supplement to the Statutes relating to India. 
1881. Kg. 3 (6a.) * ’ 


ah booki publighed by the .Suporintendont of Oovarnuiett 
Prluting, India, can bo purcboaed oitbor directly or thrniiifh the 
following or any otlior bookeellere:-* 


pai^cutta 

MAIIHAP 
BOMBAY 
POONA 


AOEHTe: 

Tliac.ker, Rpink A Co. 

... Higginbotham A Co. 

( Thacker A Cc., Ld. 

'■'1 lladhiibu Atoianim Sofioon. 

... Cooper, Madden A Co. 

tro I’lC^.—Jlookt rtqnired for private mee omty cu« i« 
murchaeed. •A.ppUeationi thould be accompanied hp a re- 
mittanoe.unleee H ie wiehed that the booke ehonld be eent 
hp’vatne-paoable poet, in which caee, beeidee the ordenarp 
poetape,an additional charge uill be made for rratetrateen 

itnd tftfMTnikAiofc. • 

Booke required for the pnhlic eercice ehonld be obtained 

throuoh Local i*onernmenH. 

The amonale mithiu parentheeie are for packing and 
poslaffc. 

LEGISLATIVE DEPARTMENT. 

rTbeac hooka (except the aonernl Acts for 1877—81. and the 
North-West cm I’rovincea and Oudb Codes, et wliicli no copies 
remain in stock) may be obtained innn t'lo Oie 

Buperintenilent of Govcniincnl Tmitieg, No. 8, IXastings ..trcct, 
Calcutta.] 

THE INDIAN STATUTE-BOOK. 

Ukvisri) EoiTiotr. 

Supff^ royal 0wf>, clolh^ lettered, 

A—General Acts. 

Acts from 1834 to 1860. revieed 

Kb. 8 (lli«.) 

Acts from 1807 to 1870. revised 

Rs. 8 (12a.) 

Acts from 1877 to 1881, edition 

1884. Its. 8 (8a.) 

The General Acts for 1882, edition 1885, I’nrt I (con¬ 
taining Acta II to XII, both inclusive). Ua. 8 (Ha ) 

The General Acts from 1882 to 1884, edition ias5, 

Part U (coiilainiiig Act XIV and following Acta of lh8i 
and the Acta of 1883 and 1884). l!b. 8 t7a.) 

The General Acts from 1885 to 1888, edition 

188S). with full t-liroiiologiciil Tables alinaii.g all Ai'ls ol 
tbo (lovernor-Gcneial in Council from 183-1'fo 1888, witli 
tlicir repealing and aiiiciuUng cnacLuieiits. Ha. 8 (tie.) 
Civil Procedure Code, Act Ko. it ot i8si, in Urdu. 

Suiicr-royiil 8vo., paper cover. He. 1-6 
Criminal procedure Code. Act No. lo of 1882, in 
Urdu. Supcr-ioyal Svo., paper cover, lie. 1-4 (Go.) 


The General 

eftitlun, 1887. 

The General 
edliuH), 18S7. 

The General 


B—Local Codes. 

The North-Western Provinces Code, 1886, 

revised ed'Lion. Ics. 8 (12a.) 

The Oudh Code, 1880, rcvlaod edition Hs. 6 (6.e.) 
Tire Madras Code, 1888. revised edition. Its. 8 (lOo.) 
The Punjab Code, 1888, revised edition. Its. 5 (Ha.) 
The Bengal Code. 1880-90, vcvisial eitition, Vo). 1 

coutniiung the llcngai Ucgulationa, tbo Ijociil Acta of 
the Govori.or-Gciieral in t'ouiieil amt tlic Ue,gnlatioiiH made 
under .33 Vet., Cap. 3, in force in Heiigul, witli Cbeoiio. 
logical Ttdilob and an Aiipcndix allowing tlie cimctmc .ta 
locally notified under tbo Sebcduled Districts Aui, 1871. 
Kb. 8 (lOu.) 

The Bengal Code, 1889-90, revised Cdiiion, Vol. Il ; 
containinif ilie itiirepealcil Acta of tlic Uicnti'mint-Govcrnor 
of Bengal in Ceuiieil, with a U1ironologie.il Table and an 
apiiundix shewing plarea in liciigal in nliieh ccriaiu of the 
Acts have been brought into force. Ils. 8 (Rc. 1). 

The Burma Code, 1889, revised edition, its. 6 (8a.) 
The Beluchistan Code, 1890. Ks. 4-8 (Ga.) 

The Central Provinces Code, 1891. uvised edition. 

Ka. 5 (8a.) 

The Ajmere Code. 1879. Rs. 3 (6a.) 

The Bombay pode. 1880, Rs. 8 (i 2 a.) 

The Ooorg Code, 1880. Rs. 2 (Ga.) 


Under preparation. 

The Assam Code- 

The North-Western Provinces and Oudh Codes, 

revised odilien. 


Miscellaneous JVorks, 

A Digest of Indian Law Cases ; containing High Court 
Reports, 1862-1886, iind I’rivy Council Heporta of Appeals 
from India, 1836-1886. with an Index of Cases. Com¬ 
piled under the orders of the O.'vcnimcut of India by 
JosKPH Vbbb Woodman, of tlic Middle Temple, B»rri«ter- 
at-Law, and Advocate of tbo High Court, t.'aiculta. in 
live volumes. Super ro.t ul Svo, Its. CO per setj quarter- 
bound copies. Its. 56 (Ka. 3-2) ; payable in advance. 

HOME DEPARTMENT. 

The Imperial Gazetteer of India, by W. w. Hunt eb 

in 14 Voliiniea. Ituyiil 8vo. (Quarter bound. Bs. 43-8 
( Ka. 4-9) per act. 

Relations of the Government with the Hill 
Tribes of the North-East Frontier of Bengal, 
History of. By Alkx. Mackfnzib, B.C.S. Super 
royal 8vo, full clotii. Ua. fi (8a.) 

Report of the Indien Factory OommisBion ap¬ 
pointed iu September 1890 under the orders 
of His Exeeliency the Governor-General in 
Council, with Proceedings and Appendices. 
Reap., boards. Ue. 1. (Ik.) 

REVENUE DEPARTMENT. 

A Dictionarylof the Economic Pjroducts of India- 

Br 1)B. Gj!o. watt, C.I.E. 

Beporter on Economic Broduete. 

Published niulor the authority of the (!overnni< nt of India in 
tlie Hevenuc and Agrienltnral Drpartment. 

• Thu lir.st four voinnioa of this woik are now ready for 
isaue, and intending aui'sevibeia are invitod to regiater 
their iiumea wiili (lie Superinlendent of Government 
Priming, Calentta. 

The priro to snb.eiibera will 1)0 in Iiidin Ka. 30 and in 
Knglnnd 2 guineas, pagahle in advance, for the coin- 
j)lete set. An extra i hiirge for iiaeking and jtobtjige will 
bo innile tor the .-et—in India, at 8 uunaa ])i'r voinmc, 
iiiul for Englniiil ut 2 rni>eea 6 nnmisper volunie. 

For cDpic.s bmiiid in l alf onlf or half momi eo, Kb. 6 .'indB 
shilliiig.s respectively will bu charged extra for the 
whole act a. 

I eapiee icilt to) iitened lo non-auhecri/icys lilt the worli ie com- 

I . a nti no sini/lt- ri'ia me tcili hti m.td ecftacolitp. 'Ihn yrife 

to iioH-enhxrrittei's ictft hr tie. 4:'i in Jniiio. and 3 unine.ae in 
J*'nf,inltd, rj-clu.iii'o of poctuno and poetage. 

The Siiargi Architecture of Jaunpur, wlib Notes 

on Z.ifaial'iid, 8aliet-M diet, and other plaeea in the .\.W 
I*, anil (Imll). Ry A. KuilUEU. l*Ii. D.. W'itli drawings and 
arebiu'etnral di aerijitious. Super royal 4te., erolh buunil. 
Rs. Hi (Pe. 1 ) 

Corpus Insoriptionum Indicarum, • '’ol t, loserip- 

liieis of -Vbitka. Hv CeNNJN(JM.\,\r^ C.b.l. tSnper royal 
■lt.o, eliiU). Ks. 7 (12k.). 

Corpus JuBcriptionum Indicarum, Vol. Ill, Inserip- 
tieiis of tlie early (liiiita King-s and their siieee.ssois. By 
J. K Kr.iiKr, U.l.K. Super tny.il-Ito, cloth. With plates, 
* Ks. 25; without plati's, Ita. 15 (Ue. 1-8.) • 

Bpigraphia Indica.,aud Record of the Archseoio- 
gicitl Survey*of India- In Iiuaitcrly Parta. Kdiled 
by .Ia.mes Iti.'JtiiEss. KI,.1>., C.I.E. Parts I tu V( iiow- 
ready. Super roy il, impel’ cover. Ka 3 (3 k.) caeli pait. 
Art-Manufacture-S of India, being a brief account of 
the uiDsl important nrt-inanuraetures 1)1 India. Jly N. 
Ml'liliAlijr, K.U.S. Demy Bvo, cloth hound. Rs. 3 (ua.) 
Indian Viuseum Notes 
I Vol. I, No. 1—Notes on liiiliau Xiiaeot Pesta. 

Vol. 1, No. 2..Notes on Iii iian Eeuiioinie Entomology. 
Vol, I, So. 3,—silkworms in Inili’j. 

Vol. I, No. -1.—Notes on Imli-iii Keoiioinio Entomology. 
Royjil Svo., imper rover. Ke, 1 (2re.i etieli nuiuher. 

SillE in India- Homo ureount of. By .1. GsuaiiKDAK, C.9. 

Super royal 8vn, boards. Re. 1 (4a,) 

Wild Bilks of India. Hand-book of tbo colli ctiou ill'.tx- 
trur.ivo of tho, in the South Konsington Musenni, with a 
cataloeue of tUo oolleution and nnineroiu illuatrati. us 
lly I'UOMAH WauDLE, Royal 8vo. boards; lit».(2u.). 

FOREIGN DEPARTMENT. 

' Just published. 

History of Services of Offlocr^ holding ga¬ 
zetted appoiuttuents under the b'eroigu 
Department, c rr.’ettd to 1st July ISUiJ. Royal 
Bvo, limi) cover. • 12«. («3.). 
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Western Tibet: A Practical Dictionary of the 

Lanpiage and Cuatomu of tlie DistriotH included in th« 
Ladak Wazarat. Hy CiPXAIN H. RaV&at, Political 
Agent and Joint Commigaiuner in Ladak. Royal 8 vu, 
cloth. Rk. 2) ( 60.1 

The Hunza acd Nagyr Handbook. Being 

introduction to a knowledge of the Language, Kacc, and 
Countries of Hunza, Nagyr, and a )iart of Ya-in. Part I. 
Ry G. \V V. l^lTHlsn." Suiicr royal 4to, cloth. R«. C 
(Re. 1.) * 

Selections flrom the Letters, Despatches, and 
other State papers preserved in the Foreign 
Department of the Government of India, 
1772—1786. Kditcil by (iKO, \V. Foukkrt, B.A. In 

three volumes. Price pur sot. Rs. J2 (lie. I'] 2 ). 

Mission to Yarkund.< Keport of a, in 1873, with 
photographs. Ry Siii T. D. Foksytk, K.C.S.I., C.B. 
Demy 4tn, full cloth. Rs. 12 (Re. 1). 

Weetern Yunan. Report on the iilxpedition to, 
eid Bhamu, 1871. Ry John Akubbsok, M.D. 8 upei 
royal Hvo, full cloth. Rs. 4 ( 80 .) 

FINANCE ANDCOMMEROE 
DEPARTMENT. 

Civil Service Regulations, embodying the Civil Pay 
and Acting Allouaiict'; Leave; Pension; and Travelling 
Allnwniicn l.cgul.it.ioiis. First edition, correeted to 1st May 
18B9. 8 uj>er royiil 8 vo. cloth. Rs. 4-8 (lOo.) 
i>i»t of Corrnrthms fo the above are eupplicdforMe, 2 per annvm 

Civil Account Code, Volume I, Part I. Fourth edition 
correeted to SUth June 1886. Super royal 8 vo, hoards 
Rc. 1 (4a.) 

Corrertiont to fhe ahnre are eold at la. per }M. 

Part I rorttaine^a'l that in generallii uerffil to the Pullic 
Part 11 is for the ytiidauee of Treasuri/ Cffieert. 

MILITARY DEPARTMENT. 

Indian Army LjiBt» imblishni every qnarter. Super roynl 
Hvo, paper cover. Pi*ice lU. 3. (Hy post 3-7.) 

tgr Otrhiff fo Iht inprenne in ihr bulk of thp netv Indian Army Lift! 
by the incorpirrotion of a tarup poriion of ihe Bombay and Madras 
Army Lists^ it in ordt rvd by thv Military Dopartiueni that fhr prirn 
of thp pubhentUm he vttiat d from Us. tl to Us. », or Ji,t. H-l by post- 
payable in aUvanccv This order xcill take ejfecf from the \*l of April 
im«). 

Army Regulations (India). Royal 8 vn, full doth— 
Vol. 1.—IHY CURE. Part 1. For British Troops 
Rs. 3-8 (lOo.) 

Vol. I.—PAY CDDK. Part TI. For Native Troopr. 
Re. 1-12 (fia.) 

Supplement to above. Fund Regulations Rc. 1-8 

( 2 a.) 

Vol. 11,—I5ISCIPLIKK. In two parts, interleaved. Ra. 8 
each j)art( 8 a. each). In one volume, n-.t iutur- 
loaveti. Ks. 4-8 (10a.) 

Vol. 111.—EQUIPMENT, interleaved. Rs. 4 (12a.) Out 
of print. 

Vol. TV.—Part II.—ORDNANCE 6'1’OiiKf.'. Re 1-S ,'5a ) 
V,.l. V.—COMMISSARIAT TKA.NSPORT. Part 11 

Re. 1-S. (4a.t Out of print. 

Vol. V1._ MEDICAL. Its. 2 ( 10 a.) 

Vol. VIE—DRESS. Rs.2(6a,) 

Vol. VllK —VEl'KRIN’ARl. Re. 1 (4a.) 

Vol X.—Ihirt I---PASSAGES—Sea. Ra. 2 (4a.) Iittor* 
le.ivod. Rs. 2*8 (fya.) 

Vol X.- Part 11—PA.SSAGES—INLAND. Rs. 3 (f/a.) 

* 1 iilerlenved. Rs. 3-8 (7a.) 

Vol. XI.—CLOTH INCl. Part 1. HritiMbTronps. Rs. ?(IfO.) 
Military Account Code. 1890. Suiter myal Svo, 

hi'iirils. Rs. .1 (lOrt.). 

Claseifled List and Distribution Return 
of the establishment of the Military Works 
Department, eorreeteil to 81st Docemiter IMDO. Uojul 
8 vo., iinpcr cover, 4a(l</.) 

MARINE SURVEY DEPARTMENT, 

Sailing Directory, Part 1 : India, Africa, and South 
America, with Charts. By CowANDEK A.I). Tatlob, I.N., 
F.R.G.S. Super royal 8 vo. cloth, Rs. Iti (12a.) 

PUBLIC WORKS PEPARTMENT. 

_ 

P. W. D. Code, Vol. I. Oenora] Regulations, 6 th editiou 
Itoyiil 8 vo. , Rs. 3 ( 6 a.); interleaved, Rs. 3-12 (lUa.) 

P. D. Code, Vol. 111. state Railways under Construe.- 
tiou, 3rd edition, 1887. Royal 8 vo. Us, Z (4a.) ; inter¬ 
leaved, Rs. 2-8 (tia.) 

P. W. D. Code, Vol. IV. Accounts of Open Lines of State 
Railways, 1884. Royal 8 vo, full cloth,' Ra.3 ( 6 a.); inter, 
leaved. Us. 3-12 ( 10 a.) 

P. W. D. Code. Vol. IV. Accounts of Open Lines of 
State Railway s. Chap. I.—Earnings. Royal Svo, boards 
12a. (2a.) ; interleaved, 14a. (4a.) * 


P-W-D. Code, Vol. VI. Tables of SalariM, Royal Svo. 
Us. a (8a.; i' 

The above volume* are in euper ropalSvo, fulleloth. 

Forms referred to in the P. W. D. Code- 

Part 1, Forms i to 4BD. Accounts of Sub-dirliional 
OlllceiB and Executive Engineers, Fcap., boards, lU. 4 
(ila.) 

Part HA, Forms 46 to 100. Accounts of Examiner’s Office. 

Fcap., boards. Rs. 4(12a.) 

Part HR, Irrigation Forms. Frap., boards. Rs, S(7a.) 
Part HI, Mi-eellant’ous forma 106 to 147. Law Forms A 
to Q. Rs. 3 (7al. 


Railways in 

India, Administration Report on 

tho. 

for 1880-81. 

Fcap, 

. Us. 2 

(8a.) 

For 

1883-84, 

Part I, 

Ra. 

1 

(3a.) 

Part 

II, 

Rs. 2 

(10a.) 

For 

1884-86, 

Part I, 

Re. 

1 

(3a) 

Part 

n. 

Rb. 2 

(8a.) 

For 

1886-86, 

Part I, 

Rc. 

1 

(3«.) 

Part 

n, 

Rb. 2 

(8a,) • 

For 

1886.87, 

Part 1, 

Rc. 

1 

(3a.) 

Pari 


llB. 2 

(8«.) 

For 

1887-88, 

Part I, 

Re 

1 

(3a.) 

Part 

H. 

Rb. 2 

rea 1 

For 

188H-H0, 

Part I, 

Ro. 

1 

(6a.l 

Part 

H, 

Kb. 2 

(8a.) 

For 

188 , 0 -yo, 

Part. 1, 

Rc. 

1 

(5o.) 

Part 

II, 

Rs. 2 

( 80 .) 





7.7(0 ah'ive are enme of tho. mnst important p\ih- 
lirafinns availahh.. C^^mpfete Catalo^itc.’f of all hooks 
kept in ^slork ran he had free, of rharpe on a2ipriration. 


Notice- 

Nottok is lioroljy frivon tlmt tlic tcrnis for tlio piircbaRc f>f 
fi-tini Uio Scfrotarhit I'ross, for Oevern- 

tueut oilicos or <»!!ifoH uuclor tlio oonlrol «jf Govornmont OHicors, 
lire strictly caxh, fiml on no oilior terms will any pnliliealion l>o 
or iulvortiBOinonL, nuLicu, &c., inserted in oititer of thtj 

CsiixetteH. 

Ill the caao of insolvency nol.i(.*o.^, casli must Ihj sent witli such 
notices when forwarded hy Mofu.ssil trourt.H or iiflietw, and ft»r those 
forwanlod l»y the Oniciiil AK.sitjneo cash umst he pfihl on preseuta- 
tion of uiuqioraridum of cost by the Accountant and Trooauror, 
Henpil Socfctariat. 

Ui’iniifances in pO'ta^o stamps should ho ncconipaniod by an 
.'idditioii of one anua in tlio rupee on account td discount. 

6^^ Applioafions for Achs of tho Honf^al LofrI.slativo Council 
reejuired on the jnihlic .soiwico should he aihlivsstul to tlio 
THa\h, Odioe iii the hej^islative l)epart7i»ont, Govornmont of Honpfah 

(V>]»ies uro avalJablo for purchase at MJissluS. Tiiaukeu, yplMC 
AND (‘o, Gtivormnent IMaoe, Calcutta. 


Notice- 

.T/rc20/// MorrJi ]8K|).—The suhscription to, and postapfo for, the 
Vu/rntOt (tuftUt will henceforth be at the foUowinjj Tates, ]>ajablu 
tu advance: — 

/'or tbr Mofits^iL 



T’eranniiui. 


Per annum. 


Its. 

A. 

1* 


ii,.. 

t. 

!■. 

Entire Onzeito 

... I.''. 

0 

0 

Parts* TTT, TV, V 




l\»st:iiv4i 


0 

0 

nud Vf 

! c 

0 

0 

8iij>]>lotiiwnt 

.«* d 

f) 

0 

Postai^o 

. 2 

8 

0 

I’ostM^ci 


0 

0 





Parlj8 I oi’ 1J 

si 

0 

0 

For a singdo oojiy— • 





'2. 

8 

0 





I’art lA 

2 

0 

0 

Fntire (hizcito 

0 

8 

0 

iN.sta^C 

1 

12 

0 

Post«^’’o 

0 

C, 

0 

Hart IH 

'd 

0 

0 

B«p]>h!inent 

0 

4 

0 

i’osbif^o 

2 

0 

0 

l*oftag^o 

0 

1 

0 


1‘urts 1, lA, TR, fT. HI. IV', V,and VJ us also important rules 
anil extracts, I anna for 1 Kheeis or unddr, with an additional 
char;;c' of 1 anna for evta-y 4 sheets in excess of 4, 


Postac^o one oninr. 

For CahnUa, 

Tlio same I'atcs ns those for the Mofussil^ with tlio exception of 
tlio chnri'o for postK},^^}. _ _ 

• Oontaininj.'the AeU and HUIh of Ui© LogiHlative Councils of 
India and iiouj^al. 


Notk.—T lalo for iidveriisenionis in Iho CalcxUia 6\up//e— 

I''ul1 pngo, per issuo ... ... Ks. 20 

lJulf „ „ ... ... „ 10 

• (^nsunl ndvertisomentp, 4 annas per lino. 

Notice. 

It is hereby notinotl, for ponoral information, tlwt .suhscription* 
to the cfinipletu .Kcrios of the Indian Tmw Tteports shouhl he re^jis 
tercil durinj^ the lirst throw months of oitoh tsalendar year. 
iKTilKjrs nro ihcroftiro ro/pio-stod to sontl in their subanriptioiiH for 
the ooiuplote Herio.K bofore the Slst March in .oacJi year. Those 
who roj'ister their names lifter tliat ilato will uuderatand that 
<>inoH will l>e MUj>plied unly if uvaihiblo. 

Tbe ZiiBt of Book* availakle fox anle at tlie Beoratorlat 
Freas wUl in fntnre be pnbllabed oaoe only In eoob montku 
Spare ooplea of tlie Zdat wlU, Jxo'wwvr, be kept In 
atook ready for iaane on receipt of appUoationa fbr tbem. 
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PART III. 

^rts of §^n0al ©mtitnl. 


GOVKENMENT OF BENGAL. 

LEGISLATIVE DEPARTMENT. 


[B'irst Publication.] 

■ Thb following Act, parsed by the Lieutenant- 
Governor of Bengal ill Council, received the 
BBBent of llis Honour on tbe IGth Alnrcli, 1891, 
and having been assented vo by His £xcellciic-y 
the Viceroy and Governor General on the £3rd 
idem, is hereby published for general informa¬ 
tion 

ACT No. I or 1891. 


This Act shall be read with, and taken as 
part of, the Public Demands 
ILcovery Act, 1880; and it 
shall come into force from 
the date on which it may be iiublinhed in the 
Calcutta Gazette with the assent of tbe Governor 
General. 

2. In section seven for “ the Collector of the 
Amendment or»ection 7. district ” read “ Collector^’. 


An Act to amend the Fullie Demands 
Recovery Act, 1880. 

Whkrbas it is expedient to amend the Public 
Demands Itecovery Act, 1880; It ia hereby 
enacted aa follows :— 


3. All certificates made before the passing of 
thia Act under the provi- 
m^oby CoUecto?.'®'**'”'' Hona of section seven of the 
I’ublic Demands Kecovery 
•Act, 1880, by a Collector as defined in section 
four of that Act, shall be as valid as if made by 
the Collector of tbe district. 


Gausutta : 

Th* 2Gth March 1891. 


} 


O. H. REILY, 

Assistant Secretary to the Govt, of Bengal, 

Legislative Department. 
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C78eparate paging is given to this Parc ii^ order that it may be filed as a separate oompilation. 


PART V. 

Acts of the Governor General’s Council assented to by the Governor General. 


GOVERNMENT OF INDIA, 

LEGISLATIVE DEPARTMENT. 


only, it extends to the whole of British India, 
inclusive of Upper Burma and British Baluch¬ 
istan; and 

(j) It shall come into force at once. 


The following Act of the Governor General 
of India in Council received the as.sent of His 
Excellency the Governor General on the 21 st 
March, 1891 , and is hereby promulgated for 
general information:— 

Act No. XII of 1891 . 

An Act to repeal certain Obsolete Enactments 

and to amend certain other Enactments. 

• 

Whereas it is expedient that certain enact¬ 
ments specified in the first schedule to this Act 
which are spent, or have ceased to be in force 
otherwise than by express specific repeal, or have 
by lapse of time or otherwise' become unne¬ 
cessary, should be expressly and specifically re¬ 
pealed : 

And whereas it is also expedient that certain 
formal amendments should be made in the en¬ 
actments specified in the second schedule to 
this Act: 

It is hereby enacted as follows 

\ 

1 . (/) This Act may be called the Repealing 
jTitle, sxtsat and com* and Amending Act, 1891 . 
mcaeomant. 

(a) Save in so far as it applies expressly or 
by necessary implication to particular territory 


2 . (/) The enactments specified in the first 

Enactments in sched- schedule are hereby re¬ 
ntes repealed and pealed to the extent men- 
amended respectiv-el/. tinned in the fourth column 

thereof, 

( 2 ) The enactments specified in the second 
schedule shall be modified to the extent and in 
the manner mentioned in the fourth column 
thereof ;* but nothing in this sub-section shall 
affect any Act passed-after this Act come.s into 
force by the Governor of Madras in Couneff, the 
Governor of Bombay in Council, the Lieutenant. 

Governor of Bengal in Council or the Lieuten¬ 
ant-Governor of the North-Western Provinces 
and Oudh in Council. , 

(j) The modifications hereby made in the 
Foreign Jurisdiction and Extradition Act, 1879 , xxi of 1870 
section 6 , and the Cantonments Act, 1889 , sec- ^ 

tion 19 , shall have effect as from the commence- ° 
ment of those Acts respectively. 

3 . The repeal by this 'Act of any enact*»enl^ 

g shall not affect any Statute, 

arings. Regulation in which 

such enactment has been applied, incorporated 
or referred to ; • 

and this Act shall not affect the validity, inva¬ 
lidity, effect or consequences of anything al¬ 
ready done or suffered, or any right; title, ob- 
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ligation or liability already acquired, accrued or 
incurred, or any remedy or proceeding in re. 
spect thereof, or any release or discharge of or 
from any debt, penalty, obligation, liability, 
claim or demand, or any indemnity already 
granted, or therproof of any past act or thing; 

nor shall this Act affect any principle or rule 
of law, or established jurisdiction, form or course 
of pleading, practice or procedure, or existing 
usage, custom, privilege, restriction, exemption, 


-f — 

oAice or apppintipent, notwithstanding that 
same respectively may have been in any man 
affirmed, recognised or derived by, in or ft 
any enactment hereby repealed ; 

nor shall the repeal by this Act of any ent 
ment provide or restore any jurisdiction, offi 
custom, liability, right, title, privilege, rest 
tion, exemption, usage, practice, procedure 
other matter or thing not now existing 01 
force. 


PARt VJ 
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* ‘THE FIRST SCHEDULE. 

. Enactments rbpeaued. 

A description or citation of a portion of an Act or Regulation includes the words, 
section or other part mentioned or referred to as forming the beginning or %s forming the 
end of the portion comprised in the description or citation. 


Part I.—Acts of the Governor General in Council. 



Year. * No. Subject or title. Extent of repeal. 


1835 II Control of Ofli- So much as has not been re- 

cers in Assam, pealed. 

A ralf an and 

Tenasserim. 

,, VI Control of Ofli- So much as has not been re- 

cers in Kltasi pealed. 

Hills and Ca- 
ebar. 

„ XIX Assistant to Agent In section i, the voordt , 

for Sarddrs, and in th 6 trial of such * 
Dtkkhan, suits the A.ssistant shall 

follow the same rules which 
are now applicable to the 
Agent and the words and 
figures under the pro¬ 
visions of Chapter XXII, 
Regulation IV of 1827 of the 
Bombay Code. 

1836 X Indigo-contracts The whole Act, so far as it 

applies to Assam. 

„ XXVI Camp Police . So much as has not been re¬ 

pealed. 

1838 V Bengal Bonded The words And it is hereby 

Warehouse. enacted that, wherever they 

occur. 

In sertions 3 , 5 , 7 , 8 , 9 , 10 , 

17 , 18 , 20 , 22 , 23 , 24 , and 
27 , the word that wherever 
it occurs after the word and. 

In section 31 , the word that 
where it occurs ^tsr the 
word but. 

XXV Wills . .In sections 2 to 5 , 7 to 29 , 

and 31 , ihcTvords And it is 
hereby enacted that. 

In section a, the irort/f except 
BO fur as relates to His Ma- 
jc.sty’s colonies and* planta¬ 
tions in America. 

In sections 3 and the word 
that, wherever it occurs. 

In section 4 ., the word that 
where it occurs before the 
words the power. 

In sectioti 6 , the words Pro¬ 
vided also and it is liereby 
enacted that. 

Section 30 . 













THE CALCUTTA GAZETTE, APRIL i, 1891 . [PART^V 

' ■ I ' ^ . I . .. I ' " ' ' ' ' . P 


THE FIRST SCHEDULE— 

Part I.—^Acts of the Governor General in Council —contd. 


t 

2 

3 

" -«-1 ■■ , ■ M. ... . 

4 

n 

Year. ' 

No. 

Subject or title. 

Extent of repeal. 

1839 

»• 

VII 

Tahsllddrs, Mad¬ 
ras. 

Section 4 . 

91 

XXIV 

Ganjatn and Viza- 
gapatam. 

In section 7 , the tpord fourth. 

U 

XXVII 

Execution by the 
Court of Ke- 
quests, Calcutta, 
of decrees of 
Courts of 34 - 
Pergunnahs. 

The whole. 

91 

• XXIX 

Dower 

In sections 3 to 10 , 13 and 

14 , the words And it is 
hereby further enacted that. 

In section 11 , the words and 
it is hereby further enacted. 

In section 15 , the words And 
it is hereby provided that. 

Section 13 . 


XXX 

Inheritance 

The words And it is hereby 
further enacted that and 

And it is hereby further 
enacted and declared that, 
wherever they occur. 

In section 7 , /he words also 
that and the word that. 

In section 13 , the words And 
it is hereby provided that. 

1840 

• 

X 

Temple of Jag- 
annath. 

So much as has not been re¬ 
pealed. 

1841 

XXIV 

Illusory appoint¬ 
ments, &c. 

Section 4 , so far as it relates 
to section 10 of the Statute 

11 George IV & i Wil¬ 
liam IV, chapter 47 . 

Section 5 , from or any pro¬ 
ceedings to the end. 

1843 

• 

• 

IX 

Lease and Re¬ 
lease. 

So far as it has not hern 
repealed. 

1844 

VI 

Land-customs, 

Madras. 

In the title, the word abolish¬ 
ing, the words transit or 
and the words for revising 
the duties on imports and 
exports by sea, and for 
determining the price at 
which salt shall be sold for 
home consumption. 
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• THE FIRST SCHEDULE— 

Part /.—Acts of the Governor General in Council —contd. 


I 

a 

3 

♦ 

Year. 

No. 

Subject or title. 

Extent of repeal. 

< 1846 

• 

. I 

• 

Pleaders . 

, In section 6 , the wordf and 
figures Section 25 , Regula¬ 
tion XXVII, 1814 , of the 

Bengal Code; Section 25 , 

Regulation XIV, 1816 , of 
the Madras Code; and. 



• 

In section 13 , the numerals 

VII. 

1847 

IX 

Assessment of 
new lands. 

In section i, the words and 
that all such investigations 
pending before the Collect¬ 
ors and Deputy Collectors 
in the said Provinces at 
the said date shall forth¬ 
with be discontinued. 

1848 

X 

Mandvee . 

So much as has not been re¬ 
pealed. 

II 

XVIII 

Nawdb of Surat. 

Section 2 . 




In the schedule, the names 
and descriptions numbered 

I, 2 , 3 , 5 , 6 and 7 . 

1850 

XXV 

Forfeited deposits 

In the title, the words and 
figures &Tid Act IV, 1846 . 




In the preamble, the words 
and judgment-debtors, 

the svords and figures and 
in Section V, Act IV, 

1846 , and the words in 
execution of decrees or. 

•» 

XXXIV 

State Prisoners . 

Section 3 . 

1853 

• 

VI 

Summary suits 
for arrears of 
rent, &c. 

In the preamble, the words 
and figures from and 
* whereas it is expedient to 

Act VIII, 1835 , and the 
words from and to prevent 
to wrong district. 


VIII 

Colaba 

So much as has not been re¬ 
pealed. * 

• 

• • 

XIX 

Evidence . . 

In section 26 , the words in 
addition to any proceedings 
under this Act. 

1855 

X 

Witnesses . . 

In the title, the words and 
figures and to amend the 
provisions of Section XL, 

Act XIX sf 1853 . 

—a. .. 

„ 

. ..-t. 

. .. - ^ - 
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THE FIRST SCHEDULE--cr(7«i?rf. ■ 

Part /,"^Acts of the Governor General tn Council-—•cov\tA, 


t > 

a 

3 

4 

Year. 

No. 

Subject or title. 

Extent of repeal. 

i8?5 

XXIV 

Penal Servitude. 

In the title, the words and 
to amend thalaw relating , 
to the removal of such con¬ 
victs. * 



i 

In the preamble, the words 
and to amend the law relat¬ 
ing to the removal of 
•European and American 
conviits for the purpo.se of 
imprisonment. 

f.* 

XXXVII 

Sonihal Districts. 

In section i, c/iiitse i, the 
words extend to or affect 
any case now pending in 
any Court, nor. 

1856 

XII 

Civil Court 

Amins. 

In the preamble, the words 
amt /if;ures from anti 
whereas to other agency. 




Section 10 , from Whenever 
to the end. 

» 

XIII 

Police 

In section i, the ivords and 

Jigjoes from Sections XXll 
to the end. 


I 

j 


In section 2 , definition of 
“Local Government,” the 
wordsxn the possession and, 
the words the East, and the 
word Company. 




In section 3 , the words and 
figure except as is otherwise 
provided by Section 1 of 
this Act. 




Form B in the schedule of 

Forms. 


XVllI 

Collector of 

Calcutta. 

In the preamble, the words 
sliouUI have charge of the 
collection of the stain [> 
duty within the town of 

Calcutta, and that he. 




Section 1 . 



1 

1 

iTl 

In section 3 ; the words and 
figures the said Rcgula- 
titm, or under Act XI of 

1849 .. or. 


XX 

Cbaukiclirs 

In sections 10 , 21 , 33 , 34 , 36 
and 59 , Mr of Circuit. 

i 


1 

' 1 

Section 6 ) 
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• THE FIRST SCHEDULE— 


Part /.— Act^ of the Governor General in Council —contd. 


t 

a 

3 

4 • 

Year. 

No. 

Subject or title. 

Extent of repeal. 

1656 

• XXII 

Tells, K.'iratoyil 
River. 

In section 5 , the word^and 
figures Regulation I of 


• 

« 

1824 , or of. 

1857 

II 

Calcutta Univer¬ 
sity. 

• 

In section 1, the words in the 
possession and, the words 
the East, and the word 
Company. 

ft 

IV 

Tobacco, Bombay 
Town. 

Section 2 , from and such 
duly to the end. 

Section 5 , from The import- 
duty to the end. 

f? 

XIII 

Opium 

• 

In the preamble, the words 
that certain obsolete Regu¬ 
lations relating to the pro- • , 
vision of opium should be 
formally repealed, and. 

ff 

XXI 

Howrah 

Section 54 , the second pro¬ 
viso. 

Section 58 . 

f« 

XXII 

Bombay Univer¬ 
sity. 

In section i, the words in the 
pos,scssion and, the words 
the East, and the word 
Company. 

ff 

XXV 

Forfeiture of pro¬ 
perty. 

In the title, the words to ren¬ 
der officers and soldiers in 
tile Native Army liable to 
forfeiture of property for 
mutiny, and. 

In the preamble, the words 
to rentier officers and sol¬ 
diers in the Native Army, 
who shall be convicted of 
mutiny, subject to the for¬ 
feiture of all their property, 
and. 

If 

XXVII 

Madras Univer¬ 
sity. 

In section 1 , the,words in the 
possession anti, the words 
the East, and the word Com¬ 
pany. 

1858 

III 

State Prisoners . 

Section 4 . 

• 

In section 5 , ike words in Use 
possession and, the words 
the East and the word 
Company. 

ff 

XXXVIl 

Nawi'ib of the 
Carnatic. 

The preamble, from and that 
to commencement of this 

Act. 

Section 2 . 

Schedules B and C. 













36 


THE CALCUTTA GAZETTE, APRIL i, 1891 . 


[ Part V 


THE FIRST SCHEDULE— 


Paft /.—Acts of the Governor General in Council —contd. 


f 

a 

3 

4 

Year. 

No. 

Subject or title. 

Extent of repeal. 

i859*- 

IX 

1 

Claims to proper¬ 
ty seized as for¬ 
feited. 

In the preamble, /Ae words 
from to make provision to , 

also expedient. 

II 

X 

Rent 

The schedule, Forms £ 
and F. 

II 

XI 

1 

Sales of land for 
arrears of reve¬ 
nue. 

Section 4 . 

•I 

In section 53 , the words and 
figures sharers in estates 
under butwarah who may 
have saved their shares 
from sale under Sections 

XXXlll and XXXIV, Re¬ 
gulation XIX, 1814 , and. 

i 860 

XIV 

King of Oudh 

The whole. 

n 

XXII 

Hill Tracts of 
Chittagong. 

Section i, proviso. 

99 

XXIIl 

Amending Act 

XXI of 1856 
(Abkari). 

The whole Act, so far as it 
applies to Assam. 

99 

XLV 

Indian Penal 
Code. 

In section i, the words and 

1 figures on and from the 
lirst day of May, 1861 . 

1 

1 


1 

In sections i and 15 , the words 
except the Settlement of 

Prince of Wales’ Island, 

Singapore and Malacca. 




In sections 2 and 4 , the words 
and figures on or after the 
said first day of May, 

1861 . 




In section 410 , the word the, 
where it occurs after the 
word which. 

1862 

VIII 

King of Oudh 

So much as has not been 
repealed. 

1863 

• XVI 

Spirits used in 
Manufactures, 
&c. 

Section 8 . 

1864 

XVII 

Oflicial Trustees 

Section 3 . 

1865 

• 

VII 

Government For¬ 
ests Act, 1865 . 

' 

The whole Act,’so far as it 
has not been repealed by 
the Indian Forest Act, 

1878 , and the Lower 

Burma Forest Act, i 88 i. 
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' THE FIRST SCHEDULE—caaft/. 

Part /.—Acts of the Governor General in Council —contd. 


Year. I No. Subject or title. 


Extent of repeal. 


1865 


X Indian Succession In section 3 , the words ofher 

Act, 1865 . than the Settlement of 

Prince of Wales’ Island, 
Singapore and Malacca. 

XXI Nalive Converts’ In section 35 , the words ex- 
Mnrriage ])is- cept the Si-tllement of 

soluiion Act, Prince of Wales’ Island, 

18661 . Singapore and Malacca. 

In the first schedule, the 
words Ks. two. 


XXV Transfer to Gov¬ 
ernment of de¬ 
posits in High 
Courts. 


In the preamble, the words or 
in the late Supreme Courts 
at Calcutta, Madras and 
Bombay, rc.si>ectlvely, attd 
the ivords now or hereafter. 

In section i, the words or of 
the late Sujiremc Courts of 
Calcutta, Mailras and Bom¬ 
bay, a/irf///cwo/o/j' now or 
hereafter. 


XXII ; Sardis Act, 1867 Section i. 


In section 17 , the words and 
the Settlement of Prince of 
Wales’ Island, Singapore 
and Malacca. 


XXIII Murderous Out- Section 17 . 
rages, Punjab. 


XXV I Printing Presses In section i, the words other 
i and Books. than the Settlement , of 

Prince of Wales’ Island, 
Singapore and Malacca. 


1 I General Clauses In .section 2 , clause ( 8 ), the 
' Act, 18 O 8 . words other thant the Set- 

i tlement of Prince of Wales’ 

i Island, Singapore and Ma- 

j I lacca. 


V Commissioner in Tlie schedule, so far a.s it re- 
Sindh. litres to Act XXVI of 1850 . 


XVllI Small Cause Ju- So much as has not been re- 
risdiction, I^il- pealed, 
giris. 


XXI Nawdb of the The whole. 
Carnatic. 
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THE FIRST SCHEDULE'-^Pff^<^.' 

Part l.'—Acts of the Governor General tn Cpu^ctlr-^cont^' 


1 

• 

a 

3 

4 

Year. I 

1 1 

No. 1 

f ’ 

Sijhj^^ct or tiiJd. 

• 

Extent of rei>cat. 

I &69 

XIV 1 

Bombty Civil 

Courts Act, 

1869 . 

1 

In section 32 , prQ.viso, clause 
(^1 I'udtietl bv Act XV of ^ 
1880 , sect inn 3 ], the words 
and figw s o» selected 
under Act Xo. XX of 1864 
{/or makvtg better provi¬ 
sion for (he care of the per¬ 
sons and property of minors 
^in the Presidenev of Bom¬ 
bay section 9 , and the 
words or Selection. 

1870 

VII 

I Court-fees Act, 

1870 . 

In section 3 , the word six- 
! teen. 


1871 


XXI 


XXVI 


XXVII 


II 


Hindu AVilk Acl, 
1870 . 


lu st'clion 7 , priTajTraph iv, 
last clansc, ///c worth and 
the provisions of the Code 
of Civil I’roceihire, section 
tinrly-one, shall apjdy as if 
for the word ‘ elaitn ’ the 
words ‘ relief sought ’ were 
suhsliltitcd. 

Section 10 , clause iii. 

Section 19 , clause ii. 

In section 19 C (inserted by 
Act Xlll of 1 S 75 , section 
6), first line, the 7c>ord such. 

In section 19 G (inserted by 
Act Xin of 1 S 75 , section 
the ivmds and figures 
after the first day' of April, 

1875. 

Sections 24 and 32 . 

Schcrlulc II, Articles 8 and 9 . 

In section 6 , the ivords and 

lUrts. 


Prisons Act, 1870 . In section 9 , the 7vords (sub- 
■ ject to the approval of the 
I (dovernoT General of India 
I in Conneily. 


Amending till! In- Sections 7 , 9 and 14 . 
di in Pen d i 
,,Podc. 


Extending the 
Prisons Act. 
rSyo, to Coorg. 


So much as has not been re¬ 
pealed. 
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THE FIRST SCHEDULE— 

PhH /j —AciSt of thi Govtrnor Gevtetai ht Council — cGfttd. 


t 

a 

• 

3 

1 

Year. 

No. 

Subject or 1 


• 


, >871 

IV 

Coroners’ 

1 • 

1871 . 

1 

1 

»» 1 

XXI 1 

DehrA Dun 


Extent of repca.1. 


graph. 


Section I, from and no judg- 
' nicnt h) the etui. 

' In .section 2 . the ivords and 
■ sh.'di ho <lcemed (o have 
been heretofore authorized 
to exercise. 

Ill section 3 , the ivords shall 
be deemed to have been 
heretofi>re the District Court 
of the saiil di.slrict of Dehra 
Dun, and, u«(////<■ words and 
figures and may, subject to 
the provisions of Act VI of 
1871 , hear ai)peals from 
decisions given in tlie said 
distric t before the passing 
of this Act. ^ 

' In Section 4 , the words and 
I figures and referred to in 
i section eleven of Act 
i XXJV of 1 S 64 . 


Amending Act Section 5 . 
XX of 1 S 56 ; 
(Chaukidi'irsj. ! 


i In section h, the words but 
1 .sh.dl not take cfl’cct within 

I the terriioric'.s subject to 

the I.ifiitenant-Goveruor of 
I Hengal. 


XXlll i Pcn.sions 

1 •a7*. 


Act, ■ Section I, from but not so as 
, to affect to the end. 


XXVI ! Land Improve- I The whole Act, so far as it 
1 ment Act, 1871 .+ applies to the Andaman and 
I Nicobar Islands and the 

j Pargana of Manpur. 


IV j Punjab Laws Act, ! Section 33 . 

1872- 1 


Section 3 c;G (in.serted by 
Act XV of J 875 , section 
2 ). 


The first schedule, so far as 
it relates to Act XVII of 
1861 . 
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/ 


THE FIRST SCHEDULE—‘ 

Part /.—Acts of th^ Governor General in Council —contd. 


‘ 1 

2 

3 

-- 4 

Year. 

No. 

Suhjrct or title. 

Extent of repeah 

187.S 

XIII 

Prohates and I.ot¬ 
ters of Ad¬ 
ministration. 

Section 1. 

€ 




So much of seclion 6 as 
directs the insertion of 
section IyJI in the Court- 
iees Act, 1870. 

9 » 

XV 

Punjab Laws 

.'\nic 11 d ni e 111 
Act, 1875. 

Section 2, so far as it ap- 
])lies to the Punjab and 
relites to sections 39A 
and syli. 




Section 2, so far as it relates 
to section 39O. 

J 

XX 

Central Provinces 
Laws Act, 1S75 

Section 2, j)roviso. 

• 

p 


In tlie third column of Part A 
of Ihe schcdnlc, in the entry 
ojipositc Reguiation XI of 

I boh, the tvfuils and figures 
aiul with the excejilion, in 
seclion V.lll, of the words 
and ligun s “ tinder the 
rules jirescribed by Regu¬ 
lation V, 1804.” 




The schedule, so far as it 
rei.ites 10 Pcngal Regu¬ 
lation V] of 1819 aiul 

Act XVHI of 1853. 

IS76 

X 

Hondiay RcviMiue 
) on s <1 i c t i 0 n 
Act, i87(). 

Seclion 2, and the sched¬ 
ule referred to therein. 


Xll 

Repealing Act, 
1876. 

The whole. 

»» 

XVII 

Oudh Land-rev¬ 
enue Art, 1 876. 

. 

In section 150, the words 
stamped or. 




Section 17S, clause (^). 

** 

XVII 1 

: 

Ondh I-ttws Act, 
1876. 

Sections 17, 18 and 4 i. 


I j III the third column of Part 1 

I of the si-cdiifl schedule, in 

I the inodilic-.itions of Retfu- 

I liUion XXXIll of 1803, ihe 

^ ivorth for “ city ’’ read 
I I “ j'iri.'i<iict!(in,” uw/Z/zt'zfiprJr 

-i and ft guns In section 

[ • I IV, omit ilie words “or in 

I i eilh'-r of the cities of Patna, 

I ; Dacci or Moorshedabad." 
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’ THE FIRST SCHEDULE— 

Pati I.r—Acts af ih^ Govfif'nar General in Council —contd. 


I 

3 

3 

4 

Year. 

No, 

Subject or title. 

Extent of repeal. 

1876 

-XVTII 
— cotUd. 

Oudh Laws Act, 
1876. 

Ih the third column of Pan I 
of the second schedule, in 
the modifications of section 

8 of Regtjlalion XI of 
t8o6, ///(' nwnts and figures 
and omit the words and 
figures “ (under the rules 
prescribed by Regulation 

V, 1804 ) ■’ and “ in Regula¬ 
tion XXVII, 1803.” 

The seconil scbcdulc, so far 
as it relates to Rengal Re¬ 
gulation VI of 1819 and 

Act Xlll of 1857, section 2. 

'‘t 

XXI 

Amending the 

T.ind Improve¬ 
ment Act, 1871. 

The whole Act, so far as it 
applies to the Amlaman 
and Nicobar Islands and 
the Pargana of IVlanpur. 

•» 

XXIII 

Opium Act, >876. 

The whole Act, so far as it 
applies to tlic Andaman and 
Nicobar Islands and the 
Pargana of Manjrur. 

1877 

I 

1 

1 

Specific Relief 

Act, 1877. 

Section 2. 

In section 9, ifie words insti¬ 
tuted within six months from 
the date of the disposses¬ 
sion. 

The schedule. 

«> 

II 

Amending Act 
XIll of 1875 
(1‘rohatcs and 
Leitcrs of Ad¬ 
ministration). 

Section 2. 

*» 

III 

Indian Registra¬ 
tion Act, 1877. 

Section 84, the last paragraph. 

|1 

VI 

Postponing opera¬ 
tion of the Opi¬ 
um Act, 1S76. 

The whole Art, so far as it 
apt-lies to the Andaman ,'ind 
Nicobar Islmiis and the 
I’argana of Manpur. 

>• 1 

1 

XI 

Military Lunatics 
Act, 1877. 

Sections 2 and 9. 

1 

1 

« 1 

I 

1 

XV 

Indian Limitation 
A<?t, 1877. 

Section 2, down to the 
word Rut. • 

Section 2, the thirc] para¬ 
graph. 

i 



The first schedule. 
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THE FIRST SCHEDULE— 

Part I.-^Actsof the Gomrnor General in oontd. 



Extent of repeal. 


XIX District Judges . In the preamble^ the words 

the District Judges , 
of the Lower and the 
North-Western • Prov¬ 
inces of the Presidency 
of Fort William, and. 

I Opium Act, 1878 . Section 2 , the first and 
ssecond paragraphs. 

The schedule. 

VI Indian Treasure- Section 2 . 
trove Act, 1878 . 

The schedule. 

XI Indian Arms Act, Sections 8 and 9 . 

1878 . 

Section 14 , the last three 
paragraphs. 

Tlie second schedule. 

XII Amending the Section 6 . 

I Punjab Laws I 

I Act, 1872 . I Section 7 , from All penalties 

I I to the end. 

XIV j Assimilation of In the preamble, the words 
Powers, North- and whereas doubts have 
Western Provin- arisen as to the validity of 
ces and Oudh, certain acts done since the 
said union, and it is expedi¬ 
ent to remove such doubts. 


Section 4 , the first paragraph. 
Section 5 , the first paragraph. 
Sections 7 and 8 . 


XVII Nonhern India 1 Section 36 . 
1 Ferries Act, 


1 Indian Stamp Section 2 , down to the word 
Act, 1879 . But. 


Schedule II, Article 2 , clauses 
(b) and (r). 


Schedule II, Article to. 

Schedule II, Article ' 11 , 
« clause (b). 


Schedule III. 
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TH-E FIRST SCHEDULE— 


'Part I.—~Acts of the Governor General in CeMWCiV—contd. 


1 

% 

3 

4 • 

Year. 

• 

No. 

Subject or title. 

Extent of repeal. 

1879 

• 

• III 

• 

Destruction of 

Records Act, 
1879 . 

• 

Section 9 . 

The schedule. 

II 

VII 

Punjab Additional 
Financjal Com¬ 
missioner's Act, 
1879 . 

The whole. 


XII 

Amending the 
Code of Civil 
Procedure, the 
Re^is t r a t i 0 II 
Act, 1877 , and 
the Limitation 
Act,’i 877 . 

In the title, the words the 

Code of Civil Procedure. 

The first preamble. 

Section ic 8 , so far as it refers * • 
to Nos. 171 , 171 A, 171 B 
and 171 C of the second 
schedule to the Indian 

Limitation Act, 1877 . 

if 

1 

1 

XVII 

Dekkhan Agricul¬ 
turists’ Relief 
Act, 1879 . 

Section 48 , the second para¬ 
graph (inserted by Act 

XXIII of 1881 , section 

10 ). 

If 

XIX 

1 

Raipur and Khat- 
tra Laws Act, 
1879 . 

Section 3 . 

If 

XX 1 

Glanders and | 

Farcy Act, 

1879 . 

Section 15 . 

1880 

VII 

Indian Merchant 
Siiipping Act, 
1880 . 

In section 72 fas amended 
by Act VI of i8qi, sec¬ 
tion 6), Ihe word But. 

9 

If 

• 

IX 

Bombay Civil 

Courts Act, 

1880 . 

Section 3 . 

If 

XIV 

Indian Census 
Act, 18 So. 

The whole. 

• 

If 

XV 

Bombay Revenue 
Jurisdiction Act, 
1880 . 

• 

The preamble from and to 
make to 1871 . 

iSSi 

II 

Pegu and Sittang 
Canal Act, 1881 . 

Section 22 . 

• 

ft 

• 

V 

Probate and Ad- 
minist ration 
Act, 1881 . 

In section 15 a, the words the 
said. 
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THE FIRST SCHEDULE~-ffwi/</. 


Part I.—At^ts of the Governor General in Cb«»c»/-—contd. 



€ 

I 

a 

3 

^ 4 



Year. 

No. 

Subject or title. 

Eetent o( repeal. 



1881 

IX 

Adtninis trat or 
General’s Act, 
1881. 

So much of section 5 as has 
not been repealed. 

Section 6, from and the 
words to the end. 



s 

99 

XIII 

Fort William Act, 
1881. 

Section 9. 

« 



99 

XIV 

Benares Family 
Domains Act, 

1881. 

Sections 3 and 14. 



t* 

XVIII 

% 

Central Provinces 
l4in(l-revcnuc 
Act, 1881. 

Sections 3 and 3. 

Section 136W (inserted by 

Act XVI of 1889, section 
•26). 






The schedule. 



n 

XIX 

Lower Burma 

Forest Act, 

1881. 

Section 3 . 

The schedule. 




XXIII 

Deklthan Agricol- 
tiirisis’ Relief 
Act, 1 88 1. 

Sections 4, 5 and 16. 



1 

99 

XXV 

Bdnki Laws Act, 
1881. 

Section 3. 



■ 

1 


In section 4, the words and 
figures from And in the 
following Bengal Regu¬ 
lations to the end. 



99 

XXVI 

Negotiable In¬ 
struments Act, 
1881. 

Section 3. 

The schedule. 



188a 

1 

Inland Emigra¬ 
tion Act, 188a. 

Section 2, the first para¬ 
graph. 

In section 3, second para¬ 
graph, the words the said. 






Section 193. 



$9 

II 

Indian Trusts Act, 
1883. 

Section $ 6 , the second para¬ 
graph. 





.T^ 

In the schedule, the figures 

39- 



99 

III 

Seditious Publica¬ 
tions Act, 1882. 

Section a. 
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THE FIRST SCHEDULE— 


P<irt /.—AcU of the Governor General in Council —contd. 


1 

.a 

3 

4 * 

Year. 

No. 

Subject or title. 

Extent of repeal. 

^ • 1882 

* VII 

• 

Powers-of-Attor- 
ney Act, i88a. 

• 

Section 6. 

91 

• 

X 

Code of Criminal 
Procedure,! 882 

• 

Section 311. 

In section 549, ihe figuret 

1881, in both places in 
which they occur. 




Section 558. 

99 

XII 

Indian Salt Act, 
1882. 

In section ii, the words and 
figures or under .section 1 1 
of the Inland Cusicnis Act, 

1875. 

99 

XIV 

Code of Civil Pro¬ 
cedure. 

Section 539, the last para¬ 
graph. 

99 

1 A'V 

Presidency Small 
Cause Courts 
Act, 1882. 

In section i, the figures i88r. 

• 

91 

XIX 

Punjab Univer¬ 
sity Act, 1882. 

Section 22. 

99 

• 

XXII 

Dekkhan Agricul¬ 
turists’ Relief 
Act, 1882. 

Sections 17 and 19. 

1883 

III 

Repealing Act 
XXVII of 1854 
(Nizim of Ben- 
g*ilj. 

The whole. 

99 

V 

Indian Merchant 
Sliipping Act, 
1883. 

In section z, sub-section (d), 
the words proceedings 
commenced and the word 
commenced. 

• 

*9 

• 

VII 

Repealing the 

Lower Burma 
Labour Law, 
1876. 

The whole. 

99 

VIII 

Little Cocos and 
Preparis Islands 
Laws Aa, 1883. 

Section 3. 

• 

• 

99 

IX 

Central Provinces 
Tenancy Act, 
1883. 

Section i, the last paragraph, 
beginning with Neverthe¬ 
less. 




Section a. 

The schedule. 

99 

xm 

Indus Valley State 
Railway Lands. 

Section i. 
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THE FIRST SCHEDULE— 


Part I,^Acts of thr Governor Generat in Council —contd. 


< 

X 

2 

3 

• — 4 

Year. 

No. 

Subject or title. 

Ertent of repeal. 

' ■"» 

1883 

H 

XIV 

North-W estern 
Provinces and 
Oudh I,ocal 

Boards Act, 

1883. 

1 

Sections 57 and 60. 


XV 

North - Western 
Provinces and 
Oiulh Munici¬ 
palities Act, 

1883. 

Section 5, /r^m and shall to 
! the end. 


XIX 

Lind Improve¬ 
ment Loans 

Act, 1S83. 

Section la, sub-section (a). 

1884 

1 

Honorary Degrees 

Section 1. 

ff 

II 

Unregistered in- 
strumenLs of 

partition, Mad¬ 
ras. 

In section 2, proviso, the rvords 
with in three years after the 
date on which this Act 
comes into force, or and 
the words if the transfer is 
made after this Act comes 
into force. 


III 

Criminal Proce- 
1 dure Code Am¬ 
endment Act, 
1884. 

Section 6. 

tp 

IV 

Indian Explosives 
Act, 1884. 

Section 2, sub-section (2). 

pr 

V 

Amending the 
ChutiA NAgpur 
Encumbered Es¬ 
tates Act, 1876. 

Section 8, clause (a) 

Section to. 

pp 

VI 

Inland Steam-ves¬ 
sels Act, 1884. 

In section 3, sub-section (2), 
the words proceedings com- 
mencetl and the word com¬ 
menced. 

9 $ 

VII 

Indian Steam¬ 
ships Act, 1884. 

Section a, sub-section (a). 

fP 

VIII 

Repealing Ben¬ 
gal Regulation 
XIX of 18 to in 
the NorthtWest- 
ern Provinces. 

The whole. 

Pi 

IX j 

I 

Legal Practition¬ 
ers’ Act, 1884. 

Section 10, sub-section (2), 
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THE FIRST SCHEDULE— 


Part /. — Acts of the Governor General in Council —contd 


1 

, 2 

3 

4 

Year. 

No. 

Subject or title. 

Extent of rejieel. 

^ . 1834 

* XIV 

• 

Validation of Set¬ 
tlement-officers' 
Decisions, Pun¬ 
jab. 

-»- 

The whole* 

II 

XX 

Amendinjf the 
Indian Salt Act, 
1882.• 

The whole. 

II 

xvn 

Lower Burma 

Municipal Act, 
1S84. 

Section 5, /rom and shall to 
the end of clause (i). 

Section 14, clauses fa) ami 
id). 

*■ 1 

If 

XVIII 

Punjab Courts | 

Act, 1S84. 

1 • 

! Section i, sub-section 

1 Sections 2, 68 and 69. 

The schedule. 

II 

XIX 

Ranfroon Water¬ 
works Act, 

1884. 

Section i, sub-section (j). 

l> 

XXI 

Straits Settlements 
Emigrutinn. 

The whole. 

18P5 

11 

Negotiable Instru¬ 
ments Act, 

1885. 

• 

Section 7. 

Section 8, clause (d), and the 
word and at the end of 
clause (a). 


VII 

Pinch Mahils 

Section 4, from and in Part II 

■i ** 


Laws Act, 1885. 

to the end. 


IX 

Tariff; Excise; 

In the title and preamble, the 

« 

■ 

Sca-customs. 

* words and figures to repeal 
part of sectio.n 6 of tlie 
Indian Tariff Act, 1882, 
and. 

Section i. 

II 

XII 

Indian Sea Pas¬ 
sengers’ Act, 
1885. 

Section 2. 

II 

XVI 

Central Provinces 
Civil Courts 
Act, 18S5. 

Section 1, sub-section if). 

Sections 24 and 25. 

If 

XVII 

Central Provinces 
G 0 vernment 
Wards Act, 

Section 2. 

• 


1885. 
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THE FIRST SCHEDULE— 


Part I.-r-Acis of the Governor General in Connctl—^contd. 


1 

2 

3 

4 

Year. 

No. 

Subject or title. 

Extent of repeal. 

W 

1885 

XX 

Postponing tem¬ 
porarily the 

operation of 

certain provi¬ 
sions of the 
Beiig.'il I'en- 
ancy Act, 1885. 

The whole. 

1886 

n 

Liccnsc-tax 

Amendment. 

Section I, sub-section (j). 

The second schedule. Part 

• 



111, clause (d). 

tf 

IV 

Amending the 

Indian Con- 

Section 2. 

• 

• 


tract Act, iHyi. 

■ 

u 

V 

Mirzapiir Stone 
IVIalnll Act, 

Section t, sub-section (j). 



1886. 

Sections 2 and 19. 

>» j 

VI 

Births, Deaths 

and Marrijgcs 
Registration 
Act, 1886, 

Section 1, sub-section (j). 

1 

tl 

X 

Amending the i 

Code of Crimi- j 
nal Procedure, 

Section 20. 



18S2, &c. 

Section 24, sub-section {z). 

ff 

XllI 

Indian Securities 
Act, t8o6. 

Section 1, sub-section (j). 

t9 

XIV 

N 0 r t h-Wes'ern 
I’roviiices Rent 

Section 6. 



Act, 18S6. 

In section 7. words the 

word “ other ” is repealed ; 
and in and the words of the 
same section. 

>• 

xvm 

Amending Act 
XXXVl of 

1858 (Lunatic 
Asylums). 

Section 3, so far as it relates 
to section 17A. 

>• 

XX 

« 

Upper Burma 

Laws Act, i 836 . 

In section i, sub-section (a), 
the words within four 
months from the passing of 
the Act. 

Section 5. 

The first schedule. 

The second schedule, First 

Part, so far as it relates to 



• 

Act V of x88i, section 153. 
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. THE FIRST SCHEDULE— 

Part f.—Acts of the Governor General in Council —contd 


X 

' ■ m . 

3 

4 

Year. 

‘ No. 

Subject or title. 

Extent of repeal. 

1886 

, XXII 

Oudh Rent Acl, 
i88fi. 

Section i, sub-section 

tt 

. XXIII 

Dekkhan Agricnl- 
turists' Relief 
Act, 1886. 

Section jo, sub-sections (/) 
and (.»). 

Section 12, sub-section (2) 

1 


• 

Section 13. 


XXIV 

Exlenainn of the 
Glanders and 
Farcy Act, 1879, 
to Bombay. 

The whole. 

1887 

II 

Sea customs; 
Excise ; Tariff. 

Sections 7 and 9. 


IV 

Indian Museum 
Acl, 1887. 

Section 2. 

t» 

VII 

Suits Valuation 
Acl, 1887. 

Section 10. 

n 

VIII 

Abolishing Mili¬ 
tary Courts of 
Requests. 

The whole. 

>» 

IX 

Provincial Small 
Cause Courts 
Act, 1887. 

1 

Section 3, down to the word 
But. 

In section 17, sub-section (/), 
the words as amended by 
this Act. 

The first schedule. 

M 

XII 

Bengal, North- 
Western Prov¬ 
inces and As¬ 
sam Civil Courts 
Act, 1887. 

Section 2, down to the word 
But. 

%% 

XVI 

1 

Punjab Tenancy 
Act, 1887. 

Sections a and 3. 

Section 4, clause (//), sub¬ 
clause (aj. . 

The schedule. 

n ' 

XVII 

Punjab Land-re¬ 
venue Act, 1887. 

Section i, sub-section (^). 

Section 3, clause (9), sub¬ 
clause (a). 
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[ Part V 


THE FIRST SCHEDULE— 

Part /.—Acts of the Governor General in Council —contd. 


Year. 

No. 

1S88 

VT 

SI 

vn 


Subject or title. 


lebtors . Act, 


Code Amend¬ 
ment Act, 1888. 


VIII Tolls 


IX Repealing enact¬ 

ments relating 
to contagious 
diseases. 

X Amending the 

Code of Civil 
Procedure and 
the Presidency 
Small Cause 
Courts Act, 
1882. 

XIII Punjab Courts 
Act, 18S8. 

XVI Repealing Act 
VII of 18(17 and 
Madras Regula¬ 
tion XIV of 
1833. 

XIX Amending the 
Lower Burma 
Municipal Act, 

1S84. 

V Coroner of Mad¬ 
ras. 


Extant of repeal. 


Section 9. 

Sections 4, 35, 39 and 41. 

Section 49. sub-section (/). 

Section 50. 

Section 53, sub-section (r). 

Sections 56 and 57, 

In section 65, sub-section 
(.7), the words " the Code of 
Civil Procedure^ 

Section 66, sub-section (3). 

In section 5, the words the 
words “and the Governor 
of the Presidency of Bom¬ 
bay in Council ” are here¬ 
by repealed, and. 

The whole. 


Section 4. 


Section 3. 
The whole. 

Section 3. 


VI Probate and Ml- 
m ini stra lion 
Act, 1889. 


I Section 3, sub-scciion {a). 
Section 4, sub-section (r). 

j 

I Section 9, sub-section {a'). 
Section 18, sub-section (r). 
Section 21. 
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f HE FIRST SCHEDUL&-ro»Vrf. 


Parf /.—Ads of the Governor General in Council —contd. 


1 

a 

3 

4 • 

Yamr. 

No. 

Snbject or title. 

Extent of repeal. 


•XI 

• 

Lower Burma 

Courts Act, 

1889. 

1 

1 0 

The first and second sch^ 
dules. so far as they relate 
to Regulation VII of 

1886. 

tl 

XII 

Amending the 
Indian Mer¬ 

chandise Marks 
Act, 1889. 

The whole. 

ft 

XIII 

Cantonments Act, 
1889. 

In sections 3, si and s6, the 
^figures x88i, wherever they 
occur. 

ff 

I 

XVI 

Central Provinces 

L a n d-r evenue 

Act, 1889. 

• 

Section 3. • 

In section s6, /he words and 
figures Section 136 is here¬ 
by repealed, and. 




Section 36, so far as it relates - 
to section 136W. 




Section 39, sub-section (a), 
from and the last /o /he 
end. 




Sections 30, 31 and 36. 

99 

1 

XVII 

Central Provinces 
Tenancy Act, 
1889. 

Section 3. 

99 

XX 

Amending Act 
XXXVI of 

185S (Lunatic 
Asylums). . 

Section 3. 

• 

1890 

1 

11 

Amending Act 
XVII of 1864, 
Ac. 

Section ii, sub-section ( 3 ). 


III 

Amending the 

Inland Steam- 
vessels Act, 

1884, and the 
Indian Steam¬ 
ships Act, 1884. 

Section 3. 

Section 4, SKb-section (/). 

Sections 5 and 16. • 

• 

Section 17, sub-section (/). 

Section 18. 


V 

Forest Act, 1890 

Section 31. 


X 

Amending Act 
XXV of 1867 
(Printing-press¬ 
es and Books). 

; Sections i, 3 and j . 
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THE FIRST SCHEDULE—ciwiW. 

Pari III.—Regulations of ike Bengal Code, 


1 


3 

a^Bs=sa^B3SKB3asBBassssssB==E==eHnawa) 

r ^ 

Year. 

\ 

No. 

Subject. 

Extent cf rapaal. 

*793 

XIX 

Title to Non-bid- 
gh^i Likhirij 
Grants. 

* 

In section 4, word and 

f gyros and XXI. 


XXXVIII 

Loans bj Civil, 
Servants. 

The title, from and for re¬ 
enacting /o the end. 




Section \,fram From a regard 
to remained in force. 

1794 

1 

III 

Revenue arrears . 

In the title, ths words for 
exempting proprietors of 
land (with certain excep¬ 
tions) hrom being confined 
’ for arrears of revenue; and 
and the words and for 
expediting the trial of 
causes relating to the pub¬ 
lic revenue or the rents of 
individuals. 

*795 

I 

Benares Pemsa-t 
nent Settlement. 

The title, from and for ex¬ 
tending to 1793. 


XV 

Referring cases to 
Raja of Benares. 

The title,^«»t for extending 
to Section X; and. 

»» 

XXVII 

Benares Perma¬ 
nent Settlement. 

The title, and for contin¬ 

uing to functions. 

*799 

1 

Trade on Sylhet 
Frontier. 

So much as has not been re¬ 
pealed. 

19 

V 

Wills and Intes¬ 
tacies. 

In the title, ths words and 
City. 

i8c» 

VIII 

Registers of es¬ 
tates. 

The title, from preparing to 
prescribed. 

1801 

— ;i.«. lii. i., . . .. 

1 

Divisitm of joint 
estates. 

»T*' 

The title, from to explain 
and anhend part to such 
sales, from contained in 
Regulation^XXV, 1793, to 
Reflation XXVI, 1795), 
and from and to 6 x to the 
sad. 


tPAIIT 
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’ THE FIRST SCHEDULE— 


Part Hi.—Regulationx of the Bengal Code —contd. 


t 

• 

3 

• 

4 

Yaar. 

No. 

Subject. 

• 

Extent of repeal. 

, 1801 

• 

I- £OHid. 

' • 

Diviuon of joint 
estates. 

i 

In section 8, Mr words and 
figures by clause First of 

Section XXIX, Regulation 

VII, 1799, or any other 

Regulation. 



i • 

• 

j 

In section 14, the words and 
figures from The rules con¬ 
tained in to affected bv 
this Regulation, the words 

It is further hereby 
declared that, ased the 
words and figures from 

This declaration to por¬ 
tions thereof. 

1804 

X 

St^te-offences 

In section a, the words de¬ 
clared to Im. 




In section 3, the words It .is 
hereby fiuther declared 
that. 

1805 

1 

i 

XII 

j 

Settlement, 

Cuttack. 

i 

In section 30, the words ased 
figures from The rules to 
this Regulation, the words 

Provided however that, the 
words and figures nnder 

Section IV, Regulation 

XXIV, 1793, and the word 
likewise. 

1806 

'r 

XI 

Assistance to 
marching troops 
and to travellers. 

The title, from and for ex¬ 
tending to the end. 

• 


• 

Section i, from And whereas 
it is further necessary to 

Section XII, Regulation I, 

1804. 

• 



In section 8, the words and 
figures (under the rules 
prescribed by Regulation 

V. 1804). 

• 

i8i« 

xyiii 

Leases; Appor¬ 
tionment of As¬ 
sessment on par¬ 
tition. 

In section 3, clause Second, 
the words and figures and 

Section VII, Regulation 

XXVIl, 1795. 

$» 

XXII 

Territories border¬ 
ing on Bandel- 
khand. 

The title,/row and for annex¬ 
ing to Calenger. 

Section 1. 
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THE FIRST SCHEDULE^fitiniJ. 

Part Uh—^Regulations of the'Bengat Code-^contA. 


Year. 


[8 


1816 


1817 


r8i9 


3 . 

3 

4 . 

Mo. 

• 

Subject. 

Extent ai repeal. 

XXII— 

conld. 

Territories border¬ 
ing on Bandel- 
khand. 

In section a, ikt wordt Ditto 
of Rajah Kisserce Sing, 
the Rajah of Jej'-pore, /Ar 
words Ditto of Chobey 

Salligram, jaghiredar of 

Cusbah Poorwah, &c., and 
the words Ditto of Pursram 

Bahadur, jaghiredar of 

Khuddec, &c. 



Sections 3 and 4. 

V 

Kfiiiungos 

The whole Regulation, so far 
as it applies to Assam. 

XII 

Patwdlris . . 

In section 32, the words re¬ 
potting, however, the 

amount for the information 
of the Governor General in 

Council and the words when 
confirmed by Government. 



The whole Regulation, so far 
as it applies to Assam. 

XX 

Police 

T^ title, from for modifying 
to the end. 



In the heading prefixed to 
section 30, the word badges 
and the words and insane 
persons. 


' 

Forms Nos. i, 4, 5, 7, 9 to 

IS and 15 to 2i in the Ap¬ 
pendix. 

I 

Kindngos and 

Partwdris. 

The title,/row for replacing 
to Gorakhpur. 

Section 4, clause Fifth, from 
anything to the end. 



The whole Regulation, so far 
as it applies to Assam. 

II 

Resunpdon of re- 
venue-feee lands. 

In section 4, the words and 
figures and Regulations 

XLI and XLII of 1795, 

Regulations XXXI and 

XXXV] of 1803, Regula¬ 
tions VIII, and the words 
mssi figttres from nor to 
alter to the tssd. 


aV' 

1/ 

In sBCtfon tko firvres 

XKVI. 
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JP'ari HI^’^Rtgulatitins itf ihe^ Bengal Coda — cotitd7 


t 

a *. 

• 

3 

4 - 

Year. 

No. 

1 

Subject 

Extent o£ repeal. 

1619 

• 

* VUI 

• . . 

Patni Taluqs 

a 

The title,/rem .ind to explain 
. /o the end. 

The preamble, from It has 

• ' 



been likewise deemed ad¬ 
visable lo defaulters. 

litl 

IV 

Powerj of Collect¬ 
ors and Magis¬ 
trates. 

The title, from for authoris¬ 
ing a Collector lo Also. 

i8>2 . 

VII 

Settlement, Cut¬ 
tack, &c. 

The title,for continuing 
to five years. 

'ff ! 

p 

XI 

Non-liability of 
Government for 
errors of Courts, 

&c. 

• 

The title,/rrw for modifying 
to arrears of revenue. 

1823 

VI 

Indigo-contracts. 

I ' : 

The preamble, from Under 
the rules to drawing up the 
agreement. 

1 

1 


•. -1 

In section 3, clause Fourth, 
the words or other officer. 

In section 3,; clause Fifth, 
the words or other tribunal 
trying the case. 

In section 3, clauses Sixth, 

Seventh and Ninth, the 
vtords or other officer try¬ 
ing the case. 

In section 3, clause Ninth, 
the words or Other person 
i trying the case. 

The whole Regulation, so far 
as it applies lo Assam. 

*5 

IX 

1 

Defaulting mll- 
guzars. 

i 

The preamblov from and 
whereas the rules to sanc¬ 
tioned by Government. 

In section 2, clause Firgt, the 
words and figures aryl Re¬ 
gulations if and XXII, 
t 795 - 

In section 3, the words and 

Benares. 

Section 8, from Section XI, 

Regulation XXXI, 1803, 

' to Conquered Provinces. 

Section 9. 
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THE FIRST SCHEDULE--tf<wft/i. 


Part III.—Regulations of the Bengal Code-r^oncld. 


..*.«' ■■■ ' 

t 

a 

3 

1 4 

Year. 

No. 

Subjeet. 

Extent of repeal. 

1825 

A, 

XIII 

Settlement of re- 
1 sumed Ldkhirij 
land. 

1 

In section s, thtfiguru and 
words IV, X 808, Regula¬ 
tions II and. >• 

In section 4, the words and 
figures or the second clause 

0! Section VIII, Regulation 

XLI, 1795, in the province 
of Benares. 

In section 5, the figures and 
word XLII, 1795, and 

XXXVI, 1803. 

1830 

4 * 

< 

V 

IndigO'COntracts. 

The title, from lor amending 
to contracts. 

The preamble, down to indi¬ 
go crops: and. 

The whole Regulation, so far 
as it applies to Assam. 

1831 

VI 

Sadr Adilat . 

So much as has not been re¬ 
pealed. 

H 

XI 

i 

Police-powers of 
TahsAddrs. 

"rtie preamble, from Whereas 
by Regulation IV, i8ai, to 

Magistrates; and and 

from and whereas it is ex¬ 
pedient to police officers. 
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•THE SECOND SCHEDULE. 

Enactments amended. • 

A description or citation of a portion of an Act or Regulation includes the words, 
section or other part mentioned or referred to as forming the beginning or as forming the 
end of the portion comprised in the description or citation. 


Part /.—Acts of the Governor General in Council. 


I * 

9 

3 

4 

Year. 

No. 

Subjegt or title. 

Amendment. 

1835 

XIX 

Assistant to Agent 
for Sard^rs, 

Dekkhan. 

• 

Add the following section :— 

2. Tiie provisions of the Code 
Prcx^tiliire In of Civil PrO- 

nppcalB to Gov- _p,l„r«rplit 

croor ot Bombay CCdUrC r 61 <ik 

in Council iiig lo ap¬ 

peals to a High Court from 
decrees jirssed in apjieal 
shall apply, so far as may 
be, lo appeals to the Gov¬ 
ernor in Council under this 
Act. 

1839 

VII 

Tahsfldirs, Mad¬ 
ras. 

In section 6, for the three 
la.si preceding sections read 
sections 3 and 5. 

1846 

I 

Pleaders . 

In section 7, /or the sections 
of Regulations read the 
section of the Regulation. 

1850 

XIX 

Binding Appren¬ 
tices. 

In section ii, /or section 
VIII read section 9. 




In section,20, /or and, where 
the word occurs before •ad¬ 
ministrators, read or. 

. *85* 

• 

XII 

Land-re ve nue, 
Madras Town. 

In the preamble and section 

I, for within tlie limits of 
the Town of Madras as de¬ 
fined in Section XI 1, Regu¬ 
lation II of 1802 of the 
Madras Cotie read within 
the local limits of ihe ordi¬ 
nary original civil juri.'idic- 
tion of the High Caurt of 
Judicature at Madras. 

1856 

VIII 

Control of Gaols. 

!•> the title and preamble, for. 
Presidencies of Fort St. 
George and Bombay read 
Presidency of Bombay. 




In section 2, for each of the 
said Presidencies read the 
8.aid Presidency. 
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THE SECOND SCHEDULE—wn/rf. 

Ptirf /.-—Acis of the Governor General in Council —contd. 


In section 38 Cas amended' 
by Ad XXII ofr 1871, sec¬ 
tion 3), for Commissioners 
of Circuit rtad Commis¬ 
sioner. 


XXV Forfeiture of pro- Vt section 2, for by this Act, 


or Act XI of t857, or Act 
XIV of 1857, or Act XVI 
of 1857, rmd by the Indian 
Penal Code, section lai or 
section 122, or the Indian 
Articles of War, Article 24. 


XXXVII Nawib of the For the It's/ of names in Sched¬ 


ule A, read the follow- 
ing;— 

1. Her Highness Nawab 

Khair-un-Nissa Bcgam. 

2. Nawab Ahmad-un-Nissa 

Begam. 



3. Nawab Qadiria Bcgam. 

4. Rahim-un-Nissa Begam. 

5. Ammak-nl-Ali Aliyat-un- 

Nissa Bcgam. 


- . ...... In section 62, for Act XX of 

1841 {for facilitating the 
! collection of debts on succes- 

, sions, and for the security of 

parties paying debts to the 
representatives of deceased 
persons) read the Succession 
Certifleate Act, 1889. 

In section 115, for Sections 
XXI and XXll of this Act 
read Chapter IV of the 
Indian Merchant Shipping 
Act, 1883, and section 22 
of this Act. 

IVIII Boundary-marks, In section 4, for the words 
Madras. and figures from in the same 

manner to the end. read in 
the manner provided by the 
law for the time being in 
forte f«r the recovery of 
fines imposed by Criminal 
** Courts. 

XI4V Indian Penal Code In section 307, Illustration (c), 

after of imert the &8t 
paragraph of. 
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•PHE SECOND SCHEDULE— 

Part I.-^Acts of tha Governor General in Council —contd. 


Year. No. Subject or title. 


• XX Religi^iii Endow- In section 3, for Section I 

I read the preamble to this 
Act. 


Ill Foreigners 


. In section 24, for the words 
and figures from according 
io the end, read be recover¬ 
ed in the manner provided 
by the law for the time 
being in force for the re¬ 
covery of fines imposed by 
Criminal Courts. * 


X Indian Succession In section 242, <y 7 rr is fn.rrr/ 
Act, 1865. or are. 


Ill Gambling 


. In the preamble, after Fort 
William insert and. 

In section z, for Sections 13,. 
17 and 18 read Sections 13 
and 17. 


XXIll Murderous Out- In section 10, for the Punjab 
rages, Punjab. Chief Court Act, 1S66, 

read in any Other enact¬ 
ment for the time being in 
■ force. 


XXV Printing Presses In section 3, defore of the 
and Books. publisher insert the name. 


Commissioner in In the schedule, for Act VII 


Sindh. 


of 1854 (fbr the apprehen¬ 
sion within the territories 
, under the Government of 
the East India Company 
•of poisons charged with 
the commis.sion of heinous 
oftences beyond the limits 
of the said territories, and 
for delivering them up to 
justice, and to provide for 
the execution of warrants 
in places out of the j,uris- 
diction of the authorities 
issuing them) read The 
Foreign Jurisdiction and 
Extradition Act, 1879; 
and for Act VII of 1865 (to 
give effect to rules for the 
management and preserva¬ 
tion of Government forests) 
read The Indian Forest 
Act, 1878. 
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THE SECOND SCHEDULE— 

Pari /.— / 4 c/s of the Governor General in Council —contd 



Year. I No. / Subject or title. 


Amendment. 


V Indian Articles of In Part I, cUus^ (e\ for at 
War. any Act read in any Act. 


In the heading to Article 170, 
for “ comvnUtil ” read “ of 
which any person is accused." 


Indian Volunteers’ In section 22, for Ihi; words 
Act, 1869. from if for offent es commit¬ 

ted ouLside to Ih.- end, read 
in the manner provided by 
the law for the time being in 
force for the recovery of 
fines imposed by Criminal 
Courts. 


Court-fees 

1870. 


For section 34 read the fol¬ 
lowing .— 

34. (/) The Local Govem- 
S.nle of III e n t m a y 
sfaiiips. from time to 

time make rule'; foi re^iul.it- 
ing the sale of stamp.s to 
*'be used under this Act the 
persons by whom alone 
such sale is to lie conducted, 
and the duties and remu¬ 
neration of such p rsons. 


(^) All such rules shall be 
published in the local offi¬ 
cial Gazelle, and sh ill there¬ 
upon have the force of law. 


(g) Any person appointed to 
sell stamps who di.sobeys 
any rule made under this 
section and any person not 
so app>ointed who se Is or 
offers for ^sale any stamp, 
shall be punished with im¬ 
prisonment fora term which 
may extend to six months, 
or with fine which may 
extend to five hundred 
rupees, or with both. 


In Sche^Jule I, Article *, for 
Act No. XIV of 1859 (to 
provide for the limitation 
of suits), section 15, read ^ 
the Specific Relief Act, 
1877, Section 9. 













APRIL 'J, i8ot. 



THE SECOND SCHEDULE— 


Part f,——Acts of the (lovernor General in Council——con\A. 


1 

• 

a 

3 
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Ye«r. 

No. 

' Subject or title. 

Amendment. 

1870 

V 

• 

VII— 

•con/d. 

* 

Court-fees Act, 
1870. 

• 

In Schedule II, Article 4, 
for Bombay Act No V*of 

1864 (/o give Atamlaldiirs 
< ouris jurisdiction in cer¬ 
tain cases to maintain exist- 
ing possession or to restore 
possession to any party dis¬ 
possessed otherwise than hy 
curse of taw) rea.i the 
Mamlatdars’ Courts Act, 

1876. 


XXIV 

Oufih Taluqdirs’ 
Relief Act. 

! 

In section 12, for the ivords 

section three, in the'second . 

place in which they occur, 
read section 4. 

«» 

XXVI 

Prisons Act, 1870 

• 

In the preamble, for and 

British Burma read Coorg • 

and Burma. 




In .section 6, first paragraph 
(as amended by Act XIV 
of 1878),/or and British 

Burma read Courg and 

Burma. 




In .section 47, clause (2), for 
assaults read assaylt. 

»* 

XXVII 

! Amending the 

Indian Penal 
Code. 

In section 13, for the said 
sections 124A and 225A 
read sections 124A, 225A 
and 225B. 

1871 

• 

• 

V 

1 Prisoners’ Act, 

1871. 

In section 13. for section 
eight of Act No. XXI 11 of 

1861 {to amend Act VIII 
of i 8 ye)\ read section 350 
of llic Code of Civil Proce¬ 
dure, and for tlie provi¬ 
sions as to dcfiosit of fees * 

and as to release on secu¬ 
rity contained in the sime 
* section, read the provisions 
as to relea e. on security 
contained in section 349 
of the same Code. 

(87a 

IV 

Punjab Laws Act, 
187a. 

In section 12 (as amended 
by Act XI 1 of 1878, sec¬ 
tion 2), for the J’unjab 
Tenancy Act. 1868, section 

34, read the Punjab Ten¬ 
ancy Act, 1887, section 53. 




In section 50 (as amended by 

Act XV of 1875, section 3^), 
for sections forty-three to 
forti-nine read sections 43 
to 48. 
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A 
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Year. 

No. 

Subject or title. 

Amendment. 


V 

Jurisdiction over 
Sindh. 

In section 2 (added by Act 

XX of 1872), '/or the Ad¬ 
ministrator General’s Act, • 

1867, read the Administra¬ 
tor General’s Act, 1874. 


IX 

Indian Contract 
Act, 1872. 

In section 25, danse ft'), for 
assurances read documents. 

In Section 43, first paragr.aph, 

' yo' one read one or more. 

In section 63, Illustration (e), 
for compensation read 

composition. 


XV 

Indian Christian 
i Marriage Act, 
1872.. 

In seclion 4, ajter is inicrt or 
arc. 

‘ 



In Schedule III,ybr (See sec¬ 
tion 28) read (See sections 

28 and 31). 

*873 

VIII 

Northern India 
Canal and 
Drainage Act, 

J873. 

In section 75, clause (3), 
after whom insert and. 

1874 

II 

Admini s t r a 10 r 
General's Act, 
1874. 

In*^ section after hereafter 

insert to. 

n 

IX 

European Vag- 
r a n c y Act, 
1874. 

In sectipn 26, for the words 

Jrom if for oflcnces com¬ 
mitted outside to time 
being read in the manner 
provided by the law for the 
time being in force for the 
recovery of fines imposed 
by Criminal Courts. 

• 

»• 

XIV 

Scheduled Dis¬ 
tricts Act, 1874. 

After section 5, insert the 
folloiving section 

• 

• 

• 

• 



5A. In declaring an enact¬ 
ment in force 

Modification in a schcdul- 
of enactments gj digjrict or 

Paa 'hereof 

uled districts. under section 

3 of this Act, 
or in extending an enactment 
to a scheduled district or part 
thereof under section 5 of this 

Act, the Local Government, 
with the jtrevious sanction of 
the Governor General in 

Council, may declare the 
operation of the-«nactment to 
be subject to such restrictions 
and modifications as that Gov¬ 
ernment thinks fit. 
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THK SECOND SCHEDULE— 
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t 

• 

a 

3 

4 

Year. 

No. 

Subject or title. 

Amendment. ^ 

% 

'■ • 



* *874 

XIV— 

cSntd. 

Scheduled Di«- 
tricts Act, t874» 

In the first schedule. Part I, 

No. 11, /or (7) The 

Konda Mutii of Bclgdm 
i read (7) The Konda 

Mutti of Merangi. 



• 

In the first schedule, Part III, 

No. I, /or Divisions read 

Districts. 

If 

XV 

Laws Local Ex¬ 
tent Act, 1874. 

In the second schedule. Part 
(o), in the entry relating to 

Madras Regulation II of 

1806, /or (parts of ss. I & 
j 7) read (section 7, clause 
second ). 




In the sixth schedule. Part I,. 

No. 11, for (7) The 

Konda Muttd of Belgim 
read (7) 'I'hc Konda 

Muttd of Merangi. 




In the sixth .schedule, Part 

III, No. 1, for Divisions 
read Districts. 

1876 

X 

Bombay Revenue 
Juris diction 
Act, 1876. 

In section i, clause (i),for 

Act XV of 1871 read Act 

XXI of 1881. 


XIII 

Indian Merchant 
Seamen’s Act, 
1876. 

In section 8, last paragraph, 
far to imprisonment read 
with iinjrrisonment. ^ 

• II 

XVII 

Oudh Land-reve¬ 
nue Act, 1876. 

Ift section 105, /or field read 
fields. 

>1 

XVIII 

1 

Oudh Laws Act, 
1876. 

In .section 39, clause (/), 
for Oudh Revenue Act re^ 

Oudh Land-revenue Act, 

1876. 

1877 

lU 

Indian Registra¬ 
tion Act, 1877. 

To section 1 add the follow¬ 
ing :— 

1 

• 1 



The Local Government may, 
wiih the previous sanction 
of the Governor General in 

Council, cancel any order 
excluding districts or tracts 
of country frrtm the opera¬ 
tion of this Act. 
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a 
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J/ear. 

No. 

Snbject or title. 

Amendmente 

4 


1877 1 

1 

Ill— 

contd. 

Indian Registra¬ 
tion Act, 1877. 1 

In section 83, for the wordt 

I from if for offbnees com¬ 
mitted outside to the end 
read in the manner provid¬ 
ed l)_v the law for the time 
being in force for the re- 
• covery of fines imposed by 
Criminal Courts. 

• 

> 



After the third paragraph of 
section 89 insert the follow¬ 
ing :— 


• 



Ever}’ Revenuc-ofBcer granting 
a ccnificate of sale to the 
j>urLhaser of immove ible 
propeiiy sold by public auc¬ 
tion shall send a copy of the 
certificate to the register¬ 
ing officer within the h eal 
limits of whose jurisdiction 
the whole or any part of the 
prejperty comprised in the 
certificate is situate, and 
such officer shall file the 
copy in his Book. No. i. 





In section go, clause fc), for 
or filed read are filed. 


1878 

1 

Opium Act. 1878. 

In section 24, for Deputy 
Collector read ' Deputy 
Commissioner. 



VII 

Indian Forest Act, 
1878. 

In section 41, clause («), for 
depdt read depdis. 


1 

VIII 

Sea-customs Act, 
1878. 

In section 2, for the first 
schedule read Part 1 of the 
schedule. 


j 



In the schedule appended to 
section 167, 

■ 




in the first column of the 
entry numbered 3, for 

No. 2 read No. 4, aud 
for landing or shipment 
read shipmetit and 
landing ; and 




1 

in the second column of 
the entry numbered 59, 
for 141 read 142. 
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Year. 


1878 


No. 


Subject or title. 


1879 


XVll I Northern India 
Ferries Act, 
1878. 


I I Indian Stamp Act 
1879. 


XVI 


Transport of Salt 
Act, 1879. . 


Amcnilmcnt. 


In Rertion 17, tl.TUFe fnr 
firsi rted in the fiisi in¬ 
stance, and for th<! n-nrU 
aid figurf.- / 9 v'W jxnd then 
to tht! tnd of ihf ct,iiiti\ r ad 
and slnll tf en. at ;he dis¬ 
ci ction of the Loiiil Gov. 
ernmci.t— 

(,«■) be placed at the dis- 
jto.sal (f any Dis¬ 
trict Ho rd dr Dis¬ 
trict lioarils erttb- 
lisl'.e 1 under the 
Punjab Dirtrict 
Boards Act, 1883,* 
or, 

(fi) be applied to any of 
the purposes sjteci- 
fied in the s- cohd 
cl I use of section 5 
of the Centra! I’rnv- 
inccs Add'tiot.al 
Rates Act, 1878. 

as tlie case may be; and. 


In Schedule I. Art!tie 5, 
clause (bj, for r g.tl read 
rights. 


In Schedule IT, Article 13, 
clause i^), before annual 
intei t average. 


In seetion 3, clause (fl), for 
section twenty-eight or sec¬ 
tion thiity-one of the Act 
of the Governor of Bombay 
in Cout'.cil No. Vll of 
1873. or by a rawina grant* 
ed under Madras Regula¬ 


tion 1 of 1805, Section 
eleven, clause thifd. rend 
Chapter V of the* Madras 
Salt Act, 1889. or Chapter 
V of the Bombay Salt Act, 
1890. or the corresponding 
law for the time being in 
force in the lerriiores ad¬ 
ministered by ilic Governor 
of Fort St. Gcnrg'e in Coun¬ 
cil nr the Governor of 
Bombay in Council, as the 
case may be. 
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I 

3 

3 

■ 4 

Year, 

No. 

Subject or title. 

Amendment. 

1879 

A 

XXI 

Foreign Jurisdic¬ 
tion and Ex¬ 
tradition Act, 
1879. 

In section 6, /or the first 
thirty-three words read The 
Governor General ih Coun¬ 
cil may appoint any Euro¬ 
pean British subject, either 
by name or by virtue of his 

1 office, to be a Justice of the 

1 Peace in or for any such 

1 country or place. 

1880 

Vll 

Indian Merch.mt 
"Shipping Act, 
1880. 

! In section 68, for purposes 

1 read purpose. 

1881 

V 

Probate and Ad- 
minist ration 
Act, 1881. 

i In section 59, after is insert 
or are. 

i 

i In section 83, for proceeding 
i read proceedings. 

9* 

XII 

North We stern 
Provinces Rent 
Act, 1881. 

i In section 94, for of village- 
1 expenses read for village- 

j expenses, and for arrears or 

! share read arrears, share, 

1 expenses or dues, 

i 

9i 

\ 

XVIII 

Central Provinces 
Land-reve n ue 
Act, 1881. 

i 

1 In section 33, for the first five 
i grades read the last five 
classes ; for the Central 
Provinces Courts Act, 1865, 

1 read the Central Provinces 

1 Civil Courts Act, 1885 ; 
and for sections twelve, 
nineteen and twenty read 
section 7. 

In section 34,/or the Central 
Provinces Courts Act, 1865, 
sections twelve, nineteen 
anil twenty, read the Cen¬ 
tral Provinces Civil Courts 

1 Act, 1885, section 16 and 

I section 17, sub-section (/), 
and the powers of a Court 
of a Commissioner describ¬ 
ed in the same Act, section 

15, suLseciion (/). 

In section 35, for the first 
four grades read the last 
four classes. 

99 

XIX 

Lower Burma 

Forest Act, 1881. 

In section 43, clause {g), for 
station read stations. 

99 

XXII 

Excise Act, «68i. 

In sections 13 and 55, for 

Chief Controlling Revetiue- 
authority read Chief Reve¬ 
nue-authority. 

1 



J 

In the heading to Chapter V, 
after spirit insert and fer¬ 
mented liquor. 
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V Indian Easements In section 14,/br right read 
Act, 188a. aright. 

VI Indian Companies’ In section 66, after the word 
Act, 188a. ch^qM^iWhereitfirstoccurs, 

insert or, 

’ In section 88, after dates 

insert of. 

In section \t-],for prove read 
proof. 

In section 144, clause (/), 
after the word bill, in the 
last place in which it occurs, 
insert hundi, 

a 

X Code of Criminal In section 191, between Dis- 
F r o c e d ure, trict Magistrate and Sub- 
i88j. divisional Magistrate insert 

or. 

In section ao6, Sub-divi¬ 
sional Magistrate insert or. 

In Schedule III, in the part en¬ 
titled “ /. Ordinary Powers 
of a Magistrate of the third 
class," before the first entry, 
insert (lA) Power to arrest, 
or direct the arrest, and to 
commit to custody a person 
committing an offence in 
his presence, section 64. 

XIV Code of Civil Pro- In section 6, clause (fiy, for 
cedure. Maulmain, Akyab or 

Bassein read or Maul- 


In section . 266, clause (0, 
for Native read Indian. 

In section 484, for the sum 
read the same. 

In section 568, clause (3), 
for for read or. * 

• V Indian Merchant In section 6, sub-section (j), 
Shipping Act, for to simple imprisonment 
1885. read with simple imprison¬ 

ment. 

XIV North-Western In sections 36 and 37, for 


Provinces and 


Boards Act, 
1883. 


Government Civil Pension 
and Leave Codes, wherever 
those words occur, read Civil 
Service Regulations. 
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Subject or titie. 


Nortli-W eslern 1 
1‘rovinces anti j 
Oudh Munici¬ 
pal ales Act, 
1883. 

Piinjal) District 
Boards Act, 
1883. 


In sections 37 and 38, for 
Government Civil Pension 
and Leave Codes rljd Civil 
Service Regulations. 


In sections 28 and 29, for 
Government Civil Pension 
anti Leave Coties, wherrver 
/hose words occur, read Civil 
Service Regulations. 


Inland Steam- In section 56, for to simple 
vessels Act, imprisonment read with 

1884. simple imprisonment. 


Lower Burma 
Municipial Act, 
1884. 


In sections 34 and 35. for 
Government Civil Pension 
and Leave Codes, wherever 
those words occur, read Civ'il 
Service Regulations. 


Petroleum Act, In section 1, sub-section (j), 
1886. for The provisions of this 

Act read Sections i to 4 of 
this Act anti the provisions. 

Dekkhan Agricul- In section 10, sub-section (j), 
lurists’ Relief for the same section read 
Act, 18S6. section 58. 

Punjab Tenancy In section 45, sub-section 
Act, 1887. (2'. before year I'nwr/agri- 

I Ifdr.it 


Police Act, 1888 


~ 

cultural. 

In section 2, sub-.section (/), 
for the Boinh.ty District 
Police Act, J867, read or 
the corre.spondiiig l.aw for 
the time being in force in 
the icrrilo ies iidmini.stered 
by the Governor of Bombay 
ill Council. 


Civil Procedure In section 40, sub-.section (a). 
Cotie Amend- for the .same section read 
inent Act, 1888. section 562. 

In section 52, sub-section (2), 
for I he sv»ic section read 
section 566. 


Coroner of Mad- In section 4, sub-section (a), 
ras. for iliat Onde read tl»e Code 

of Criminal Procedure, 
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Yenr. 

No. 

Subject or title. 

Amendment. 

1889 

• 

XI 

r^owcr Burma 

Couils Act, 

1889. 

For section 87 read the fol¬ 
lowing 



. 

87. For the purposes of sec- 

Apprnls from ^ 

orders uniier iho Ouar- 

Ctua:diRn 9 nud ditiliR and 
WnrtU Act, Wards Act, 

*®!^- 1890, the 

Special Court constituted 
uuticr Clwpier V of this Act 
sh;'ll b ■ (1 :emed to be the 
High Court in respect of 
appeals fiom orders made 
by ihu Judge of the Town 
of Maulmain. 

n 

XIII 

C tnlonmcnts Act. 
1S89, 

In scciion 19, /or shall not 
be iinj) )sed under teciioit 

17 of Inis A. i in ilic can¬ 
ton me It. tvflrf slrilt not 1)3 
Icviible in ths ciiniooinent 
in pu.saancc of si noiiricsi- 
tion under section 17 of 
this Act. 

I* 

XVIII 

1 

Centril Provincps 
' Municipal Act. 

X S89. 

In section 29. clause (/), 

/or used read use. 

1890 

• 

III 

Am ending the In- 
Sie.mi- 
vcsscls Act, 

18'4. and lie 
Indiin Steam¬ 
ships Act, 1884 

In scciion 4, sub-section 
tor the same B3cl'0:i read 
section 11 of the said Act. 

In fcction 17. sub-sec inn 
, for the same sec.ion 
read section 13 of the said 
Act. 

iSgt 

VII 

1 

Amending Act X 
of 1841* 

In section snb-section (s), 

/or the s ime scciion rend 
section 17 of the said Act. 



'1 lien 

A 
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GOVERNMENT OF INDIA. 


LEGIStiVTIVE DEPARTMENT. 

The following Act of the Governor General 
of India in Council received the assent of His 
Excellency the Governor General on the 21st 
March, 1891, and is hereby promulgate^ for 
■general information 


Gnat of certificates discretion grant without 
of service. examination to any person 

who has served as a master, or as an engineer, 
of an inland steam*vessel before the first day 
of April, 1890, a certificate of service to the 
effect that he may act as a first-class master, 
second-class master or serang, or as an engineer, 
first-class engine-driver or second-class engine- 
driver, as the case may be, of an inland steam- 
vessel. 


Act No. XIII of 1891. 

/tn Act to amend the Inland Steam-vessels 
Act, 1884. 

Whereas it is expedient to amend the Inland 
ofi8S4. Steam- vessels Act, 1884; It is hereby enacted as 
follovvs:— ' 

Substitution of now }> For Chapter Hi of the 
Chapter for Chapter III, said Act the following shall 
Act VI, 1884- be substituted, namely :— 

“CHAPTER III. 

"Masters (including Serangs), and En¬ 
gineers (INCLUDING Engine-drivers;, of 
Inland Steam-vessels. 


“ 22, The Local Government may, from time 
Appointment of exa- to time, appoint persons for 
miners'. the purpose of examining 

the qualifications of persons desirous of obtain¬ 
ing certificates of competency as masters or 
serangs, or as engineers or engine-driver^, of 
inland steam-vessels. \ 

“33. (/) The Local Government shall gi^nt 
Grant of masters’and to every person who is 
serangs' certificates of ported by the examiner^ 
competency. to possess the necessary 

qualifications a certificate of competency to the 
' effect that he is competent to act as a first- 
class master, second-class master or serang, as 
the case may be, of an inland steam-vessel. 

“ (a) Every certificate granted under this 
section shall be in the prescribed form. 

“ 24. (/) The Local Government shall grant 
Grant of engineers’ to every person who IS re- 
and engine-drivers’cer> ported by the examiners to 
tificates of competency, posj^css the necessary qua¬ 
lifications a certificate of competency to the 
t^ffect that he is competent to act a« an engi¬ 
neer, first-<class engine-driver or second-class 
engine-driver, as the case may be, of an inland ; 
steam-vessel. i 

, “ (2) Every certificate granted under this i| 
section shall be in the prescribed form. ! 

“ 25. Before granting a certificate under either 
, of the two last foregoing 
Power for Local Gov- sections, the Local Govern- 

txrn^ionTirrrh:; ment may it has reason 
inquiry. to believe that the report of 

the examiners , reg.arding 
any applicant has been pnduly made, require a. 
re-exam illation of the applicant or a further in¬ 
quiry into his testimonials and character. 

"asA. (;) The Local Government may in its 
4 . 


“ (2) A certificate of service so granted shall 
have the same effect as a certificate of compe¬ 
tency granted under this Act after examination. 

“ 26. Every certificate of competency or ser- 
Carti/icBies to bs vice granted under this Act 
made in duplicate. shall be mad^ in duplicate, 
and one copy shall be delivered to the person 
entitled to the certificate, and the other shall be 
kept and recorded in the prescribed manner, 

“ 27. Whenever a master or serang, or an 
Copy of certificate to engineer or engine-driver, 
be granted in certain proves, to the satisfaction 
of the Local Government 
which’granted his certificate, that he has, without 
fault on his part, lost or been deprived of it, a 
copy of the certificate to which, by the record , 
kept as provided by law, he appears to be en¬ 
titled shall be granted to him, and stSfl'^have 
all the effect of the original. 

“28. (j) An inland steam-vessel havingen- 
Naiure of certificates gines of eighty nominal 
necessary in case of horse-power Or Upwards 
different steam-vessels. not proceed on any 

voyage unless she has— 

(a) as her master a person possessing a first- 

class master’s certificate granted under 
this Act or a master’s certificate grant- 
ed.under Act I of 1859 [for the amend- 
• ment of the lav> relating to Merchant 
Seamen), or the Merchant Shipping 
Acts, 1854 to 1889, or to which the lyAiBVict., 
provisions of any such .\ct have been >:■ 104. 
made applicable under the Merchant 
Shipping (Colonial) Act, 1S69, and 3a&33Vicfc, 

[b) as her engineer a . person possessing arf “’‘*’ 

engineer’s certificate granted unde< 

this Act or the Indian .Sieum-Khips 

Act, 1884 or the \Lerchafit ..Shipping vp pf ,aa^, 

Acts, 1854. to 1889, or .to which-the 

provisions qf aay such Act have ; be.e.a 

maile apolicable under the Merchaat 

Shipping (Colonial) Act, 1I869. ^ • 

" (2) An inland stteam-vessel havin^engjpes 
of thirty nominal'horse-power OT upwards but 
of less than eighty nominal horse.-power shall not 
proceed on any voyage unless she has — 

(a) as her master a person pdsses.sing a 
second-class master’s certificate grant¬ 
ed under this Act or a certificate of 
the higher grade of the witure referred 
to in clause [a) of sub-seetjop (/).,. And 
(i) as her engineer a person possessing a 
first-class engine-driver’s certificate 
granted under this Act or an engine- 
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driver’s certificate granted under the 
of i 884< Indian Steam-ships Act, 1884, or a 

certificate of the higher grade of the 
nature referred tu in clause \_b) of sub¬ 
section {/J: 

Provided that a steam-vessel shall be deem¬ 
ed to have complied with this sub-section if she 
has as her master and engineer a person pos¬ 
sessing both a second-riass master's certiticate 
and a first class engine-driver’s certificate 
granted under this Act, or, in substitution for 
either of such certificates, as the case may be, a 
master's certificate or an engineer’s certificate 
of the higher grade of the nature referred to 
in sub-section (/}. 

“ (j) An inland steam-vessel having engines 
of less than thirty nominal horse-power shad not 
proceed on any voyage unless she has— 

(a) as her master a person possessing a 
seraiig’s certificate granted under this 
Act or a certificate o( the higher grade 
of the nature referred to in cUuse (/»i 
of sub-scction (/} or sub-section (a), 
and * 

(i) as her engineer a person possessing a 
second-class engine-driver s certilu ate 
granted under this Act or an engine- 
driver’s certificate granted undt-r the 
Indian Steam-siiips Act, 1884 or a 
certilicale of the higher grade of the 
nature referred to in clause (h) of sub¬ 
section (/) or sub-section {2) : 

Provided that a steatn-vcssel shall be deemed 
to have complied nith this stib-scciinn if she 
has as her master and engineer a person pos¬ 
sessing both a seraiig’s certificate and a second- 
class engine-driver's certificate granted under 
th is Act, or, in substitution for either of such 
certificates, as the case may be, a master’s cer¬ 
tificate or an engineer’s or engine-driver's c* rti- 
ficate of the higher grade of the nature referred 
to in suli-section (/j.or sub-section (;•). 

" {4) Notwithstanding anything in sub section 
(/), sub-section \2) or sub section (^7), the Local 
Government may, by general or special order, 
direct that a person possessing a master's certi¬ 
ficate granted under Act I of 1859 {.for the 
amendment of the law relating to Merchant 
Seameti) or the Merchant Shipping Acts. 1854 
18 Vici., to j88g, or to which the provisions of any such 
Act have been made applicable under the Mer- 
chant Shipping ; Colonial) Act, 18^9, or possess- 
;33 Viet,, jjjg engineer’s certificate granted under the 
Indian Steam ships Act, 1884 or the Merchant 
Shipping Acts, ie54to 1889, or to which the 
provisions of any such Act have been made ap 
plicable under the Merchant Shipiiing (Colonial 
Act, 1869, bliall not act as master or engineer, 
as the case may be, of an inland stcam-vesscI 
unless he also possesses, in the case of a ma-te)^. 
such a master’s or serang’s certificate granted 
under this Act as qualifies him under thi.s section 
to act as master of the vessel, or, in the case of 
an engineer, such an engineer’s or engine-dri¬ 
ver’s certificate granted under this Act as qua¬ 
lifies him under this section to act as engineer 
of the vessel: 

“ Provided that, for fhe purposes of this sub¬ 
section, the Local Government may, m its dis- 


I 


cretion, grant without examination a master's or 
serang's, or an engineer’s or engine-driver’s 
certificate of competency (under this Act, and 
that a certificate of competency so granted 
without examination shall have the same effect 
as a ccrtificatn of-competency granted undef 
this Act after examination. 


Pnwrr for L' Cb! Gov- 
ornm-iit to mHke rule* 
■.iH lo grant of certi- *■ 
of coin(>eteiiey 
anti cenificatej cf aer- 
tice. 


‘•29 (/) The Local Gov¬ 
ernment may make rules 
to n-giilate the granting of 
certificnlen of competency 
^undcr this Act, and may 
by such rules— 


(a) provide for the conduct of the examina¬ 
tion of persons desirous of obtaining 
certificates of ci>nipc-ipncy as nia.sters 
or scrangs, or .is engineers or engine- 
drivers, under this Act ; 

{h) prescribe the qualifications to be re¬ 
spectively required ol persons desirous 
of obtaining first class m.islerV certi¬ 
ficates, second claiss masters’ cerLfi- 
cales, seiangs' certificate.K, engiiieerr’ 
certificates, tirnl-class engiiie-dfivers* 
certificates and second-class engine- 
‘ drivers’ certificates, respectively ; 

(f) fix the fees to be paid by all applicants 
for examination ; and 

{tf) prescribe the form ii> wliicli certificates 
are to be framed and the manner in 
which the copy of the certificate which 
is kept bv tlie Local Government is to 
be rerorded. 


“(2) Tlie^ Local Government m-ay also make 
rules uitb respect to the grant of certificates of 

service under tliis Act, and niav bv such rules_ 

[a) fix the fees to be paid for such certificates, 
and 


[b) prescribe the form in which such certi- 
ficatt s ant lo be framed and the man¬ 
ner in which the copy of the Certificate 
which is kept by the Local Govern¬ 
ment is to be recorded.” 


, 2. For clause ie) of sec- 

Siib'.titii ion of new r *1. -j 4 . 

I Clause for clntise (e), 4 ^^ of thc said Act the 

j section ,13. Act VI, 16^4. following shall be substi- 
1 tuted, namely :— 

“ (r) if, in the case of a second cla» mastec 
or serang, or of an engine-rittver, the 
m.ister or serang, or the engimdriver, 
is or has become, in the opinion of the 
Local Government, unlit to act as a 
second-class master or serang, or as 
an engine-driver^ as the case may be 

3> Sections g, 10 and ii of Act HI of tSgo 
Repeel of eectinns (<*« Ih amend ActS V/ 
9, 10 anil n, Act III, and VIIof 1S84) are here-' 
>4so. by repealed. 

S. HARVEY JAMES. 

Steretary to the Gevjrnmtat cf India. 
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GOVRftNMENT OF INDIA. 

LEGISLATIVE DEPARTMENT. 

• 

The following Act of the Governor General 
of India in Council received the assent ofr His 
Excellency the Governor General on the 21st 
March, 1891, and is hereby promulgated for 
general information :— 

Act No. XV of i8gi. 

An Act to confirm and ^ive effect to .m 
Indenture between the Secretary of State 
and tkerNawab Bahadoor of Moorshed- 
abad, Amir-ul-Omrah. 

Whereas it is exu^Mbot to confirm and give 
_ ,, “fttect to the indenture which 

ream e. forth in the schedule 

to this Act and which was made the twelfth 
day of March, i8gi, between the Secretary of 
State for India in Council of the one part and 
Ihtisham-ul-Mulk Rais-ud Dowlah Amir-ul- 
Omrah Nawab Sir Syud Hussan Ali Khan 
Bahadoor Mohabat Jung, G.C.I.E., Nawab 
Bahadoor of Moorshedabad. elde.st son of His 
late Highness Mooiitazin-ui-Mulk Mohsen-ud 
Dowlah Fureedoon Jah Syud Monsoor AH Khan 
Bahadoor, Nusrut Jung, late Nawab Nazim of 
Bengal, Behar and Orissa of the other part; It 
is hereby enacted as follows • 

1 (/) This .Act may be 
^Title and eommonce- Moorshedabad 

Act, 1891 ; and 

(2) It shall come into force at once. 

Confirmation of in* 2 . The said indenture is 
ienture of March, 1891. hereby confirmed. 


indenture any additional immoveable property 
which may be acquired from time to time for the 
maintenance of the position and dignity of the 
Nawab Bahadoor of Moorshedabad for the time 
I being. 

I (2) No such notification as is referred to in 
sub-section (/) shall be made without such 
previou.s publication as would be necessary 
under section 6 of the General Clauses Act, 
1887, in the case of a rule to be made under an 
: enactment to which that section applies. 

I (j) The publication in the Gazette of India 
I of such a notification, as having been made by 
the Governor General in CouncU, shall, subject 
to any further order of the Governor General in 
Council, be conclusive proof with respect to the 
subject-matter of the notification. 

4. No right to any immoveable property mcii- 
Limitation for claims tioned ill any of the sche- 
to scheduled .immove- dulcs to the said indenture, 
able ^.jperty. addition which 

under the last foregoing section may from time 
to time be made to those schedules or any of 
them, shall, if the right has not accrued before 
the passing of this Act, be acquired by any 
person by adverse possession or assertion of 
title unles.s such adverse possession or assertion 
i of tillq is found to have existed for sixty years. 


5 - All property, moveable and immoveable, 

I „ ... . , mentioned in the said in- 

! property. denture, or in any of the 

i schedujes thereto or in any 

I addition which under section 3 may Jroin time 
; to time bo made to those schedules or any of 
them, shall descend and, subject to t}>e provi¬ 
sions of the said indenture, be enjoyed for ever 
by the Nawab Bahadoor of Moorshedabad for 
the lime being. • 


3. (/) The Governor General in Council, by 
Addition* to sche- notification in the Gazette 
lule to indenture. of India, may in his discre¬ 

tion, on the written request of the Nawab Baha- 
door of Moorshedabad for the time being, add, 
in such form as the Governor General in Coun¬ 
cil may think fit, to the schedules of immove- 
ible property which are annexed to the said 


6. The said indenture shall for all the pur- 
Relief from stamp and poses of all enactments for 
registration laws. the time being in force 

lie admissible in evidenefe and have in all other 
respects the same effect as if it had been duly 
stamped and registered in such manner as those 
enactments, or any of them, or any rule or 
order under any of them, may require. 





8o 


[f^T V 


THE CAIXETTA GAZETTE. APRIL i, 1891. 


THE SCHEDULE. 

{See preamble and following sections.) 

Her Majesty’s Secretary of State for India in Council, 

to 

Nawab Sir Syuo Hussan Ali Bahadoor. 

THIS INDENTURE made the twelfth day of March ifei between the Secretary 
of State for India in Council (hereinafter called “ the Secretary of Sta^ ”j of the one 
part and Ihtisham-ul-Mulk Kaisud Uowlah Amir-ul-Omrah Nawab Sir Synd Hussan Ali 
Khan Bahadoor Mohabut Jung, G.C.I E , Nawab Bahadoor of Moorshedabad (hereafter 
called “the said Nawab Bahadoor’’) eldest son of His late Highness Moootazitn ul Mulk 
Mohsen ud Dowlah Fureedoon Jah Syud Monsoor Ali Khan Bahadoor Nusrut Jung late 
Nawab Nazim of Bengal Behar and Orissa (who is hereinafter referred to as *'the said 
Nawab Nazim ”) of the other part. Whereas the said Nawab Nazim in the year 1838 
being then a minor of about the age of ten years succeeded by hereditary descent to the 
honours and dignities of the Nizamut and Subahdary of Bengal Behar and Orissa and 
was thereupon declared in and by a proclamation issued and published by and under the 
authority of the Governor General ot India in Council for the time being to be the 
Nawab'Nazim and Subahdar of the Provinces of Bengal Behar and Orissa and to have 
assumed and to cxerciso. the authority dignities and privileges of. the said office and 
dignity under the style and the title of Moontazim ul Mulk Mohsen ud Dowlah Fureedoon 
Jan Syud Alonsoor Ali Khan Bahadoor Nusrut Jung. And -whereas the Nawabs Nazim 
of Bengal Behar and Orissa and their families have under and by virtue of certain 
treaties and engagements with the British Government received out of the revenues of 
the Provinces of Bengal Behar and Orissa certain allowances and stipends including the 
personal stipend of the Nawab Nazim hereinafter mentioned. And -whereas under vari¬ 
ous arrangements and in course of the administration of the allowances and stipends 
secured as aforesaid to the said Nawabs Nazim and their families certain funds known as 
“ Nizamut Deposit I'und ’’ the “ Munnee Begum Fund ’’ and the “ Moorshedabad Agency 
Fund ” were created and formed the accumulations of which applicable to the support of 
the title and dignity of the said Nawabs Nazim and their families aggregated at the date 
of the Ind'enture of the ist day of November 1880 hereinafter mentioned about the sum 
of one crore of rupees. And -whereas certain questions and differences arose between the 
said Naw'ab Nazim and the Government of India upon several matters concerning the 
position and affairs of himself and the members and dependents of his family known as 
the Nizamut family. And whereas with a view to the settlement of such questions and 
differences the said Nawab Nazim in the year 1869 with the sanction of the Viceroy and 
Governor General of India in Council left Moorshedabad the usual place of residence of 
the said Nawab Nazim and proceeded to England where he remained and resided until 
the period hereinafter mentioned and where he preferred in person to Her Majesty’s 
Government several complaints and claims arising out of the said questions and differ¬ 
ences. And whereas \n the year 1873 the Government of India passed an Act (namely Act 
No. XVll of 1873) called the “ Nawab Nazim’s Debts Act 1873 ’’ whereby after reciting 
int/r alia that with respect to certain jewels and immoveable property it was disputed 
whether they belonged absolutely to the said Nawab Nazim or were held by the Govern¬ 
ment of India for the purpose of upholding the dignity of the Nawab Nawm for the time 
b^ing and that litigation had consequently arisen between the creditors of the said Nawab 
Nazim and the Government of India and reciting that the Government of India was 
desirous of settling the said dispute as to the said jewels and immoveable property it was 
enacted {inter alia) that the Commissioners thereby directed to be appointed” should 
ascertain what jewels and immoveable property were held by the Government of India for 
the purpose of ubholding the dignity of the Nawab Nazim for the time and should certify 
the particulars of such jewels and property and that their finding thereon shot^d be binding 
^and conclusive on all persons whomsoever. And whereas by the said Act «e said Com- 
missioners were also directed to ascertain and certify the amount due and owinv iii respect 
of the debts and liabilities incurred by the said Nawab Nazim in India. And w^^reas the 
Government of India subsequently in discharge and in satisfaction of the debts <» the said 
Nawab Nazim which were ascertained and certified asr aforesaid by the Commissioners 
appointed in pursuance of the said^Act paid the sum of Rs. 16,85,461-7-5^. And whereas 
the money required for the purposes of such payment was provided out of the said 
Nawab Nazim’s personal stipend And whereas the said Nawab Nazim preferred certain 
claims against the said Secretary of State in respect of the arrears of his said personal 
stipend and of other pecuniary claims against the Government of India and in respect of 
certain jewels and other moneys and property claimed by the said NaWab Nazim on 
various accounts connected with the Nizamut and otherw'ise. And whereas by Indenture 
dated the ist day of November 1880 it was agreed between the said Secretary of 
State and the said Nawab Nazim that the said Nawab Nazim should be paid and 
should accept and he wjis paid and accepted the sum of ten lakhs of rupees in full satis¬ 
faction and discharge of ail his personal claims of what nature or kind soever against the 
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Government of India whether connected with or arUing out of the Nisamutor otherwise 


.^e said sum being made up of the following particulars namely— • 

• Rs. 

Out of the balance of personal stipend to 31st October, 1880 . . 7^531642 

Balance of advance of Rs, 4,00,000 from deposit fund made in 1869 to permit 1,50,000 

of the said Nawab V^aiim proceeding to England. 

Value of jewels ........... 9 b> 3 S 3 

Total . 10,00,000 


whereas Jjy the report.and certificate of the Commissioners appointed under the said 
Nawab Nazim's Debts Act 1873 bearing date the i3lhday of December 1875 the said 
Commissioners certified ^nd declared that the immoveable property and jewels respectively 
specified in the .schedules annexed to their said report and certificate and numbered 
respectively 1 II and V were State property as therein defined and they annexed to such 
‘report and certificate a schedule numbered IV showing the rentals payable for the land 
and buildings included in the said schedules I and II to their said report and the names of 
the persons to whom such rentals were paid. And whereas by and with the previous 
sanction of the Viceroy and Governor General of India in Council certain of the immove¬ 
able properties and jewels specified in schedules I V and VI of the said report and 
certificate of the said Commissioners have already been sold or are directed to be sold for 
the purposes hereinafter specified and the remainder of the immoveable properties speci¬ 
fied in the said schedules 1 and II to the said report of the said Commissioners are the 
properties mentioned and specified in schedules Nos. 1 and 11 attached to these pre.sent.s. 
A,nd whereas the said Nawab Nazim returned from England to India in tliiP month of 
OctobefiSSi and died at Moorshedabad on the 5th day of November 1884 leaving the 
said Nawab Bahadoor his eldest son surviving him. And whereas it is not considered by 
the Secretary of State necessary or desirable to maintain any longer the office title position 
dignities allowances and privileges of Nawab Nazim of Bengal Behar and Orissa. And 
whereas by a Sanad of His Excellency the Viceroy and Governor General of India 
dated the xyth February 1882 the title of Nawab Bahadoor of Moorshedabad has been 
granted to the said Nawab Bahadoor. And whereas by a notification of the Government 
of India dated the 2oth July 1887 the further title of Amir-ul-Omrah lias been also 
granted by His Excellency the Viceroy and Governor General of India to the said Nawab 
Bahadoor. And whereas the said titles of Nawab Bahadoor of Moorshedabad and Amir- 
ul-Omrah carry with them tl>e precedence rank dignity and privileges of the premier noble 
of the Provinces of Bengal Bchar and Orissa and are descendible to the lineal heirs male of 
the said Nawab Bahadoor according to the custom of primogeniture the eldest male of the 
eldest branch being preferred. And whereas it has been agreed between the Secretary ot 
State and the said Nawab Bahadoor that such provision shall be made for the maintenance 
and support of the Nawab Bahadoor of Moorshedabad and Amir-ul-Omrah for the 
time being and for the maintenance of the honour and dignity of his station as is herein¬ 
after contained and that in consideration thereof the said Nawab Bahadoor shall for him.self 
his heirs and successors in the said station relinquish all claim to the said position and 
> dignity.of Nawab Nazim of Bengal Behar and Orissa in manner hereinafter appearing 
and execute such release in respect of the stipend pay allowances properties privileges 
and rights thereof or appertaining thereto as is hereinafter contained. And whereof it 
has been agreed between the Secretary of State and the said Nawab Bahadoor that the 
provision to b^ made as aforesaid for the support and maintenance of the Nawab Bahadoor 
of Moorshedabad and Amir ul-Omrah and for the tnaintenance of the honour and dignity 
of his station shall comprise and consist of the following particulars namely : — 

tst —An annual payment of Rs. 2,30,000 from the revenues of the Government of 
British India to be made to the Nawab Bahadoor of Moorshed.ibad for the 
time being in manner hereinafter mentioned. > 

2nd —The income of the immoveable properties mentioned and specified in the 
said ist and 2nd Schedules to these presents. 

2td —The income of the immoveable properties mentioned in the 3rd Schedule to 
these presents as purchased with the sale proceeds of the jewels mentioned 
and specified in Schedules V and VI to the said report and certificate of 
the said Commissioners and all properties that may in future be purchased 
with the sale proceeds of the said jewels. 

4th .—The income of properties purchased with the sale proceeds of such ot the 
immoveable properties mentioned and specified m the ist, 2nd anal 3rd 
.Schedules to these presents as may at any time with the sanction of Hi^ 

. Excellency the Governor General in Council be disposed of. 

And whereas various members of the family of the said late Nawab Nazim other (han 
the said Nawab Bahadoor are as such in receipt of or entitled to certain stipenefs allow¬ 
ances and pay respectively payable to them by the Government of India and it is not 
intended by these presents to affect or interfere with such stipends allowances or pay 
respectively. NOW THI§ INjbENTURE WITNESSETH that in pursuance ef-the said 
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agreement between the Secretary of State and the said Naw^b Bahadoor and in considera¬ 
tion <}f the premises and of the conferring of the titles of Nawab Bahadoor of Moorshedabad 
and Amir-ul-Omrah as hereinbefore appears and of the p^pvision hereinafter made or 
expressed and intended so to be for tlie support and maintenance of himself and his suc¬ 
cessors in the .position and station of Nawab Bahadoor of Moorshedabad and Amir-ul- 
Omrah and for the maintenance of the honour and dignity of the said station and saving 
and without prejudice to any of the said provisions the said Nawab Bahadoor hath for 
himself his heirs and successors relinquished and released and doth hereby for ever relin¬ 
quish and release all claims and demands to the rank dignity and position of Nawab 
Nazim and Subahdar of Bengal Behar and Orissa and to the* title of Nawab Nazim and 
the authority dignity stipend pay allowances privileges and rights thereof or in any wise 
thereunto annexed or appertaining or therewith enjoyed and doth hereby release and 
discharge the Secretary of State his successors and assigns and^^the Viceroy and Governor 
General of ludia in Council and each and every of their servants and agents respectively 
of and from all aciions claims and demands whatsoever that could be biuught or mac^e 
by him or his heirs or successors for or in respect of the said title position authority 
dignity stipend pay allowances privileges and rights as afoiesaid and for and in respect of 
any 4(tt deed matter or thing whatsoever done or omitted by the Secretary of State or the 
Viceroy and Governor General of India in Council or any of their servants or agents 
acting otlicially in relation to or affecting the interests or claims of the said 
Nawab Nazim. AND THIS INDENTURE FURTHER WITNESSETH that in 
further pursuance of the said agreement and for the considerations aforesaid the Secretary 
of Slate for hmisclt and his successors doth hereby covenant with the said Nawab Bahadoor 
and each one of his lineal heirs male who shall succeeed in the manner above recited to 
the litlg of Nawab Bahadoor of Moorshedabad and Amir-ul-Omrah that the Secretary 
of State and his successors shall and will for the due maintenance and support of the said 
titles of Nawab Bahadoor of Moorshedabad and* Amir-ul-Omrah and the position and 
station thereto attaching and of the honour and dignity thereof pay or cause to be paid 
annually for ever irom the revenues 6f the Government of India unto the said Nawab 
Bahadoor and his lineal heirs male in perpetuity the sum of rupees two lakhs and thirty 
thousand by equal monthly instalments of rupees nineteen thousand one hundred and 
sixty-six ten annas and eight pics by monthly instalments on or before the 5th day of 
each and every succeeding month from the Treasury of the Government of India at 
Berhampore and it is hereby further agreed and declared by and between the Secretary 
of State anddhe said Nawab Bahadoor that the several immoveable properties mentioned 
and specified in the isl and 2nd Schedules to these presents and also the immoveable 
property mentioned anti s])ccifietl in the 3rd Schedule thereto (being the immoveable 
property that has been purchased with the sale proceeds of certain of the jewels 
mentioned and specified in llte V and VI Schedules to the saiil report and certifi¬ 
cate) and also all other the immoveable properties that shall hereafter be purchased with 
the sale proceeds of any of the said jewels mentioned and specified in the said last men- 
tioned schedules and lurt her all the properties purchased with the sale proceeds of suc h 
of the immoveable properties mentioned and specified in the ist and and 3rd Schedules 
to these presents as may at any time with the sanction of His Excellency the (iovernor 
Genqral in Council be disposed of shall henceforth and for ever be held and enjoyed by the 
said Nawab Bahadoor and such one among his lineal heirs male as may be successively 
enkitled to hcjld the said titles in perpetuity with and subject to the incidents powers 
limitations and conditions as to inalienability and otherwise hereinafter contained th.it 
is to say — 

* 1 st —The said Nawab Bahadoor shall not nor shall any <jf his successors 

in the said titles sell mortgage tlevise or alienate the said properties 
respectively or any of them otherwise than by lease or demise for a term 
not exceeding 21 years and under a rent without bonus or salamee. 

ind —It Shall be lawful for the Secretary of State and his successors from time to 
ttrne if any default shall be made in payment of the Government|Jevenue 
or rates or taxes payable to Government in respect of any of the ^id im- ■ 
moveable properties to empower the ollicer in charge of the TreaLry at 
Berhampore or other proper officer to deduct from and retain ou^f the 
said monthly sum of Rs. 19,166-10-8 hereinbefore covenanted to be paid 
the amount of any Government revenue or rates or taxe.. aforesaid payable 
in respect of the said immoveable properties or any of them. 

jrrf—The said Nawab Bahadoffr and such of his lineal heir» malc as shall in suc¬ 
cession be entitled to hold the said titles shall maintain and keep in good 
repair and condition (reasonable wear and tear and the effects of time fire 
and earthquake and injury done by public enemies or by qverwhelming 
force excepted) all the messuages tenements houses and buildings now 
• standing or being upon any of the said immoveable properties mentioned 
and described in the said ist and 2nd Schedules to these presents respec¬ 
tively (save and except the messuages tenements houses and buildings 
meiiiiniied and specified in Schedule 2B hereto which the said Nawab 
Bahadoor and his heirs male successors as aforesaid respectively shall be 
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under no obligation to maintain or repair) and also all the messuages tene¬ 
ments houses and buildings hereafter to be purchased with the sale pro¬ 
ceeds of any of the said jewels mentioned and specified in tlic said V and 
VI Schedules to the report and certificate aforesaid and of any of the im¬ 
moveable pRoperties mentioned and specified in the ist and and -ird 
Schedules to these presents or that may be erected or built upon any land 
so to be purchased but it shall be lawful for the said Nawab Bahadoor and 
his heirs male aforesaid successors to the said position and station of Nawab 
Bahadoor of Uoorshedabad and Amir-ul-Omrah from time to time at his or 
y their will and pleasure and discretion to pull down and remove all or anv of 
the said messuages tenements houses and buildings mentioned and specified 
in the Schedule 2B hereto which are no longer required and to sell and 
dispose of the materials thereof and apply and dispose of the said mate¬ 
rials or the sale proceeds thereof for his or their own use and benefit and 
in such manner as he or they shall think fit. 

In case the said Nawab Bahadoor of any of his lineal heirs male successors to the 
titles shall at any time in contravention of the terms of these presents attempt to sell 
mortgage devise or alienate (otherwise than by such lease or demise as aforesaid) any of 
the immoveable properties aforesaid or shall by a crourse of extravagance or by waste or 
mismanagement of their said immoveable properties in the opinion of the Secretary of 
State for the time being disable himself from duly maintaining the dignity of the'said 

t >osition and station then and from time to time whenever and as often as the same shall 
lappen it shall be lawful tor the Secretary of State for the time being at his discretion to 
enter into apd upon the said immoveable properties and to hold anti take possession ^lere- 
of and receive and take the rents issues and profits thereof and also to take and retain the 
said monthly sum of Rs. 19,166-10-8 payatble from the Government Treasury at Bcrham- 
pore as hereinbefore mentioned for such period during the lifetime of the Nawab Baha¬ 
door of Moorshedabad and Amir-ul-Omrah so acting as aforesaid as to the said Secretary 
of State shall seem necessary or expedient and the pet rents issues and profits of the said 
immoveable properties and the said monthly sum of Rs. 19,166-10-8 so to be received and 
taken by the Secretary of State as aforesaid shall be applied for the benefit of the said 
Nawab Bahadoor of Moorshedabad and Amir-ul-Omrah for the time being for the main¬ 
tenance of the position and dignity of the said Nawab Bahadoor of Moorshedabad and 
Amir-ul-Omrah for the time being in such manner as the Secretary of State in his dis¬ 
cretion shall think proper PROVIDED ALWAYS and it is hereby agreed and declared be¬ 
tween and by the said parties to these presents that nothing herein contained shall apply 
to or affect any property moveable or immoveable of the said Nawab Bahadoor his heirs 
representatives or a.ssigns not being property included in any of the Schedules to these 
pre.sents or not being property purchased with the sale proceeds of the jewels or lands 
hereinbefore mentioned or not being property mentioned in the next following proviso, 

. Provided further that all furniture equipages boats horses camels and elephants in or about 
the Palace and the Imambara and belonging to the Nawab Bahadoor of Moorshedabad and 
Amir-ul-Omrah for the time being at the time of his decease shall be the proj^erty of and 
shall be enjoyed by his successor as such. /« witness whereof the said parties to thc^se 
presents have hereunto set their hands and seals the day and year first above written. 


Signed sealed and delivered by William John \ 
Cuningham Officiating Secretary to the Government 
of India in the Foreign Department for and on behalf 
of His Excellency tlv: Governor General of India in 
Council acting in the premises for and on behalf of 
the Secretary of State for India in Council in the / 
presence of 

(Sd.) G. R. IRWIN, 

Offg. Under Secy, to the Govt, of India. 


(SJ.) W. J. CUNINGHAM, 

O fficiating Secretary to the 
Government of InUui. 



(Sd ) G. W. F. BUCKLAND, 
Solicitor and Notary Public^ Calcutta. 


Signed sealed and delivered by the abovenamed j 
Ihtisham-ul-MuIk Raisud Dowlah Amir-uI-Omrah / 
Nawab Sir Syud Hussan AH.Khan, Bahadoor, Moha- r 
but Jung, G. C. I. E., Nawab Bahadoor of Moorshed-j 
• abad in the presence of 

(Sd.) S. E. J. CLARKE, 

Calcutta, 

(Sd.) G. w. F. Auckland, 

Solicitor and Notary Public, Calcutta. 
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Part 4. 

List of Mouzas included in Mahals mentioned in the Nizamut Commission Declaration, but surveyed separately by the Special Deputy ColUctor, 

' Dist’'ict Moorshedabfd. 
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' Mahals in other Districts, 
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Schedule II to Deed of Settlement. 

A. 

Li^t 0/ NtMamut State Buildings to be pertnanetdtly maintained. 


Number in the 
list submitted 
„ with No. 19 sN., 
dated asih 
November i883j 
to Governtnent. 



Buildings. 

Within Palact precincti, 
I..arge Palace » • .• 

South entrance gateway . 
Ouarters of body-guard « 
Kiiansatnaai and iarash- 
khanah. 


Baitakkanah and mahal 
sarai. • 




Occupants. 

Remarks of Nawab 
Baliadoor. 


I Nawab Bahadoor 
of Mwrshcd- 
I abad. 

! Ditto. 

Ditto. 

Ditto • » 


Remarks by Colloctor. 


Including Bun- 4 ial with iron 
railings. 


Clock tower 
Iron railing 


Large Imambarah . 

Small TnuKjid on river liank 
near Uaiab All’s house. 

Small musjid on river bank 
ncur large Palace. 

S>de of old Medina . 

rhe gateway (chaulc en¬ 
trance). 

Bawarchikana quadrangle 


Large stables with oui- 
oftices. 

Stables at Bahramgtinge • 
Garden house Mobarak 
Manzil with out-offices. 


Palace roads 


The entire northern 
block of the khan- 
samani. The whole 
of the faraah- 
khanah, excepting 
the rooms on both 
sides of its entrance 
gate. 

Including the new 
dwelling-hou.se w'ith 
all the out-offices. 


The new dwelling-house with 
its out-offices is the new con¬ 
struction which the Nawab 
is buildings and when the 
grant of Ks. 30,000 was 
made by Government this 
new dwellingjihouse was not 
in existence. 

The iron railing runs from the 
large Imambarah to Nawab 
Zainttl Abdeen*s house by 
the side of the main road. 


Excepting the two 
middle blocks and 
the out-offices. 

Excepting the two 
guard-houses, gao- 
khanah, godown 
near kutcheri house, 
and the eastern 
protection of the 
bawarchikhana. 


Included in No. 3 of Statement 
B, of which it is a continua¬ 
tion. 
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Schedule II. 


List of NtMamat State Buildings, the maintenance of which is op^onal. 








Within Palace pre^ 
cincls* 


Nawab Raisunnuua Nawab Raisunnissa Optional 
Begam’s Deori. Begam. 


6 Rungmahal and Anium Kudr Daood Ditto 
Khorshcdmabal. Mirza. 


His Highness’ Deori, Wala Kudr and his 
including Prince’s mother Nawab Sha- 
quadrangles. hunnissa Begam. 

* Ditto . • Nawab Bahadoor 


Optional; un¬ 
occupied. 
Optional 


Ditto • 


Humayun Kudr 

Mahomed AH Mirza 
oorf Amir Saheb. 

Khanams and Harams, 
heirs of late Misan 
Saheb and Balcir 
Mirza. 


buildings Nawab Bahadoor 
of Amir 


Arched buildin 
east of An 
Saheb’s gateway 
Rownuck Afza 
Ditto . 
Ditto 
Ditto 

Ditto • 


Dewan’s official resi¬ 
dence. 


Asman Kudr 
Surrya Kudr 
Dara Kudr • 
Khoos Kudr • 

jaffer Mirza • 

Soleman Kudr 
K hoi shed Kudr. 


Residence of Nawab Nawab Zainul Abdeen 
I Zainul Abdeen. 

rDarab Ali Khan’s \ Mcah Arjumund Meah Optional 


residence. 


Amangounga. 


Barrack outside . Nawab Bahadoor • Ditto 


House of Sultan Gai- Sultan Gaitiarah Ditto 
tiarah Begam. Begam. 


House of Asufuddin Syud Fyazuddin AH 
AW, now his grand¬ 
son Fyazuddin AH. 

House of Nawab Syud Mozuffer AH 
^ud Jailer Ali 


37 Motijilgarden-h^use Nawab Bahadoor • Optional, 
without out-offices. 


Her own quarters, also Khorshedmahnt and 
No. 1, Rownuck Afza. FuHuck Kudr 
Nazir AH Mirza oorf Chootoo Sahib and 
Hatem Kudr Kaikous Mirza live with her 
in this Deori. In^ the apportionment of 
Nizumut State buildings, under Govern¬ 
ment Order No. 1765P., dated 13th Octo¬ 
ber, 1881, this building was made over to 
her for her use, and to be repaired in 
future by her at her own ezVense. 

Rungmahal occupied hy Anjiim Kudr and 
Klior^hedinahal by Nawab Raisunnisza 
l.^eguin. *l‘he above remark applies in 
this case also as regardetlg: present use 
and luture repairs of the building. 

Imambarah quadrangles included. Re¬ 
marks as above. 

Lalbangla quadrangles and Mewahkhana 
included. Remarks as above. 

Motim-’ihal or Nawab BahadooPa present 
quarters. Remarks as above. 

Occupied by bis heirs* Remarks as above. 


No. I, Rekabkhana. 

„ 2, ditto. 

„ 3, ditto. 

,, 4, Chandimahal and Khawashpura. 

Remarks as above. 

Remarks as above. 


\ Old mehal, serai No. a quadrangle. 

I Ditto ,, 6 ditto, 

i Ditto ,, 4 ditto. 

Ditto f, 3 ditto. 

Ditto ,,.5 ditto. 

Remarks as above. 

• 

Dwelling-house, stables, coach-liousc, a por¬ 
tion of cook'house. Remarks as above. 


This comprises Darnb AH Khan’s house and 
Imankbarah which Nawab liahadoor.owns 
bv a. will. Also sep^imtc quarters of 
Mcah Arjumund and Amangoonga. 


Nizamut Comtniasum. 

Khorshed Kudr Duhram Mirza lives in this 
Deori with his aunt. Kumaike as above. 
No. 1. 

Occupant is the grandson of Aeuftiddin Ali. 
The bouse will be repaired by him. 


Occupant is grandson of Nawab Jaffer Ali 
Khan, lie pays k». 80 per mensem for 
repairs, which is ezecuted by Public 
Works Department under Government 
Order No. 571F., dated the ist March, 
X882. J 
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Schedule III to Deed of Settlement: 


1 


jjjgiH 


B 

Area. 

Govern- 
* meat 
reveme. 

Rbmabkb. 

1 

Kila Nayaj^ram. 

KilaNayaicrain. 

MidnaporA . | 

1 

1 

>544 

i 

B. K. 0. 
365,803 19 11 

■ Rs. 
500 

r 

r 

The area ahown in 
column 6 inoliulea valid 
lakhirajea bct«i|dBa to 
othera, Tbia perBun- 
nah was purchased 
from sale proceeds of 
jewelli (Scnedules V 
and VI of Nixamut 
Commissioners) at a 
cost of Rs. 5,06,000. 


Witnes^s— 

{Signed) G. R. IRWIN, 
Officiating Under Secretary to the 

Government of India. 


{Signed) W. J. CUNINGHAM, 

Officiating Secretary to the 
Government of India* 


{Signed) G, W. F. BUCKLAND. 
Witnesses— 

{Signed) S. E. J. CLARKE. 

* ' Calcutta. 

{Signed) G. W. F. BUCKLAND. 


{Signed) HUSSAN ALI MIRZA. 


Seal of 
the Nawab 
Bahadoor. 


S. HARVEY JAMES. 

Secretary to the Government of Iniia 
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PROPOSED EXHIBITION IN OHIOAQO. 


2'he 81«^ March 1891.—The following is published for general information. 

By order of the Lioutenant-Goromor of Bengal, 

C. E. BUCKLAND, 

OJfg. Secretary to the Government of Bengal. 

No. M. & E. 

Extract from the Proceedings of the Government of India, in the Revenue and Agricultural 
‘Pepaptment (^Museums and Exhibitions),—dated Calcutta, the ‘ZHth March 18U1. 

Read the following letter: — 

' No. 42, dated Calcutta, the Gth March 1891. 

From— Samuei. Meruill, Esq., Consul General, United States of America, 

To—Tho Secretary to the Government of India, Foreign Dopoitment. 

Enclosed herewith I have tho honour to forward copy of a Proclamation issued by the 
President of the United States of Araorioa, regarding tlio World’s Columbian Exposition to 
be held in Chicago in 1893. With a view tliat tho valuable arts, industries, and manufactures 
of India may bo well represented in the said Exi>oBition, I beg rospootfully to suggest that 
the Government of India may he pleased to circulate the contents of tho Proclamation to the 
various provinces and districts, so that exhibits may reach there in time. 

A Proclamation by the President of the United Slates of America. 

Whereas satisfaotory proof has boon prosentod to me that provision has been made for 
adequate grounds and buildings for the uses of tho World’s Columbian Exposition, and that a 
sum not less than ten million dollars to bo used and oxjionded for tho purposes of said Sxpd^i- 
tiou has been provided in acoordanoe with tho conditions and requirements of Section ten of 
an Act entitled “ An Act to provide for Celebrating tho Four Hundredth Anniversary of tho 
Discovery of Amerioa by Christopher Columbus by holding an International Exhibition of 
Arts, IndustrioB, Manufactures, and the Products of tho Soil, Mine and Sea, in the City of 
Chicago, in the State of Illinois,” approved Ai»ril twenty-fifth, eighteen hundred and ninety. 

Now,therefore, I, Benjamin IXorrisun, President of tho Uni^^l States, by virtue of the 
authority vested in me by said Aot, do hereby declare and prodlaim tbat such International 
Exhibition will be opened on the first day of May , in the year eighteen hundred'and ninety- 
three, in the City of Chicago, in the State of Illinois, and will not be closed before the last 
Thui^ay in October of tho same year. And in the name of tho Government and of the people 
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of tbo United States, I do hereby invite all the natio^s of the earth to take part in the oom- 
memoration of an event that is pre-eminent in human history,, and of lasting interest to 
mankind by appointing representatives thereto, and sending such exhibits to toe World’s 
Colunibian Exposition as will most fitly and fully illustrate their resources, their industries, 
and their progress in civilization. * 

In testimony whereof I have heretmto set my hand and caused toe seal of the United 
States to he affixed- 

DoNit at the City of Washington, this twenty-fourth day of December, one thou- 
PQ sand eight hundred and ninety, and of the Independence of the United States the 

LOEAL.J hundred and fifteenth. 

BENJ. HABfelSON. 

By the President: 

JAMES G. BLAINE, 

Sacretary of State. 


Order. —Ordered that the above be for warded to the Local Governments 

t’hiet couiiur.. Central Vtova. g^d Administrations noted on 

of MiwlriiB. Rurma. , • j. • j 

„ nouibrty. AsMini. the niarg’in for information and 

<;<iorpr. publicatitm in the local Gazette; 

.. Gazette of 


„ N.-VV. P. and Ouilh. j „ Ajuit-re. x xi -r* i.i* i.. 

„ Punjab. I Ilositleiit, Hyderabad. tO tllO JrXlDllSIlGrj 

India, for publication; and to the Foreign Department. 

(True Extract.) 

E. C. BUCK, 

Secretary to the Government of India. 


REPORT ON THE WORKING OP THE JUTE WAREHOUSE AND 
FIRE-BRIGADE ACT IN HOWRAH FOR 1889 - 90 . 

Tue following report is published for gtmoral information. 

By order of the Lieutenant-Governor of Bengal, 

» H. J. S. COTTON, 

Secretary to the Government of Bengal. 

THE JUTE WAREHOUSE AND FIRE-BRIGADE ACT. 

ANNUAL REPORT FOR 1889 - 90 . 

I HAVE the honour to report on the working of the Licensed Warehouses and Fire-Brigade 
Act in this Municipality for the official year ending Slat March 1890 . 

There were 30 warchotises licensed during the year for the storage of jute, cotton and 
other fibres. This shows an increase of 6 from the inecoding year, owing to some of the 
jutc-dealers having brought over ({uaniitics of jute from Calcutta for the purpose of drying 
it on the chur lands and storing it here. 

A classified list of warehouses which wore licensed during the year is given in Appen¬ 
dix I. Tliere wore no new warehouses established during the year, but one was in oourse of 
construction. 

The total receipts amounted to Rs. 6,500 from licenses, as there were no fines. Thus 
there has been an increase of lis. C 5 U over that of the preceding year. 

The expenditure on the iuspeciion of jute warehouses amounted to— 

Rs. A. F. 

Salary of Inspector ... ... ... ... 840 O O 

Cbntiiigethcies ... ... ... ... Ir 9 15 3 

Total ... T~019 15 3 

The Fire-Brigade is under the control of the Commissioner of Police, Calcutta, the same 
as last year, and the Brigade was removed during the year to its new quarters specially built 
for the purpose by the Commissioner of Police, the land being made over by the Commis¬ 
sioners. It is well adapted for a fire-brigade station, being an eligible site. 

There were only 7 fires during tihe year, confined only to huts of little value. There 
wore no fires, I am glad to say, in any of the jute mills. A statemenlTshuwing the particulars 
of fire is given iu Appendix 11 . 

The following is the expenditure incurred during the year, irrespective of the amount 
expended by the Commissioner of Police, Calcutta : — 

Rs. 

Kent of fire-brigade statio'n for four months ... ... 240 

bO per cent, paid to the Commissioner of Police ... ... 20 


Howrah, the IGfA May 1890 . 


Total ... 260 

G. M. CURRIS, 

CAatrman. 
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APPENDIX 1. 


Juie Warehomet for which Licenses were granted during tlte gear 1889-90. 


B^wuter 

No. 

NAKSB OV 0W»S8, *C. 

Locality. 

1 Dm*ript.ion of 
promises. 

■ 

Amount 
of flM» 
realised. 

• 

O.teot pay- 
munt. 

1 

Ovnan 

Itsm Pertab Derrsj 

141. Old Gbooscry 
Road. 

1 Warebouoa 

4SU 

B«. 

50 

j 27th July 1880. 


Oooupiere ... 

lUmji Dbss X^utchmun Dass. 








LiceiiMiCS ... 

liitto ditr.o. 







S 

Ovnor. .* 

Keun. Ahmut; anrt Company 

SO, Sbalimar Eoad 

2 'Warehouaos ... 

1,000 

100 

STth 

do. 


Oocupiora ... 

Ditto dittFO. 





Liiconsdca ... 

Ditto ditto. 







3 

Owner* 

Messrs. W. Hazron and Com- 

ISO, Old Oboosery 

l*cirtionB of ware- 

450 

60 

Srd June 1680 . 



pany. 

EUiod. 

bouses. 





Oecupieni 

Ditto ditto. 








liiooiittoeii 

Ditto ditto. 







4 

Ownera 

Howmh Mills Company, Li- 

43S. Grand Trunk 

3 WamhonseN and 

4,735 

600 

Bib 

do. 

• 


mi ted. 

Road. 

a batching bouse. 



Ocouviers ... 

Ditto ditto. 







Liomiacev ... 

DiM-o ditto. 







5 

Owners 

Seebpiire Juto Muiiuracturinff 

7i, Rnwraparub 
Gh&t Road. 

1 Largo ware- 

9,000 

300 

eth 

do. 



Company. Limited. 

house. 



Oooiipiors ... 

^ie^8rH. A pour tmd i'oitipany. 








, ... 

Ditto ditto. 







fi 

j Owners ... 

Messrs. Aposr and Company... 

Rsjiiarain Roy 

Caowdliry'a Gb&t 

2 Warehouses ... 

1,500 

200 

etb 

do. 




Road. 







Occiipiei's ... 
Ijoenoofls 

Ditto ditto. 

Ditto ditto. 






* 

7 

Owners 

, Howrah Hydraulic Proas 

54, Sosemerry 

4 WHrohousos, 

2,831 

300 

Oth 

do. 



Ooinpany. 

Lane. 

i Nos. 3. 3, 4 and 



OtM^upiArs 

Licensees 

Ditto ditto. 

Ditto ditto. 





• 


B 

Owntsr ... 

F. E. Guicdiu-, Eki. 

36, Joya Bibi’a 

Warehouses, Nos. 

4,800 

500 

7tfa 

•do. 




Lone. 

2. 3. 4 and 5; 







• 

and a c.orriigiitud 
shed. 






Oonuplor 

I)i(.P). 



I 1 




liiiMiiisea ... 

Ditto. 

46. Howrah Road 






9 

Owner 

lihngwan t;bimdor Hancrjee .. 

Ditto ditto. 

2 Wniidirtuscs, 

Nos 3 uikI 4. 

450 

50 1 

7tb 

du. 



Oooupicr 







LiiH^iiseo 

Ditto ditto. 







10 

Owners 

Ghooscry Cotton Mills Com- 

24, Old Ghooscry 

4 Warehouses 

2.000 

200 

I5th 

do. 



pony. 

Hoad. 






Occupiers 

Ditto ditto. 








LicoiiHet'S 

Ditto ditto. 







11 

Owners 

1 East XiKiian Uailwuy Com- 

Howmli UliAt 

Pori ions of good 

1,200 

260 

17lb 

do. 



i puny • 

Hoad. 

sheds. 





Occupiers ... 

Ditto ditto. 







LiccnHccs 

Ditto ditto. 







13 

Owners 

Eitsl Indian Kuilwuy Com- 

21), Dubson’a Buad 

Ditto . 

1,000 

100 

17tb 

*lo. 



pftoy. 







Occnpiera ... 

Ditto ditto. 








Litu'nst'es ... 

Ditto ditto. 







IS 

Owners ... 

llarinun Jtoy Voolchand 

ISO. Old Ghooscry 

1 Warehouse and 

't5U 

50 

Bth Julv IBM). 


OcMUtpiers ... 

Ditto tliito. 

KuaU. 

a port ion of 





l^uuniBOCS 

Ditto ditto. 


ariotlii'r. 





li 

Owners 

. Hownili Mills Company, Li- 

227, Grand Trunk 

1 Sor«'\v lionsn an*l 

4,100 

6(K) 

lOtb 

do. 



riiited. 

Road. 




Oficupicrs ... 

Ramkrisfoporo Pros'* Company 


hUIIM'K. 






IjiCiUihees 

Ditto ditto. 







15 

1 Owner 

, Koyliis iUumder Dutl. 

1S9. Old Ghooscry' 

2 WfttoUoutos ... 

450 

50 

I.3th Aiiff. ISRtt. 


Oocijpii'rs 

UarmiKik Roy kooh’liand. 

Itoud. 





liioi'usccs 

Ditto ditto. 







lU 

Owner 

Soondry lloubc'e. 

27, IIuriXHipDiKO 

1 Warehouse 

141 

50 

Kith 

do. 


Occupier 

Liccns<<e' 

GiHijiir Mull. 

Itoad. 




Ditto. 







17 

OWllCi'B 

Nasuiytli’s Patent Press Com- 

103, Old Ghoosury 

1 l*rc8.s house and 

11,000 


22nd 

do. 



paiiy. 

Uuud. 



Occnpiera 

Ditto ditto. 








L>ioi-nsc«)s 

Ditto d'tio. 







IS 

Owners 

Mi'SHrs. Anderson, WriKbtand 

7, Ooryah J*arah 

North bl-iek of 

3,100 

400 

28 th 

llo. 



•Cuiupiiny. 

Lane. 

wyivhuiiseK. 


OiHmpicra 

Ditto ditto. 







Licensees ... 

Ditto ditto. 







19 

Owner 

Rri.^o Moon««* Dcy . 

Dhurrunitolali 

1 Warelumso 

141 

50 

4th Simt. I88U. 


Occupier 

Ditto diito. 








LiecuNtM) ... 

Ditto ditto. 







20 

Owners 

Messrs, ^y. litirUm and Cuiu- 

12rt. Old Ghooscry 

3 Warehoust^ 

1,600 

200 

10th 

do. 


Oooupiers 

pany. 

Nusiiiytirs Patent Press Com- 

Road. 








pthny. 




• 




l.iccnsces 

Ditto ditto. 







21 

Owners 

Uurjoi'ji'u Prainjw 

4. Ketter Mohnn 

Nor. 4 and -1-3 

307 

50 

4!lRf. fl/U IMHU. 


Occupiers 

Ditto ditto. 

Mittor's Jjuuo. 

wurehoustts. 




Liceii'iecs 

Ditto ditto. 







23 

Owners 

llanuuck Roy Foolclmnd ... 

51-1, Huwmh Rood 

1 Wnrelinuse iinil 

3ti0 

60 

ini.h Jan. IHOe. 


Occupiers 

Ditto <Ut-to. 


batching bouse. 





Llceiisees 

Ditto ditto. 






as 

Owners 

Nabiir Muhnl Dbiinick Ram... 

13. Tluxoo Joma- 

1 fTOduwn. 

21G 

GO 

13th 

do. 


Otumpiers 

Dburoneo Dbur, brocdaiu 

dar's (ih5t. 



Cli. Slitilia. 







liicensiHW 

Ditto ditto. 







24 

Owners 

Nahtir Mabul Uliuniek Ram... 

Old Gboosory 

1 DitUi. 

120 

60 

let 

do. 


Occupiers 

Dhiironco Dhur, Sreedaui 

Hood. 





Oh. Shati'i. 







Liccnaous 

Ditto ditto. 







20 

Owner 

Mniloo'-nduil Cooiidoo ... ... 

185, Banda Ghftl... 

0 Smul) wurcbouscR 

708 

60 

17th 

do. ’* 


Oocupiors 

Dhuroiiee Dhur,* Nroedarn 






Oh. Slialui. 








Licensees 

Xiitto ditto. 







2r> 

Owner 

Occupiers ... 

ModiKKiidtin C'<inudoo.. 

Dhuroiieo Dliur, Sreedum 

Goorgolab GhAt... 

4 Small ware- 

housi's. 

601 

60 

t/th 

do. 


Cli. Shslia, 







Licetwoos 

Ditto ditto. 




« 


• 

tt 

Owner 

(tlitinclor Midltck ... 

College Rend ... 

1 Wiutihous*i 

180 

60 

2f)tb 

do 


Oecupier 

Gupal LullCliMwdry. 





Lieeiiseo 

Ditto ditto 







28 

Owner 

lironnoomoye Datioo. 

182. Uurrogungo 

2 Wiir)'lious‘‘*t 


5U 

20th 

do. 


Occupier 

< Ditto ditto. • 

lioad. 

XuH. 1 und B. 




liiceiuice 

Ditto ditto. 

<* 



ft 













Vaumb ov Owntiu* Ao. 


LomU^. 


]>e«oription of 
preinisM. 


, Ansiwl 

TftlOKtiOBU 


Amoai 
of leo 
renllsed. 


30 


31 


S3 


34 


35 

36 


Owner 

OoGupien 

Lieeiueea 

Owneris 

Oeen piers 

JLiconsees 

f)wnor 

Ooeupior 

Licodsee 

Owners 

OoGupiors 

Ijjoensecs 

Owners 

floriipier 

Ijioeiisee 

Owners 

Occupiers 

liicensees 

Owner 

Occupier 

liioeiisoo 

Owners 

Occupiers 

liicensoes 


Brindsbun DntI . 

Bhnronee l>bar« Breodam 
Ob. tilisha. 

I>i4to ditto. 

Ohoosorjr Jute Mill Cbsnds 
^mjeo. 

oitto ditto. 

Ditto ditto. 

GojarUull . 

Kam Horro Boondor^ Dabee. 

Ditto ditto. 

Oauffes Jute Manafaoturins 
Company. 

Ditto ditto. 

Ditto ditto. 

Jumna Dos, Drima Dutt 
R. G. Ralraer, iSsq. 

Ditto. 

Messrs. W. nsrton and Gom- 

I^wnvth’ a latent Press Com¬ 
pany. 

Ditto ditto. 

Dahoo Ghinta Monee Doy 
IHtto ditto. 

Ditto ditto. 

OunmiHN Dass Joynram 
]>itto ditto. 

Ditto ditto. 


6-S. Morabporab 
QbAt. 

ZA Jat» Bibi's 
Lane. 


Bast of Ghoossry 
Road. 

44S. Grand Trunk 
Roi^. 


16, Old Ghoosery 
Kuad. 

Ghoosery Cbur 
Land. 


KoochtI 8ircar*s 
liano. 

146, Old Ghoosery 
Road. 


Bate ef>ay. 
int. 


1 WaiehonM 

Ba. 

ISO 

fto. 

50 

tlrt Jan. 1000. 

8 Lai^ warebonsoa 

8,000 

300 

SSrd 

do. 

Open land. 

144 

50 

39tb 

do. 

tiiohindo Por»aud 





J’undit's GhAt. 
Ono warahounc and 

2.677 

soo 

IMh Feb. 1800. • 

a batching bouse. 




1 Lante ware- 

0,000 

£00 

14th 

do. 

house and 1 small 
wan«bouso. 


£0ih 


1 Corrugated .bed 

040 

60 

d.. 

I Godowa 

144 

60 

81ti 

do. 

1 WarehooM 

800 

60 

oath 

dos. 

Total 

mm 

6,500 




APPENDIX II. 


Particulars of fires during the year 1889-90. 


No. 

Date. 


Xiocality. 

Duration of fire. 

Approximate 
value of 
property des¬ 
troyed. 

llemarltB showing 
nature of damage 
done, Ac. 






Ss. 


I 

STlh Angiist 

1889 

Dobson’s Road ... 

1 Hour 

76 

One largo tiled hnt. 

2 

2Slh November 

*1 

Oolnbnree 

Do., 

60 

Ono tiled hut. 

3 

I dill January 

18U(> 

Seebpore 

Do. 10 minutes 

60 

Two small tiled huts. 

d 

a7th 

*0 

Buntrah ... 

2 Hours 35 . 

160 

Six thatched huts. 

6 

6lh February 

99 

Seebpore 

30 minutes 

100 

One large tiled hut. 

6 

7lh March 

99 

Do. 

Do. 

60 

Ono tiled hut. 

7 

26tlt „ 

99 

Bantrab ... 

2 Hours 

100 

Ono largo cowshed. 
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Weather—Iiot. Good reports from all snbdivUions, despite the rain. Potato 
harvest at Culiia estiuisted at X4t aunas. Prices of common rice: 

Hrs. • 

Burdwsn ... ... ••• 17i 

Oulna ... ... .*• Ill I 

c«tw» ... ku 

haiiigungo ... ... .«• XB J 

Weather—rainy in the bejfinning of the week, but bright nnd wnrm* in the end. 
Cotton, tift and other standing crops daiimgod 1)y hailstones in the Bisheu- 
pore subdivision, but are doing well in the Sudd«fr bubdivision. Pressing of 
sugiircuiie nearly diiished. Common rice selling at 21 seers jier rupee at 
Sndder and IK^ seers nt Bislienpore. 

Weather—now decidedly hot. crops are now on the ground lo bhe reported 
on. Rice keeps at 18 to 22 soers per rutHie. 

The rain*ccnsod in the middle of the week and the weather hss become hot. 
Tho rabi crops have sufifered somewhat from the ruin. Prices of common 
rice:— 

8 rs. 

Sndder ... ... ... ISk') 

Contai ... ••• ... 16 

Taiuluk ... ... ... 15 hP°'-™P«e. 

Ohatal ... ... ;.. 18 J 

Weather-'CCol in tho evening and morning. The rain is unseusouably protracted. 
Jlabi crops where still standing iiyurud by tho rain. Prices of common 
rice:— 

Srs. 

Sndder ••• ... ld> ') 

S« ramporo ... ... ... IBi > per rupee. 

Jchiiniibad ... ••• ••• 171^.) 

0'4C Weather—flue except for a few showers. Plouirhiug for next paddy crop going 
on. Price of uummou rice 15 to 16 scors i)cr rupee. 

0’40 Weafhor—warm during tho day, ccxil at night; at tiraoa cloudy. Prospects 
Couiinne favourable. Sugarcane still being pressed. Lauds being tiUud 
fur aus and jute crops. Prices remain unchanged. 

0*60 Weather—sooBoimhU*. Chnidy with showers of rain during tho onrly part of the 
0*13 week. Sowing of and a/aan going on. Jtahi crops are being lairvosted. 

0*29 Uocont rain has douc some damage to rabi crops. 

0‘0S • 

0*97 

0*48 Weather—hot and seasonable. Rooeut rain has done much good to cultivation. 
l‘8l Wint«ir crops nearly hat-vestod. 

0*78 

0*2{) Weather—cloudy with occasional light showers. Latter part of the week hot. 
0*05 Sowing of poddy and til iu progress; that of iudigo nearly duished. Some 

0 28 damage to the standing rabi crops reported from Nurail subdivision owing 

0*54 unMoasunable rain. 

0*70 Weather—fair. Harv(»tiiig of rabi crops still going* on. Prospects on tkie 
whole not,unfavuurablo. . * 

• 

Nil Weatlior — hot with stronft west wind, ploughing still continue,. Ihoapect, 
favourable. Price of rico Btatiunary. 

Nil VVeather—WMwonably hot. Harvesting of pabi ernpa nearly dni.hed. Crops 
0-34 greatly injured by tho late rain. Sowing of aus uud amaa in progress. 
Exportation of ganja going on. 

• 

■0*03 Weatlter—hot winds at midday, but cool at night. I.and is biting preiail'bl 
early rico, jute, and sugarcane. Prospects axcolleut. ^ 

003 Weather—getting warm. South-west wind. Eands are being ploughed for him. 

jute, and augurcaue. Sowing of jute and transplanting «f sugar«ne going 
on. Sugarcane and rabi erojis loporiod to bo promising. Common rice 
selling at 18 seers jicr rupee. 

w'eathor—ttne. Sugarcane is still being planted. ^ Xabi crop% are a little 
damaged by the rain. Tobacco Is being; rcapeu. 

Woai her—fair. Wheat and barley doing weiL Tort (moitard) stUI being 
harvested. Prospects good. 

Weather—days hot, nights oooL Lands under eultlvatiou for bAaJui pally. 
Mustard anu toUsceo being harvested. Prices Stationary. 
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Mo. 

Dilfcriot&nd date of 
return, 

• 

_t_ 

UainfoII 
at rudder 
Station in 
inches. 

B BN G A L—coaefedad. 





Eatitrn XKtiriett, 



r w 

Ilseea 

Mar. 28, ’91 

007 

p 

20 

Furreodpur 

„ 28. •»! 

003 











o 





1 

21 

Baokergnnge 

.. 28, ’91 

069 

1 

22 

Mymenaingb 

,. 28, ’91 

Nil 

s 1 

23 

Chittagong 

., 31, ’91 

Nil 

1 





O 1 
o 

24 

Noakbolly 

,. 28, *91 

010 

i« 





s 






' 




i 

26 

Tippereb 

,. 28, ’91 

Nil 







26 

Chittagong Uill 

„ 26, '91 

0-27 



Tracts. 



BBHAR. 





r 27 

Patna 

„ 28. ’91 

Nil 


28 

Qya 

.. 28. ’91 

Nil 


20 

Sbahabad 

.. 28, ’91 

Nil 

« 

s 

Q 

30 

Oarbhanga 

.. 28, ’91 

Nil 

< 





e 





4. 

81 

MosuSsrpur 

., 28. ’91 

NU 


32 

Sarun 

.. 28. '91 

Nil 


83 

Chnmparna 

» 28. ’91 

NU 


84 

Monghyr 

.. 28. ’91 

Nil 

18 





1 

36 

Bbagulpnr 

28, ’91 

Nil 

I 


Banka 


0*61 

I ^ 

S 

as 

Pnrnsab , 

.. 28, ’81 

NU 

n 











87 

Mo-Mafa 

« 28. '91 

004 



Bhil^argu 


006 


88 

Sonthal Pergba. 

..28, 91 

1-26 



Beogbur 


0-99 



Jamtoi* 


0*40 


Cbmetar of tha waatbar and atata and proapaata 
f't tba eropa. 


Weather—aeaeonahte. Maatard and pnlaet beiofr gathered. Itonghing for aw 
rice and jute ooiitinuea. Proapcct of cropa good. Common rice ia be! 
aold ttt fiom 16 to 17 aeeri per rupee. 


Weather—eon] nt night, hnt getting hot in the dny. Harveating of raii ere 
" ... “O’ 

ataiionary. 


atiil in progrew. JSoro and Jali paddy doing weU. Price ot rl 


Weather—aenronable. State of rabi cropa good. Common rice aeliing at fre 
14 to IS 8tera per rupee. 

Weather—cloudy in beginning of week ; clear at time of report. Sngareas 
being preaaed with a fair average outturn. Landa being ploughed f( 
cultivation of jute. Common i ice acUiog at 15i Beers per rupee at Suddt 
station. 

Weather—seasonable. Prospects of spring crops good. Prices steady. 

Weather—sossonnhie. Plonghing for on* going on. Harvesting of rati erot 
cunipleicd, except that chillies retpaiu on the ground. Price of rit 
stationary. 

Weather—bright and hnt. Ploughing operaUons extensive. Soro rice b ain 
transplanted. Jute being sown. 

Weather—sultry and hot tlironghont the week. Jum catting still oontinnei 
Tobacco, chiUies and other winter crops progressing. Common rice ia beiu 
aold at 13 seers 61 cbittacks per rupee. 

t 

Weather—cloudy j growing hotter. Crops fair. Harvesting of ra&t crops sti! 
going on. New wbent is being broiigiit into markets for sale Opini 
weighinciit will coinmeoco next week. Prices ri.<iing. 

Season growing hot. Harvesting of rain crops going on. Prospects of ral 
ontiurn much reduced owing to Iwd weather. Sugarcane being planted 
Piiccs of food-grains sinuist stationary. 

Wind viiriahle. J.iuht clouds. Wialher cooler than usual at this scasos 
Harvesting of rabi ncaily completed; outturn is more favourable tbw 
opined in last two ri'}K>rl8, dnmago to standing crops from late rain no 
having been very severe except wliere hail fell. Prices lising slightly. 

Weather—getting warm. Rabi harvest in progrnss. I,anda being prepsrad foi 
paddy sowings. Muiifl and cheena being sown. Price of common ris 
vaiies from 14 to Ifi seers jxir rupee. 

Weather—warm; at times cloudy. Harvesting of rabi crops commenced, 
outturn expected to he not more than 10 annas. 

Weather—cloudy and sultry for lost few days. Rabi crops good. Indigt 
sowings normal in extent; prospects poor. J^timated ontiurn as follows;— 

As. 

Ilahar ... ... ... ... ]2 

Oats ■s< aaB as* ess 16 

Linseed ... ... ... ... 16 

Qriim ... ... ... ... 16 

Poppy ... ... ... ... 14 

Weather—unsettled during the week. Rabi crops having been damaged by tba 
late rain, an outturn of 8 annas in expected. Bxtraction of opium approseb. 
ing completion, and leaf weighments progressing; damage from rain 
estimated at 4 annaa. Pricea of food-griuna tending to riae. 

Weather—aeasoiiable; growing warmer. Rabi crop* being barveated. Hail in 
the Jamui aubdivision luta done damage. 

dWeather—still fairly cool. Rabi harvest in progress, but it is late. Wbaet 
iilkely to give 11 onnos outturn. 4iow lands are being sown with rioe andi 
«ei^. 

Weather—getting warmer. Rabi harvest nearly complete. Bhadai cowinge 
going on. Common rice eelling at 18 teera per rupee. 

« 

Weather—daye warm, bnt nigbta etill cool. Strong wait winds beve eommenesd. 
Harvesting of rabi crops in progress. Roro end indigo thriviog weU. 

Sowing of jute and bkadoi and ama» rice begun. Common rioe eeU^ at 
an average of 17 seers per rupee. 


Weatber—getting bot with occasional west winds. Still 
domagi^ Uango nearly gone and nahua very short. 


Makar 


•tap 
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No. 


Olatriet And data of 
ratuna. 


Rainfiin 
jat Sadden 
Station ini 
iaonaa. 


Oltaraetaa of the waathar and atata and proapeeta 
of tbaoiopa. 


OUISSA. 

, / SB I Onttaok 


AH 


41 


Uar. 88, '91 


Pooree 

Banpnr 


» 86. ’91| 
.. 28. '91 


I Balaaora 
(OTA NAaPUKK. 

Stmih-WMt FrontUt J-gmeg 
T 48 I BaBaribagrb liar. 28, '91 


48 


44 


46 


liohardngga „ 28, '91 

Patamon' (up to 23rd) ... 


Singbhoon 


8, ’91| 


Manbboom „ 28, '91 

Qobindpora 


Nil 


003 

0-38 


207 


0-41 


095 

017 


117 


0-46 

0-46 


Weather—-loaaonablfl. Estimated oattnm of tobacco In the Sadder and Jajpor 
tubdiviaiooa 16 annna, and m the Kendrapara aabiUriaion 10 anuaa. 
Ueaplnit of dalua rice and castor seed has commeocad. 


Weather—seasonable. Lands being ploughed. Miscellaneous otopt doing welt 
Price of common rice atationary. 

Weather—starmy early in week, now m >to aoltled. Plonghing continues, bat 
in places retarded by heavy rain. 


Weather—sUll anseasonablr, nnsettled and stormy. Bait crops, poppy, and 
moAua damaged by nun, bail, and cloudy weather to the extent of 4 to 8 
annas. 

• 

Weather-getting hot. Plonghing for high land paddy continues. Bait crops 
ore beiug cut. 

Weather—nnsoasonablo. Clouds have, however, cleared away. Rain does not 
appear to have caused injury to those crops still on the ground, and no 
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stationary. 

Weather—but and cloudy. Spring crops mostly gathered. Itakaa ilightly 
damaged by storms. 


Published for general information. 


Oalcotta; BsvBNtTE Dept., 

Thg 318^ March, 1891. 
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for the week ending Saturday, the 28th of March 1891. 
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Statement of Rainfall in Bengal tor the weak eoding Saturday (8 a.m.), the 28tli ot March 18 
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SUPPLEMENT TO THE OAiOUTTA •GAZETTE, APEIL 1, 1891. 


Statement ot Rainfall in Bengal for week ending Saturday (8 a.m.), the 28th of March 1891- 
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±\jBpUinatio% .iiidio.iu* that no ratu Iihk fulloii. Ifthrroiuru lor any riuy Mhn uoI h”"!* tw *!’ mT. ».h«* onpi«o<«t>iM>niriir huhco m t»ot hlunk 1 

#)«o rotuniM aro wanfiuu. tti« aoaiuia i« tha rainfall <• uru »»lu.»k. With ri'fereucd to the oolumu of ramy days the doUiiition of n 

vhoiitti loSMl O’l inehofiam JiaslalJin. " ^ vi»w»u 


OAi-curi A., the '6ist March 1891 




































































































































































SUPPLEMENT TO TH^ OALOUTTA GAZETTE, APRIL 1, 1891. &3S 


SUMMARY OF. TUB MBTBOROLOGTC VL AMD RAINFALL OBSERVATIONS 
TAKEN IN BKNOAL FOR THE WEEK ENDING SATURDAY, THE 
28ih OF march 1891. 

At the close of the previous week w>’ath'‘r oondilions over Bengal were decidedly 
disturbed over the southeiu ami south-western districts, and ruin aoeoiap iuyii'g local thunder¬ 
storms had falleu nt most of the ftations in South-West Bengal nnd Chutia Nagpur and at a 
few in Oris.sa and East Beugtil. On the 2’2ud pr.wsme hiul 1-18011 rapidly in the north and 
east of the provinoa, while in the south-wostarn disti-iols it. h-id risou only very slowly, nnd a 
distinct urea of l'>w pre.ssure had forinea which siretclievl fro u the s mtli of Bohar through 
part of Chuti.i Najipur and South-West Bengal int) Orissi, and there wa< a distiuot 
tendency to oyolonio ciroalation of winds louiid tlie low-(irossuro area Weather was 
therefore ag-du di-ttiirbod on tirs day. and f.-iiily general rain was rep-n-tol on the 
morning of the 2:ird from South-West Bongul, while showers also occurred in tlhutia Nagpur 
and East Bengal. On toe 2drd the arei of lowest prossnro hail moved in an o.wi.erly 
direction and was in Central lloogal. and there was again a fr-otde tendency to wind olrculation 
round a ccntie near Bcriniinpore. nnd again on tlio 2tth f.iirly g.mcral r.iin Was r. p-irtod 
in South-West Bengal and Chutia N'gpur, while slioivors also fell in several other divisions. 
The 21th was ngaiii a day of very disturbed ooiiditi ni-i; pro.-.siiro had fallen in S.mth-East 
Bengal and in Arakan and Burma, while it rose rapidly iu Uontral Bengal, so tint the area 
of low pressure liad travelled in a south-castorly diroetion towards the norih-oast angle 
of the Bay. On the iiiorniug of tho x'.0th iigain general rain was repurtod from South- 
West Bengal and tiio neighbouring distiicts of Onssa, wliilo showers occurred in East 
Bengal. ].»y tho morning of tho '.^-ith the low-pressure area liad a lvanccd over .Uiirma, 
and conditions began to in.prove in Be.igal, so that b.wond a few seattcred showers, no rain 
was roported on tho 2tiili. 'I'lio low pivssiiro over Uuriiia and tlio deoidodly high pressure 
over Bengal aii-l Behar geitor.dly, ei.iitiiinel strongly itiarkod on tiio 2(>tb, nnd remained 
unuhanged up to tho close of tho v.-oik, so that for iiic la.sL tlnoj d.iys a fairly steady wasti-rly 
and north-westerly wind eurront was blowing in Bongil, skie.s cleared rapidly, laiiifall 
entirely ceased, humidity bug.-iu to decroaso rapidly, aud geueral.'y fine settled weather 
obtained. 

Pressurr .—Tlio general mean pressure for the week has been decidedly in excess of the 
normal, the usual excess ranging from about seven to nine hundredths of an iuoli. Tlio 
excess has beou generally largest iu Bcliar, whore at several statious it o.xcocds u tenth of 
an inoh. 

Temperature .—Owing to tho disturbed conditions -wliicli have again given moderalo rain, 
temperature was very decidedly b low the iiornial d iring tho flist ha f of tlio week, and on 
the 2-tih and 2.'>!h tho m tan tcinpuratores wore genorallv from to If" and oven 17“ bolow the 
normal for iho period, and on too atter day 001001.-1 of ab)ut 14^ and upwards wore roeorded 
at Calcutta, Burdwan, Krislinagore, B.inkoera, llauclioe, (Ihyobas-ni, and Midnapur. For the 
seooud half of the week toniperaiuro has boon rising rapidly, and on the 2.S(,h tho moan tem- 
peratnro of tlio provlu'-e was not mure than about lialf to one degi’co bolow the normal except, 
in Chutia Nagpur, wlioi-o liio doi'ect wat eompar.iiively largo. .L''oi- tiio wliole wook the mean 
temperature of the proviuco has i.ohii d 'F below tiio normal, but tlio defects iu the various 
divisions have ranged from 2'6° iu East Bengal to G-u“ in Chutia Nagpur. 

The actual toinj»eratui-es rogistored during the week aud their variatiou from their normal 
values are bestsho-wu iiitbo following taldo, whore the average niaxinium, minimum, and mean 
tomperatures for the week at nine typical stations in dilf./reut doiiiriois of tho province are 
compared with their u irnial value.-t tor tho period. Tho day or maxiiunm temperatures have 
again shewn a larger variatiou I’ru.n thj uQriU.il than the uigiit or luiuiiuum temperatures :— 


Table showing the excess or defect of the aetn.il mean temperature frotn the normal for the week 

ending 28/.V March 1891. • 
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SUPPLEMENT TO THE CALCUTTA 


G^fZETTE, APRIL I, lisBt. 


Rainfall —Has been Leaviest in South.-'West Bengal ajidChutia Nagpur,'wUicVi have 
reooLved an average amount o£ about half an inch ; in Orissa, East Bengal, and South Behat 
the falls have averaged about a quarter of an inoh; while North Bengal and North Behar 
have been alnio-t rainless. In South-West Bengal th' falls have been heaviest in the 
Midnapur aifd Bankoora districts, and iu Ohutia Nagpur the falls have been hoavj in Sing- 
bhoom and Lohordugga districts and comparatively light elsewhi^e. 


The following table gives the summary of the temperature and rainfall data of each oi 
the seven meteoroiogioal divisions of the province for the week ending Saturday, the 28th 
of March 1891 


M AraOROLOOIO AE 

DiriMioift, 


OriuM 

South-Went B4:>nRAl 
Matt Benicu 
Kortb BonffftI 
Korih Bnhar 
h'l'iib B*4har 
Chiitia Nttfcpur 


TSMPaaATVBS. 


Avariifffts forwooh. 

■ 1 
I 


J ' I o 


a- M 

|s 

ja o 

H 

□ 9) 

I- 


teAn(tA.bs.. 


or week. 


Bsin; d«7i. 


S 


i i! 
« k 
:'j4 I S.2 

4*! I- 


Since lit of 
montb. 


Since ISth 
Oct. ISSk. 


MBi'RORonoGTCAL Offich, Bbnoai , 
The 31s/ March 1891. 


Chyobaksa not inaludod, 



07& 

95 8 

80 7 

73*3 

8l)'0 

-2-4 

0*20 

0-30 

—0*114 

0*40 

0-45 

^*05 

4*01 

1*00 

9-64 

0*4» 


»5*4 

.04 2 

80 0 

co-o 

77 8 

— fl‘4 

0*40 

0-fi2 

—0*03 

1 50 

O’OO 

+ 0*03 

4*50 

1-20 

FOS 

4-71 


(HU 

03 0 

86‘3 

67-0 

7«!l 

-2-7 

11*21 

003 

-rt 71 

O'40 

1 10 

—0*70 

2-Tl 

2-46 

9-73 

7*17 


01 8 

53 0 

WO 

03*4 

747 

—4'4 

O'tiO 

0*47 

—0-41 

0-20 

0 08 

—0*48 

2‘8fl 

no 

7-96 

3*41 


94*3 

liO-O 1 

87*8 

01 0 

74-4 

—4’li 

Nil 

o-o» 

—o-o»! 

0*00 

0*10 

—019 

8'38 

0*30 

0*12 

2*30 


itr* 

58-0 

89-3 

04*0 

77*1 

—4*7 

0-20 

0*o8 

+ (>•13 ' 

0-43 

0*17 

+0*26 

3*09 

0 30 

6*52 

S'OO 


utra* 

! 

69'4*, 

1 

83 U* 

C2*2» 

72-0* 

-0*6* 

«-oo 

0*i>0 

+ 0 51 

1 

1*40 

0-22 

+ 1*24 

4*31 

0*91 

0-41 

8*«7 


A. PEni.KR, 

Meteorological Reporter to the Govt, of Bengal. 


Results of the Barometrical and Thermometrical Observations taken at the Meteorc 
logical Office, Ohowringhee, from 22nd to 28th March 1891. 


Month. 

date. 

Pre8..ure at 10 a..v. 
corrected and reduced 
to 32' Fahr. 

TKHPKBATl'nS. 



H TUROMKTBT. 

' 

§ 

O 

ja 

s 

1, 

1 

Daily mean. 

Maximum. 

tf* 

1 

a 

;§ 

Dry bulb at lU 

4.11. 

o 

■*» 

«s 

*3 

..a 

a® 4 

ts 

d> 

(A 

IB ... 

V 1^ 

o 

o rH 

Dew* point at 
10 A. K 

o 

-8 

t 

a 3i 

I*" 

1891. 


InclioH. 

m 

• 

• 

o 

o 

O 

Inohea. 

e 

% 

Inobm 

Mnrnh ... 

22nd 

29-9ri.'i 


93 0 

19 r. 

7.3-.5 

86-1 

78-1 

•869 

75 0 

72 



;’:ir<i ... 

•!I91 


S.'i 9 

If. 1 

70*8 

82 6 

71 6 

6*28 

66-4 

67 

0^14 


‘Jllh ... 

•927 



7 8 

68 9 

71-1 

69-1 

•686 


90 


••• 

... 

•9!>.’i 

7 -2 « 


14 6 

tiC-3 

75-2 

7-2-1 

•748 

70-5 

86 

0-2Q 


(ith ... 

30*004 

79 7 

BEa 


69 4 

81 6 

76a 

•80.3 

72 6 

76 



27th ... 

‘29 9ii7 

82-1 




81-8 

7ii6 

•843 

74*1 

78 

••• 

>• ••• 

2,'3th ... 

•92.8 

813 

02 0 

21-4 

70-6 

84-9 

71-4 

•689 

63-6 

49 

... 


The moan 10 a.m. pressure of the seven days ..i ' 

The mean temperature of the seven days 
The extreme variation of temperature 
The maximum temperature 

The mean 10 a.m. relative humidity of the seven days 


Inohm. 


29-961 

O 


78-6 

277 

930 


72 


Inobm. 

The total fall of rain from 22nd to 28th March 1891 ■ ... ... 0-46 

The daily mean temperatures are the crude means of maximum and minimum temperatniet. 


C. Ln-rnB, 

Jbr Meteorohgieal Reporter to the Oovt. qf India 


MBTBOKor.oGioAi. Officb, India ; 

The 30/A March 1891. 
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Results of the Meteorolo^oal Observations taken at the Alipore Observatory broin 

22n<l to 28th March 1891. 
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TlMPtRATUBI. 


j a ^ 

II M •! I 

I a a (S 


24t;b 

„ 25th 


27th 143-9 97 -892 80 5 901 17-6 72-6 74-) '757 70-9 72 WNW and calm ... 84 

28th 140-6 9-4 '850 80 1 90 7 18 0 72 7 69-5 -581 03-2 57 WSW ukd NN W ... 94 
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74-6 

0-783 

71-9 
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71 8 

-718 

69 3 
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68-2 

-653 

()6*6 

86 

70 4 

-602 

68 2 

81 

73 0 

-742 

70 3 

78 

74-1 

-757 

70-9 

72 

69-5 

-581 

63-2 

f*7 


Pr«yaiHng* <]iroctioii 



PArMally oUnidj. 


Day olondy and 
nuht partUUy 
cloudy, o, g 

A P: 


Partially cloudy, 

Partuilly cloudy 

o. 

Partially olocily. 


laohoK. 

The mean pressure of the seven days ... ... ... ... 29-904 

The average pressure of the corresponding period for 24 years, S.-Q.’s Office ... 29-779 

Uoiini. 

'The total number of hours of bright sunshine ... ••• ••• 44-4 

The maximum Tiossible number of hours of sunshine ... ... ... h5-2 

* O 

The mean temperature of the seven days ... ... ••• — 77‘3 

The average temperature of the corresponding period for 24 years, S.-O.’s Office b3'4 

The extreme variation of temperature ... ... ••• •*. 

The maximum temperature ... ... ... 

‘ Milaa 

The highest velocity of the wind in one hour ••• 13 

. Ibh. 

The highest pressure of wind on one square foot ... ... ... ? 

. 0 / 

• 'O 

The mean relative humidity ... ... ... ... ... 75 

The average relative humidity of the corresponding period for 24*year8, S.-O.’s 

Office ... ... ... ... .. ... 66 


The total fall of rain from 22nd to 28th March 1891 . 0 43 

The average fall of the oorresponding period for 24 years, S.-O.’s Office • ... 0-24 

The total fall from Ist January to 28th March 1891 ... 9.. 4’85 

The average fall of the corresponding period for 24 years, S.-G.’s OlBoe ... 2‘70 

The mean pressure, temperature, &o., are deduced from the traces of the Barograph and Thermograph, 
and from observations made at 6h, lOh, 16h, and 22h. 

The maximum and minimum temperatures are obtained from self-registering thermometers. All the 
chermometers are verified, and the readings have been oorreoted to a standard ooustruoted and verified at the 
Eew Observatory. They are exposed under a thatched shed open at the sides, and are suspended four feet 
above the ground. 

The barometer readings are oorreoted approximately to those of the standard, Newman’s No. 86^'f»rmerly 
at the S-urveyor-General’s Office. 

• The hygrometrio elements are obtained from Tables III, IV. and V of the official tables computed in 
the Meteorological Office, and based on Begnault's modifications of August's formula. . 

The directions and the movement of the wind are taken from the trace of a Beoktey’s anemograph. 

The mouth of the rain-gauge is one foot above the ground. 

o, overcast; g, gloomy; p, passing tompornry showers; t, thunderlightning; d, drizzling rain; 

Ato, dew. 

0. LiTn.!, 

For Meteorological Reporter to the Qoet. of Indm, 

livrsoaoiiOotoAX. OFncs, Qott. of ImoiA; 

Oaleatta^ the 30th Mareh 1891. 












SUPPLEMENT TO THE CALCUTTA GABETTB, APEIL 1, 1891. 


MEMORANDUM. 

Weekly atatiatiea of births and deaths in twenty-seven of the'principal towns of Bengal far the sooth 

ending with Saturday, the 14^A March 

» * Births. 

Thb total births registered during the week ending with Sntnrday, the 14th March 
1891, in twenty-seven priuoipal towns of lieugal, amo jiuted to 628, and correspond to an 
annual rate of 2‘>'4 per l.UOU of the aggregate population of those towns, which is 1,072,369. 
This rate is 4*7 higher than the average rate of tlio coiTespainiing week of tlio past five years, 
and is also liigh< r than tlie rate «)f the corresponding week of any of the past five years 
with which ooniparisuu is iustiiuied, vide, tlio llgnres below :— • 

Wc^okly 

18S7. 1888. 1883. 189:1. 

IHXn-BO. 

B^Ho Af hirtits per 1,009 of the population per 

arniiin ^ 20*2 17-8 21*7 22*0 20*7 20*7 

The births registt^red in eacii of tlio last four vvookn iu orrcli of tha tweuty-aeveu principal 
towns cnrrespoiid to iliw following' rates per 1,(>(){) of tUo population : — 


AV KKKH I<M>fNO — 


WKHKS BNDIirO'-> 









si 





Towns. 



<00 








ja 







.o 

Si 







Cb 

a 















at 


r»i •« 

fiT-.**, 

1 4t». 7 

2i*P 

VurtiinKiitij 

r.8*o 

21*8 

fld*2 




4*6 

I.liitl 1 onjc 

25S 

2;t*.^ 

HI 


21 

! :i2 H 


• ointil.ili ... 

42*1- 

3t 7 

5> 1 

:ti i 

;i 

4:;*f 


l*:ii na City 

116 

17*2 

14*:i 

«'d> 1 

47 2 

ir4 


by» 

21*2 

:m;'2 

225 

vfv;i 

: o-.> 

»V4 


•Xrrfiih 

26*.l 

liri 

41*9 

:’.s I'l 

»i-ii 

1 i» 

16 5 


1 !»*.*» 

19- * 

I tK'it 


11*4 

l.-»*l 

:«ra 

1 MtrotiHiiBa 


:ti X 

\ :si5 

I 'i 0 

1S‘0 

4**»» 

IK 0 

• liitpf'fi . ... 

3 ■•2 

26*2 

1 2i*> 


aii'.i 

L'crii 

2l*» 

Ithnirnlpbro 

f»7*S* 

3K'ii 

I 4:f*f 


:4(r.i 

2+ ft 

6*1 


3:*’« 

41 6 

44;i 


45*0 

f>2 fi 

fiJi* i 


j.i) 

2.*7 

.•■1*2 

IVH 

2jri5 

nrii 

2 **6 

l*oori 

H*4 

3iri> 

81. j 

16 2 

20 

30*6 

1.8'6 

Total 

29*9 

281 

a .-6 j 


Snrdwan . 

Mlrln.ifiore . 

lliiKhli and t'luiiiiurali 

tittoriV'Vtt 

llowmh 

Kali 

Kri>linfi.jfar 

K'liDiAThal 

8.uit.ipuro 
Hiaipotv Uoauleali 
L>im)U» ... 


It will be seen th.'it lost week (he liighest birth-rato was returned from itamporo Beanleah 
(65'2) and the lowest from Miduaporo (4 G). 

Deaths. 

"The total deaths regist ered <1 tiring the week niidor review amounted to 507, and correspond 
to an iiniiinil rtito of 27 -?j per 1,000 of the }>ojiuliition. Tlio rate of the week is (i ~ higher than 
the aveingo rate of the oorresponOing week of Iho past live years, and i.s also liigher than the 
rate o^ the «<irrespon<Jiug week of any of the past Uvo years with which corapari.sou is instituted, 
ride the figures below : — 

W.ckly 

18S8. 1888. 1880. £vo“c,M. ’***• 

Ratio of doBth* per 1,000 of the population PM- 


The deaths regi*.tored in eaeh of the last tour weeks in eaelwof the twenty-seven principal 
towns correspt'isd to the following rates per 1,000 of tho population:— 
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STTPPIiBMBNT TO THB^^OALOUTTA GAZETTE, APRIL 1, 1591. 


Aooording to the figures returned, the highest mortality occurred in the town of Midnapore 
(100-7) and the lowest in Arrah (7*2). No deaths were registered during the week in XJtter- 
para town. 

Measured by last week’s mortality, the highest annual death-rates from the several 
registered death-«auses ooourred in the following towns :— , 

Cholera. StnalUpox. Fever. Diarrhoea and Other eauaee. 

Dyeentery. 

Batio per Eetio per Betio per Batio per Batioper 

mill*, mille. milU, milU» 

Midnapore ... 37*2 Midnaporfl 86*6 Burdwan ... 8S'l Poori ... 16*8 Poori ... 18*8 

Narainganj... 2<*8 Chittagong IS’l Hughli and Sorampore... 11*8 Gya ... 15*0 

Chittagong .. 18*8 Mosuffer- Chinsnrah. 24*6 Midnaporo 10*8 Midnapore ... 18*8 

Hughli and pdlro ... 8*0 Kamporo Monghrr ... 11*8 

Chinaarah 14*8 Monghyr 3*6 Beauloah... 2]'0 
Howrah ... 12*6 Gya ... 2*7 
Krishnagar... 11*8 
Poori ... 10*6 
Burdwan ... 9*2 

The total mortality from the several registered death-causes in the twenty-seven principal 
towns amounted to 4*9 from cholera, against 6*7 in the preceding week; 2*5 from small-pox, 
against 2*9; 10*1 from fover, against 8*9; 2*6 from diarrhoea and dysentery, against 1*9; 
•4 from injury, against *6; and 7*1 from other causes, against 5*9 in the preceding week. 

The mortality of last week aooording to Sex, Class and Aye was as follows:— 


According to Sex. According to Class. According to Age. 



RAtio per 

Ratio par 




Batio par 


mille. 

• 

milU, 




mille. 

Males ... 

28-4 

Christians 

... 44*8 

Under 1 year 


... 188 7 

Pemales ... ... 

2ti'o 

Hindus 

... 27*7 

1 anc 

under 6 years 

... 87*1 

Batio of male deaths to 


Mahomedans 

... 269 

6 

„ 10 

fs 

... 22*4 

every lOU female deaths. 




10 

.. 16 

it 

... 6*9 

calculated ou the pro¬ 




16 

.. 80 

tt 

... 24 8 

portion such mortality 




20 

SO 

tt 

... 16*8 

bears to tho total male 




30 

„ 40 


... 168 

and female population... 

107 



40 

» 60 

t* 

... 226 





60 

.. 60 

tt 

... 292 





60 years and upwards 

... 71*2 


Detailed information regarding the vital statistics of tho twenty-seven principal towns 
dealt with in the above review will be found in the statement appended. 


W. H. Obego, Dip. Puhl. Health, Camb., 

Sanitary Commissioner for Bengal. 


The March 1891. 
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5r.2 SUPPLEMENT TO THE CALCUTTA OA^ETTB, APEIL 1, 1891 


CIBCULAR AND EASTERN CANALS. 

« 

Approximatt Return of Traffic for the Keek ending Saturday, the 28th March 1891, 
as compared Kith the corresponding Keek of the prepous year. 


liSTCRI Of OSBSO. 

WiBK aanilfo HATOitnAT. thi 

28Tn Marcji 1891. 

Wb*k ivnrvo Satpx»at, ihb 

29TU UaRCS 1890. 

1 

Number of 

Weifcht of 
CAr^o. 

ToIIsRe. 

Numlier of 
boats. 

Woightf of 
cargo, 

i 

Tolliin, 




No. 

Mds. 

Ks. 

No. 

Mds. 

Bs. 

Sloe and paddy 




2,30,400 

3,981 

695 

1,36,982 

2,100 

Jute 

••• 

a« 

8li 

fili,925 

948 

46 

2ti,65() 

485 

Firewood 

••• 

It* 

198 

90,675 

1,348 

98 

69.8<i0 

890 

Ocher artiolei 

••• 

... 

944 

2,62,405 

4,205 

1,005 

2,96,050 

4,362 

• 

Total 

*«• 

2,250 

6,40,305 

10,182 

1,843 

6.19,482 

■ 

7.837 


Weekly Return of Traffic Receipts on Indian Railways. 


EAST INDIAN EAILWAT. 


Approximate Return of Traffic for week ended 2I*< March 1891, on 1,525^ miles open. 



1 OOACHIBOTBAVnC. 1 

1 

HaaOKAKPTBl ABO UlBIBAL 
Tbabiio. 

Other eaminffM 


Tbabbio Tbaib-hiijii aca. 


Numberof 

pasaetiieers. 

Beoeipts. | 

Veiaht 

earned. 

Beeeipts. 

mm 


Ooaohing. 

Merehao- 
dise. - ^ 

Total 

4 

Total timlBc for the week | 

i 

tSI,W67 

Ks, A.P.! 

•3.15,801 11 0 

Mps. B 

28,95,717 20 

&S. A. P. 

6.82.301 0 0 

Bs. A. P. 

19.893 7 0 

Bl. A. P. 

,10.17,494 14 0 

73,650f 

100,681 

17».73i 

Or per mile of ran way . 

Vor pretioui 10 weeks of ball- 
year. 


3ti8 11 0 

447 4 3 

IS 0 7 

^^^HKFlVTVTrW 

8.D4.'1.3tB 1 

35.78,778 7 0 

*.88,06,778 10 

65,58.R7n S 3 

2,01,196 14 0 

1,03,38,651 8 8 

79.1,538} 

1,015,498 

1.809,08! 

Total (or 11 weeka 

.3.197.383 { 

38,94,07/ 8 U 

3.09,02.400 .30 

72.40.980 9 3 

2,21,088 5 0 

1,13,56,146,6 .3 

800,589} 



OoHPARiaos. 









Bl 

Total lot oorretpondiM «eok 




7,11,1*1 1 6 

20,487 10 4 

10,19,693 11 6 




of proflousyear . 


2.87.083 15 8 

28,18,795 10 

65,788 

1 108,889 

174,47* 

Ter mile ot railway oorrespond* 



4sa 2 6 

13 6 10 



lag week of previous year «». 


188 13 e 


668 « 16 

**tiri 



Total to oorrespondioK date of 
provioue year ..a .a* 

• 

3.085.080 

34.39.230 7 8 

3,12.32,492 20 

71,87,493 0 7 

2,38,970 8 0 

1.08,65,703 6 3 

778,844 

1,109,649 

1.888.89 


* Tlw incnnuii iu outtchiug tiuUto is iirssuuuibly due to pilgriuis proueeding to ' Coombh mela " at aardwu. 


Approximate Statement of gross receipts of the East Indian Railway, prepared tn accordance with Public Works 
Department Circular No. X.X.I Railway, dated 22rd July 1883. 


Kacairra bob wrbk BHDiira 
t*!CU Mabcu 1890. 

ftacaiPTB BOB WRBK : 
21si Mahuu 1891. 

RNDtVO 

Total bbcbipts trom lei | 

AraiL I8KV TO lltSD 
Mabcu 1890. 

Total xacxirTa ruou lai 
April 1890 to *19T 
Mabcu 1891. 

Total 

Total 

deorNiee la 
1881. 
c 

Uean 

mileaae 

worked. 

Eaoeipta, 

Per 
> mile 
|«ork6tl. 

Mean 

milearc 

worked. 

Beoeipts. | 

1 Per 
mile 
worked. 

Mean 

milHage 

worked. 

Total receipts. 

Per 

mile 

worked 

per 

week. 

! Mean 
luileaffe 
workM. 

Total reraipts. 

Per. 

mile 

worked 

per 

week. 

1881. 

■ 


Ba. 


Ra. 

a*. 


E*. 

1 

Ba. 


Bt. 

Bi. 

Bi. 

Bl. 

B 

Bj 

668 

1,8361 

i 

10,17.405 

667 

1,8361 

4,86,97,727 

062 

1.8t8i 

4,24.61,783 

540 

EMM* 

itiidwa 

















































































'm x am. 


GSR 


l>AXNA.aTJl «FAT£ BUi.W4iT. 
SffroMwtatt-JBttttra iff Trttfie fQt *o«ek »ui»d iltf Marek iiii91, miS7| 





OtfaoKiBft Tkamicl. 

• 

MiBosappiM oJtD Himaa 
rBotnc. 

Other neniioffR 
(Mtitnetetf). 

Tumi ntrniuipi. 

i 

\B|t»I0Tl4l«.HIUIt apt. 

Number of 
pfMteuKBre. 

Recelpti. 

Weiiebt 

ourrted. 

B«iootpt». 

Ooeehme. 

Meroben- 

dlM, 

TomI, 

jd«*«cfort!;.»o«k • 

per uiileftl ■• 1 

. pferiouttO weekt of hell- 
••r . 

T'^Ul fnr U wueVu 

Oo 

^el lot oorr«»poiwiltt* woek 

■ iSp>’o?ra^«J oorrwiuond- 
SK weak of prorioua year .. 

w oorriMpon^fioK 
MrioQtyoer. 

e !«,«» 

2M 

i»a.m 

Ee.pA. V. 

S,t6l 11 0 
150 15 11 

1.10,108 0 0 

1,35,254 n 0 

Mot. t. 

M,Mii W 
M7« tu 

4,38,ffld 01 

Uu,. A. 9. 

S.420 5 0 
58 14 0 

80,196 li 8 

fti. 4. P. 1 

53 0 0 ! 
0 14 10 

582 fl 0 ' 

K«. A.wP. 

13,081 0 0 
220 13 2 

l,t0,HS2 8 0 

! 

1,000 

17,046 

7«4 

8,375 

M,jnt 

nSpToi 

4.08,057 «• 1 

38.028 4 tt 



18.040 

».oa» 

S7,7tt 

IS,409 

832 

lA8,uet} 

10,502 9 5 

183 0 10 

80,030 7 £ 

i 

1 

71,069 10 1 

1.2S2 20 

5.04,727 0 

1 

4,339 9 0 

74 1 11 

33,205 8 0 

47 8 ii 

0 IS 3 ' 

478 1 0 

14,789 10 6 

258 9 0 

1,19,709 0 2 

'1.4M 

30.174 

„ JL.. 

i 

908 

MM 

i.9>l 

M.SI7 


of arot* reeeipCt of the Patna-Oya State kailteay, prepared in acntrdanre vitk Public Work* 
Approetmaee a, e j . j^^^^^t^^t'circuUr A'o. XXI Maileeay. dated 'iArd July l«83. 


OlIPTt POU WBBt WPISO 

2ISD 1I4K0K 1890. 

1 

UiciirTB FOB WBB* xirmiia i 
1 BUT U.BCn 11191. 1 

Total bbcbiptb fboh ibt 
•AP ntL IKBB to SBns 
HaECII 1999. 

Total ebcbiptii enou iit 
APKII. IKUO TO BUT 
HaBCB IH91. 

Total 

mertuMo in 

Totol 

deoreaae in 

MD 

10680 

rked. 

EeoeipM. 

Per 

mile 

worKOO. 

ueeii 

tuilt*eKi* 

wfirKed.j 

Eeoeiptk. ^ 

i 

1 

Per 1 
mile ! 
workeil. 

1 M-HHll 

ImileiiKO! 

worKeit. 

1 

1 Total r«i*eipta. 

1 Per 1 
mill' 
uorktMi 

wl^Tk. 

1 : 

Mean 

iiiiW'affe 

workofj. 

1 Total rereipta. 

rer 

mile 

worked 

1 por 

1 wmk. 

10V1. 

tm. 


Ba. 

a.. 


Be. 

Ba. 


Bb. 

R0. 


Ba. 

R(. 

Bk. 

Bt. 

Wl 

14,7110 

309 

871 

13,031 

221 

87J 

5,03.629 

173 

*7t 

*0,47,831 

IBS 

44,8 3 



• Addud lU. SBU on account of auppleiaonbil return to Slat Uoconiber!»!)». 


TAEKESSUK BBANCH RAILWAY. 

Approximate Return of Traffic for u>eei ended 2Ut March 1891, on 23i mileeopen. 



OoAcaiKO Teappic. 

MKBOUAROIsa Affl> HlNBILAl. 1 
Tbapfic. 

Other eaminm* 
(e»liuiaUMl). 

1 

Total ' 
eurninga. 

Teappic Teaib.hilbb bcb. 

CoBobinR, 

UorehAii. 

din. 

Nambor of 

paaBOiM^ei'S. 

Rccaipta. 

WeiKht 

oarruHl. 

Becaipta. 

otal traAo lor the week 

r per mile ol railwEjr ... ... 

or previoiui 10 weeks of hall- 
fear . 

Total for 11 weeke 

OOKPABtSOir. 

stal tor eorrespondins week of 
prerioue year ... 
sr mile 6i railway correapond- 
ioc wuek ol previoua year 
otal to oorreipoudins ctote of 
previoua year . - 

• 

19,323 

o 

353,800 

Ba. A. r. 

B.CSO 11 0 
■iM 7 0 

1 69,779 9 6 

Mdb, b. 

14,465 30 

1,41,118 80 1 

Ra. Aa P. 

480 5 *» 
21 13 8 

4,825 7 0 

Ra. A. p. 

ll 0 0 

0 7 11 

69 B 0 

Ra. A. P. 

5.7SB 0 0 
358 13 7 

' 70,070 1 0 

■ 

ISS 

969 

998 

tPtm 

11,0M 

278,183 

! 71.035 18 0 

10 

5,311 13 0 

80 B 0 : 

76,428 1 0 

10,914 1 


12,013 

tS.lM 

2as,77ii 

6,121 6 6 

679 1 11 

' 66,666 1 11 

18.165 2il 

1,90,797 30 

611 3 0 

27 7 6 

C,297 2 0 

8 IS 0 

0 6 3 

116 10 0 1 

! 

• 

6,741* 5 3 
302 15 8 

76.U18 13 11 

870 

10..311 

1 

•f«6 

ll.«»4 


Approximate Statement of yroee receipt* cf tU Tarhe*,ur Branch 

])epartnient C%rcular No. ^2Ll M*M.%lway, dated dird July 1883. 


taoaiPTi lOB waaa awBiBa 
ItBD V’aBOX 1899. 

BBOBIPTI POE PTESK EEOIPa 
2111 Mabch 1891. 

Total sbcbipti pbow I.t 
APKIL 1889 TO ties 1 

H.BOS 1899. j 

Total BEOBiPta pbom ut 
APEIL I8IMI TO 21IT 

1 H.Bcn 1891. 

* ‘mt 

Total 

Total 

Mna 

llliwgt 

7anM. 

i 

i 

1 -Per 
mile 
worked. 

Maim 

lutlaagK 

worked.' 

1 Reeeipta, 

HI 

H 

Total reeeipta. 

Ter 

mile 

worked 

per 

1 Mean 

mileage 

jwnrkeil. 

Total reoaipti. 

rer 

mite 

worked 

p**r 

week. 

1091. 

e 

1091. 


1 — 

>Bt. 

Bt. 1 


Ba. 

1 

Ba. ' 


! 

Ra, 

Be. 


• Ue, 1 

• 

Ba. 

Ba. 

• 

lU. 

•1 

'9,7*1 

209 

22i 

9.798 

259 

a2i 

2,78,748 

346 

22i 

•2,81,870 

t4B 

3,813 

aa. .. 





































































TO TliE OAtOOTTA OlLjaSTrE, APRIL 1, 1«M. 


NALHATi STATE HAlLVV^Ar., 

Ap^ruiKimuu ttetum >ff 2<r<tjAx .(or the weekended I'liA Mafeh 1891^ un 37} w.iet afett. 


e 










OoecHiMS I'BArtic. I 

.HaBCHANUIBE AMP MlMRIlAA 
VKAtPlC. 

Other earninKM 

testimatedia 

^9 

Tgemc TBAN'iin; 


l^uuilMirof 1 
potMieaKerci. 

Coocbiiifc j 

r>«eeiuu. 1 

V4'eiMhi 

oarriiid. 

Receipts. 

Ooaofalne. 

Mernban* j 

diaa. ^ . 



ha A. P, 

Moa. a. 

Rap. 

Uh.*A. P, 

ftl.. A. P. 

640 

4M 

Total traitte tor the w<ek 

8.045 

I.8.V) 0 0 

0,317 0 

4(10 u 0 

80 6 0 

l,«7o q. 0 

Or per oine of raiiWM> . 

146 

46 0 0 

289 9 

14 0 0 

10 0 

61 0 9 



For prerioiu 19 weeks <*l half- 
ywar. 

87.946 

14,H3 » 0 

1,011.363 U 

5,678 9 0 

iss u 0 

■20.168 0 6 

6.166 

4,tU 

Total lor 11 weekt 

40,091 

15,5tft 0 0 

i.ue.Kin <1 

6,978 0 0 

168 0 0 

81,328 0 0 

6.7!» 

. 6.66* 

OoHPARiaoir. 


1 

1 






Total for eorrevp'iumiig week of 

1 





2^4 0 9 

642 


Dr«-rioua year . 

1 3 362 

1.189 0 0 

16.828 0 

i.mio u 0 

16 0 0 


Per mileol railway aernwiieudi' g. 


617 U 

39 0 U 

1 0 u 

0 0 



peraoA af ■ praKuiuli year 

Total to oorreepundinii date oi 

123 

43 0 0 

6.78* 

6,688 



l,8i!4 11 0 

18.7;0 0 0 

previoua year . 

37.036 

18.093 0 0 

1,54,4.59 9 

9.453 0 0 


* Audit<«d up to we^'k undine 31st January 13P1. 


FINANCIAL YEAB. 

Appeoriwatt Statement of grurt reeeipta of the Ifalhati State liailwag. 


X 



— —■ • 


.. 

- .r . 










MoaiPTe voB wbbic BNPiira j 
16TI1 MaBCU 1999. 

RaOBIPTS VOU WSMX JBNPIMU 
lira March i&ui. 

TOTAI, ItktiMIVTH PROM 18T 
APRIL UKO TO 15T11 , 

March isoo I 

TOTA I. KKCXIPTa PBUII IBT 
APBII. IHM TO J4TH 
MaKCH 18Vi. 

Total ! 

inenoiHeio 
1899-91. 

T< 

deor 

IK 

Mean 

mileage! 

«rkM. 

Beeeiiita. 

Per 
mile 1 
worked.. 

Mean 
luikmtfe 1 
wurkud.i 

[ Bemupift. 

Per 

mile 

wurKed. 

Ideun 

iiiileutee 

worked 

1 Total retwipts. 

Per 

mile 

worked 

w!tk. 

Mean 

inileufce 

worked. 

1 

Total receipts. | 

1 

Per 

mile 

worketi 

per 

week. 


Ke 

1 

Km 


Ks. 

Kk. 


R». 

Hs. 


Ka. 

K«. 

B>. 


1 

1 *.*64 

S3 

S7J 

1,670 

61 

27J 

99.641^ 

7S 

S7i 

•9S.D33 

69 


i 


* Audited u|i tu week eudiuK klst January IHUl. 


BENGAL AND NOBTH-WESTERN RAILWAY. 


(IWCI.UDBS Tibhoot Statk Railway.) 


Approximate Heturn of traffic for the week ending Xith March 1891, o« 705 miles open. 


OOACHIBS Tba»»ic. 


Number of 
pa»euKerii. 


T >*»l tmlllo for the weak on 70S 
mile* open ... ... . 

Or pel mile of raUwAy ... • 

For prerioue m weoke of holt- 

.. 

TotJil for 10| woeke 
OonrAUiBoii. 

Andited figurn. 

Total Cor oorruapouOmK wook of 
previotti yaar on fl4li milaii 

Par mile of oorreepondinfc week 
of prerioua y«*r... ... ... 

Total to correapondmK date or 
preTioui year . 


70,7ro 

100-38 


804.760 




80,700 

1B400 

890,861 


Ctmchtiift 

reveipte. 


Rs. 

80.170 

41*87 

S.B4.0!(0 


4»14,150 


44.226 

6814 

4,05,186 


1 MapCBAPiusic AWT> .dmanat 
TaAiric. 


Weight 
carried. 


Mpfl. 

8,88.770 

651*46 

40.47,170 


44.86.040 


8,71,742 
tmr 678-79 
40.26.9SB 


Reoeipta. 


Rr. 

48.770 

«l*18 

5.«8,010 


6,76,760 


Other eaminKs, 
(earimated 1 
iucludinff 
steaiii-boat. 


61,550 

78*43 

6,73,626 


Rk. 

7,800 

11*19 

77,700 


88,690* 


*7.866 

11*33 

77,500 


Total 

earuiitffa. 


Ra. 

85,a3U 

m*74 

0,90,690 


10,76,680 


1,03.181 
168-80 
10,66, iai 


TRAFVIC i'RAlSwMlXiSC 


(Joeohlns. | 


11,441 

m.oot 


1SA44S 


B,601 


tOS.SBl 


14,S4( 


164,as 

ie,>8S3 


18.0M 


* dteam-buut eaminR. for the week 
Ditto ditto to date 


Ba 6.490 
„ K.IIM 


^ (a) Train mileami flguna tor tbe we^k 
Ben^ A N.-W. deotiou. llrliOOk Bwtioa. 


Non -Aiodhya bridko oamlnn for the week oaab 
noxa. to dale 


Bk. ais 
.. 14.«« 


Coaobing ... 6,097 

Goode ... 6.0117 

Total ... 16.764 


6JM4 

7j»a 

Hkoa 
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FINANCIAL YEAR. 


qf ^roM reeeipti of the Bengal and North^Waiern Railwag» 



--- 

—-- — 

.. 

--— 



—- - ' ' 

— 

~ ■ - 

- ■ - 


ISOBIPTS SOK wssa 

Itiu kssou .6V 

BKPlllO 

1. 

USOBIPTS BOB WKBB RKDIVa 
Utu Msbcu 1HU». 

Total bbcbipts pkoh 1st 
APBIL IH8U TO UTU 
JiABCH IbSl. 

Total bbcbiptf bbom isf 
April iRRIt to 

ISrii llABi-n live. 

Total 

Ittibti 

ienffo 

>rkM-j 

1 JUt'onip.B. 

1 

Per I 

1 mile 1 

■wui'kMi.j 

^ Mmhu j 
mileafftij 
vorceU-i 
1 

1 fieoeiptr. ^ 

1 Por 

I tulle 
[ worked 

1 Mmn 
liiiiiHMKe 
.vorktHi. 

1 / 

I itiiie : 
1 r 0 t»i receipif . i workeu 

1 

1 1 wi <*k . 1 

Mean 

liiilUwKe 

ivorKeti. 

|'rutiLi reeeiptR.j 

1 Per 
mile 1 
wut'ketij 
1 per 

WiMjk. 1 

lUi*r(*aNt‘ in 

IkltlM'l. 



E-. 

itB 


1 Kr. * 

lU. 

1 Rs. 

Hr. 


H*. 

j Its- i 

'*'■ 1 

705 

85,838 

131*74 

619 

1.0.3,1.11 1 

ISS'OO 

m (i) 43,47.327 

127-86 

6i9 

42,27,Sr-O 

i;w)-6'i j 

1,2:1,068 j 


ToiaI 

il'ionMiH*'I n 
1a9U-UI. 




ftching 

•cmIm 

iiur oAruinf^A 


KitminiCN of B. 

HUd SiTt.ion. 

FamiugR of 

Tirlmol Serf ion. 

ondime L4*5-91. 

Weok cndiiiK lO'O-dO. 

Week endiiiK 14 p5«u1. 

WuL-k rn<Uuff 

1(0. 

iOt. 

K.'o. 

lU. 

la.soo 

37,Hlfi 

15.830 

U, P'7 

20.010 


28.3 U) 

SM.l.'.i 

Mio 


8,45U 

4,(120 

- . . w 


a.-— 


SH.Sl'O 

51,053 • 

47,010 

4';,570 


15-5 «'>. 


ib) 1iU‘lniiiHi4tttlit<‘d llgun'** up to .lut 
Ourvu.bL-r iMju. 


DAHJEKLING-IIIMALAYAN RAILWAY COAirANY, LIMITED. * Ug. 


Approiimate earnings for week ending 1.1th March 
Currespondiiig period of 1890 ... 

1891 


... 

10,00'i 

1(1,167 

lucrcuRO ... 

0 

... 


... 

448 

Rceeipta per mile for week ending llth Marcli 
Corresponding period of IS9iJ ,., 

1891 

... 

• a. 

ee. 

Rs. A. p. 
2(.7 11 5 
199 2 9 

Iiicri-aso ... ... ... 

see 

... 

... 

8 118 

Receipts from 1st .laniinry to 14th March 1891 
Corrcspuudiiig period of 1890 ... 

... 

... 

... 

79,2.-.!) 

9l,l(i9 

Decrease ... ... ... 

*ee 

•a. 

• e. 

1L860 


i*ruited and published by Eowia Mosbis Lrwis, at the Printing Office of the Bengal Secretariat, Writers' Buildings, 

in the City of Calcutta, 1st pril 1S91. 












APPENDIX TO 


The Calcutta Gazette. 

WEDNESDAY, APRIL 1, 1891. 


GOVERNMENT OP BENGAL,—MARINE DEPARTMENT, 


KOTIFICATIOJS’ JNo. 80 Marine. 

The 80lh March 1891.-—The following draft of rulea, which it is proposed to issue under • 
section 29 of Act VI of 1884 (as amended by Act XIII of 1891), for the grant of certificates 
*of service to serangs and second class engine-drivers of inland steam-vessels, is published for 
general information. These rules will be taken into consideration on the expiry of a month 
from the date of their first publication in the Calcutta Gazette, and the Lieutenaut-Uovernor 
will receive and give due attention to any objections or suggestions which may be made by 
any person within that period. 

J. M. McNeILE, CoL, R.K., 

Secretary to the Government of Bengal. 


1. A certificate of service will be granted to any person who has served as a serang or 
as an engine-driver of an inland steam-vessel bnfore the first day of April 1890, and who, in 
the opinion of the Local Government, is qualified for the duties which such certificate will 
eutitle him to perform. 

2. Applications for certificates of service must be made upon the appropriate form 

[Certificate of Service 1^, and must be submitted to the Port Officer of Calcutta, together 
with the applicants’ testimonials and any other evidence which they may have to offer in 
respect of their qualifications. * 

8. A fee according to the following scale shall be paid for each certificate of service 

Kb. 

Serang ... ... ••• ••• 5 

Second class engine-driver ... ... ... .•■ 5 

4 . Certificates of service shall be made and issued in the forms hereunto annexed. 

5. Every certificate of service shall be made in duplicate, and one copy shall be 

delivered to the person entitled to the certificate, and the other shall be kept and recorded by 
the Port Officer of Calcutta. ^ 
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Form A. 



tltc ^aitourablc the gicutcnant-iiaUcritar of 


Sobtrnmtnt of 
Scnaal. 


Ctrtiftrate of ^tr&ia 




SERANG OF AN INLAND STEAM-VESSEL UNDER ACT VI OF 1884. 


^^0 




Aas been prareil lo the aatisfaetini of the Loral Government that you have served as Serai 


Inland Steam-vessel before the first day of Aprsl 1800, and that you are qualified to fulfil the duties of Serang of an 
Steam-vessel, Ido hereby grant you this CERTIFICATE OF SERVICE as such Strang. 


Q'.cen under my Hand and Seal. 


By order of the Oovernment of Bengal, 


, Under-Seeg. lo the Govt, of 

This -- day of - --18- 


Endorsement on Form A. 

fto. of gftrtifiraff 

Bearer - son of —-- by caste - 

Bate* and Place of Birth showing Village, Thana, and Bistrict —- - 

Residence showing Village, Thana, and BUtrirt ——- 

Seight -——- -- - --— - 

Personal description, stating particularly any permanent marks or soars - 

Signature .— . ...— 

Any Seraug who fails to deliver up a Certificate which has been cancelled or suspended is liable to a penalty not s 
Rs. BOO. 

JV. B.—Any person other than the owner thereof becoming possessed of this Certificate is required to transmit it for\ 
the Government of Bengal. 

Issued at Calcutta on the - day of —- 18-. 

Registered, 

Port Officer sf Calc 


■ * ii aut kaown oxactl; miut be stated on the best iufonnatioa or eTidenoe available. 
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Form B. 



tJu the gmttennnt-^ohcrnor of Jpciigal 


Sobtmmcnt at 
^.tguL 


Calificaie fff ^trfiicc 


AS 


SECOND CL\SS ENGINE-DRIVER OF AN INLAND STEAM-VESSEL UNDER 

ACT VI OF 1884. 




it 6e<!« froveA to the tath/acUon of the Loeal Oovernment that you haue terved as Enyiue-driver 

an Inland Steam-vessel hefore the first day of April J890, and that you are qualified to fulfil the duties of Sreond Class Engine- 
•iver of an Inland Steam-vessel, I do hereby grant you this CEETIEICATE OF SEE VICE as such So«ond Class Engine-driecr. 


Oiven under my Hand and Seal. 


By order of the Government of Bengal, 


'his 


- day of. 


18 


Undtr-See.y. to the Govt, of Bengal. 


Endorsement on Form B. 


p. uf feriiftcatt mMAksiM 

leaver - son of - - — hy easts - - - 

lute* and Place qf Birth showing Village, Thana and District— -— 

tesidenee showing Village, Thana and District --- 

leight --------- 

'ersonal description, stating particularly any permanent marks or scars - 

ignature - 

tsued at Calcutta on the - day o f . . .18- 

Any Engine-driver who fails to deliver up a Certificate which has been cancelled or suspended is liable^o a penally not 
teeeding Be. COO. 

N. B,—Any person other than the owner thereof becoming possessed of this Certificate is required to transmit it forthwith to ths 
hteemment of Bengal. ^ , 


Registered, 


■ Port Officer of Calcutta. 


It not knowo oucti; miut ba alated on tbo buat iulormalion or aridoaca nTnUabl*. 
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s 

NOTIFICATION No. 81 Mmim. • 

The 30th March 1891.—The following draft of rnlea, which it ia proposed to istM under 
uotion 29 of Act VI of 1884 (as amended by Act XIII of 1891), for the grant of oertifloatea 
of competency to serangs of inland steam'Vessela, is publiBhed for general information. 
These rules will be taken into consideration on the expiry of a month from the date of 
their first publication in the Calcutta Gazette, and the Lieutemant>Gorernor will receive 
and give due attention to any objectiona or suggestions which may be made by any person 
within that period. 

J. M. McNbili, Col., B.B., 
Secretary to the Governm^t of Benyal. 


Qualificatione for Certificates of Competency as Serangs. 

1. Candidates must make their applicatious upon the appropriate form fExu. £i) which 

must be filled up at the Port Office. ^ 

2. Examination in colours. —All candidates for certificates of competency must first he 
examined iu colours. 

3- A candidate for a certificate as serang of an inland steam-vessel must not be lesa 
ft an twenty-one years of ago, and must produce satisfactory certificates of sobriety and 
intelligence, and that he has served one year on a steam-vessel, and shall be examined 
vtvd vooe as to his knowledge in the following subjects 

The rules of the road. 

Ihe management of small inland steam-vessels. 

4. ^ The fees are as follows :_ 


Serang 

Benewal of a certificate 


fis. 

5 

3 


h.re '.to •“•"S' 'l-ll b" ».d. .od i..„cd io the fo™. 

Wfli; f*'and one copy shall be 





AFfBNDlSE TO TJ^ ft ^LPTOTTi. ly 



ioiinnment of 
$«ngol. 


€frtifiratf of dmnptieiKg 


SERANG Of AN INLAND STEAM-VESSEL UNDER ACT VI OF 1884. 


%0. 


fisihercas it been reported to ae IAo„tenant.Oovc.rnor 6een found, after eramin. 

ition, duly qualified to r,.lfiHke duties of Sevang qf an Inland Slcam-vessel, under Act VI of mi. I do hereby grant you thi, 
CERTIFICATE OF COMPETENCY as suck Sevang. 


OiBCH unde: ly Hand and Seal. 


By order of the Qocernmenl )f Bengal, 


day of . 


Z/ndcr’Secy, to the Govt, of Bengal, 


Po. of fetificatf/4. 


hy easte- 


^ate* and Place of Birth lowing Village, Uana and 

'.endence. showing Village, Thana and District ___ 

leight ■ ------- 

ersonal description, stating particularly any permanent marks or sears _ 

'b. of Register Ticket --- 

ignature ——_____ 

Issued at Calcutta on the— _. « 


day qf- 


Eegistered, 


* " '‘“ow eweliy «nn»l 1« .lited on ih* b..t mtormtion 


or eridtnoonTBiijiblB. 


Port Officer qf Calcutta, 
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NOTIFICATION No. 82 Marino. 

The 30lh March 1891.—The following draft of rules, which it is proposed to issue under 
section 29 of VI of 1884 (as amended by Act XIII of 1891), for the grant of certiUcates 
of competency to second class engine-drivers of inland steam-vessels, is published for general 
information. These rules will be taken into consideration on- the expiry of a month 
from the date of their first publication in the Calcutta Gazette, and the Lieutenant-Governor 
will receive and give due attention to any objections or suggestions which may be made 
by any person within that period. 

S.M. ItfcNaiLE, Col.^, R.B., 
Secretary to tie Government of Bengal, 

Qualifications for Certificates of Competency as Second Class Engine-drivers. 

1. Candidates for examination must make their application upon the appropriate- 
Form (Exn. Zb), which must be filled up at the Port Office. 

2. A candidate for a certificate of competency as second class engine-driver must have 
attained the age cl twenty-one years. 

3. lie must have served an apprenticeship of at least four years if in India, or three 
years in the United Kingdom, and have served fur one year in the engine-room of a steamer. 

Or he must have been one year principal tindal in the engine-room of a steamer under a 
certificated engineer or first* class engine-driver, or have been for one year in charge of the 
engine of a factory or mill under a European manager or engineer. 

4. Ilamust pass a viva voce examination before the Board of Examiners as to the work¬ 
ing of an engine and the use of its diflereut parts. 

5. Ho must be able, if required, to show his practical qualifications by one week's trial 
in a steamer after fulfilling the other tests to which he will be subjected. 

G. The fees are as follows :— 

Rs. 

Second class engine-driver ... ... ... ... 5 

Renewal of a certificate ... ... ••• ... 3 

7. Certificates of competency of second class engine-drivers shall be made out and 
issued in the forms hereunto annexed. 

8. Every certificate of competency shall be made in duplicate, and ono copy shall be 
delivered to the person entitled to the certificate, and the other shall be kept and recorded 
by the Port Officer of Calcutta. 
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tSobcrnmcnt ot 
Bengal. 


Calificate of €iorajpctfii(g 

AS 


SECOND CLASS ENGINE-DRIVER OF AN INLAND STEAM-VESSEL UNDER 

ACT VI OF IM84. 



SSIITCTCAS it haa been reported to the LieiUenfiat-Oorernor of lUmpd ihot j/oa b.ioe been found, of/er e.raminn- 
n, duly qualified to fnlfil the dnlica of Seeond (Jhtaa Knfine driver of an fnhtnd Steam ueasrl. I do herihii, in pnrauam e of 
t YIof grant you thia CJ'l/t'I'fFIdATJS OF (KiXU'lUTFNCY aa sneh Seeond Ctaas Fnginr driver. 


Given under my Jlund and Seal. 


lly uiuir of ll,i: Goreniment of iSenyat, 


IS 


- day of-. . 


jtO'. of 





Uuder-Sevy. to the Govt, of Beiiyal. 
__ 18 ---. 


irer _ son of _ by raaie _ 

U* and Place of Birth showing Village, Thana and District ___ 

ddenee showing Village, Thana and District _ 

ght _!- 

‘sonal description, stating particularly any permanent marJes or tears 

of Segistcr Ticket __ 

nature ___ 


Any Second Class Engine-driver who fails to deliver up a Certificate which hat been cancctlod or suspended is liable to a 
illy not exceeding Bs, SOU. 

N, B.—Any ^rton other than the owner thereof becoming possessed of this Certificate is required to transmit it forthwith lu 
Government of Bengal. 

ed at Calcutta on the _ day of^ _ 18 _ 


Eegistered. 


Pprt Offieefof Calcutta. 


* II xiofc known oxactlj, must bo iitated on the best infonnation or ovi&onoo availablb. 
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The Slst March 
infurmatiun. 


[First Publication.] 

NOTIFJCATJON No. 83Mno. 

1891.-—The following Notice to Mariners is published for general 

J. M. McNEIIiK, Col., B. 1 ?., 
Secretary to the Government of Bengal, 


GOVERNMENT OF BENGAL, MARINE DEPj^RTMENT. 
NOTICE TO MARINERS—(No. 59). 

BAY OF BENGAL. 


MAI.ARAn C.OAPT. 


Calicut anchorage buoy replaced. 

The Presidency Port Officer, Madras, llirongli the Director of the Indian Marine has 
given notice, that Calicut anchorage buoy has been replaced in position. ’ 


By direction of the Government of Bengal, 


Port Office, Calcutta, the 2G/A March 1891. 


A. J. B. Milnek, 

OJfg. Port Officer of Calcutta. 


NOTTFIC’ATIO.N No. slMne. 

77«; 81.'?/ March 1891.—The following Notice to Alarincrs is published for general 
inforination. 

J. M. McNeILB, Col., R.E., 

Secretary to the Government of Bengal. 

GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 60). 

BAY OF BENGAL. 


CniTTAGONO COAST. 

Noalihali crossing buoy removed. 

The Port Officer, Chittagong, has given notice, that the Noakhali crossing buov Chitf* 
gong riv. r, has been removed, as it is no longer required. Ships should steer with Track 
Marks No. Ill ou. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offitj. Port 0nicer of Calcutta 

Pour Office, Calcutta, the 26/A A/«rcA 1891. v aj t^aicuita. 


rSocond Publication.] 

NOTIFICATION No. fi7Mno. 

The 2\st March 1891.—The following Notice to Mariners is published for general 
information. 

J. M. McNeile, Col., R.R., 
Secretary to the Government of Bengal'. 

GOVERNMENT OE BENGAL—MARINE DEPARTMENT. 

NOTICE TO MARINERS—QNo. 60). 

AUSTRALIA—SOUTH. 

Port Adelaide river. 

Beacons between Torrens island and Light’s passage, 

Thb Secretary, Marine Board, Port Adelaide, has given notice (No. 1 of 1891) that six 
(6) black cross-head beacons have been placed off the north bank between Torrens island 
and Light’s passage. . .' . 

These beacons mark the limit of silt deposit. 

Masters and pilots of vessels are cautioned not to go within the line of beacons. 

By direction of the Oorerument of Bengal, 

A. J. B. Milner, 

Offig. Port Officer of Calcutta, 


PoAT Officb, Calcutta, the 16/A March 1891. 
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the 2\it March 1891. 
information. 


KOTIFICATION No. 68Mna. 

F—The folioirihg Nofiee to Mariners ia puhliahed for general 

J. M. MoNbixb, Col., B.n., 
Secretary to the Government qf Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINEBS—(No. 61). 
AUSTRALIA. 


Fancy oroop. 

Derelict fioalvng in track of veatela near Percy group. 

Tan Portmaeter, Brisbane, has given notice (No. 2 of 1891) that a derelict is reported 
• to be floating in the track of vessels, and when last seen was bearing about west half (i) 
north from Point Onslow, South Percy island. 


By direction of the Government of Bengal, 


Poet Ofpice, Oalcotta, the 16th March 1891. 


A. J. B. Milner, 

Offg. Port Officer of Oalfiutta. 


NOTIFICATION No. 60Mne. 


The Uat March 1891.—The 
information. 


following Notice to Mariners is published for *gpneral 

J. M. McNrilr, Col., B.B., 

' Secretary to the Government of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS-(No. 62). 
AUSTRALIA-SOUTH COAST. 


Bass bteait. 

Cam Otway. —Intended re-exhibition of permanent light; and diacontinuanee of proviaional 

light. 

• With reference to Notice to MRiincrs No. 168, dated 3rd November 1890, issued 
by this Office, the British Admiralty has given farther notice (No. 88 of l89l) that on 1st 
April 1891 (and not about the month of August 1891 as previously stated) the permanfbit 
light will be re-exhiuited ; and the provisional light discontinued 

Cape Otway permanent light will bo a group flashing while light showing three fiathee 
every minute, visil.le from the bearing of li. by S., through north, to W. i S., and should be 
seen in clear weather from a distance of about 24 miles. 

The illuminating apparatus will be dioptric, or by lenses of the first order. 

The stone light-house remains unaltered. The red danger light will be exhibited as 
heretofore. 

{Variation 8® Eaeterly in 1891.) 

* By direction of the Government of Bengal, 

A. J. B. Milner, 

Offif. Port Officer of Calcutta. 

Poet Orricn, Calcutta, the 16fA March 1891. 


NOTIFICATION No. 70Mno. 

The 2I«f March 1891.—The following Notice to Mariners is published for general 
information. 

J. M. McNeILB, Col., E.B., 
Secretary to the Qovenxment of Bengal. 

GOVERNMENT OF BENGAL-MARINE DEPARTMENT. 

NOTICE TO MARINEBS—(No. 63). 

AUSTRALIA. 

Aeayura sea. 

’ Victoria shoal unaueceeafully searched for. 

The following Notice to Mariners (No. 84 of 1891), issued by the British Admiralty, is 
republished 

Victoria shoal, charted as lying in approximately lat. 9® 13' S., long. 181® 26' E., was 
searched for daring two days under favourable conditions of weatheV; a ^adrilaterai area, 
extending about 10 miles in an east and west direction, with a breadth of ^ont 6 miles, over 
and around the reported position of the shoal, was sounded, the depths obtained being 120 to 
170 fathoms; and no indication of shoal water was observed. 
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Conaeqaent on this examination, and an examination made by H. M. Surveying Vessel 
Rambler in ISM?, the rock has been removed from the Adipiralty Charts, and Site of 
Victoria shoal •unsuccessfully searched for has been placed near the position. 

« 

SsaWATTI ISI,sNDS. 

Particulars of Brisbane island, 

Brisbane island (apparently lying near the south-east edge of an extensive ares of shoal 
ground and scattered islets), with clumps of trees about Ilf' feet high, extends about 
1| miles in a north-west and south-east direction, with a bre&dth of about 4 cables ; a coral 
reef, drying at low water, with a narrow opening for small vessels about 3 miles northward 
of the island, fringes it seaward to a distance of about 5 cables ; a small islet, with bushes 10 
to 15 feet high, lies about 6 cables south-west of tiie island. 

The south extreme of Brisbane island, which may be recognized by a conspicuous bush, 
wasn^determined by reliable observations on board the Egeria, to be situated in lat. 8** 21' S., 
long. 128“ 30' E. 

Eastern arcbifbi.ago. 

Position of Emma rocks or bank. 

Emma rocks, charted as lying in lat. 7“ 51' S., long. 117“ 19' E., were sighted at the 
distance of about 5 miles,,and appeared as a sandbank. The approximate position, deduced 
from astronomical observations on board the Egeria, is lat. 7° 51' S., lung. 117“ 16' E., or 
about 4 miles south-west of th8.t previously charted. 

Consequent on the foregoing, the E. D. near Emma rocks has been removed from the 
Admiralty Charts. 

Non~existence of discoloured water. 

The “discoloured water" reported by II.M.S. in 1867, in lat. 6“ 21'S., 

long. 112“ 19' E., was passed without being seen : and as it is not shown on the Netherlands 
Government charts, nor known of by the Naval Authorities at Surabaya, it baa been 
expunged from the Admiralty charts. 

. Gakimata strait approach. 

Hector bank, Stephan reef, and Emerald shoal unsuccessfully searched for. 

Hector bank (lat. 3° 46' S., long. 110“ 7' E.), Stephan reef (lat. 3“ 6' S., long. 109“ 
16' E.), and Emerald shoal (lat. 1“ 0' S., long. 107“ 3' E.) were searched for unsuccessfully, 
but, considering the circumstances of the original reports, and the small size of many known 
dangers in these waters, they are all retained on Admiralty charts. 

By direction of the Government of Bengal, 

A. J. B. MiLNsa, 

Offg. Port Officer of Calcutta. 

Port Omex, Calcutta, the 16fA March 1891. 


NOTIFICATION No. 7SMno. 

The 24/A March 1891.—The following Notice to Mariners is published for general 
information. 


J. M. McNbilb, Col., B.a., 
Secretary to the Oavernment of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 


NOTICE TO MARINERS-(No. 64). 
AUSTRALIA. 


Moreton bay. 

Etw ru.'vey—Entrance to North or Howe Channel. 

Tbb Portmaster, Brisbane, has'^given notice (No. 3 of 1891) that the south-east extreme 
of the North banks has grown to the eastward about one-tbird ol a mile, and a small aaud 
patch, with only 18 feet on it at low-water ordinary spring tides, and extending 2 cables 
S.E. by E. and N.W. by W., has been discovered about a cable to the westward of the line 
of leading lights. Cape Moretou light-house bears from this patch S.E. by E. | E. 
easterly. 

Vessels (ising the North Channel must therefore be careful not to get to the west¬ 
ward of the liue of leading lights when nearing this danger. 

By direction of the Government of Bengal, 

A. J. B Milnbr, 

Offg, Port Officer qf Calcutta, 

Port Offics, Cauiutta, the 23r<f March 1891. 
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NOTIFICATION No. 74Miie. 

TAe 9Uh March I891.-»The following Notice to Mariner* is published for general 
information. • 

J. M. McNrilr, Col., a.*., 

* Seeretarjf to tie Government oj Bengal. 
GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTIOB TO MARINERS—(No. 66). 

• CHINA. 

" ’ PoBMOSA—W EST COAST. 


Discontinuance of Fort Zclandia light, and exhibition of Amping light, 

Thb British Admiralty ha* given notice (No. 91 of 1891) that on 8rd NoTtmbcr 1890, 
Fort Zelandia light was discontinued; and that on the same date a new light, to be known 
m Amping light, was exhibited from an iron frame mast, painted white, erected about 840 
yards in a N.W. by W. direction from the large tree in Fort Zelandia 

Amping light is n fixed white light, visible from the hearing of S. 88° W., through east, 
to N. 51° W., elevated 32 feet above the sea, and should be seen in clear weather from a 
diitance of lU miles. 

The illuminating apparatus is dioptric, or by lenses of the sixth order. 

Approximate position on Admiralty Charts: lat. 23° 0' 25" N., long. 120° 9' 50" E. 

Note.— During the north-east monsoon vessels may anchor in GJ to 6 fathoms, with 
Amping light bearing between N.E. j; E. and N.£. by £. ^ E. During the south-west 
monsoon the best aoedtorage will be found in 6 to 7 fathoms,'with the light bearitig>about 
N.E. i N. 

(Varidtion nil in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Ofig. Port Officer of Calcutta. 

Port Orrics, Calcutta, the 23rd March 1891. 


NOTIFICATION No. 75Mne. 


The nth March 1891.—The following Notice to Mariners is published for general 
information. 


J. M. McNeII.E, Col., R.R., 
Secretary to the Government of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTIOB TO MARINERS-(No. 66). 

NORTH PACIFIC OCEAN. 

Samowicu Island 


Non-existence of sAoat reported to extend off Laeloa or Barber Point. 

'With reference to Notice to Mariners, No. 565 of 1890, that a shoal hud been reported 
to extend a considerable distance southward of Laeloa or Barber point, the south-west 
extreme off Oahu, the British Admiralty has given further notice (No. 92 of 1891) that the 
following information has been received from Commander C. T. Turner, H.M.S. ^ymphe, 
the result of recent examinations made of the locality : — 

Ou 29th November 1890, from a position about 4 miles southward of Laeloa or 
Barber p dnt, the Nymphe steered towards the light-house on that point, with look-outs 
on deck aud aloft; the day was bright with a moderate southerly swell, ^pd any danger 
would have been seen to break ; the lead gave no bottom at 80 and 70 fathoms until the 
light-house bore N. | W., distant about 2 miles, when a depth of 85 fathoms (sand and 
coral) was obtained; with the light-house on nearly the same bearing and distant about 
14 miles the water shoaled quickly to about 14 fathoms; and to 5 and 3 fathoms at the 
distances of one mile and 7 cables respectively; other soundings extending about 
miles both northward aud eastward of the point gave similar depths at a somewhat less 
distance from the land. 

Ou 2ud December further examination was made in the Nymphe and her steam cutter, 
when although there was no wind aud only a alight swell, the surf broke in about 8 fathoms 
from the sudden shoaling, the sea probably breaks in much deeper water with southerly 
galea. The edge of the shoal ground, about 1| miles southward of Barber point, and in 
about the depth^of 2d fathoms, is well marked by change in the colour of the water; the 
point itself is very low. 

Consequent on this examination, the Cautionary note:— “ A shoal is reported *to 
extend off Barber point," has been removed from the Admiralty Chart. 

{Variation 9° Easterly in 1891.) 

• • 

By direction of the Government of Bengal^ 

A. J. B. Milnek, 

Offg, Port Officer of CalcutUs, 

Port Omoa, Calcutta, the 23rd March 1891. 
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If (mFJcuTiim mo. 

The 244i Mareh 1B91.—The following Notiw to Meiiaora w pnUuAiedl for geneni 
informative. 

J. M. McN'iII.B, Ool., M.M., 
Secretary te U» Government Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTICE TO MABINBBS—(No. 67). 


CHINA. 

Kudat harbour 
Thk followiug Notice tt 

10 republished;— _ . -bi o ts xt a 

Informntion has been received from Lieutenant and Commander E. Rasoo, 

Plover, dated 13th January lHUI,thata light-house is in course of construction on Sandi* 
lands rock, Kudat harbour entrance, and from which a light will shortly be exhibited 

Sandilaxds rock light will be a fixed light, showing sectors of white and red light, 
elevated 7 feet above high water, and should be visible in clear Weather from a distance of 
about 6 miles. 

The light-house, erected on piles, will be about 10 feet high. 

Approximate positiSn : lat. 6® 52' 20*’ N., long. 116° 52' h* E. 

Also, that on the exhibition of Sandilands rock light the fixed white light on the fort at 
Kudat, will be discontinued, and the fixed red V\^t on the jetty will be so screened, that 
on ifli becoming obscured when entering the harbour, the course may be altered towards the 
jetty on the bearing the light was lost sight of. , 

By direction of the Government of Bengal, 


Bonseo —north coast. . 

entrance— Iniendedfxed Ufhf on Sandtfands rt^t. 

> hfariners, issued by the British Admiralty (No. 100 Qt 1891), 


PoBT Orrica, CALCurrA, the 23rd March 1891. 


A. J. B. Milner, 

Offg. Port Officer of Calcutta. 


[Third Publication.] 
notification No. 62Mne. 


The 16/h March 1891.—-The following Notice to Mariners is published for general 
information. 


J. M. McNxilb, Col., R.B., 
Secretary to the Government of Bengal. 

GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTIOE TO MARINBES—(No. 47). 

JAPAN. 

YeEO island-WRST COAST. 

Harbour tight at Maski. 

Tnu British Admiralty has given notice (No. 68 of 1891) that on S5th December 
1890 a harbour light would be exhibited from a light-house erected at the town of Maski 
(Mashibe) :— 

Maski harbonr light is a fixed white light, visible through an arc of 207®, or from the 
bciaring of N. 86° E., through south, to N. 67° W. It is elevated 134 feet above the sea, and 
sh ottld be seen in clear weather from a distance of six miles. 

The light-house, 16 feet high, is a square wooden tower, painted white. 

. Approximate position, lat. 43® 50' N., long. 141® 30' E. 

( Variation 6® Westerly in 1891.) 

By direction of the Government of Bengal, 

A. J. B, Milne*, 

- Offg. Port Officer (fCaieiata. 

Pow.T OmcB, Calcutta, the lOlA March 1891. 


*lTOTmCATION No. eSMue. 

I7’ie 16fA March 1891,—-The following Notice to Mariners is publishdd for general 
inform! vtion. 


J. M. McNbilb, Col., K.B., 
Secretary to the Government <f Bengal. 

GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

MOTIOE TO MARINERS—(No. 48). 

AUSTRALIA—NORTH COAST. 

Torres strait—Mount Adolphus island. 

Ltes depths found on Quetta and Mid rocks. 

Wi'i;h. reference to Notice to Mariners No. 189, dated the 22nd September 1890, inned 
by this ocffice, the British Admiralty has given farther notice (No. 71 of 1891) that in con¬ 
sequence of a minute searcb.in the coarse of a morvey of the vicinity it hae been found that 
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Quetta rock has a depth of ft feet over it at low water apriug tidea, instead of fathoms as 
hitherto charted. 

Position, lat. 10* 40' 6* ,S , long. 142“ 88' 5“ E. 

Also that Mid rock has a depth of 7 feat over it at low water spring tides, instead of 
2 | fathoms, as hitherto stated. • 

Position, lat. 10“ 40' 29 “ 8., long, 142“ 36' 6“ B. 

By direction of the Governinent of Bengal, 

> A. J. B. MiLNsn, 

. Officer of Vatcutta. 

Poet Orrtcs, Calootta, the’lOth March 1891. 


NOTIFICATION No. 64.Mne. 


, The 16/A March 1891.—The following 
information. 


Notice to Mariners is published for general 

J. M. McNniLc, Co/., a.s., 
Secretary to the Government of Bengal. 


GOVERNMENT OP BBNQALi, MARINE DEPARTMENT. 
NOTICE TO MARINERS—(No. 49). 

SOUTH INDIAN OCEAN. 


Cocas or Keeling islands. 

Port RErooE—Cora/ patch on south side of entrance. 

The following Notice to Mariners, issued by the British Admiralty (No. 76 of 1891), is 
republished:— 

Information has been received from the Naval Commander in Chief on the China 
station that H. M. S. hedpole, drawing 13 feet, touched on and passed over some branch 
coral on the south side of entrance to port Refuge, lying with the west extreme of 
Direction island bearing N.E. i N., and the centre of Workliouse island E. by N., distant 

miles. 

Approximate position, lat. 12" 6' S., long. 96° 52' 25*'E. 

As it is probable that the coral on which the Redpole touched is connected with the 
reef southward of it, the danger line on the Chart and Plan has been extended outwards 
encircling the position. 

Note. —The channels between the reefs in port Refuge arc overgrown with a dark 
weed, which gives the bottom the appearance of coral, even when it is sand. The wreck of 
an iron vessel (very conspicuous) lies on the reef on the western side of the entrance with 
the centre of Workhouse island bearing £. ^ S., distant miles. It is stated also, on 
local authority, that coral heads with only a few feet water ou them exist on the reefs both 
northward and southward of the port. 

{Variation 1“ Westerly in 1891.) 

By direction of the Oovernment of Bengal, 

A. J. B. Milner, 

Offig. Port Officer oj Caleutta. 

Post OnficB, Oalootta, the 10/A March 1891. . 
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PART I. 

#riets anlr Itotifications i^g |^«atf!rant:*(i»ofiemar of Bengal 
Pifife Court, €ot)4gpient Crtasurg, t!^c. 

ORDERS BY THE LIEUT-GOVERi^OR OF BENGAL. . 

PROGRAMME OF IIIS HONOUR THE LIEUTENANT-GOVERNOR’S 

TOUR. 


ArriTe Nya Oumka (vid Arrive Suri ... 

Rampnr Hkt) ... April 8tb. Halt „ 

Halt Nya Dumka ... „ 9th and Arrive Calcutta 

10 th. 


... April lltb. 
^ 13tbe 

• * 19 13th* 


All .urgent letters and telegrams intended fop the Lieutenant-Governor ahonid’bo 
direoted. to— 

The Private Secretary to the Lieutenant.Governor of Bengal, 

in Camp 

without the addition of the name of any paat-towo. 

JoHH Edoak, 

CM«/ Secy, to tie Govt, of Beiifat. ^ 


No. 2rA. 

• 

OBMBitAL.-~7'Ae 2ndl April 1891.—Lieutenant-Colonel O. p. O. BouMhev an 
Commandimt of the Kaatern Bengal State Railway Volunteer Rifle Corps, is allow^’ leave 
of abaenoe for aix months, with effect from the 11th Marob lH91.. 

f’omniandant of the Eastern Bennl 
a *^1, ’ ®*““****’,, OorM daring the absence, on leave, of Lieutenant-Colonel 

». IT. u. Bougbey, or antil farther mrdera. 
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Babu Mohini Mohan Ohnckerbatty, Depaty Magistrate and Deputy Collector, Chitta¬ 
gong, is appointed to perform the functions of a Collector under section 4 of the Public 
Demands BecCtcry Act YII (D.O.) of 1880 in that district. 

Tht 3rd April 1891.—Mr. C. Cuihbertson, c.s., has been granted by Her Maiesty's 
Secretary of State for India an extension of leave for eix months on medical certificate. 

Tkt Qth April 1891.—Major B. Thoms, OfiBciating Commandant of the Cossipore 
Artillery Volunteers, is allowed leave of absenoe for six months, with effect from the 26th 
instant. 

Major B. F. Byars is appointed to act as Commandant of the Cossipore Artillery 
Volunteers during the absence, on leave, of Major B. Thoms, or until farther orders. 

The 1th April 1891.—Mr. H. B. H. Coxa, Assistant Magistrate and Collector, is 
appointed to act, until further orders, in the first grade of Joint-Magistrates and Deputy 
Collectors, and is posted temporarily to the Sadr station of the district of the 24* 
Pergvnnahs. 

Mr. H. O. W. Herron, c.s., reported bis departure from India on furlough, on medical 
certificate, on the 25th ultimo. 

Mr. C. M. W. Brett, District and Sessions Judge, is appointed to act as Judicial Com¬ 
missioner of Chota Nagpur, during the absence, on special leave, of Mr. F, W. K. Cowley, or 
until further orders. 


PoJ.iCK. —The ^rd April 1891.—Mr. W. D. Abercrombie, OfSciating District Superin¬ 
tendent of Police, Nadiya, is allowed leave for three montbi, under article 291 of the Civil 
Service Regulations, with effeot from the 2ud instant, or such subsequent date as he may be 
relieved. , ^ 

Mr. H. W. Boileau, Assistant Superintendent of Police, Monghyr, is appointed to act 
as District Superintendent of Police, Nadiya, during the absence, on leave, of Mr. W. D 
Abercrombie, or until further orders. 

Mr. E. H. O. Irvine, District Superintendent of Police, has been granted by Her 
Majesty’s Secretary of State for India an extension of six months’ extraordinary leave 
without pay. 

The &th February 1891—Mr. M, S.» Kmerson, Officiating Superintendent of 
the Alipur Jail, is allowed leave on private affairs for six months, under article 870 of the 
Civil Service Regulations, with effect from the Ist May 1891. 


lUaisTitATiON. — The 4/A 


April 1891.—Mnuivi Abdul Wahid, who was, under order 
dated the 23rd April 1890, appointed on probation for six months to be Rural Sub-Kesistrar 
of Raipnra, in the district of Dacca, is confirmed in that appointment. ® 


and 
with 
district. 


The 7lh April 189P—Babu Abhi)«gi Chunder Mnkherji, Offiniatiug Deputy Manistrate 
Deputy Collector, R.ijshahye, is appointed to be Sadr Sub-Registrar of that distr;).? 
effect from the 7ih March 1891, vice Uubu Chaudi Charan Cbatterjeo, who has left the 


Education.— TAe 4/A 1891.--Dr. Prassnna Kumar Ray, Professor, Presidency 

College, reported his departure from India on leave, on medical certificate, on the lOth 
ultimo. 

7Ae 7/A ^prin 891.—Maulvi Mahomed Ibrahim, Assistant Inspector of Mahomedan 
Education, I atna and Bhagiilpur Divisions, is allowed leave for one month, under article 
291 of the Civil Service Regulation-, with effect from the 13th instant. ® 


John Edqab, 

Chief Secy, to the Govt, of Bengal. 


REVENUfi DEPARTMENT,—(FORESTS). 


NOTIFICATION. 

The 2nd April, 1891.—Mr. M. S. Fowler, Deputy Conservator of Forests, who reported 
hiB return from the leave granted him in the notification dated the 16th December inon 
on the forenoon of the 21st March, 1891 is appointed to be Personal Assistant ’ to tho 
Conservator of Forests, Bengal, until further orders. 


O. E. BnesnaND, 

Qfg. Secy, to the Govt, of Bengal . 
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REVENUE DEPABTMENT,-OPIUM. 


The 6 rA April 1891.—Mr. A. M. Alone, Asnistant Sub-Deputy Opium Ajrcnt, Benares 
Agency, is allowed privilege kave for three months, with effect from the Jst April 1891. 

The ^th 1891.—Mr. Charles Addison Levett-Yeats is appointed to act as Assistant 

Sub-Deputy Opium Agent in the Benares Agency, during the absence, on leave, of Mr. Q. W. 
i)ick>Lauder, or until^furthcr orders. 

» * C. E. BirCKLAN'D, 

Offg. Secy, to the Qovt. of Bengal. 


NOTIFICATION. 

The 6fA .tpfil 1891.—The Lieutenant-Governor is hereby pleased to direct that 
the Principal Assistants to Opium Agents will henceforth be designated as “Factory 
Supe. inteudeuts.'’ 

C. E. Buckland. 

Off'g. Secy, to (he O'ovt, of Bengal. 


NOTIFICATION. 

The 6lh April 1891.—Mr, W. H. T. Howey, Assistant Sub-Deputy Opium ’Agent, 
Ghazipore, is appointed to be Head Assistant to the Factory Siipc-riiiteudent, Ghazipore, vice 
Mr. A. W. lioSB, who has tcverted to the regular line of the dejiartoient. 


C. E. Buckland, 

O/Tg. Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 6th April 1891.—In continuation of the notification of 2nd March 1891, published 
in the Calcutta Gazette of tlie 4th idem, the following' further promotions are made in the 
Opium Department, vice Mr. A. F. Mackenzie, deccasrd :— 

Mr. J. P. Augier, Assistant Sub-Deputy Opium Agent, second grade, aub. protempore, is 
confirmed in that grade. 

Mr. 0. A. Levctt-Ycats, Assistant Sub-Deputy Opium Agent, third grade, to be 
Assistant Sub-Deputy Opium Agent, second grade, aub. protempore. 

Mr. E. H. Allum, Assistant Sub-Deputy Opium Agent, third grade, sub. protempore, is' 
coufi med in that grade. 

Mr. P. W. Harris, Assistant Snh-Deputy Opium Agent, probationary grade, to be 
Assistant Sub-Deputy Opium Agent, third grade, aub. protempore. 

Mr. A. Burt;, Assistant Sub-Deputy Opium Agent, probationary grade, aub. protempore, 
js confirmed in that grade 

Mr. Nirmal Ohuudra Sen, Officiating Assistant Sub. Deputy Opium Agent, to be 
Assistant Sub-Deputy Opium Agent, probationary grade, aub. protempore. 

Mr. Angicr's appointment will take effect from the 10th January 1891, and the remain¬ 
ing appointments from the I 8 th March 1891, the date on which Mr. Howey jresumed charge 
of his duties us Head Assistant to the Factory Superintendent. 


C. £. Bdckland, 

Offg. Seeg. to the Govt, of Bengal. 


NOTIFICATION. 

The 7th April 1891.—Mr. A. C. Bryson, Sub-Deputy Opium Agent, Benares Agenh]^. 
is allowed leave for one year under aiticle 369 of the Civil Service Kegulatious, with 
effect from the 1st April 1891, or any lubsequeut date from which be may avail bimself 
of the leave. 

Mr. A. W. Osborne, Assistant Sub-Deputy Opium Agent, Shajehaapore,-is appoiated 
to act as Sub-Deputy Opium Agent of Kai Bareilly, during the absence, on leave, of 
Mr. A. C. Bryson, or until further orders. 

‘ C. E. BuqKLANp, • 

Offg. Secy, to the Govt, of Bengal. 
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KOTIPICATION. 

Tke 8rd Aprils 1891.—Pabn Rotna Prasunna Roy, Khitb Teliaildar of GoTernmenteatatea 
in the diitrfct of Baokergunge, is hereby seated with the ponrers of a Deputy Collector under 
Regulation IX of 1883. 

* C. E. Buckland, 

O^g. Secy, to the Govt, of Bengal. 


NOTIFICATION.—No. 339. 

The hth April 1891.—Babn Mobendra Nath Banerjee, b.a., B.t., GoTernment Pleader, 
Darjeeling, ia appointed to act as Secretary to the District Committee of Public Instruction 
in that district, with effect from the 6 th March 1891, during the absence of the permanent 
Secretary Babu Chundra Kauta Pain. 

C. E. BccKLANn, 

Offg. Secy, to the Govt, of Bengat. 


NOTIFICATION.—No. 118. 

The 7th Aprilf 1891.—The following notification of the GoTernment of India, in the 
Berenue and Agricultural Department, ia republished fur general information. 

< '' C. E. BnCKLAND, 

. O/fg. Secy, to the Oovt. of Bengal. 

No. —E., dated Calcutta, the 24th March, 1891. 

1V—O 

NOTIEIOATION—By the Gcsernment of India, Revenue and Agricultural 
Department. 

“With reference to Rule 113 of the Rules relating to Colonial Emigration made under 
the provisions of Act XXI of 1883, and published with Revenue and Agricultural Depart¬ 
ment’s Notihcatioo No. 94E., dated the I 8 th (March, 1886, notice is hereby given that 
while the existing practice of allowing water in emigrant vessels, to be stored under certain 
conditions in efter-compartments of the vessels, may be continued until the 31st day of 
December, 1893, provided such compartments are so fitted that they can be properly 
examined by the Marine Surveyor and are certified to be water-tight. 

From and after the 1 st day of January, 1894, all vessels carrying emigrants to the 
Colonies must be furnished with separate tanks not exceeding in capaciiy 5,000 gallons each, 
and no compartment which forms part of the hull of the vessel will be recognized as a 
receptacle for the storage of water for the use of emigrants. 


DECLARATION. 

The Srd April 189}. —Whereas it appears to the Lieutenant-Gnvernor of Bengal that 
land is required to be taken by Qovernmeut at the public expense for public purpose, viz., 
for a Karkatoh Salt Factory in the village of Sartha, pergunnah Satmullung, district 
Balasore, it is hereby declared that for the above purpose two pieces pf land measuring, more 
or less, 115'41* acres of standard measurement— 

Plot A—bounded on the 

Jforth-^-’By a line drawn from the Kharapatia river, lOJ furlongs from its junction with 
Panchpara river, to a point 3| furlongs S. W. by W. nearly W. ; 

South —By a line drawn from the Kharapatia river, 1 mile from its junction with the 
Panchpara river to the I’ancbamalia river, to a point about 5 furlongs from 
its junction with the Panchpara river ; 

By the Kharapatia river ; 

fVeet —By Panohamalia river and a slip of waste land 2 furlongs wide running between 
the I'anchama^a river and the west boundary bund; 

Plot B —8 aeree—a grass plot bditnded on the 

Nor/A—By the Pods khal s&l jungle ; 

South —By sftl jungle parallel to north boundary and 645 feet from it ; 

East —By a liue parallel to the west boundary and 920 feet from it ; . 

IVeft— By the Fuda khal afil jungle; 
are required within the aforesaid village of Sartha. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
it mav concern. 

* • • (i) Plot A (107-41 Boros.) 

(li) Plot B (s BcrsB.) 

H. J. S. Corrow, 

Secretary to the Govt, of Bengat. 
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No; ST—1, dated Calcntta, the Ist April 1891. 

From—^0. T. Babhow, Esq., c.s , Aoconntant-General, Bengal, 

To—The Secretary to the Government o£ Bengal, Financial Department. 

[k accordance with the orders of the &overnment of Bengal, dated 26th December 1878, and with reference 
8, Chapter X of the Civil Account Code, I have the honour to forward, for publioaiion in the Gazette a list of 
tments on the register of my office gn the 81st March 1891. ' ‘ 

The following is the form in which the investments are held 


to 

ail 


Losw. 


Govornment 

Stock held by , promissory Holes, 

the Coniptroller- i *5’1,"* , ® 

General. of the Account- 

ant-General, 
Bengal. 


Total. 


cent, of 1866 and other years 
„ of 1879 

„ of 1863-61 

■Western Provinces Provincial Debenture 
ipal debentures 
'rust debentures 

lirig-Himalayan Bailway debentures ... 

>f Bengal shares ... 

Total 


Rs. 

Rs. 

Ks. 

1,09,59,700 

14,200 

1,09,73,91,0 

66.(01) 


6(!.0()0 

7.600 


7,600 

10,000 


10,000 


2,41,0C0 

2,41,000 


1,49,.300 

1,49,300 

2.00,000 


2,00,000 


3,000 

3,000 

1,12,33,200 

4,07,600* 

1,16,40,700 


• Of this amount. Govommont promissory notes, umouiitinK to Bs. 1 ,GI,31K). are held in custody only, and 


ure not ooiiviirUUIt) iiitu titouk oorkillcattiie 


List of Invest ed Funds in the Regi ster of the AcmmianUOemral, Bengal, on the 31.?!l March 1801. 


Haws OF Fond, Fesson, 

OB DsTaTB. 


Amount of 


4 per cent. 

of 18(i.j 
and other 
years. 


4 a per 
cent, of 
1870. 


Its. Us. j 

HoAitn JCand, Fired Jindawment 10,67,1)00 
Mohniti Fund, Variable Endow- ' ' ' 


menl ... ... ... 1,18.100 

lindu College ... 1,34,100 

"dird Sehularship ... ... l),.'jOO 

'durga C/iaran Laha's Trust ... S0,8()') 

JAunilal Seal’s Dispensary ... flO.OiX) 

Jossaln Das Ghosc, Cashier ... 2.000 

)ld deixjsils ... ^ ... 1,000 

lopal Lul Tacoro Endowmctit... 14,000 

lodgson Kndowment ... 4,300 

)wcn, John Elias, Legacy No. 1 4,,'jOO 

)ffen, John Elias, Legacy No. 3 8,6<K) 

)weti, John Elias, Legacy ^o. 3 l,6iHJ 

dedical Colh go Hospital ... 4,luf) 

5. 8. Fagan Eiidowment ... (idO 

Irince Qliulniu Muhammad ... 70,3(K) 


lailors’ Endowment ... 60o 

. B. Hoberts' I'lndowmcnt ... COO 

laharajali Ulwar Endowment... 1,(XX) 

lahurajab Burdwau Endowment 600 

:.bdul Ghani Scholarship .„ 7,500 

loodovo Prize ... ... 700 

loodeve Scholarship „. 3,7(K) 

Idinburgh Scholarship ... 800 

'. C. Cliatorji ScholnrshJp ... 6,0iX) 

Ir. Bholanath Bose Prize ... 1,000 

Izra Hospital ... ... 23,IXX) 

‘orbed’ Memorial ... ’ ... 7,000 

rmhicaCharanChaudbriEudow-1 ' ' 

- ... 1,400 

sutosh Gangnli, Mess Mana¬ 
ger and Librarian ... 1,000 

linondra Dutt, Cashier ... 1,000 

uindia's Donation to Presidency 

... ... 3,600 

owcll Scholarship... 1,600 


Carried over ... 


INVBSTMBKT. 




_ (Name of olTicer to whom tin 



intore.sl 

is sent, and who 

Other 


is reKjjonsiblo for tJio fas«h 

kinds. 

Total, 

account of the fund. 

ILs. 

Rs. 




10,67,000 

Accountant-General, Ben- 

1 


, sal- 



1,48.400 

Ditto 

ditto ... 


1,-'4.1(X) 

Ditto 

ditto 


9,600 

Ditto 

ditto 


fiO.RlK) 

Ditto 

ditto 


60.1100 

Di Ito 

ditto 


3,IKK) 

Ditto 

ditto 


1,000 

Ditto 

ditto 


14,000' 

Principal, 

Medical College 


4,2WJ 

Ditto 

ditto 


4,500 

Ditto 

ditto 


6.600 

Ditto 

ditto 


1.6(X) 

Ditto 

ditto 


4,100 

Ditto 

ditto 


600 

Diito 

ditto. 


76,300 

Ditto 

and Surgeon- 



Superintendent, Generui 



Hospital. 



600 

i'riDcipal, Medical College 


600 

Ditto 

ditto 


1,000 

Ditto 

ditto 


600 

Ditto 

ditto 


7,600 

Ditto 

ditto 


700 

Ditto 

ditto 


3,700 

Ditto 

ditto 


SOO 

Ditto 

ditto ... 


6,000 

Ditto 

ditto 


1,000 

Ditto 

ditto 


23,000 

Ditto 

ditto 


7,000 

Principal, 

Scobpore Engi- 

1 

1 

Dcenug College. 


1,400 

Rogistrar.Calcntta University 


1,000 

Principal, 

Bcchpore Engi- 



neering CoUbko. * 


1,000 

Ditto 

ditto 


Class of Fund. 


Educational. 


Mi.seellnricous. 

Educational. 

Ditto. 

Ditto. 
Medical. 
Security deposit. 
Deposit. 

Medical. 

Ditto. 

Ditto. 

Ditto 

Ditto. 

Ditto, 

Ditto. 

Ditto. 


Ditto. 

Ditto. 

Ditto. 

Educational. 
Ditto. 
Ditto. 
Ditto. 
Ditto. 
Ditto. 
Ditto. 
Medical. 
Educational, 


Ditto. 


Ditto. 


3,500 Principal, Prosidoncy Col- Educational, 
lege, Cale.utla. , 

1,600 Principal, Sanskrit College, Ditto. 
Calcutta. 

10.I3.2CO 
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Amouki op 

Ikvestmxht. 

Name of officer to whom the 



Name op Fund, Febsoe, 

OB Estate. 

i per cent. 

of 1806 
and other 
years. 

4i per 
cent, of 
1879. 

1 

Other ; 
kinds. 

1 

Total, i 

interest is sent, and who 
is responsible for the cash 
account of the fund. 

Claes op Fe 

S4 

BrouK^t forward 

Mnhnsh-wari llasi Scliolarsliip ... 

1 

Rs. 

10,13,200 

16,000 

Rs. { 

Rs. 

1 

Ra. 

16,13,200 

15,000 

Principal, Sanskrit College, 

Educational. 

35{ 

I'raMiiuia Kumar 'I'ligorc Sanskrit 
Scliylnrship 

3,600 



2,600 

Calcuttc. 

Ditto 

ditto 

*t. 

Ditto. 

3i: 

Mnharuni Surnamayi Sanskrit 
Si liolarsliip 

7,8U(. 



7,800 

Ditto 

ditto 


Ditto. 

37 

j Ksiu-tra Mani Dobya Prizo and 
iStiprud* 

1,600 



1,600 

Ditto 

ditto 


Ditto. 

38' 31 alinnijiih DurWimiga Prize mid 

1 Scholarsliip • 

6,0iK» 



6,000 

Ditto 

ditto 


Ditto. 

3S( iliiliHriijfth Uurdwaii Sanskrit 
j 'I'itlo iiixnminalion 

6,(100 



6,1 Of) 

Ditto 

ditto 


Ditto. 

40: i.'ii > Mudiiumali UeliTa Si-iiolar- 

i s’.p. 

4,200 



4,2('0 

Ditto 

ditto 


Ditto. 

41 

j 'll '1 Krishna Bai SiippnJ.s for 

1 iinr.sh.'in and Sahityn 

3,000 



3,000 

Ditto 

ditto 


Ditto. 

42 

iJa a .Kumar 'Pugoiv’s Jubiloo 
J’rizcB ... 

2.0(ki 


1 

2,0(X) 

Ditto 

ditto 


Ditto. 

4.1 

Seindin and Bhopal Ponatiuii 

1,000 



l,00fl 

Principal, 

Calcutta 

Ala- 

Ditto. 

44 

Norman Memorial ... 

3.500 



3,600 

drnssa. 

Ditto 

ditto 


Ditto. 

4C 

Diirbhunga (Mudrassn) Scholar* 
Bhip 

13,300 



13,300 

Ditto 

ditto 


Ditto. 

40 

IS'awiib Abdul hatif Khan Baha¬ 
dur’s liipon Prize ... 

3(10 



- 300 

Ditto 

ditto 


Ditto. 

47 

Prassannu Kumar Tagore Law... 

0,000 



C,(i(K) 

Director of 

Public Xn-struc- 

Ditto. 

48 

Sitala Sundari Bastl Medal 

300 



300 

tion. 

Ditto 

ditto 


Ditto. 

40 

\iiiii--i-kal)ir (Madrassii) 

J 5,601» 


...... 

.16,500 

Ditto 

ditto 


Dilto. 

60 

Uliiiirab LTiiindra Medal 

3.JO 



200 

Ditto 

ditto 


Ditto. 

61 

Woiiiirow .Memoriiil 

500 



600 

Ditto 

ditto 



62 

Ultra -Kumar Tagore San.skrit 
.Stholnrship 

6,0(Xl 



6,000 

Ditto 

ditto 


Ditto. 

63 

Aloulvie Baiyad Ali Ahmud’s 
Jiipon J^rizo 

500 


! 

600 

Ditto 

ditto 


Ditto 

64 

Priiiee .1 eliaii .K oiler A] irza Baha¬ 
dur’s Jiipon J’rize, 

.5.10 


i 

. 1 

500 

Ditto 

ditto 


Ditto. 

65 

INaw.ib Ashau Ulla's Jlipoii 
Seluilarship 

3,0.10 



3,t)00 

Ditto 

ditto 


Ditto, 

60 

tjaiyatl Ali Klmu iJaliadur’s 
Jtipon Scholarship 

3,000 



3,000 

Ditto 

ditto 


Ditto, 

67 

Miibouiedun Literary Soeiety’s 
llipoii 1 rize ... ... 

1.000 

1 


1,000 

Ditto 

ditto 


Ditto. 

68 

Sniiih/sada ISIalioincd ^u.siruddiii 
Hidir.s lUpon l*rizc 

3'10 


1 

.300 

Ditto 

ditto 


Ditto. 

69 

Aialiuiuil Mnbouieduu Assoeiation 
Scholarship 

1,300 



1,300 

Ditto 

ditto 


Ditto. 

00 

Nuwab /a'lniil Abidin Khan 
Buliiidur’s Kipou Prize 

600 



600 

Ditto 

ditto 


Ditto. 

01 

Buhibzada Mnbuiumad ilaliimiid- 
diu’s llijioii Prize .. 

l.OOO 



1,000 

Ditto 

ditto 


I.’itto. 

02 

Kassim AvilT’a Bipon Prizo 

600 



600 

Ditto 

ditto 


Ditto. 

03 

Alirza Abdul Karim Siiiraze’s 
bipoii Prize 

300 



.500 

Ditto 

ditto 


Ditto. 

64 

Obliov Cbaran Pas Prizo 

3,000 



3,000 

Ditto 

ditto 


Ditto. 

46 

Saiyad Lutf Ali Chan'a 
Scholarship 

fi.eoo ^ 



6.600 

Ditto 

ditto 


Ditto. 

00 

('ulcutta .''leliool Book Society ... 

60 , 00 U 

.... .. 


60,f00 

Ditto 

ditto 


Ditto. 

07 

Dwiirkunath Pnl’s fund for the 
eneouragement of Vedie learn- 

j ing 

6,000 



6,000 

Ditto 

ditto 


Ditto. 

e,'' 

1 Dowint Chaudra Rai, Jubilee 

1 Medal ... 

2,000 



2,000 

, Ditto 

ditto 


Ditto. 

on 

[ Syed Beza llossoiu Scholarship 

8.300 



8..300 

Ditto 

di'to 


Ditto. 

70 

Betliuue Scliool* 

20,800 

.w 


20,800 

Secretary, Bcthuuc School 

Ditto. 

71 

{ European Lunatic Asylum 

6,300 



6,300 

Commi'Hee. 

' Superintendent, Lunatic 

Medical. 

72' 

1 Basamaya De, Cashier 

30,000 


. 

30,000 

Asylum. 

Collector of Customs, 
cutta. 

Cal- 

Socurity deposit. 

13 

.T. O’Brien Sanders, Contractor... 

l.C'OO 



1,000 

Ditto 

dilto ' 


Ditto. 

741 

Ciieliiinieil deposit in th\i Calcutta ' 
Customs 

600 



600 

Ditto 

ditto 


Ditto. 

76i 

Sehome, Kilbiirn & Co., Aianag- 
ing Agent.., India General 
Steam Navigation Company ... 

1,600 



1,600 

Ditto 

ditto 


Ditto. 

7o! 

Maeiu-ill & Co,, Agents, S.S. 

•• Oorya." 

600 



600 

Ditto 

ditto 


Dittos 

77! 

Boyej Nnth Lohia, Owner, S.S. 
••Pilot.” 

600 



600 

Ditto 

ditto 

• t. 

Ditto. 


Carried over 

18,47,600 



18,47.600 
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Name of otheor to whom the 


ITlMS OF FtJND, Pebsok, 

OB Ebiatb. 

i per cent, 
of 18(!5 

4J per 

Other 

Total. 

interest is sent, and who 
is responsible for the cash 

Ci.t8s OF Fcfd. 

and other 

cent, of 
1879. 

kinds. 

account of the fund. 



years. 



• 



R«. 

Bs. 

Rs. 

Rs. 



Brought forward 

18,47,600 



18,47,eco 



Gopal Chandra Ghosh, Broker . 

1,000 

i.ftoo 

• •••*•• 


1,000 

1.000 

Shipping Master. Calcutta 
I'ilto ditto 

Security deposit, 
itilto. 

All HiKsen. Broker * ' ... 

Lrppptlra NtttU Sph* IJroKPP ••• 
Purnii Chandra GU<iHh, Urokor .. 
Pnvtt Lai Sen, Cashier v 

1,000 



1,000 

T)ilU> ditto 

Ditto. 

1,000 

i.otx) 



l.tXKt 

1,000 

Ditto ditto 

Ditto ditto 

Ditto. 

Ditto. 

1,00,000 



1,00,000 

Collector of Caleutto 

Ditto. 

Grafian Chandra Basu, Oauji' 
Ooluli llarogah ... ••• 

600 

. 


600 

Ditto ditto 

Ditto. 

Ahmuty &Co.,l'roi)nctor.., Alhi' n 
Distillery 

Jogendra Nath Be* BaihfF, Land 
Itovenuo Department _ 

6.000 

600 



6,000 

600 

Ditto ditto 

Ditto ditto 

Ditto. 

Ditto. 

Makhun Lol (ihosh, Tohsihlar of 
Hastings 

Atul Krishna Basu, Nazir — 

Nilkant Das and Mathura Natli 

600 

6U0 

500 



coo 

600 

600 

Ditio ditto 

Ditto ditto 

Ditto ditto 

Ditto. 

• Ditto. 

Sl»aw •••.. 

JCcdar Natha Mukorji. Writer, 

...... 


Ditto. 

2(X1 

200 

2(K) 

200 

Ditto ditto 

Ditto ditto ...* 

Baranagur Distillery ^ 

Asntosh Baau, Kxcise Wntor... 


*>• • 

Ditto. 

• Ditto. 

Maharaj Dobay, Bailitlj Land 

Itcvrnuo Doiiartmcnt ^ 

600 



600 

Ditto ditto 

Ditto. 


200 



200 

Ditto ditto 


rogah of Bum Distillery ... 

Bepin llchnri Eai, Moliurir, Sul- 
kea I>isiillery -■ ••• 

• ». .. • 


Ditto. 

100 

100 

Ditto ditto 



Ditto. 

Kesal) Lnl Mukerji, Nazir, Laud 

200 



200 

Ditto ditto 


Kovenuo Department 

E. K. iVtorH, BaililT, Income-lux 



Ditto. 


1,000 

Collector of Income-Tax, 


1,000 



Ditto. 





600 

Calcutta. 


Tax Bailin' 

600 



Ditto ditto 

Ditto. 

Anadeo (’haran Datta, Income- 




600 

Ditto ditto 


Tax BaililT ... 

Kedar Nath Das, Ineomc-Tax 

6.0 


...... 

Ditto. 

BOO 

Ditto ditto 


600 


I.OUO (TSO 

Ditto. 


14,0t)0 


15.000 

Ditto ditto 

Ditto. 

Mem Kumar l)a«» Head Bailiff... 
Troylokya Natha Bysack, Income- 

1,1X10 



1,000 

6(X) 

Ditto ditto 

Ditto ditto 

Ditto. 

Tux Bailiff 

600 



Ditto. 

Abut Hassan, Registrar 

6,0011 



6,tXW 

Judges’ Court of Small 

Ditto. 





I’liUKCB, Calcutta. 


Yadu Gopal Basu, Treasurer ... 
L. Do Nieeville, Deputy Clerk 

10,000 



10,000 

Ditto ditto 

Ditio difto 

Ditto. 

and Head Bailifl' ... 

l.fXM) 



1,000 

Difto. 

E. B. George, European Bailiff... 


• • ... 


l.OtXJ 

Ditto ditto 

Ditto. 

G. .Von Bcnkc, ditto 

1,0(X) 



1,000 

Ditto ditto 

Ditto. 

W. Eraiiks, ditto ^ 

1,0(10 



1,(HJ0 

Ditto ditto 

Ditto- 

Kishiiri Dal Datta, Native liailill 

000 



6UO 

Ditto ditto 

Ditto. 

Shib Narayan Daa, ditto 

HOO 



3"0 

Ditto ditto 

Ditto. 

SanatooUaii, ditto • 

fiOO 



500 

Ditto • ditto 

Ditto. 

Charity Fund 

Bhooban Mohan Datta» Native 

0,100 



0,100 

Ditto ditto 

f'hari tabic. 

Bailiff 

500 

.• 


600 

Ditto ditto 

Security deposit. 

Syod Ali Ahmed. Native Bailiff... 

COO 


. 

filX) 

Ditto ditto 

Ditto. 

Asmuthally, Jemadar 

G. A. Wray, Intendant, Preai- 

1,000 



1,000 

Ditto ditto 

Ditto. 

dency Opium Oodown 

6,100 



5,100 

Seen tary. Board of Rove- 

Dittos 

Ncmai Charan Datta, Cashier ... 

2,000 



2,(;xKi 

Jtitto ditto 

Ditto. 

Calcutta Police Superannuation 
Eniid ... 

s. 

. 1 

ii,6WKr» 

l,W$.00o</’W 

! J 3,16,800 

Comniis.sioner of Police, 
Calcutta. 

iPolico. 

Bam Chandra Bni, Cashier 

6,200 


6.200 

Ditto ditto 

Security deposit. 

Mr. fiobertson, Inspector 

2,000 



2,000 

Ditto ditto 

Ditto. 

Foundling Asylum... 
i.uilding fund fur the Snperin- 

00,800 

. 1 

i.ooofnn 

2r..001»d*90 

J 86,800 

Ditto ditto 

Oiaai table. 

teiident of Police, Chitponi .. 
Lakshmi Mani Dcbi on aeconnt 

la,400 



13,400 

Ditto ditto 

Deposit;- 

of Bepin Behary Mukerji, 
Slprokcepcr .i. ’ 

16,000 



16,000 

Superintendent of Station- 

Security deposit. 

Pramatha Nath Mukerji, 





crv. 

Cashier 

Narayan Kisson Sen, Store- 

1,000 



1,000 

Ditto ditto 

Ditto. 

keeper 

2,00,000 



2,00,000 

Superintendent of Stamps 

Ditto. 

Asutosh Kumar, Manager, Jail 



• 


DepAt 

3,000 



3,000 

Inspector-General of Jails 

' * Ditto. 

Carried over 

^23,16,400 



20,69,200 
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Ahouet of Iktestmeitt. 








Name,of effieor to whom the 



Naue of Fond, Pbsson, 

4 per cent 

nf 




interest is sent, and who 

Clmb of Puhd< 


OB Estate. 

4J per 


Total. 

is responsible for the cash 


• 

and othor 

cent, of 
1879. 

kinds, j 

acoontit of the fund. 




years. 



1 



1 

Bs. 

Bs. 

Bs. 

Bs."' 

• 



I)rou|;lil forward 

23,16,400 


3,43,800 

26,69,700 



125 

Praitbandhu CLakrararti, Assis- 





r 

1 



tant Jailor 

200 

.. 


200 

Inspector.General of Jails 

SeouritT doDosit. 

128 

Davis O'Connell, Jailor 

2,000 



2,000 

Ditto ditto 

Ditto. 

■12» 

Dubtmdra Nulb Obose, Assistant 







••ailor 

2CXJ 

...... 


200 

Ditto ditto 

Ditto. 

130 

131 

Jogcndro NalU Coomar & Co. ... 

iXarajan Das Obatterji, Head 

600 



600 

Superintendent, Lock-hos¬ 
pital, Calcutta. 

Ditto, 

132 

Clerk 

Uoni Madbav Gbosu's Seholar- 

600 



6(X) 

Begistrar of Calcutta 

Ditto. 


sUi]) 

COO 



600 

Inspector of Schools, Prosi- 

Educational. 






deucy Circle. 

133 

Giris Chandra Dcb^Frizo 

600 



600 

Principal, Presidency Col- 

Ditto. 







lege. 


134 

Druco Legacy 

C,71,600' 



6,71,600 

Honorary Sccrotaryy Bruce 

Ditto. 







Institution. 


136 

Haradhan Glmsc, Contractor ... 

600 



600 

Police Surgeon, Calcutta... 

Security deposit. 

136 

Jogendra It alb Cotvnar, Con- 







tractor 


600 


600 

Ditto ditto 

Ditto. 

137 

Jogendra Nath Coomar & Co., 







Contractors 

4.000 



4,000 

Superintendent, Campbell 

Ditto. 







Hospital. 


138 

N. 0. Cliattcrjeo's fnnd 

1,000 

. 

. 

1,000 

Ditto diito 

M odical. 

Ui) 

Drajeudra Nath Mitra, Cashier 

6,000 



6,0i'0 

i IVpiity Dirortor of tho 
iiidiuu Muriue. 

Security deposit. 

UO 

Sasi Bhusan Haidar, Cashier ... 

1,000 



1,000 

Protector of Einigiants ... 

Ditto. 


PEESIDENCY DIVIiHON. 








24-rBnarnjrAn8. 







Ul 

Mndriia.sn Siiltnni Oudh 

7.000 



7,000 

Collector 

Deposit, 

Ditto. 

142 

Akhtar hlirza Bahadur 

1,0')0 



1,000 

Ditto 

143 

Mninmnut Aliraa Qhularo Abid 







Bahadur 

],00i) 



1,000 

Ditto 

Ditto. 

144 

Alirza Mahamaud Faridun Jah 







Bahadur 

600 

... 


600 

Ditto 


146 

Alirza Mahamaud Huraayun Jah 








Bahadur 

600 



600 

Ditto 

Ditto. 

14C 

Maimanut Mirza Ghulam Abid 







Bahtulur 2nd Fund 

600 


... 

600 

U'tto 

Ditto. 

147 

Kstnto of the lute Wnjid Atelial 







Alirza Kurra llussa and Mai- 
manut Alirza 

6,7oO 



6,700 

Hitto 


148 

Nawaba Aloortaza Begnm Saliiba 

3,000 



3,000 

Ditto 

Ditto. 

UO 

I’riiiee Ghulam Muhammad's 




• 


Clmrily 

2,92,000 



2,92,000 

Colloetor and Distriot 

Chnritahln, 

160 

Prince Ghulam Aluhamniad’a 





J iidgo. 



Dispensary 

l.JO.OOO 


.. 

1,40,000 

Ditto ditto 


161 

Famine lloliof 

25,100 


. 

25,400 

Collector 


162 

Bibhu Kinkar Palhsala 

6(J0 



600 

Ditto 

Educational. 

163 

Sriuatha Bu.hu. Iz.ardar, Circular 



i 



164 

Canal, I’nnehaiinagrain 

Nanda Lai Noogy, Head Cl6rk 

1,600 



1,600 

Ditto 

Security deposit. 


and H'rcasurcr, Bnrrackporo 
Sub-Trersnry 

600 


! 

600 

Ditto ... 

Ditto. 

166 

Sri.sh Chandra Gun, Excise 







Darogah 

500 



600 

Diito ... 

Ditto. 

160 

Sarat Chandra Ohatorji, Super- 







iutendent, Orphangungo Bazar 
Asutosb Chatterji, Treasurer ... 

1,000 



1,000 

Dhto ' 


167 

16,000 


^ ...... 

15,000 

Ditto 

Ditto. 

16S 

Prineo Eesra Bukht Mirza 






Alaliammad Abbas Hossuiu 








Buliiidur ‘ 

1,600 

... ... 


1,600 

Ditto 

Deposit. 

169 

Chattan Ara Eohura Begum 

7.000 



7,000 

Ditto 

160 

Dr. Bbola Nath Bose's Trust 
estate 

1 1,42.700 

3,fKXJ ^ 

c.ofiora) 

1 1,66,700 

Ditto ... 

Ditto. 

161 

Nawaba Saris Jigar Begum, 






i 

Sahiba 

3,000 



3,000 

Ditto ... , 

Ditto. 

1G2, 

Unrada Prasad Rai Chowdhry. 




1 

Ward of Bliowauipur 

21,100 


... ..f. 

21,100 

Ditto .„ „ 


16:)i liaran Chandra Chafcorji, 







liil; 

Kxcise Darogah 

Kslietra Mohun Cliater]i, 

600 



600 

Ditto 

Soourity deposit. 

I 

Excise Darogah ... 

600 



600 

Ditto 

••• 

Ditto. 

! 

i 

\ 

Carried over 

36,76.100 

2,600 

3,64,800 

40,32,400 
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»i I] 



Auovn or lyrtnunr. 








Name of officer to whom th 
inteiait is sent and who 
is retpinsible for the cash 


Niui or Funp, FiBBoir, 

OB Ebtatb. 

4 per ocni 
of |865 
and other 

• 41 per 

Other 

1 Total. 

Ctiss OP PujjD. 


cent, oi 
1879. 

kinds. 

aocotht of the fund. 



years. 


1 




■r*. 

Ba. 

Bs. 

Bs. 



^ Brought forward 

36,76,100 

3,600 

3,66,800 

40,32,400 



PKKSIDENCY DIVISION— 

• 






conlinued. , ^ 

« 






24-PBBau5Kans— eondnuai. 







Birejhar Banerii, laardar of 







Circular Caual, Fuachaniio- 
fl^rarn*... •*. 

1,000 



1,000 

Collector ... 

Security deposit 

Kali Nalha Banerji, Izardar of 






cortain PunchanaoKram liold- 
inga ... _ ... 

700 



700 

Ditto 

Ditto. 

Sona Moni Drbi, Izardar of 






certain Funehannogram hold* 
ings ... 

Nabiti Chandra Rai, Izardar of 

600 



600 

Ditto 

Ditto. 

certain Punuhannogram hold- 
iiig.a ... ... 

1,600 



1,500 

Ditto 

Ditto, 

Durgn Das Banerji, Manager, 





Baranagnr Estate ... 

Gobnrdliun Basu, Mnhorir.Khas 

600 



500 

Ditto . 

Ditto. 

... 

Inveatmcnt under rulo U of the 

1,000 



1,000 

Ditto ,„ 

Ditto. 

rules promulcsted by Govern¬ 
ment under Act X of 1870 

79,700 

39,200 


1,18,900 

Ditto ... 

Deposit. 

Hara I’rasad Ghosh, Becord- 




keeper. Diamond Harbour 
Togendra Natha Ghosh, Tobsil- 

100 



100 

Ditto 

Security deposit. 

dnr, riinchaiinogram 

1,000 



].(XX) 

Ditto 

Ditto. 

Hari Chnriin (.those, Tehsildar ... 

i.ax) 



1,(KX) 

Ditto 

Ditto. 

Jnsnananda Oliowdhry, Treasurer 

16,0tKl 



le.tax) 

Ditto 

Ditto. 

Prasanna Kumar Surkar, Farmer 
Nabin Chandra Banerji, Head 

4,000 

. 


4,000 

Ditto ... 

Ditto. 

Clerk, Basirhat sub-division ... 
Adynita Cfaaran Do, Superinten- 

600 



600 

Ditto 

Ditto. 

dent. Port Canning 

Kadninbini Dassee, on account of 

600 



600 

Ditto ... 

Ditto. 

compensation for land 

Raj Mohun Uai Chaudhri's 

9,000 



9,000 

Ditto 

Deposit. 

fund for Taki Government 
High School 

7,600 



7,600 

Ditto 

Educational. 

District School Committee 

2,000 



2,0(0 

Magiatrato 

Ditto. 

Dr. Bholanatha Basu, prize 

600 



600 

Head-master, Barrsokporo 

Ditto, 

Baraset Dispensary 

1,000 



1,000 

Government School. 
Cliairman, Baraiet Mnnici- 

Medical. 

Bam Chandra Mitra, Collecting 





polity. 


Sjrcar ... 

300 


. 

300 

Chairman, Baranagar 

Soonrity deposit. 

Mahesh Chandra Banerji, Col- 




• 

Municipality. 


lecting Sircar 

300 



300 


Ditto. 

Sainhliuo JNatha Pundit Bbs- 






pilal ... 

6,800 



6,800 

Chairman to the Corpora- 

Medical. 

Mshendra Nath Banerji, Tax- 





tion of Calcutta. 


collector ... ... 

200 

...... 


800 

Cantonment Magistrate, 

Security dopocit. 

Oopal Chandra Muknrji, Nazir... 

2.000 



2,000 

Dum-Dum. 

District Judge ... 

Ditto. 

Shama Charan Uanguli, Nazir... 

600 



500 

Dittd 

Chinta Muni Sen. ^sib Nazir ... 

600 



600 

Ditto ... 

Ditto. 

Uma Mai Dobi in case No. 86 of 





18ss 

1,400 



1,400 


Ditta 

Ilarsit Sen Gnpfa, Naib Nazir .. 

600 



600 


Ditto. 

Sliib Chandra Itai Chowdhri in 





case No. 721 of 1979 

200 



200 


Ditto. 

Jafai Khan as security 'under 






A cl 40 of 1868, concerning the 
estate of Z'lliiira Bibi, minor ... 

1,000 



1,000 

Ditto 

Ditto. 

Shama Prasanna Bhattueharji, 



Clerk ... 

1,000 



1,000 

Superiutendent, Lunatic 

Ditto. 

Janalci Natha Datta, Exciae Clerk 

30(1 



200 

Aiylnm, Alipore. 
Cantonment Magistrate, 

Ditto. 

Beni Madliab Glioaal, Besistrar 





Barrackpore. 


of Carts 

300 



200 

(hairman, Baranagar Muni- 

Ditto. 

Kailas Chandra Banerji, Tax- 


• 



cipality.’ 

• 

darogoh ,„ 

600 


...... 

600 

Chairman, South Barrswk- 

Ditto. 






pore Municipality. 


Carried over 

88.16,700 

41,700 

9,64,800 

42,18,200 
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[Part I 



Nams of Fund, Fbbsok, 
uu Kstatb. 


AmOTOT of IwVBgTMBNT. 


4 per cent. 

if me 

and other 
years. 




Name of Officer to whom the 
interest is sent and who 
is respoi^ible for tfie cash 
account of the fund. 


Class of Fukd. 


Brought forward 
PRESIDENCY DIVISION— 

cnntinved. 

24-Fbbquknau 8—euncfudrd. 

Chandra Niilh Banorji, Collect- 
in(j Sircar ... 

Sheik Golam Ishak, Collentiug 
Sircar ... ... ** 

Sheik Munsef Ahmed, Collecting 
Sircar... ... . . 

Rndha I’rnaanna Bunerji, Collect¬ 
ing Sircar 

Tarak Nath Dancrji, Tax-daro- 

gah ... 

Nnbngopal Banerji, Collecting 
Sircar ... 

Niluiadhah Banerji, Latrine-fee 
Collecting Sircar, Garulia 
Kali])uda Cliaudhri, ^teceiver in 
cauu No. CG of 1880 

Bhaha Nath Rai Chowdliry, Re¬ 
ceiver in Execution Case No. SO ' 
of 1888 

Malicndi ‘0 Nath Ba.sii, Receiver 
in Original .Suit No. 86 of 1888 
Aliporo Dnspeusary.,. 


38,16,700 


210 Zoulogical Gardcnt,,, 

211 Kshetra Nntha Cliafcrji Free 

Studentship 

212 Biprudas Banerji and Silida.s 

Banerji Medal ... • ... 

218 Biprn Das Banerji priao 
214 Dwarka Nalha Basu,2ud Master, 
Barrack]Kire Selioul 
21G Braja Sliyam Muzumdar, 2 ik 1 
Suh-lnspector of Schools, 
Bariporc 

216 Nilmany Rai Chuudhri, Trea¬ 

surer ... 

217 Islian Chandra Biswas, Head 

Clerk and Treasuror, Diamond 
llarhour suh-division 

218 E. Douelan, .lailor ... 

210 Tarak Nath .Mukerji. Tehsildar 

220 Narendra Nath Banerji, Assis¬ 

tant Jailor 

221 Chinta llarau Dass, Assiataiil 

.Tailor ... ... I 

222 Yadii Nalha (Ihosh, Bill Collector 

A liporo Jail ... 

KllOOLNA. 

223 Amhika Charau Gliosc, Noih 

Nazir ... 

22.1 Siddessur Pal, Hoad Clerk, j 

Bngirhat suh-dlvision ... | 

225 Dowlalpore Charitable Dispen¬ 

sary ... 

226 Sita Natlia Gangiili, Treasurer 

227 Satkadi Mitra for payment of 

rent 

22 s Dari Lai Mukerjee, Tch.sildar ... 
S3y| Cliaudra Kumar BhalUrharji, 
j Head Cici-k and Treasurer, | 
j Satk/iira ... I 

23o| Siia Naflia Rai, Jfaisir, Munmf'a 
Court, Satkilira 

231 Frotap Chandra Mozamddr, | 

Nazir, BagirhatMunaif’s Court! 

232 Satkhira Dispensary ... I 

233; Fejo.y Gobinda Chowdhury, I 
I Assistant Jailor ... ...I 

2341 Ram Sankar Chaltcrji, Assis" | 

1 taut Jailor .. I 


Curiicd over 


500 I District Judge 
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' 

{ Aiiount of Ikvbbtxbmt. 

1 1 - 


.UB or Tcnc, Fbbbok, 





Name of oillcer to whom the 


4 per cent, 
of 18(15 




interest is sent, and who 

Class of Fund. 

OB Ehiaib. 

4^ per 


Total 

is responsible for tlio cash 


and other 

•cent, of 
1879. 

iw 

account of the fund. 



years. 

■H 





Rs. • 

Rs. 

Rs. 

1 Rs. 



^BroogUt forward 
3IDENCY DIVISION— 

39,70,100 

42,600 

3,64,800 

43,67,400 



continued^ 

• ^ 


• 





Noddba. 







a Narain Bay, Jailor 
ndra Lai lihose, Assistant 

1,000 


. 

1,000 

Inspector-General of Jnils 

Security deposit. 

or ... • __ ••• 

200 



200 

Ditto ditto 

Ditto. 

okyaNatha Muterji, Hoad 






rk and Treasurer, Itooshtoa 
■division 

ri Lai Atukcrji, Head Clerk 

600 



600 

Collector ... ... 

Ditto. 

Tionsuror, Mclierporo sub- 







sion .a. 

600 



600 

Ditto 

PittOs 

ilosli Mukerji ... 

tndra Lai Hoy, Manager, 

600 



600 

Ditto 

Ditto. 

.nl’s Estate 

u Cbandra Sen for payraoni 

6,000 



6,000 

Ditto 

Ditto. 

3ovcriiraent revenue 

100 



100 

Ditto 

Ditto. 

tieulars not reoelvod) 

Kumar Hai, K.vciBO. Mohu- 

1,600 

. 


l,-300 

Ditto 

' Ditto. 

Melicrporc sub-division ... 

IfK) 

»• ... 


100 

Ditto 

Ditto. 

i Prasad Hai, Treasurer ... 
Das Mukerji, Sub-Inspector 

15,000 



16,000 

Ditto 

Ditto. 

Seliords 

200 



200 

M»gi.4rate 

Ditto. 

inr Prize 

800 



800 

Ditto 

Educational. 

jn Mohan Datta, Hftl 
r's Fund 

l.ntK) 



1,000 

Ditto 

Ditto. 

a Chanlra Lnhiri, Nnzir 
ha‘i Uharan Harkar, Hoad 

2,6m 


. 

2,600 

Judge 

Security deposit. 

rrk ... 

700 



700 

Ditto, Krishnaghnr 
I’rim-ipal, Krishnaghur 

Ditlo. 

dinagbur College* 

40,000 



40,000 

Educational, 





College, and Collector. 


kini Moban Rai Prize 

2,000 



2,000 

Principal, Krishnaghur 

Ditto. 

• 





College. 

* 

iUia Charnii Bancrji, Second 






lerk and Casliier... 

600 



GOO 

Judge, Small Cause Court, 


miatha Natb Banerji, Nazir... 





KooMlitea 

Security deposit. 

500 



600 

J udge. Small Cause Court, 

ram Ganguli. Canoongoe 





Meherporo ... ... 

Ditto. 

600 



600 

Collector ... 

Ditto. 

j 1 Oliandra Gnba, Cashier 

600 



6U0 

Judge, Small Cause Court, 

Ditto. . 






Meherpore. 


J BSBOBG. 







unshi Maliammad llosscin, 
ailor. 

1,0(X) 



1,000 

Inspector-General of Jails 

Ditto. 

•ghu Nallia Tliakur (idol) 
iiidcr section 16 ot Act KI of 





• 


8.59 ... ... .••* 

io,oco 



10,500 

Collector ... 

Deposit. 

iduNathn Mozumdar, Collec- 




* 

.or's Nazir 

200 



200 

Ditto 

Security deposit. 

■i Nnlha Chandra, Treasurer ... 
nukul Chandra Basu, 

15,000 



1.6,000 

Ditto 

Ditto. 

Janoonj^oo 

600 

. 


600 

Ditto 

Ditto. 

iiaiuihru Trust Estate 

900 



9tX) 

Ditto 

Deposit. 

ridharnur Dispensary ... 

iibiloo Medal 

. 600 



600 

Ditto ... 

Medical. 

GOO 



600 

Ditto ... 

Eduealionof. 

i.ari Mohun Sarkar and Sain- 





mnllali CUowdhry under llule 
Xl, section I, Chapter IV of 
Board's Rules 

lirindra Mohun Thakut and 

600 



500 

Ditto 

Deposit. 

Messrs. JarJino, Skinner and 
Co. 

600 



600 

Ditto 

1 Ditto. 

Ishrufunnissa and Mothur 





Kundu „ ... ...* 

lali Charan GIioso, under sec- 

700 


. 

700 

Ditto ... ... 

Ditto. 

tion ifi. Act XI of 1869 ‘ 

600 1 


1 

600 I 

Ditto 

Ditto. 

.’riya Nath Banerji, Nazir, 
Munsirs Court, Bongong 

1,000 1 



Security deposit. 

1,000 

District Judge 

lehari Lai Ghose, Head Clerk, 

t 


1 

m 

Narail Sub-divisional Ollioe ... 
iidhu Bhnsan Ghose, Head 

600 


. 

BOO 

Collector ... ,,, 

Ditto. 

Clerk, Bongong sub-division ... 

BOO 

• 


600 

Ditto ’ ... 

Dido. 

Ihoma Charan Rai, Nazir,' 





* • 

Magurah Mnnaif’s Court ,„ 

1,000 



1,000 

Uistrict Judge ... 

Ditto. 

Carriod over 

*",78,300 

42,600 3 

,64,800 

ii, 76,600 

, 
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AMOOHT or ISTESTMBKT. 

Name of officer to whom the 

■ 








Kimb or FrHD, Fbrsok, 

OU llSTATB. 

4 per cent. 

4i per 

1 

Total. 

interest is sent and who 
is responsible for the cash 

Cuss or Fuxs, 



of looo 
and ntbdr 

cent, of 
1879. 

kinda. 

account of tne fund. 



f 

yearns 








Bb. 

Bs. 

Bs. 

BsV 

• 



Brought forward 

40,78,300 

42,&C0 

3,64,800 

44,76,600 


i 


FRESIDENCY DIVISION— 





t 



coniiuuad* 








J tmsona—roncluiied. 







372 

Baiiik Lai MitrartNaBir 

1,000 



1,000 

Hi strict Judge 

Security deposit. 

275 

Chandra Knmar Hui, Naib Nazir 

6')0 



5tX) 

Ditto 

Ditto. 

274 

Chandra Kumar M azumdar, 

WK) 


. 

600 

Ditto 

Ditto. 


Naib Nazir. 





Ditto ... 

Ditto. 

375 

Mahima Chandra Chahrararti, 

600 



600 


Aaaiatnnt Nazir. 





Judge, Small Cause Court, 

Ditto. 

m 

Kali Charau Mazamdar, Salo 

600 



600 


Amcpn. 





Jessoro. 


277 

Shania Charnn Datta, Nazir 

2,006 



2,000 

Ditto ditto 

Ditto. 

276 

Kaaki Chandra Baau, Head Clerk 

600 



600 

.Iiidge, Small Cause Court, 

Ditto. 







Nil rail. 


279 

Jpsaore School* 

6,000 



6,0Ot) 

Head Master ... 

Educational. 

280 

Temple 8cholaj»hip 

Jesaore Idunicipaliij 

2,6<X) 



2,600 

Magistrate 

Ditto. 

8H1 

2,11)0 



2,I(X) 

Chairman, Municipality ... 

Municipal, 

282 

•loBHore Dispensary ... 

1,200 



• 1,300 

Ditto ditto 

Medical. 

286 

Chandra KantaChuterji, lat Naib 





District Jndge 


2«4 

Nazir ... 

Euaum Enmini Debi in caao 

600 



600 

Security deposit. 



No 96 of 18s8 

6,000 

• e* .» 


6,000 

Ditto 

Dope sit. 

266 

Rajani EantaOhoae, Nazir 

l.OIX) 



l.(XX) 

IstMunsifof Narail 

Security deposit. 

286 

Itai Maliea Chandra Chakra- 

2,000 



2,000 

Magistrate 

lilcucational. 

287 

▼nrii Bahadnr'a Scholarship. 
Bajondra Kumar Ghose,* Canoon. 






Security deposit. 

288 

goo 

200 

aaa... 


800 

Collector 

Krishna Dhan Sen, Head Clerk 







and Sheriatadur ... 

600 



500 

Magistrate 

Ditto. 

289 

Kailas Chandra Rai, Head Clerk 







and Cashier ... 

600 



600 

tlndge. Small Cause Court, 

. 


Kriahna Nath Bose, Naib Nazir 





•Thenida 

Ditto, 

290 

600 



600 

Ditto 

Ditto. 

2)1 

Chanditria Khatnria Bridge Be- 






Deposit. 


p.airing Fund 

1,000 



1,000 

Chairman, District Board,„ 

292 

Amot Charan Sircar, on behalf 





293 

of Sukhada Sundari Daaya, 
Administratrix of the estate of 
Praniadini Dasya, minor 

POO 



600 

District Judge 

Security deposit. 

Saai Bhiiaan Milra, Head Clerk 

6(HJ 



600 

Collector 

Ditto. 

294 

Qnngadhur Mukerji, Nazir, Ma- 








curah Buh-diviaiuii 

600 



600 


Ditto. 

295 

Miinslii Golam Quador, Record- 

600 



600 

Ditto „, 

Ditto. 


keeper. 







296 

Dwarka Nalharieogi, Canoongoe 

600 

. 


600 

Ditto * ... 

. 

Deposit. 


MoCBSITEDlIlAS. 







297 

Pulin Belnri Chnki, Treasurer... 

6,000 



6,000 

Collector 

Ditto. 

298 

Annada t'rnsud Bai of Kan^im- 







Iwzor 

67.2m) 



67,300 


Deposit, 

299 

Kami! Girish Chandra Hospital 

l,Gi) COi) 



1,50,600 

... 

Magistrate ,,, 

Medical. 

3U0 

Gniluni Hi giiin, daughter of the 






late Niiwnh Hiimayniijah 

60,000 



60.000 

Collector ... 

Deposit. 

Ditto. 

SOI 

Niiwah .\li Kudr Balmdoor 

61,900 



61,900 

I7itto ,„ 

302 

I’urviin Kudr fcyod tlbulam 







Abbas Mirza 

4.800 

..V 


4,800 

Ditto ... 

Ditto. 

303 

Majihaimissa Begum, the dangh 





S04 

ter of the late Siii^iid Sadruck 
Ali . 

l.lOO 



1.100 

Ditto 

Ditto. 

A. N. Bai a estate ... 

.3.f;3,iiiX) 


. 3,63,200 

Ditto 

Ditto. 

306 

Suiyud Hossain. minor 

1,0(K) 


. ■ l.OO' 

Ditto 

Ditto. 

3l.»D 

Trsilokya NutU Neogi, Assistant 
•tailor. 

300 


. f 

200 

Inspector-GeoeuI of Jpili 

Seourify deposiL 

307 

Kniaiiii Be"”ri 

1,600 


j 

1,600 

Collector „. 

Doposit, 

308 

Pramada Nailia Mukerji, Mana- 





ger, Na.shipore Estate 

2,000 


1 

2.000 

2,6(X) 


Security depoiit. 
Deposit. 

309 

Soura Begum 

2.000 


. 1 

Collector ... ... 

310 

Bughi Bi-gum 

2.800 



8,WX) 

Ditto 

Ditto. 

Sll 

Kliiirshadi Begum ... 

1.7O0 



1.700 

Ditto ... 

Ditto. 

312 

Berhanipore Girls’ School . ... 

1,700 

tt 1 • 


1,700 

Magistrate 

Edaeational. 

S13 

Bajeoomar Basu, Head Clerk ... 

600 



600 

Ditto 

Security deposit. 


Carried oTcr 

48,16,300 

42,600 


63,13,600 
































































































Auoont or Ikvbsthbnt. 

Name of ofliecr to whom the 


Jamb or FuKn. Pbbbon, 

OB Estatb. 

4 per cent 
of 1863 
and other 
years., 

4j per 
cent, oi 
1879. 

Other 

kinds. 

Total. 

interest is sent and who 
is responsible for the ca.sh 
accuuiit of tlie fund. 

Class of Fm 


I Es. 

Eh. 

Es. 

Es. 

» 


Brongbt forward 

eSidency EIVISEON— 

eoHcluded. 

48,10,3011 

« 

42,0(.0 

3.64,800 

62,13,6 0 



OOHSHEDABAD— COncludtd, 







TslwJabad DispctiKaty 

3,700 



3.70i) 

Miiglstrolc 

Medical. 

lainpore Dis|>pftfary 

45.000 



46,000 

Cliiiiniinn. Bcrhaniporo 

Dillo. 

iti Chamlra Uc, Court Sub- 
spcftor* ... • ... 

COO 



600 

Munieijiolity. 

District Sii])erintpndcnt. cf 

Security deposit. 

iiampore Colloge building ... 

14,000 



14,0(X) 

Police. 

President, Board of Trus- 

Educational. 

Ditto Colloce Hoiilel 

14,(X)() 



MuflOtl 

tees. 

Ditto ditto 

Ditto, 

ilpv Scliolnrsbip... 

1.300 



1,2(X) 

Chairmiin, Distriet Board . 

])llto. 

ib XiUi'liau ISidtularBbip 

IC.OOO 



16,000 

l’re.sid(iut Board of Trus¬ 
tees. 

Chuirmiin, Jungipore. Muni- 

Ditto. 

giporc Dispensary 

uOO 



C(K) 

Medical- 





cipality. 


ma Cbaran Dutta, Head 






erk Jirid Accountant 

fiOO 



600 

CTittirnian, Distriet Board... 

. Sc-curitv depc/lC 

larwaniiissa. alias 'Hossein 
ludi Deaum 

0-10 



9(K) 

Collector 

Deposit. 

!tl Kuzim All alias Grunda 






ihib 

eoo 



bOO 

Ditto 

Ditto. 

ya JVatb (iniiguli. Assistant 







lanager. VVimls' iistaies 

1,000 



1,(XX) 

Ditto 

Ditto. 

jendra ^atll Cliose, Jailor ... 

l,OOM 



l,0(.O 

Inspeetor-Ceiiernl of Jails 

Security depo.sit. 

BUEDWAN piahsion. 

BennWAN. 







■csbar Son, Treasurer 

-10,010 



1.3,f)00 

Collector 

Security dejxisil. 

ictra JS'atlia I’anda, Izardarof 






Ditto. 

iiur Suiaporo 

1,000 



i.txio 

Ditto 

idva JNatba i’uuda, Jtxcisc 






Ditto. 

Jarogen 

1,000 



1,000 

Ditto 

kuiijn Bohari Itai, Kxcise Djiro- 






Ditto. 

ah, Cutwa 

5(X) 



600 

Ditto 

arada Prasad Mukerji, E.xciso 
Jarogah, Uauigunge 

l.otio 



1.000 

Ditto 

Ditto. 

iliunauda CliowtUiry, Naeir ... 

6U0 



500 

Ditto 

Ditto. 

mpcnsalion money due to Ue- 
langini Da-ssec ... 

4,000 



4.0t 0 

Ditto 

Deposit. 

vcfltincnts uuUer Act VI cf 
857 and Act X of 1^70 

1,08,800 



1,08,800 

Ditto 

Ditto. 

iugmolinii Sine. Siib-divisional 





Ditto. 

dead Clerk, Kaiiigungo 

C(X) 



£00 

Ditto 

!cnicd interest on comi>en.sQ* 
ion money 

12.000 



12,000 

Ditto '... ••• 

Ditto. 

impcusation for land 

7,C0J 



7.C00 

I)ilto 

Ditto. 

irdwan Ha] Estate 

8,00,000 


2,00,000/ 

6,00,(XX) 

Ditto 

Deposit. 

jrdwan Dispensary 

18,000 


18,(100 

Chairman, Municipality ... 

MedioaL 

ijendrn Watlia Bancrji, Assist- 





Security deposit. 

lutJfazir 

COO 



600 

Distriet Judge 

esab Chandra Adhikari, Assis- 
.ant Nazir 

COO 



600 

Ditto ... .. 

Ditto. • 

anode Behary Chowdhry, As- 
iistaut N azir 

COO 



500 

Ditto 

Ditto 

iahnu I’raaad Singha, Nazir, 
Kanigunge Munsif'a Court ... 






Ditto. 

1.000 



1,000 

Ditto 

anda (Dopal Chowdhury, .' azir 

fi.OiO 



C.OoO 

Ditto 

Ditto. 

aii Lali Chaki, Treasurer ,,, 

e,ooo 



0,000 

Collector 

Ditto. 

• 

Bahbooba. 







ipnr.Ward’a Estate ’ 

6.000 



e.ono 

CollretoP 

Deposit. 

kshoy Kumar Madak, minor ... 

3,000 



3,0IX) 

Ditto 

Ditto. 

iradananda Chatcrii, 2ud 
iDlerk, Excise Olllee 

coo ! 



601) 

Magistrate 

Seefirity deposit. 

hetra Mohan Sen, Nazir 

000 1 

■ 


3,(X)0 

Uisti-ict .ludgo 


Carried over 

64,08,900 

42,COO 

>,64,800 

60.03,200 






































































Kamr of Fonk, I’lnso.v, 

OI! I'jSTAlE. 


Amiiont of Isvkstmest. 


,4 piT (•(■nt. 

..r 181!.:. 

ami otluT ' 


par 
cent, of 
1S,0. 


Olli-or 

kinds. 


Total. 


Nnina of ollioor to wliom tlin 
intcTost is sent and who 
is 1 ‘^sponsihU* for tlio I'ush 
ui'ooiiiit of the fund. 


Class of Fund. 


BroUj;hl forward 

BUUDWAN niVT.SIOX— 
ruu/inmd. 

BaNKooUA— couclixicd. 


• 360i Wonipsli Cliiindm Ctlialh'i'jpa, 
IVazir, Alnnsif's Court, Ivutat- 
|mr 

S6l! Itiihiiniddin Ahnicd, Assistant 
Jailor ... 

ItKFnimoosr. 

Jn<Inl) f'handrn Hlinnnilk. Xazir 
Sotl Ijiila ISliil) J,al. Trcasur<‘r 
;t.)4 Knlii ('liandra Jiani-rji, fi.vrisc 
i Duro^'iih 
35')! Mulct I’rizo 
3-"t! ’J'nyl(*r 8cltoInrsiiip 
357i Ulinhan Alolian iSing and Jlara 
I ISuiuIai'i l).'i.si Mcdii! 

358 liainiioro ilat Charitahle Dis- 
j jnnisary 


359 I’carj' Jiiil 
I Jailor ... 


Shomc, Assistant 


I Jfin.VAPOliK. 

I 

300; l}!im<’.sliwiii' Liil, Pcjintv .Tailor 
301! .lavdcl) J'lis. Assistant.)ifilor 
303. I’cliari Lai Jihiiknt, As.si.staiit 
.lailor ,, 

303 ' Tnrka NVard's Kslato 
301. Maliglint.i I'istiitc 
305 Haul (loiinl i'liaiidliri's Estate 
300 lliini Kninnr Aasliar, Maniigor, 
i Tnrka W aril's Estate 
307, Dlcainbar Das, Maiuigor, Siijii- 


j (.'css Xiizir 
303: Ham (iiniml .Lalilrl. Treasurer, 
I Tundook isuli-Trcasury 
37(1; (iyiiniida tOnirau Hiisn, Trea- 
j surer, (.'I'litui Siih-Trcasnry 


I ranal ... 

373 iNolin Kisti) Mnivlicrji under A 
; Xlofl8f.lt 

37) llajrajcshar Alaziimdar, mini 
i of I'litlira 

370 llnikantlia Nnflia Cliandhri, 8n 
i M aniiccr, iNayagriini Estate 

3T(i Kailas t'hanilra Ihinerjee, (j 
! inoslita, Muliuhati Estate 

377, Itanyilianpur AI unieipality 

378 ITiirrison 8eliol,'iraliii) 

3711' Alaisadal Toi linieiil Selioel 


381 Latelmian I’ra.snd Garga Seliiilar- 
I ship ... 

.Maitin STeda! 

3,83; Kali J’rasaniia Eai Cha 
j Medal... 

381 l ijiin liihari Datta Afedal 
3&5| llarrisin Medal 

8.80 Slidiiapore High Pehool ‘ 


■ i.imr ... 
Xnrendra li 
' ant Jailor 


) 


I 


Carrieil over 


t 1 

11 s. 

1 

Es. 

_ 1 

Es. 

11 s. 



54.08,900 

4 ‘i,noo 

1 

5,54,800 

60,0(1,200 

J 

# 


i 

i 1,000 



1,(X)0 

• . 

Dislrirt Judge 

Secarily deposit. 

j 200 

. 

. 

200 

Tiispertor-Gciieral of Jails 

Ditto, 

2.01 It) 

It 1 . 0:10 



2 ,(M )0 

10,1100 

Disirirt Judge 

Culleeti'r ... 

Ditto. 

Ditto. 

5n0v 

1 l.,5()il 

1 2.000 



.500 

l.nia) 

2,000 

Ditto 

Alagistrate 

Chairman. Distriet Board... 

Ditto. 

Edueational. 

Ditto. 

1 1 

1 1,000 1 

. 


1 ,)XK) 

Magistrate 

Ditto. 

i 1.000 : 

1 ; 

! 


l.COO 

SiilMlivislonal OUi(.*i*r. Rutii- 
|KHv Hat. 

Medieal. 

200 i 

: 1 


. 

200 

Inspeelor-Gcueral of .lail.s 

Soeurily deposit. 

i 1 

; I 

iYu ) ' 

; 

. 


5' 0 

2 0 

Tn.'peetor-General of Jails 
J)lto ditto 

Ditto. 

Dille. 

2- 0 ' 

, 1 , 01 ,KK) 

D.lOO 1 
i 3.000 1 

1 

. 

2--.0 
1.04, 00 
9.101) 
3.000 

Ditto ditto 

Colhetor 

Ditto 

ititto 

Ditto. 

Deposit. 

Idllo. 

Ditto., 

2.00O I 



2,'XiO 

.Dll 10 

Security ih'po.sit. 

i 

S i,oiH.‘! 



l.Oiio 

Ditto 

Ditto. 

1 600 : 



fits) 

Ditto 

Ditto. 

! 5s.>'» : 



■500 

Ditto 

Ditto. 

; 5o(i 



500 

Ditto 

Ditto. 

l.OOO 

. 


1.000 

Ditto 

Ditto. 

i 2,0(XI 



3,000 

Ditto 

Dppo.sit. 

i 300 



300 

Ditto ... . 

Ditto. 

3,200 



3.2(K) 

Ditto 

Ditto. 

1.000 



1 , 01,0 

Ditto ... ... 

Security deposit. 

100 

1,600 

2.5tX) 

0.0(X) 

800 



100 

1,.50() 

2.600 

5,000 

800 

Ditto 

Chairman of the Munici- 

('hairman, Ihslnot Board 
Magistvato 

Olmiraiau, Miduapore 

.Mtitueipality. 

Ditto. 

Municipal. 

Educational 

Ditto. 

Ditto, 

• 1 

1 2 , 00(1 

t 4(JO 

1 1 

j .JfjO 

‘ 400 

lOo 

J!,OOu 

..... i 


3,ooo 

400 

400 

! 400 

j 400 

[ 61,00i) 

Ditto *' ditto 

Ditto ditto 

Ditto ditto 

Ditto ditto 

1 it to ditto ' ... 

Ditto ditto 

Ditto. 

Ditto. 

Ditto. 

Ditto. 

Ditto. 

Ditto. 


( 

- /'iiU 

) 



2(X) 

...... 


2 l«) 

' Tiispector-Genei al of Jails 

Security depos 

. ! 20 .: 



2oo 

! Ditto ditto 

Ditto. 

. 6.5.8 ’,900 

vi.rwx) 

0,90,800 

52.2 ),2' 0 
























































Kamb of Fcni). Prmon, 
OB Estate. 


Brought forward 
JTIHDWAN DIVISION— 

Midkafobe - concludt^. 

t 

itai Dispcusary 
rco Di-tppnsary 

lit! UcIiHPy Jilukcrji, Sudder 
ourt Suh-lnspi'ctor 

■esliwar Sen, Treasurer 
sliad Ali, Nazir, Mnnsif’s 
ourt, Tamiuk . ... 

HooQjri,T. 

sanf.a Enm.ar llnldnr, .Tailor ... 
lari Jiiil Mukeiji's Emlowmctit 

loghly Pulilio Library 
ri.sU tiliandrii Mitrn. Treasurer 
iri.sli Cluiiiclra Alitra, Ti’b.siUlHr. 
Ilia.s jMcliul 

'iniddi Mullik, farmer of Klias 
(Iidial Uallj'Cliuek 
.namali Neogi, Kims Mehal 
Joliurir, (’Idirsurali 
■aja Nath Bnuerji, Treasurer, 
eliaiialmil Suli-Tren.sury 
igliu l.i<di Chaterji, Trea.surer, 
iuli-Treasury, .lelianabad 
iiui>eiisatiim money duo to 

'handaii Muni Uassee 
nniHuisation nionc-y due to 

i.nnnda Chandra Jiusu 
Uerparuh Sebool ... 

onimgar Ifipon Medal ... | 

linsnrab Poor 
abakri.sliiia Sebolarabip 
ani Katlyiiini ditto 
liwayte’s Memorial 
fonia Kanla Miikerji of Kbak- 
seally ... 


nnapurniiDebi and Bnj Laksini 
Debi ... 

iimaln ... _... • 

lati NatbaChaterji, Nnib Nazir 
Jlabi Bnx, Nazir, JfunsiKs 
Court, .lehanabad ... 
lanwarilal Chaterji, Court Sub- 
liispcelor 

Pile farmer of ITarilintty 
■Uvets Thoinp.son Prize Fund ... 
jlanga Narain Gupta’s Free Stu¬ 
dentship Fund 

Mihir Lai Sarkar, Nazir, Mun- 
sif’s Court, SoramfKiro 
Ilary Mohan Ghoso, Nazir 
Han Das Cbakravarti, Naib 
Nazir ... 

SidhcBsur Nandi, Buksbi 
Charu Chandra Chimdra, Dukalii 
Kali Das Bnnorji, Buksbi 
Ujieiidru Nath Do, Court Sub- 
Inspector 

Trailokya Nath Mitra,, Nazir, 
MunsiC's Court, Ulnberia 
Asutosh Mukerji, Collecting 1 
Sircar 

Ib^reo-nintbs share of thoMohsin 
Einambara 


AMoruT OF Ietbstmest. 


4 per dent. 

of 18(!5 • 
and other 
years.^ 



2,000 

9,000 

500 

6,000 

1,000 


1,000 

I,C1,0(X) 

:l.500 

16,000 

1,000 

1,600 

300 

500 

600 

C(W 

!)()(.) 

19,000 

200 

40,(KI0 

0011 I 

9,600 j 

1,200 I 

600 

3(X) 

600 

600 

1,000 

600 

200 

1.200 

600 

1,000 

6UO 

200 
100 
100 
lOJ 

600 

1,000 

200 

3,600 


68,07,70) 


4i ])er 
cent, of 
1879. 


Other 

kinds. 


Es, 

42,“00 


Ea. 

5,98.800 


i.aowrs 


BOO 


4.3,000 


6,97,8oO 


Name of odieer to whom i 
the interest is .sent and wlioj 
IS responsible for the cash 
aeeouut of Ihe fund. 


Total. 

Es. 

C2,20,2i.0 


2,000 [ Siib-dirisiunfil Odieer, Con- 
tai. 

10,000 j Ciiairman, Munieipalify ... 

600 I rhstrlet Siiporintemlcat of 
Pehro. 

6,000 I Collector, 

1,000 


Cl,.lSS OF Fusd. 


1,000 

1,61,000 

3,&a) 

16,000 

1,500 

l.oOO 

300 

oOO 

600 

1,0 0 


District Judcc 


fnsjipet.ir.General of .Jails 
Colleetor 


Medical. 

Dido, 

Security deposit. 
Ditto. 


900 
19,iKJ.O 

2110 
40,ia)o 
600 
9.“dJO 
1,200 

5ial 

300 

600 

600 


Ditto 

Ditto 

Ditto 

Ditto 

Ibllo 

Ditto 

Ditto 

Dillo 


Dili o 

Seerelary. TItterpara Collogi 
, and Sebooi Board. 

• Magistrate 

Local .Agents ... J, 

Magi.strafo ... 

i’riiieijial, Koogiily College 
Ititlo ditto 

Chairman, Hooghly and 

(.Tiins II rah M unjeipal i 1 y. 

Sub-divisional ClTleer, 

StT.ani]Jort*. 

Ditto ditto 

Distiiet Judge 


Ditto. 

hdiicafional and 
Medical. 
Itdiieaftriaal. 
Bfeurily dejsssit. 

Ditto, 

Ditto. 

Ditto. 

Dillo. 

Ditto. 

Deposit. 

.Ditto. 

Kdiicatioiml. 

Ditto. 

Chari talde. 
Jtdue.'itiuiial. 

Ditto. 

•Ditto. 

Deposit. 

Edueat.ional. 

Ditto, 

oeeiiritv deposit. 


1,900 

Ditto .... 

Dillo. 

600 

Dislriel tsuperiutendeut of 
Polieo. 

Ditto. 

200 

Colleetor ... • 

Ditto. 

1,200 

Alagislrato ... ' 

Eduealional. 

600 

Ditto 

Ditto • 

l.OTO 

District .fudge 

Security deposi 
Tblto. 

6UO 

(.tolleelor 

2i)0 

Ditto 

Ditto. 

100 

Di'.lo 

Ditto. 

1(K) 

Ditto 

/'illo. 

100 

Ditto ... ... 

Ditto, 

600 

Disiriet Superiulendcnt of 

Pi dice. 

Diir.. >. 

l.tKK) 1 

1 

District Judge • 

Ditto. 

^ ■■o . 

(Tiairmiin, TItterpara Muni- 

Ditto. 


eijiality. 


3,.TOO 

Collector 

'jjeiigious. 

6r>,o8,,';oo 




Carried over 




































































THE CALCUTTA GAJaiSTTE, APEIL 8, 1891. 


1 


AmOCST of iKVKSTMBliT. 


Kaub of FnsD, Pbbson 
OB EsTArs. 


Urouglit forward ... 
BUEDWAN BIVISION— 

t'OVf'UulHl. 

Hooohby— enncludetl. 

43'/ Bara Emamlmru 
431 JhIiht JjIiI liaucrji, Izardnr ot 
Kidderpore 

433 Mukliuiu Eld Mukcrjii Tux-du- 
Togah 

433 Goiinl C3iandra GIiosc, Xazir, 

Murisif'x Court 

434 Kama Natha Banrrji. .Tajlor ... 
43u Abioasli Cliaudra Dutta, Kazir 

IIOWBAH. 

430 Orjdian Fund 

437 Uujial Lai Ba.su, fipzir ... 

43t Kajlalisliini T)ebi on ai^oount of 
'laraCliaud Mitni. (tomaslda. 
in till' t'slateof Ward Sib Cojial 
Banerjoa 

439 Brajondru Kumar Savkar, Head 

Clerk ... 

KA-ISIIAHYK DIVISION. 
Kajbhahyb. 

440 I’rasanii'i Natba liai 

441 Rajsbnbyo Cnlb'gp* 

44; Kani JVIunniohini's aid to the Law 
Classes, Jbijsliabye Col lege t.. 
443 ConijieiisAtioii niimey for lands 
taken iiji Cur ISawBbgimgc new 
Fond 

441 Conipens.atioii money for lands 
taken up for Nawubpuuge band 
roiul 

445 Compensation money for lands 
taken up for Dadapnr road 
440 Conijiensstiou money for lands 
taken up for police station 

447 Bariidiv Das Mitra, MoUsliuda Das 

IWitrn, Jlisbeswnri Daseo and 
Ba'.nnta Kiimari Dussoo under 
Act XI of 1859 ... 

448 Dighapalia Ward's E-stata 

4i9 Asnini Kiiinar Banerji, tutor 
and guardian, Digliapulia 
Ward's ICsfnte ... ... 

450 Tarini Clninin Chaterji. Assistant 

JManager, Digluipatia Ward's 
Estate ... 

451 Frnmoda Nalb Bay, Basanta 

Kumar Bay. .sarat Kumar Bay 
and llenieudru Kumar Bay, 
Mirrors 

453 rraumllia Natb Eai ... 

453 Mayo Memorial 

464 Mobini Mobnn Bai Prize 
466 Ananda Cbanilru .'<en, Nazir ... 
450 Safknri Milrii. on iieeoimt of 
Amiud Cliiindrii Men, Nazir ... 
4')7| .loyram Gnpl.i, Naib Nazir ... 
45 s 1 Bliolii Nntliii Unss, >’azir 
459 ! Yadu Niitba Basu, Deputy 
.lailoT ... ... " ... 

anojBnj Kumar Sarkar’s Prize 
4011 liopol Ctiamlra Cbose, .Jailor ... 
402 Minima Cliariui ilukerji, De])utT 
ilaiior ... 

103 Lokenalb Biswas, Assisluut 
.liiilor ... 

484 Miildbesur Sing'. Siiperviaor 
4 (i 5 Jtbownni Salmi, As.sisUnt Jailou 
A8'0 dadu Nntli Bbattaebarji, Assist* 
ant Jailor 

Carried over ... 1 


4 per cent. 

of 1866 
and other 

4i per 
cent, of 
1879. ! 

q.her ^ 
kinds. 

Total. 

yean. 



• Es. 

Bs. 

Ks. 

Bs. 

68,07,700 

43,000 

6,97.800 

66,08,600 


Name of oBloer to whom tbe 
interest is sent and who 
is n^sponsiblc for the cash 
accoaut of the fund. 


Class of Friro. 


1,07,400 

1,50,000 

20,000 


10,000 

13,77,900 


Beligioni, 
Security dep osit. 
Ditto. 


3,000 Oollector ... , .. 

1,0'JO Ditto 

200 Chairman, Uiterpara Muni 
cipalitj. 

3,000 District Judge 

],(Xt0 Inspector-General of Jails 

3,010 District Judge 


6,400 I Magistrate ... ... Charitable, 

600 I Covenanted Deputy Col- Security deposit, 
lector. 


Ditto 

ditto 

... Ditto. 

Ditto 

ditto 

... Ditto. 


1,07,400 Collector 
l,60,00o Ditto 
211,000 Ditto 

f 

600 Ditto 

1,300 Ditto 
4,0f0 Ditto 
2,000 Ditto 


irt.nno Ditto 
13,77,900 Ditto 


£00 Ditto 
6,000 Ditto 


Educational and Medi¬ 
cal. 

Educational. 


Deposit, 


,„ Security deposit. 


Ditto ... ... Deposit. 

I Chairman, Distiiot Board... Edacational. 
Priuclpal, Kajsbahyo Col- Ditto, 
lege. 

Ditto ditto ... Ditto. 


2,000 Judge 

1,000 Do. V ' ... 

600 Do. 

1,000 Muusif of BeaulMb 


Security deposit. 


600 Inspector-General of .Tails Ditto, 
too Chairman. District Board .. Educational. 
1,000 Inspcctor-Ucuoral oE Jails oecurity deposit. 


_ 200 . 200 ! 

76,84,900 I 43,000 ,6.97,800 82,86,700 










































































THE CALCUTTA QAEETTB, APRIL 8, 189). 


Namb OB Frsi), Pbbbob, 
OB Ebiatb. 


AmOUKT OB Ikvbbtmbmt. 


4 per cent, 
of 18(.« 
and other 
years. 


4i per 
cent, of 
1879. 


Other 

kinds. 


Total. 


Name of officer to whom the 
interest is sent and wlio is 
rosponsiblo for the cash 
account of tho fund. 


Brought forward 

■ 

UAJSIIAHYK DIVISION— 

continued. 

Bunofobe. , 

4^7 Gycbanda School ... 

488 Victoria Scholarship 
4011 Nowberj Scholarship 
470 Prusanna Kumar 'I'agore, under 
section 16, Act Kl of J859 ... 

47l! Bhubaneshwari Debi, under sec¬ 
tion 16, Act XI of 1869 
472| Mndhusudan Lahiri, under sec¬ 
tion 16, Act XI of 1869 
473| Oliandra Kishoru Itai of Bur- 
dliaukothi 

474’ Kaui Anandamayi’s Scholarship 
476| Kungpore Dispensary 
470 | Chandra Kiiiita liui, Izardar, 
drainage laud, Eungporo Muni¬ 
cipality 

477| Alikuri Bridge Trust . ••• 

47 k| Shashi Bhusan Sen, Nazir of 
Munsif’a Court 

479| Sliashi Bhu.san Ghosal, Naib | 
Nazir ... ... 

480 Suhud Buz, Naib Nazir 

481 Nanda Lai Nandi, Lunatic 

482 Bungporc School* ... 

483 Kungporo Normal School 


Dinaqepobe. 

484 ( Sri Natha Sanyol, minor, Sun- 
kcrporc 

48g| BhudhiimIhChaudhri's Estate ... 
48oj Soudamiui Chaudhrani, minor, 
Hariporo 

487| Clihatra Natha Chaudkri and 
Tanha Natha Chaudhri,minors, 
of Maldwar Estate 
4 gg Basanta Kumar l)a.s. Treasurer,,. 

489 llaj Kumar Ohatak, Nazir 

490 Sarat Chandra Boy, Hanager, 

SunkorjKtro Estate^ ... 

191 Durga_ Das Bagchi, Manager, 

Mald'war Estate ... 

192 Dinagojporo Dispensary ‘ ... 

193 Gopal Chandra Chandra, Jailor 

194 Uamid U1 iiuq, Assistant 
Jailor 

Booba. 

Bodhica Prasad Ghosh, Head 
Clerk ... ... ... 

Abdur Itahaman Khan, M anager, 
Government Estate ... 

Mahammail Gowhar Ali, on 
account of Dnrga Das Chat- 
terji, Nazir, Munsif’s Court, 
Nawabgungo 

Saiyad Abdus Sabhan Scholar¬ 
ship 

Bof^a DLspensaryt... 

Giris Chandra Bose, Assistant 
Jailor ... ... 


195 

196 

197 

,98 

.90 

00 


01 

02 ] 

03 

04 

06 


, POBKA. 

Syod Abdul Ilai, Nazir , „. 
AghoroNath Bai, Nuzir 
Sarada Charon Bancrji, Trea¬ 
surer ... 

Tarakauta Mazumdar, Nazir 
Munsif's Court, Nawabgunge .. 
Bchari Lai bhuttaoharji, Naib 
Nazir ... 

Curried over 


Bs. • 
76,84,900 


4,000 

15,0u0 

6u0 

60,000 

1,000 

1,600 

200 

6,000 

14,000 


1,000 

3,200 

1,000 

600 

600 

6011 

18,900 

I.OIX) 


3,600 

12,400 

10,000 


42,800 

2,200 

600 

2,000 

3,000 

2,000 

1,000 

200 


600 

4,000 

1,000 

6,000 

2,000 

200 

1,800 

3,000 

10,000 

100 

400 


Class of Fond. 


78,22,400 


Bs. 

43,000 


Mb. 
6,97,800 


43,000 


,97,800 


OovcTnmoiit l*r,,.uiiaory Note for U*. 1,000 belonsfng to ibis fund tau boou 
loan Will be tec^id in two ioiulmenls in March 1801 auS lUreh iSSi. 


Ml. 

82,26,700 


4,000 

16,000 

COO 

CO,000 

1.000 

1.600 

200 

6,000 

14,000 


1,000 

3,200 

1,000 

600 

600 

600 

18,900 

I.IXXJ 


3.600 

12,400 

10.000 


42.800 

2.200 

600 

2,000 

3,000 

2,0o0 

1,000 

200 


Colli'clor 

Educational. 

T'itto 

Ditto. 

Ditto 

Ditto 

Bitto ... 

Deposit. 

Ditto ... 

Ditto. 

Ditto 

Ditto. 

Ditto 

Ditto. 

DitUi 

Jilducational. 


Chairman, Municipality 


Ditto, ditto 
Chairman, District Board., 


District Judge 

Ditio 

Ditto 

Ditto 

Head Master 
M agistrato 


Medical. 


Security deposit. 
Miscellaneous. 

Security deposit. 

Ditto. 

Dillo. 

Dciiosit. 

Eduealiunal. 

Ditto. 


600 

4,000 

1,001 

6,000 

2,000 

200 

1,800 

3,000 

10,000 

100 

400 


Collector 

Ditto 

Ditto 


Ditto 

Ditto 

Diito 

Ditto 


Ditto 

Chairman, Municipality 
luspector-Ucneral of Jails 


... Deposit. 
Ditto. 

Ditto. 


Ditto. 

Security deposit. 
Ditto. 

Dilto. 

Ditto. 
Medical, 
Security deposit. 


Ditto 


ditto 


84,63,200 


District Superintendent of 
Police. 

Collector 


District J udge 
Magistrate 

Chairman, Municipality .„ 
Inspector-General of tlails 


Judge, Pubna and Bogr.T ?.. 
Ditto ditto 

Collector 

Ditto 

District Judge ... 


Ditto, 

Dilto. 

Ditto. • 

Ditto. 

Edneationul. 

Medica^. 

Socuiitj deposit. 

■v 

Ditto. 

Jlirto. 

Ditto. 

■ Ditto 

Ditto. 


•aid, sud the sale pruceeds have Isteu sen fo the II imieipal Couimisalunera ol IIoki 
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AuorNT OF 

Ibvestmbmt. 

Name of offiecr to ■whom the 










Name oe Fdnh, Peeson, 

OB Estate. 

4 percent. 

of lb66 
and other 

4| per 
eent. of 
1879. 

Other 

kinds. 

Total. 

i^ltc^cst is seot Hnd who 
is responsible for the cash 
ac.'^ount of the fuud. 

Class of Fcnd. 



years. 




1 



Es. 

ju. 

Ea. 

Es. 

• 



Brought forward 

78,22,400 

43,000 


84,63i'2'00 




KAJSUAHYK DIVISION— 
















Ppena — court udvd. 





1 


fiOl 

Trniloltya Niilli Sen, Nnr.ir, 
MunHir'.s Coiirl, Si.rajguiiKc ... 

200 



200 

' District Judge 

Security deposit. 

607 

Mfilifinimad Muahwii, .'azir, 





Ditto. 


M unsit's Court.. Sorajuuiign ... 

100 



100 

Ditto 

BO( 

Umi-.sli Chandra Wukcrji, Head 





1 

Security deposit. 


Clei'If ... 

300 



300 

; District Superintendent, of 







1 Police. 



Dabjeei-Iko. 





1 


COJ 

Knrunn Maya Gul.ta, Tren-surcr 




10.000 

Deputy Commissioner 

Ditto. 

51( 

Ham Biiigliasain Euni, Tri-ii surer 

lo.oott 



10,000 

I Diito 

Ditto. 


JuLrAJorm. 





j 


611 

Hari Moliun Eebi, Afemorial 
Prize Fund 

Bum Oliandra Sireur, Assi.stnnt 

100 



100 

Inspector of Sehools, I?aj- 
shaiiye Circle 

Eduentiunal. 

6ia 




■ 



Jailor 

2r'0 



200 

Inspoelor-GcnersI of Jails 

Security deposit. 


DACCA DIVISION. 








Dacca. 







6l:i 

Famine relief 

20,200 



20,200 

Chairman, District Board .. 
'Cummissioner of the"! 

Char.! table. 







division ... ... 1 


614 

V'^y.se’s OrphniiBgo ... 

10,000 



10,000 

Collector ... ... 1 

Ditto. 







1 Principal, Dacca Col- 1 


616 

En,si Chandra Boy, Mauager, 




t 

L lege .J 



Attached Fstnlea ... 

2,000 



2,000 

Collector 

Security deposit. 

610 

Sharoda Prosad Sen, and t'lerk. 







A1 oonshigungo Small Cause 
Coui’t ... 

600 



600 

Ditto 

Ditto, 

617 

Giris Chandra Gulin, End Clerk. 








Dne.ea Small Cause Court 

1,000 



l,f00 

Ditto 

Ditto. 

61S 

Kali Prosanna Basil, .E.Tcise Da- 







rognh, Alunsliigungc 

600 



600 

Ditto 

Ditto. 

61!. 

Lewis Alednl 

600 

. 


600 

Principal, Dacca College ... 

Educational. 

f.-JO 

Donnelly Prize. 

OOO 

.... 


600 

Ditto, ditto 

Ditto. 

eai 

Haiah Eali Narain Scholarship.. 

r.,o(Ki 



C,UOO 

Ditto, ditto 

Ditto. 

ca-j 

Sromiath AMcmorial Fund 

2iio 



210 

Fitlo, ditto 

Ditto. 

6:':'. 

Ureunaiid Prize Fund 

7lK) 



700 

Ditto, ditto 

Ditto. 

r.ai 

Burn Loehan Gliose Prize 

1 ,/mo 



1.000 

Ditto, ditto 

Ditto. 

ear. 

Pope Memorial Fund 

1,600 



1,500 

Ditto, ditto 

Ditto. 

eau 

Mil ford J-lospital ... 

1,76,900 



l,7(i,i)00 

Chairman, Municipality ... 

Medical. 

bar 

Atal Hihari Chakravarli on ae- 







count of a law-suit 

600 



600 

District Judge 

Deposit. 

5-'H 

Ainrita Lai Sil on behalf of 






Unies Chandra Sil, Clerk, Dacca 
Jledienl School ... 

600 



600 

Suporintondont, Medical 

Security dejiosit. 


Ilaeea Church , ... 





Scliool, Dacca. 


n£!i 

6,(WO 



6,000 

Chaplain of Dacca 

Ecligious. 

5;i(i 

-Moulvic Obuidullnh Fund 

Bnj Chandra Das, Jailor 

Satis Chandra Chowdhory, Do- 

600 


. 

600 

Beerctarpr, Dacca Madras.sa 
Committee. 

Educational. 

61! 1 
68:‘ 

2,000 



2,000 

Inspector-General of Jails 

Security, deposit. 


puiy Jailor ... ... 

600 



600 

Ditto ditto 

Ditto. 


Fcbberdfobe. 







533 

Chandra Dhor Clintterji. Nazir, 








Goalundo Siib-divUiotiul OHice 

600 



600 

Ditto ,. ditto 

Ditto. 

534 

Oolam Ali Chowdri fur payment 






of rent 

3,4(X) 



3,400 

Collector ,,, 

Deposit. 

630 

Sbib Charnn Lnhiri, Nazir 

600 



600 

Ditto 

Security deposit. 

031! 

Puma Chandra Ghosh, Nazir ... 

3,000 



3,000 

District Judge 

Ditto. " . 

637 

llaraNatha Ghosh, Naib Nazir 

000 



600 

Ditto 

Ditto. 

63 

Puma Chandra Bauerji, Naib 





Nazir ... 

600 



600 

Ditto 

Ditto. 

639 

Nnbin Chandra Chaudhri, 




54* 

Head Clerk 

Lakshi Narain Cbakravlirti, 

, 600 



600 

District Saperintendent of 
Police. 

Ditto. 


Jailor. 

1,000 


-T-r- 

1,000 

Inspector-General of Jails 

Ditto. 

611 

Bejny Kanta Son, Assistant 






Jailor 

2C0 



200 

Ditto diito 

Ditto. 


Carried over 

80,84,900 

43,000 f 

,97,800 

87,26,700 
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Maub of Fiijfn, Feb BOS, 
OB Kstatb. 


Amoubt of Ihvkstusnt. 


Iperoent. 

of 18ti6 
and olh'cr 
years. 


45 per 
uont. o£ 
1879. 


Orticr 

kinds. 


Totiil. 


amo of officer to whom tlie 
interest ia sent ami who 
is resjKinsible lor the eush 
account of the fund. 


642| 

513 

544 

615 

546 

547 

548 

61!) 

650 

651 
652] 


Brought forward 

• 

DACCA DIVISION—co«tiMi/ed. 

BACEEBOVKa|. 

Tfljammal Ali on account n 
nissa K^hoaton, laurdur c 
Kalkciii* 


Cliandra Poddar 
Khedura Nissa i 


Class of Fond. 


No. 6216 

3arup Cliandra Gu 
Chandra G-uha, 
Char Lnkoni 


Tehsildar 


Guha ... 

Kaiiiim Kanta Gupta, Ns/.ir 
Anirita Lai Bonerji, Assisi 
Nazir ... 


£!ili|ira.ssanna Das, As 
Nazir ... 

Sarut Chandra Sen, 
Snh-Inspcetor, lihola 
dirisioii 


653 'Rdncational Trust 
55l| .Jauul Chandra Bukski, Nazir, 
Bliola Munsif's Court 
536! Barisal FemalB Ward 
666! 

6.57 


668 | 

559| 

6 60! 


561 

562| 

563 

564] 

566 

666 

667 

56S 

569l 

5701 

•)71 

572 

573 
>74 


Blioln Dispensary ... 

Middle 
Bai 


Perozeporo 
School 
Mathura Mohan 
and Benode Lnl 


English 


Muusiil Nazir, 


MvHKNSINOn. 


>76 

>76 

>77 

>78 

>79 

iSul 

181 

1821 


AWtA/.amaUA.'A VSAAAD XFKIIU 

llardingo Veruacnlar School 
Scholarship (Frize) Trust 
O’Kincaly Prize 
Mytnensingh Girls’ School 
Ditto Zillah School 
Muktsgacha Dispensary 
Famine Belief 
Profits of Taluk Newjali 
Profits of Taluk Jowarburmi 
Shashi Kumar Ghosh, Trcasui 
I Nasirabud Dispensary 
Mymeiisingh Dispensary 
Isliau Chandra Cliakravnrti, Na¬ 
zir, Munsif's Court, Attia 
Bliola Nathn ilitra, Contractor... 
Durga Kanta Bai, Manager of 
Ward’s Estate 

Qour Chandra Boy, Nazir,' Shcr- 
pur Munsifs Court 
Sarat Chandra Datta, Nazir, 
Munsif’s Court, Pangna 
Iswar Chandra Das, Contractor 
^J^lokya Natha Lahiri, General 
Manager of Wards’ Estates ... 
Gopul Chandra Mnkerji, Jailor 
Dina Chnrau Datta, Distillery 
Darogah 


Carried over 


Hi. 

Bs. 

Bs. 

Bs. 


i 

... 80,84,900 

43,000 

6,97,800 

87,25,700 



ed. • 

tt- 

ar 

• 





700 

ra 

m 



700 

Collector ... 

Security deposit. 

600 

Lih 

m 

al 



600 

Ditto ... 

Ditto. 

800 

ik 

of 



800 

Ditto 

Ditto. 

2,000 

...... 


3,000 

Ditto 

Ditto. 

ra 





• 

• 

15.000 

6,000 

it 


• 

16.000 

6,000 

District Judge 

Ditto 

nc]>o.sit. 

Seeurity deposit. 

600 

600 

>f 



600 

600 

Diito 

Ditto 

1 Ditto. 

! Ditto. 

ft 600 

t 



600 

Ditto 

Ditto. 

200 

t 



2C« 

Ditto 

Ditto. 

200 

200 

r, 



200 

200 

District Suiicrinicndent of 
Police. 

Magistrate 

Ditto. 

! Educiitioual. 

300 

1,000 

• 600 
1,000 

u 

. 


31X1 

l.tHKJ 

6(X) 

l.O'O 

District Judge 

1 liairman. Municipality ... 
Magistrate 

SulMlivi,<ioiial Officer, Dak- 
khin Sliahszjioru. 

Security deposit. 

! Medical. 

1 Eilucatioiml. 
Medical. 


1.000 


1,000 

Suh-dirisional Olfrcer, Pc- 

Kdiieatioiial. 

i 




I’ozi^porc. 


' 7,6(X> 

!■ 



7.600 

Second Subordinate Jud^o 

Dcpo.sit 

100 



100 

District Judge 

Serurity deposit 

J 600 

1,500 
600 
2,000 
1,000 
1,600 

3.000 

7(XJ 

1,300 

4,600 

13,000 

2,000 

12,000 

1,600a 

600 

1,500 

61:0 

2,f*i0 

1,000 

1,5(X) 

12.000 

3.000 

2,2ii0 

1,300 

4,600 

13,000 

2,000 

Magistrate 

Ditto 

Ditto 

Ditto ... • 

Cidleclor and .VlagiistratB... 

Ditto ditto 

Magistrate 

Chairman,District Board... 
Collector 

Ditto 

Ditto 

Chsiriuan, Municipality ... 
Ditto ditto 

Educational. 

Ditto. 

I titto. 

Ditto. 

Ditto. 

Ditto, 

Medical. . 
Chiiritahlc. 
Deposit. 

Ditto. 

Security de)>osit. 
Medical. 

Ditto. 

1,000 

2,600 



1,000 

2,500 

Judge 

Chairman, District Board... 

Soeurify deposit. 
Ditto. 

4,600 

. 

600c 

6,000 

Collector 

Ditto. ^ 

1,000 



1,000 

District Judge .... 

Ditto. 

1,000 

1,500 



1,000 

1,600 

Ditto 

illiairmaa. District Board 

• Ditto, 

Ditto. 

6,000 

1,000 



6,000 

l,0u0 

Collector ... ^ 

.nspeetor-Goncral of .Tails • 

' Ditki,. 

600 



600 

JoUectw 

Ditto. 

81,71,000 ^ 

56,000 5 

90,800 j 

is,‘26,800 
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fPAET 


' 1 

I 

ASIOVMT of JjeVlCST»fRWT. 

Name of officer to whom the 

! 

I 

Name o* Fond, Pebbos, 1 . 

OB EsTJl'IB. \ 

• / 

1 peT eent. 

of 1806 
and other 
y<‘»rs. 

4^ per 

cent, of 

Other 

kinds. 

Total. 

interest is sent and who 
is responsible fur the cash 
accoiuit uf the fund. 

Class of Fuvd. 


i 

1 

Irouglil forward 

DACCA DlVISlOiN—foMc/adsrf. 

MyMENslNou— 

Sarat Chandra Sen, Assistant | 
Jailor ... ... ... 1 

l!s. 

81,71,000 

VOO 

Ba. 

5(!,'J00 1 

Ks. 

5,99,800 

Bs. 

88,26,800 

800 

Inappctor-Gcncral of .Tails 

Security deposit. 

681 

^iobin Chnndrtv Ghose CoiUraolor 1 

6IK) 


. 

6'0 

Chairman, District Board... 

Ditto. 

686 

K.unja Bchuri Mukerji, Cem- 
tractor... 

3,000 



, 3,000 

Ditto, ditto 

Ditto. 

G8(il 

.loygopul Pid, Oontraolor 

2ii0 



200 

Ditto, ditto ... 

Ditto, 

687 

>'11901 Chandra Gliose, Contrac¬ 
tor 

1,000 


1 

1 

1,000 

Ditto, ditto ... 

Ditta 

68H 

Gopal Gobiuda Bi.«was, Coutrac- 
lor 

100 



100 

Ditto, ditto 

Ditto, 

5H« 

ClIlTTAGOJfG DIVISION. 

CniTTiaoKo, 

1 

1 FozI Ali Khan’s Estate 

18.100 



18.100 

Colleetop 

Deposit. 


Nnyaiilura Cliatidhraiii, minor ... 

. 11,Olio 



11,000 

Ditto 

Ditto. 

691 

, Hadayai Ali CliaudJiri, minor ... 

7,100 



7,100 

Ditto 

Ditto. 

692] Sulaniat Ali Xtiun ruiil AsliruE 

1 minors ... 

693' CJliiU.af{oiiK l.!ollogo* ... 

fil.fiOO 

L*,Oo(j 



81 .(Ifxl 
2,01 KJ 

Ditto 

Head Master ... 

Ditto 

Educational. 

591' Lliitiagoiig Baylcy Medal 

7iiO 



700 

Magistrate. 


696 

il Situlcimda Vernacular School ... 

1,000 



1,001) 

Ch.airman, Di-strict Board... 

Ditto. 

59i; 

,I iJai (aolak CJuindra SeboJarsJiij>... 

4,300 



4,301) 

Head Muster ... 

Di tto. 

697 

Ali Fazl, minor 

8,000 



8,000 

District Judge 

Deposit. 

698 

Kaj Cliamira Chandhuri. \Vurc- 
house-Vcciier 

2,600 



2,600 

Collector of Cnstoraa 

Seenrity deposit. 

699 

llnri Piula(jbose, Tehsiidar, Xhas 
Meiial ... 

600 



600 

OoUeetor 

Ditto. 

609 

Chitlagong Port Fund 

20,200 



20,200 

Chairman, Port Commis- 

Deposit. 

eol 

602 

Comi>on.sation money duo to Kali 
Kumar Ila.s as trustee of 
llaniudar Chakra ... 

Moheudro Noraiu Iloy, Jailor ... 

3,000 

1,000 



8.000 

1.006 

siouers. 

Collector. 

luspcelor-Gcneral of Jails 

Security deposit. 

603 

TiPPKBAn. 

NandaKnl Das, Kocord-kocpiT... 



COOa 

600 

Collector 

Security deposit. 

604 

Temple Annada Medal 

1,600 



1,600 

Magistrate 

Educational. 

606 

Kri.sliiia Kumar Oulia, Nazir ... 


5ii0a 

600 

Collector 

Security deposit. 

600 

Ksialo of CJiaudi Buislmavi, 
deueaBcd 

700 

..... 


700 

District Judge 

Ditto. 

607 

NOAEHOLLr. 

Moln Fund 

3.800 



3,800 

Collector ... ... 

Ditto. 

(508 

1 ana Alia Endowment , ... 

1,600 

• 1 • I ■ 


1,600 

Ditto 

Educational. 

609 

iNoukliolly Bispimsary . ... 

4,000 



4 000 

Chairman, Mnnieipality „. 

Medical, 

610 

Jiajani Aaiita Mitra, AMsiidtaut 
Jailor ... 

200 



20 

Inspector-General of Jails 

Seenrity deposit. 

6U 

PATNA DIVISION. 

Paisa. 

Pi'inco of Wales’Eoeeptiou ... 

3,35,400 


t’ . 

2,36,400 

Commissioner of the divi- 

Educational. 

612 

Patna Agrienlturnl Show'Fund... 

4,000 



4.600 

sion. 

Pitto ditto 

Miscellaneous. 

013 

1 JJIiagwaut Narain, minor 

28,000 

...... 


28,000 

Collector 

Deposit. 

614 

, Alusummnt Fukharauiiissa 

20, no 



20,100 

Ditto 

Ditto. 

616 

1 Srinatlia Lahiri, Suh-Iuspeetor... 

600 



6C>0 

District Superintendent of 

Soourity depoB.'t. 

(ilC 

; Bireshwar Basu, Head Clerk ... 

600 



600 

Police. 

Ditto ditto 

Ditto. 

617 

Bani Madbub Sircar, Hoad Over- 
Beer 

300 



200 

Chairman, Municipality ... ! 

Ditto. 

61« 

1 Pallia City Dispensary 

3;),500 


__ 

20,600 

J)ittu ditto ,..{ 

Medical. 

619 

1 Baukipore DiBjieiisnvy 

3.000 

..... . 


3,000 

Ditto ditto 

Ditto. 

62C 

1 Ilnrabullab Naroyau Scholar¬ 
ship ... 

6,600 



6.600 

Principal, Patna Colloge,,, 

Educational. 

621 

Pearson Sehokrshi]) 

2,600 



3,6IX) 

Ditto, ditto 

Ditto. 


Carried OTcr 

8(1,09,6 JO 

66,000 

j6,W,800 

93,36,400 


















































































Amom or Immaan. 




Kiiu OF Fukd, Piiaov, 





Name of offioer to whom the 
interest is sent and who 



4 per eent 
‘1869 




Ciisi or Fuka, 


ox Eitatx. 

4iper 


Total. 

is responsible for the oash 



and other 

cent of 
1879. 

kinds. 

account of the fund. 




jean. 







• 

Bt. 

Bs. 

Bf. 

1 Es. 




Brought forward 

86,66,600 

66,000 

6,00,800 

98,26,400 




PATNA DIVI8ION- 
, eonlinued. 








Vktai.--eonelui«d. 

• 






m 

Doyal Chand Shome Medal 

Temple Sohool of Uedioine ... 

600 



600 

Principal, Temple Sohool of 

Bdneational. 






Modicino. 


628 

3,000 

tTl I I 1 


3,000 

Ditto, ditto ... 

Ditto. 

624 

68» 

Kali'Cumar Banerji, Naiir 

Badha Krishna Lai, Court Sub- 

6,000 



6,0U) 

District Judge 

District Superintendent of 

Security deposit. 

Inspebtor 

2C0 



200 

Ditto. 

626 

Kaai Sjed Beza Hoaien Jubilee 





Police. 


Scholarihip 

S.OOt) 



3,000 

Principal, Patna College ... 

Educational. 

627 

Anglo-Arabic School 

Badsha Nawab’i Bayley Scholar- 

16,000 



16,000 

Collector 

Ditto. 

628 




Ditto 


686 

ship ... 

Kari Syed Beta Hotaein'g 

2,00) 



2,000 

Ditto. 


Scholarship for Patna Anglo- 





• 



Arabic School 

1,200 



1,200 

Inspector of Schools, Behar 

Ditto. 





Circle. 


630 

Hara Nath Adrerji, Assistant 







Jailor ... 

200 

a* e.» 


20 

Inspector-General of Jails 

Seonrity deposit. 


Qji. 


• 



« 


631 

Angus Ogilvy, Manager, Tilcari 





Collector ... ... 



Estate 

6,000 



6,000 

Ditto, 

632 

Dirgopal Lai, on behalf of the 
now Treasurer 



Ditto 

Ditto. 

20,400 

20,400 

633 

Investment under section 20, Act 






Y1 (B.C.) of 1857, on account 
of compensation for land 

1,600 



1,600 

Ditto 

Deposit. 

634 

Gya Government Sohool* 

13,600 



13,600 

Magistrate 

Educational. 

685 

Tiaari School ... 

30,0t0 



30,000 

Ditto 

Ditto. 

686 

Bayley Scholarship... 

7,0()0 

. 


7,000 

Ditto 

Ditto. 

637 

Eden Scholarship ... 

6,400 



6,400 

Ditto 

Ditto. 

638 

Eden Prize 

3,000 



8,000 

Ditto 

Ditto. 

639 

Tikari Dispensary ... 

27,000 



27,000 

Magistrate 

Medical. , 

640 

Nowada Dispensary 

1,000 



1,000 

Suh-divisional Officer, No- 

Ditt<. 





wadt. 


641 

Nowada Sohool 

600 



600 

Ditto ditto 

Educational. 

6t2 

Gya Pnblie Library and Museum 

12,000 



13,1100 

District Jndge 

Miscellaneous. 

643 

TikariEstate 

1,46,600 


10,0006 

1,66,600 

Collector 

Deposit. 


Babn Banbahadnr Singh, Tikari 





Endowment Bed Fund for Gya 
Pilgrim Hospital ... 

2,600 



2,500 

Magistrate 

Medical, 

645 

Babu Ambioa Prasad Singh, 







Tikari Endowment Bed FiTnd 








for Gya Pilgrim Hospital 
Maharaja Kamal Krishna Sans- 

2,600 



2,600 

Ditto 

Ditto. 

646 







kritPme ... . 

100 



100 

Head Master, Zillah School 

Edoeational. 

647 

Babn Tara Sankar Bhnttacharji’s 






Warm Clothing Fund for Gya 
Pilgrim Hospital ... * ... 

1,000 



• 1,000 

Magistrate 

Medical. 

648 

Gya Branch of the Lady Duf 








67,700 



67,700 

Ditto" ... ... 

Ditto. 

649 

Asntosh Mnkerji, Assistant 







Manager, Tikari Estate 

1,000 



1,000 

Collector 

Security deposit. 


Lai Behary Singh, Jailor 

1,000 



1,000 

Inspector-General of Jails 

Iticto. 

661 

Jadn Nath Das, Assistant Jailor 

200 


. 

200 

Ditto ditto ... 

Ditto. 


SBiHAXap. 






• 

652 

Mulehand Barai Fund „ 

8,000 



2,000 

Chairman, District Board 

Miscellaneous. 

663 

Arrah School* ... 

1,000 



1,000 

Head Master ... 

ICducatiuuaL 

g| 

Arrah Dispensarr ... 

Syed Mahamnuia Mrhdi, Admi- 




7,600 

Chairman, Mnnicipality ... 

Medical. 


nistrator of the estate of C. E. 
Davis ... 




600 

Judge 

Security deposit. 

666 

Nowran^m Marwari, .Tailor 

Amrita Lai Mukerji, Assistant 




2,000 

Ditto ditto 

Ditto. 

667 





Jailor ... 




200 

Ditto ditto 

Di^tp. 

658 

Mabendra Prasad, Assistant 








Jailor ... 

800 



200 

Ditto ditto 

Ditto. 

659 

Bam G-opal Sen, Naiir 

Snrjya Coomar Chakravarti 

8,000 



3,000 

District itodge 

Ditto. 

660 




600 

District Superintendent of 

Ditto. 


Crishna Das Eundn, Jailor ... 





Pilce. 


661 

1,000 



1,000 

I&Bpec|^or-General of Jails 
r 

Ditto. 


Carrried over 

90,67,400 

66,000 

6,10,800 

97,24,200 






















































































AHOTrHT' 0? IsTItnCMT. 


• 


Name of officer ti whom the j 

yAitit or Fond, PaBseir 

OB EsTSTB. I 

4 pet cttit. 
I of J88« 
and othtf 1 
years, j 


Total. 1 

interest is sent and- whof 
is respoUsiblo for the cash j, 
' account of the fund. 

1 


ClabU 01^ ttXD. 




Es. 

E.S. 

fie. 

j Ri. 

1 • 


Brought forward 

PATNA DTVISION-- 

roncluded. 

DcBuncNOA. 

, 00,67,400 

66.000 

6,10,800 

1 

97.24,800 


f.6; 

i Nurlian e tats 

1,02.901) 



1,02.900 

CtdlcCtov 

66 

66i 

' Northbrook School ... 

1 Btraj Kumar Sahui, Excise Da- 

3I,6''0 



31,600 

j Pri.'si-icnt, NorlhbfoOli 

School Committee. 


roguh ... 

m) 



400 

! Collector 

66; 

5 Hup Lai Miara, Treasurer 

20,000 



30.'K» 

l)ilto 

6Ul 

1 Mndhubaiii l>is|ica.sary 

2,000 



2,uii0 

Ciiiiirtman, Madhnbaai Mu¬ 
nicipality. 

66: 

■ Bownug Lal.Nnzir 

1.000 



).o;,o 

Mrin.«if ... 

(Hi! 

661 

i Kis.scu Hn)sad. Nazir 
t Syed Shainsoul Hooda.'r Nazir, 

l.ooo 

. 


1,000 

Ditto ... 


Munsif’s Court. Tejporc 

1,000 


. 

i.noo 

Ditto 

67( 

) Kedar Nath (looiti, Jailor 

MozuKFKiironr. 

1,01K) 



l,(Xi0 

Inspitctor-Generel of Jails. 

671 

i Mozuffcrporc Municipality 

8,000 



8.000 

Maristrate 

671 

! Sursaud Dispensary 

1 l,7(X) 



11,700 

Snh.DivisioLBl Officer, Sith- 
inai’hi. 

67J 

1 Sitarnurhi Aided School 

60' 

•ee... 


600 

Ditto 

67d 

67C 

1 Baylcy Medal 

i .Jagndishwar Bose, Excise Suo- 

9J0 



900 

Ditto 


Inspector 

600 



60) 

Colicetor 

676 

1 Sitarnurhi Dispensary 

2,000 



2,000 

Chairman, Silaulurhi Mu¬ 
nicipality. 

677 

Mozuffcrporc Diii)pn.sary 

31,600 


.. 

31.600 

Chairnian, Muuioi|)Blity ... 

67 

Mozuffcrporc School* 

33,6‘i0 

. 


2r,6iXt 

Hi-iid .Master ... .,, 

67G 

6Ul 

Lala Natha Siilioy, NaibNazir .. 
Uam Sariin Lai, Nazir, Munsif's 

6lK) 



500 

Judge 

681 

Court, Hajipore ... 

600 



600 

Do. 

Basarat ilos.seio. Nail) Nnzir ... 

60 1 



600 

Do. 

68!j 

Lalla Naudoo Lsl, Naib Nazir.., 

600 



6(K) 

Do. 

683 

■fagaunath Sahay, .lailor 

1,000 



1,0011 

Inspector General of Jails 
Ditto ditto 

684 

Amnia Lai Das, A.ssistaut Jailor 

SAurN. 

200 



200 

686 

Chujira Public Library 

2,000 



2,000 

Magistrate 

68ti 

Sab Banwari Lai I'indowmcut ... 

1,16,000 



l,16,0iH) 

Cliaitmau, Muniitipality ... 

687 

Chupra Dispensary 

13,3(K) 



]:4,3(» 

Ditto, ditto 

688 

689 

1 Saivail Cbmliar Ali, Nazir 
Kafipraasunua Chuterji, Naib 

6,iX)u 



6,000 

District Ju ige 

690 

Nazir ... 

Syed Muhammad Akil, Naib 

600 



600 

Ditto 

691 

Nazir ... 

Bhninib Prasad, Court Sub- 

600 



600 

Ditto 


luspoctor 

600 


1 

600 

District Snptirinteiidcnt of 
Polieo. 

69i 

Gactri Prasanna Uho.saJ, ditto... 

600 



600 

Ditto ditto 

693 

694 

Chupra Town Drainage 

Poresh Nath Bag, Court Sub- 

3,.600 



9.5(X) 

Chairman, Municipality ... 

696 

luspoctor 

Sham Sunder Sahiu, Court Sub- 

200 



200 

District Superintendent of 
Police. 

69G 

Ina])t*fb)r, Sewau ... 

200 


...... 

200 

Ditto ditto 

Gopalgnugc tlubilec Fund 

800 



800 

Sub-di visional OfDcer, 

Gopalgunge. 

691 

1 

Kali Prasaiiua Uai, Head Clerk... 

300 



300 

J)i.strtct Superintendent of 
Police. 

Lu^lu Oliaran J!itra, Jailor 

1,000 


•••!•« 

1,000 

Iiispcotor-Gcnersl of Jails 

399 

Ham Tarak Sen, A.s.sistaiit.railor 

2<i() 



TOO 

Ditto ditto 

70U 

Bliaiatcstrari I’atsalu 

CHtrMPsBUir. 

2,600 

*••••« 

•••••. 

2,600 

Clmirmsn, Chupra Miini- 
eipulity. 

?01 

Barharwa Dispensary ... 

1,600 



1.500 

Civil Surgeon 

Motiliari ditto 

1,000 


_ it 

3, (XX) 

Chairman, Municipality ... 

503' 

04 : 

Kain Natha Siugti, Jailor 

BHAGULPOllE DIVISION. 

B]iAaui.{>ORP.. 

Heirs oF the late Kumar Srinaa* 

1,000 



l.tXtO 

luspoctor-GeucroJ 6f Jails 

95: 

dan Sing 

AI.OOO 



441,000 

Collector 

kivers Thompson Memorial ... 

3, (too 


. 

. 2,000 

Ditto 


Carried over ' 

94,84,700 

60,000' 6, 

,10,800 1 

,01,61.600 



Deposit. 

.EduMitidoftJi 

Swnrity depositi 
Ditto. 
JUedicati 

Scistiritr diftosit. 
D)tto. 

Ditto. 


M anin'pal. 
MedicoJ. 

Edaeaticnal. 

Diltt,. 

Secority deposit. 
Medical. 

. Ditto. 
Edneational. 
Security deposit. 

Ditto. 

i)itto. 

Ditto. 

Ditto. 

Ditto. 


Miscellaneous. 

Charitable. 

Medioal. 

Security deposit. 

Ditto. 

Ditto. 

Ditto. 

Ditto. 

Municipal. 

Security deposit. 


Ditto. 

MiscoUane'ons. 

Security deposit. 

Ditto. 

Ditto. 


Medical. 

Ditto. 

Security deposit. 


Deposit. 

Buiidtnxi 






















































































Naub of FnitD, Ptitotf, 
dm Estitb. 


AMOtrifT'oF 






Etmeof oiHrertp irhoin tlio , 
inte^st ii seat anff irlio | 
IS responsible for the casli I 
aeooaut of the fund. | 


Class or Fosd. 


Brought forirard 

IHAGULPOBK DIVISION— 

• ean/inuei. 

UnAavLrosB—coniluded. 

• 

khny Kumar LahiH, Treasurer 
arisli O'^andra Ohatdrji, JNtcir 
lovolsnd Memorial 
lirist Church 

adehptirah DjspensaVy ... 
hagulpord Charitable Disjioii- 
lary 

lagulporc ScHobl building 
-■pal Chandra Sircar and 
Jasanta Kumar Sartesr Medal, 
ahohnr Ghose, Ovorkoer 
isaniudditi, Munsifs Court, 
'fazir 

vhoined Sahib Khan; Nazir ... 
iri Molian Thakur and Braja 
dolian Tlinlcur, in Execution 
'aso I'O. 2')7 of If88 
ndhar Mai. I'ankbr, under 
cclion 9 of Act VII ofJflHO, 
n behalf if Jagrati Thaku- 
>ni 

ram Blialtn, Aasistamt Nazir 
P'hIi IdiHndra Ragcliee, Mana- 
.'r, Siigmnli KsLato 
imgar Estate 

?. kicketts. Manager, Siinker- 
irc Estate 

him Chandra Chattfrji. Jailor 
>la Nath Knuda, Assistant 
lilor 

li Madhab Bhakat, Assistant 
•lor .... 

ore Mohan Banerii, Assistant 
ilor 

htti Gas Chatterji, Assistant 
ilor 

irka Nath Dey, Deputy Jailor j 
i Das Mozuindar, Assisiaut j 
ilor ... I 

MotrOHTB. 

Behari Lai Singh, Court 
)-Iii.spcctor 

li Sheoprasod, for protection 
n sale of hin'ostates under * 
ion 16, Act Xr of 1869 ... 

jmmad Newaz, Sub-Troa- 
crof Jamui 
serai Dispensary 

serai Aided School 
li Dispensary and School ... 

li ni.spcnBary ... 

[Iiyr Dispensary 
thyr School* ... 
pnrah Jiioyemment Aided 
jol ... 

tosh Chaterji, Tai-darogah, 
alpore Municipality 

Sahay Singh and Bhaggu 
ferry fanners 
ngi Sahai, Nazir 
Abdul^ Huq, Municipal ’ 
■"oer 

Jewak Lnl, Jailor 

Ira Chandra Kai, Assistant 

ir 

r Poetry Vrize Fund 
rati Sahiii, Nazir, Munsiff's 
t, Jamui 

Carried os^er ... 07 e 


9*.84,700 *66,0b0 ,6,lo;806 if 01.81,500 


Collector 
dl'tlo ... 

Ditto ... ’ 

Magisirato and Collector.” 
Chairman, District Board 

Chairman, Municipality ... 
Magistral c 

Ditto 

Chairman, Municipality ... 

iMiinsifof Mudehpiira 
Judge 


Sceurif.v deposit. 
Ditto. 

'lisceltftneous. 

UeligioiiH. 

Medical. 

Ditto. 

Educational. 

Diifo. 

Seenrity deposit. 


33,000 Disirict Judge. 


Colh-ctor 

Ditto 


Ditto 

Tnspeetor-Genernl of Jails 


SeiMirily deposit. 
Depiisil. 

Security deposit. 
Diite. 


2o6 District Superintendent of 
Police. 

2,000 Cqlleetor 

600 Ditto 

3,100 Snli-divisional Officer, 

Begu.s('rai. 

fiOO Ditto ditto 

11,000 Sub-divisional Clfficer.* 

Jamui. 

3,600 Ditto, ditto 

71,600 Chairman, Mnnicipiilily ... 
6,000 Head .Vlaster, /illali School j 


Ditto. 

M cdicnl. 

Education 111. 

Kdiiciitioiial and Med 
cal. 

Medical. • 

Ditto. 

Ediu's tioual. 


2,000 Siib-divi.sional 
Jamui. 


< tfficcr, 


600 Chairmnn, .lamalporc Mu¬ 
nicipality. 

3.000 Msgistrato 

l,09ij .Munsit’of Bcgiiscrni 

500 flisirman, Mnnicipslify 
l,00i) Inspecior-Geiicral of Jails 

200 Ditto ditto 

800 Collrctor. • , 

1,000 District Judge 


Security deposit. 


Ditto. 

• Educational. 
Secnrit.y*dc])Osif. 


6fi.<'00 fi.io.sno I Ii4.-18 700' 

















































































Amovitt o> IxTnnuitT. 


Ktm« of offieer to whom the 



Navi of Frito, Pauoir, 

OB Estatb. 

i per cent. 

of 1866 
and other 
years. 

41 per 
cent, of 
1679a 

Other 

kinds. 

Total. 

interest is sent and who 
is responsible for the eash 
aoeonnt of the fund. 

t ... .. 



Bs. 

Bs. 

Ba. 

Bf. 



Brought forward 

97,81,900 

66,000 


1,(4,48,700 

a 

74S 

BHAQULPOKE DIVISION— 

eoncltded. 

PUBRBAH. 

Mirsa Muhaintnod Hasson’s Trust 

6,200 


•••»as 

6,900 

Colleetor 

749 

Annie Bosli Dey, Mabel Marga¬ 
ret Doy, and Qeorge Goodsr 
Dey, minors ... 

10,600 



10,600 

Distriot Jndge 

760 

Prasanna Kumar Sen. Head 
Clerk ... 

300 



800 

District Superintendent of 

761 

Ajodya Nath Sen, Jailor 

1,000 



1,000 

Polioe. 

Inspector-General of Jails 

762 

Dumka. 

Boliini Estate 

18,000 



18,000 

Deputy Commissioner 

76:i 

Maulari Niaamat Hossain, 
General Agent, Court of "Wards 

2,(XXI 



2,000 

Ditto 

76t 

Duxnkft Zillah School* 

2.tXX) 



2,000 

Ditto 

76E 

Dumka Dispensary 

2.()00 

mm.mm. 


2,000 

Civil Surgeon 

76fl 

Deoghur Aidtd School 

1.000 



1,000 

Sub-divisional OfScer, Deo- 

767 

Dcoghur Dispensary 

3,000 



■ 3,000 

ghur. 

Chairman, Deoghnr Muni- 

768 

Uamangaon Ghaiwali Estate ... 

6,900 



6,900 

oipality. 

Deputy Commissioner .. 

769 

Maldah. 

Debendro Lai Ghnsb, Treasurer 

10,000 



10,000 

Collector 

760 

Old Maldah Municipality 

600 



600 

Chairman, Old Maldidi 

761 

Kalisaran Bai, Nazir • 

1,000 



1,000 

Municipality. 

Munsif ... ... 

762 

.Tadu Nath Mozumdar, Assistant 
Jailor 

200 



*200 

Inspector-General of Jails 

763 

Durgauath Chakrararti, Nazir... 

1,000 



1,000 

Munsif of Maldah 

764 

ORISSA DIVISION. 

CcrtACK. ■ 

Annaekattra 

2,000 



2,000 

Superintendentg General 

766 

Kanhai Lai Pandit "Eest-honsc... 

7,f00 



7,600 

Hospital, 

Collector 

76t 

Narsing Charan Panda, minor ... 

7,000 

... .. 

. 

7.000 

Ditto 

761 

Sri Oburan Putnaik, minor 

4,000 



4,000 

Ditto 

768 

Kajah Padma Laohira of Killa 
Kanika 

1,01,300 



1,01,300 

Ditto 

m 

Compensation mon^ for land 
taken up for High Derel Canal, 
Section 3 

500 



600 

Ditto 

110 

Haripa .Estate 

l.KO 



1,100 

Ditto 

771 

Uavenshaw College* 

2'),200 



26,200 

Magistrate 

772 

Cuttack Hindu trirls’ School .. 

3,100 

. 


3,1(X) 

Ditto ... 

773 

Gouri Shyam Scholarship 

1,(XW 



1,1 xx» 

Ditto 

774 

Dhcnkanal Scholarship 

7.600 



7,600 

Ditto 

776 

Mayurblianj Scholarship 

2,100 



2,100 

I'bairman, District Board... 

776 

Mayo Memorial . ... , 

i;i,ux) j 



13,100 

Ditto ditto 

777 

Keoiijhur Estate Vernacular 
School 

1,600 



1,600 

Superintendent, Tributary 
Mehals, Cuttsek. 

Ditto ditto ... 

77S 

Bana Mali Singh, Manager, 
Maharajah of Dlienkanal's 
Estate 

2.500 



2,600 

779 

Maharajah of Dhenkanal 

5,99,800 



6,99,800 

Ditto ditto ... 

780 

Medical School Scholurship 

1.500 



1,600 

Superintendent, Cuttack 
Medical School. 

District Judge 

781 

Juggut Bullub Ghosh, Nazir ... 

600 



600 

782 

Sudam Chandra Naik, Manager, 
Dcnkaual Estate ... 

6,000 

m 


6,000 

Colleetor 

783 

Cuttack District Board 

1,000 



1,000 

Chaurman, Distriot Board,,, 

784 

Hama Charan Sarkhel, Head 
Clerk ... 

300 



300 

Distriot Bnperintendent of 

786 

Dolegohinda Chowdhry, Jailor... 

1,000 



1,000 

Police. 

Inspector-General of Jails 

786 

Cuttack Municipality 

2,000’ 



2,000 

Chairman, Municipality 

787 

Chandra Nath Ghose, Assistant 
Manager, Killah Kiijnng 

600 


. 

600 

Collector ... 

7H8 

Radha Madhab Naik, Trewnrer 

11.6tK) 

*■ 


11,600 

Ditto ... 

789 

Rnm Chandra BhattacEiarji, As, 
Distant Jailor 

200 



200 

Inspector-General of Jails 


Carried oyer 

1.06,49,300 

66,000 

6,10,800 

1,13,16,100 

_ 


OuM Of Funs. 


CheriUhle. 


Depotit. 

Seoarity depot it. 
Ditto. 


Depoiit. 

Seotirit;^ deposit, 
Edncationel. 
Medical 
Edacational. 

Medical. 

Deposit, 


Security deposit. 
Municipal. 

Security deposit, 

Ditto. 

Ditto. 


Charitable. 

Ditto, 

Deposit. 

Ditto, 

Ditto, 


Ditto. 

Ditto. 

Bduoational. 

Ditto. 

Ditto. 

Ditto. 

Ditto. 

Ditto. 

Ditto, 


Security deposit. 
Deposit. , 
Educational. 

Security deposit. 

Ditto. 

Deposit. 

Ditto. 

Security dppoiit. 
Deposit. 

Security deposit. 
Ditto. 

Ditto. 















































Past 1] 
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I7ahe or PritD, Pebsok, 

OB Estate. 

Amouht of Iktestmevt. I 

1 

Name of officer to whom the 
interost is sent and who 
is responsible for the cash 
aocouiit of the fund. 

4 

• 

4 per cent. 

of 1866 
and otheV 
years. 

4i per 
cent, of 
1879. 

Other 

Jcinds. 

Total. 



Es.* 

Bs. 

Bs. 

Bs. 



^ Srouglit forward 

l.no,49,3(X) ’ 

66,(00 

6,10,800 

1,13,16,100 



OKISSA DIVISION—conelil. 

• 






PUHI. 

! 





79" 

Puri Sanskrit School *' 

12,000 



12,000 

1 Collector 

791 

Nityananda Das, Telisildar of 







Eliurda 

1,000 



1,000 

Ditto ... 

792 

Honing Estate 

2,600 



3,500 

Ditto ... ... 

793 

Kiinja Dohari Ganguli, Assistant 







Jailor ... 

200 



200 

Inspector General of Jails 


Baiasoqb. 






94 

Pilgrim Hospital Fund 

2,100 



3,100 

Chairman, Balosoro Muni- 

9S 

Akshaya .Naraiu Deb, Manager, 





cinalit.y. 


Ward’s Estate ... 

J,(XX) 



1.000 

Collector 

96 

Mayurlihanj Estate... 

1,31,600 



1,21,600 

Ditto 

y7 

Slicik Babnjau, Hoad Clerk and 

600 



600 

Ditto 


Shoristadar, Bbadrak Sub- 







division. 






98 

Ilafiza Kabman Abtned, Tehsil- 







dar 

1,000 



1.000 

Collector 

99 

Maliammad Naziniddin, Customs 







Ollicer... 

600 



5(X1 

Ditto 

00' 

I’rinco of Wales Scholarsliip ... 

(5,000 

i 


6,OtK) 

Magistrate 

01 

Bhndrak Dispensary ... 

6,300 



6,300 

Ditto ,,, 

02 

llajah SliyamaNauda Ue Dispen- 







aary ... 

6UU 

...... 

• •• 

600 

Ditto 

03 

Sir Stcimrt Bayley Medal 

600 

. 


600 

Ditto 

iOl 

Couri ('iiaran Chakraverti, As- 







sistunl Jailor ... ... 

200 



200 

Inspector-General of Jails 


CIIOTA NACPOBE DIYI- 







STOIS. 







LoHABllVOaA. 






106 

CliutiaFair 

12,000 



12,000 

Deputy Commissioner 

iOO 

Baba Pratab Singba, Panjuri 







Kolan Estate 

3,400 

s»..%. 

.. 

3,400 

Ditto ditto 

■103 

' Okhoy Coomar Bai, Tolisildar... 

1,000 

...... 


1,000 

Ditto ditto 

lot 

1 Dalton Memorial Fund 

1,600 



1,600 

Ditto ditto 

JOS 

Dhanaman Saboy, Jailor 

1,000 

. 


1,000 

Inspector-General of Jails 


HAZABIBAOrr. 






0 

Haradhan Sircar. Nazir 

1,000 



1,000 

Deputy Commissioner 

11 

T. W. Tweodie, Manager, Dhau- 






I 

war Estate „. 

6,000 

j 


6,000 

Ditto ■ ditto 

12 

Ssti Scholarship 

1,800 



1,800 

Ditto ditto 

13 

J. Hill, Deputy Suporintendent 







of ilazaribagiL lleformalory 

1,000 

*4 ■ 4 * 


1,000 

Inspccfor-Gencml qf Jails 

14 

■I. Wilkarson, Jailor ... 

1,000 



1,000 

Ditto ditto 

16 

Mukund Lai, Telisildar 

600 



600 

Deputy Commissioner 

.10 

Latchman Kumar, minor 

200 



200 

Ditto ditto 

117 

Trailokya Nath Chatterjoe, She- 




1 



ristadar, Giridih sub-division ... 

600 



600 

Ditto ditto 

118 

Syam Lai Chakrararti, Assistant 







Jailor 

300 

... vis 


200 

Instpoctor-Gencral of Jails 

119 

Kailas Chandra Sinilui, 







Jailor 

1,000 1 



1,000 

Inspeetor-Genoral of Jails 


Maebhoou. 






1 

20 

Begoon Kodar, minor ■ ... 

19,100 



19,400 

Deputy Commissioner 

21 

Famine Orphan 

O.O'JO 



6,(XI0 

Ditto ditto 

22: 

Prasaona Kumar Mnslal], Excise 



- 




Darogah ... ' 

600 



600 

Ditto ditto 

23 

Silal Chandra Chaterji, Sub-In- 






i 

spoctor of Schools 

200 



200 

Ditto . ditto 

24 

Jharia Wards’ Estate 

43,100 



43,100 

Ditto ditto *“ 

26 

Becharam Gupta, Assistant 







Jailor ... ... 

200 



200 

Inspector-General of J ails 


Carried over 

11 , 09 , 03 , 71)0 

66,000 

3 , 10.800 

1,16.70,600 



CliABH OP FoKP. 


Fdunational. 

Security deposit. 
Deposit. 

Security deposit- 


Medical. 

Soenrity deposit. 
Deposit. 

• Security deposit. 


Ditto. 

Ditto. 

Kduenlional. 

Medical. 

Ditto- 

Eiluealional. 
Security depo.sil. 


Miscellaneous. 

Depo.sit. 

t-ecurity <lepo,sit. 
F.ducaliomil. 
Security ilcpo.sit. 


Ditto. 

Ditto. 

Educutioiinl. 

Security depo.sit. 
Ditto. 

Ditto. 

Deposit. 

Security deposit. 
Ditto. 

Ditto. 


Depo.u'l. 

Cliaritulilc. 


Et\;vr:iy deposit. 

Dilfo. 

Dcjio.'-it. 

Security depo.sit. 
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Akovut of Ibfbsticbnt. 

Name of officer to whom the 
interest is sent and who 
is responsible for the cash 
account of the fond. 



1^41111 OF PUND, PbASOHi 

OB Ebtatji. 

4 per rent, 
of 1865 
and other 
years. 

4^ per 
cent of 
1879. 

Other 

kinds. 

Total. 

CiiAsB OF Fobs. 

m 

Brought forward 

ClIOTA NAGPOll -1 
DIVISION—ronr/«(/cd. 

SmounooM. 

(ihyohaasa Difipmsury 

Es. 

1.09,03,700 

2,000 

Es. 

06,000 

Es. 

5,10,800 

Es. 

1,16,70,600 

2,000 

• 

Deputy Commissioner 

Medical. 

827 

BaHanta Kumar Ohose, Assistant 
Jailor 

200 



200 

Inspector-General of Jails 

Security deposit. 

8.8 

OniTM DEPAllTMKNT. 

Behas Oncw Aoekct. 

Saiyad Mansur Allam, Natirc 
Assistant 

2,000 . 



2,000 

0])ium Agent, Behar 

Security deposit. 

629 

liiila Munslii Jjai, I^ativo Assist¬ 
ant ... 

2,000 




Ditto 

ditto ... 

Ditto. 

8.30 

Ifunslii Adit Prasad, Native 
Assistant 

2,300 



2,300 

Ditto 

ditto ... 

Ditto. 

831 

Itainanugnilia Sins^'* Gomaslita 
oC Kollii liopalyunpo 

2,000 



2,000 

Ditto 

ditto 

Ditto. 

832 

MnlJikPida Ali, Native Assist¬ 
ant 

2,500 



2,500 

Ditto 

ditto 

Di tto. 

833 

Saiyncl Muhammad liashid, Go- 
mashta 

1,000 




Ditto 

ditto 

Ditto. 

831 

Bhowntj Lttl, Gomashla of Kotlii 
Nowadii 

3,000 



2,000 

Ditto 

ditto 

Ditto. 

835 

Snd!inran, Gomashla of* KotJii 
Mussowrah 

1,500 




Ditto 

ditto 

Ditto. 

83G 

Ham Lai, Gomaslita oE Kotlii 
hinmair 

600 



coo 

Ditto 

ditto 

Ditto. 

8J7 

Hum Praknsh Lai, Gomaslita of 
ICotlii Muminaroa .. 

1,000 



1,000 

Ditto 

ditto 

r 'll o. 

838 

Mokund Lai, Goinashta 

1,000 



1,000 

Ditto 

ditto 

Ditto, 

839 

Oopi Snnunri JJasi, lor Krishna 
Chandra Ghose, Native Assist¬ 
ant 

2,600 



2,6e0 

Ditto 

ditto 

Ditto. 

810 

Soonder Lai, Gomaslita 

6fH) 



.500 

Ditto 

ditto 

Ditto. 

811 

Bidlngi Lai, Potodar ... 

1.000 



l.OOt) 

J)itto 

ditto 

Ditto. 

812 

Jugjccbun Hrusad, Gomaslita ... 

1,000 



i.too 

Ditto 

ditto 

Dilto. 

813 

Besabes Opiem Aqbbct. 

Banvrnri Lall, Shrristndar 

500 



nno 

opium Agent, Benares ... 

Ditto. 

811 

Bishoshar I’rassAl. Ooniashta ... 

1,600 



1,600 

Ditto 

ditto 


815 

Cliampal Lai, Gomashta, 

1,(100 



1,001) 

lliito 

dilto 

1 lit to. 

810 

Bhiiin-aj, Trcasuror 

2,01X) 



2,O"0 

Dilto 

ditto 

Dilto, 

847 

llamrueh l.al, Tronsnrer 

500 



600 

l>itto 

ditto 

1 )itto. 

818 

Handu Kishore, Shoristadar 

600 



5t)l) 

Ditto 

ditto 

Dilto. 

819 

Gopi Chand, Gomaslita 

1,500 



1,61X1 

Ditto 

ditto 

Ditto. 

860 

Bliula Nath, Gniiiashla 

1,600 



l,6iKl 

1 lit to 

ditto 

Ditto. 

851 

Nnsir Hnssaii, Gomaslita 

1,500 



1 ..6.10 

Ditto 

ditto 

Ditto. 

8.-.2 

Buldco Sarup. Gomaslita ' ... 

1,G(K» 



1.500 

Ditto 

ditto ... 

Ditto. 

853 

Mndhu Prasad, Treasurer 

1,000 



l.OtXl 

Ditto 

ditto 

Ditto. 

864 

Gojiui Sevnk, ShorisUdar 

5t)0 



GOO 

Ditto 

ditto 

Dilto. 

855 

Ahld Hosseii, Gomaslita 

1,500 



1..5(X) 

Ditto 

dilto 

Ditto, 

850 

Alidul Giilfer, Gomaslita 

Aslian Ali, Gomashta 

1,600 



1,.600 

Ditto 

ditto 

Dilto. . , 

867 

600 



600 

Dilto 

ditto 

Ditio. 

858 

Bhugnuiit Prasad, Gomashta ... 

1,500 



1,500 

Ditto 

ditto 

Ditto. 

859 

Gursuhoy Lull, Oouiashta 

1,500 



1,600 

• Ditto 

ditto ... 

Ditto. 

800 

Gagaii Chandra itai, Duud Audi¬ 
tor 

1,.500 


***•»* 

1,600 

Ditto 

ditto 

Ditto. 

861 

iintlii Prasad, Shoristadar 

600 



500 

Ditto 

*" ditto 

Dito. 

802 

.lafnr Ali. late Gomashta 

1,6(X) 



1,600 

Ditto 

dilto ... 

Ditto. 

803 

.loala J’rasad, Gomashta 

1,6' 0 



1,600 

Ditto 

ditto 

Ditto. 

861 

JugRcr Nath Prasad, Gomashta 

600 



600 

Ditto 

ditto 

Dilto. 

805 

Kasi Prasad, Gomashta 

1,500 



1,61X1 

Di tto 

ditto 

Di'to. 

80ti 

Lokenatli, Goinashta 

2,000 



2.000 

Ditto 

ditto 

Ditto. 

807 

!N Budn Kishore, Gomashta 

600 



600 

Ditto 

ditto 

Ditto. 

80s 

Pauna Ali, Gomashta 

1,600 



1,600 

Dilto 

ditto 

Ditto. 

SOS 

Bash Bchari Lai, late Gomashta 

1,600 



1,600 

Ditto 

ditto 

Ditto. 

87( 

Bai Kumar Lai. Shoristadar 

600 




Ditto 

ditto 

Ditto. 

871 

Kaduy Lai, Gomashta ... 

600 



6‘JO 

Dilto 

ditto 

Ditto. 

87: 

lliizan Ltd, Gomashta 

1,600 



1.6110 

Ditto 

ditto 

Ditto. 

871 

Ajiidliya Prasad, Gomashta 

2,1)00 




Ditto 

ditto ... 

Ditto. 

871 

Joy Narain, Gomashta 

600 



600 

Ditto 

ditto 

Ditto. 


Carried over 

1,09,66.406 

66, 00 

o,io,bi;o 

1,16,33,200 

1 
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Name op Fund. Pebsion, 

OR Estais. 

AvOURT op iNVaSTIGAnON. 

Namo of ofliccf to whom tho 

’ “ ■ . 


4 per cant 
of 1866 
and other 

years. 

- - • 

4.i per 
cent, of 
1879. 

Other 

kinds. 

Total. 

interest is sent and who 
i.<i reaponsible for the cash 
account of the fund. ^ 

Class op Fund. 



Rs. 

Rs. 

Rs. 

Rs. 




Brought forward 

1,09,66,400 

66,000 

6,10,800 

1,16,33,200 




OPIUM DEPARTMENT— 

concluded. 


• 






% 

Bbrabbs Opium Agency— 
concluded. 







376 

37(! 

377 

378 

379 
3S0 
38; 
382 

Dwarkadas, Kaib Treasurer, 
Sadar Treasury ... ... 

Pramoshar Doyal, Gomashta ... 
Kunja BohariLal, Gomashta ... 
Banwari Lai, Gomashta 
SlicopeTga.<ih Lai, Gomashta 
KampUk Dial, Oomaahla 
Tilakilhari Lai, Gomashta 

Rup Norain Lol, Gomashta 

1,000 

1,000 

1,000 

600 

1,000 

1,000 

1,0(X) 

1,000 

. 

. 

1.000 

1,000 

1,000 

600 

1,000 

1,000 

l,tK)0 

1.000 

Opium Agent, Benares ... 
Ditto ditto 

Ditto ditto 

Ditto ditto 

Jiitto ditto 

Ditto ditto „ 

Ditto ditto 

Ditto ditto 

Sccnnly deposit. 

Ditto. 

Ditto, 

Ditto, 

Ditto. 

. Ditto. 

Ditto. 

Ditto. 


Grand Total 

1,09,73,900 

66,000 

0,10,800 

1,16,40,700 

• 

• 


Explanation^ —1. Funds of which the names are printed in italics are Excluded Local Funds. 

li. The interest on the funds marked with an asterisk is directly credited to Government in my 
hooks. ^ 


3. In the column headed “Other kinds”—(a) signifies 3i per cent, loan of 1853-54; (A) Provincial 
Debenture ; (c) Bnrdwati Municipal Debenture ; (rf) Calcutta Municipal Deben¬ 
tures j (c) Tort Trust Debenturesj (/) Darjeoling-Himalayan Railway Debentures- 
( 17 ) Bank of Bengal shares. ’ 


VFICR OF THB AmoUNTANT-QENERAI,, BeNOAL ; 

Book Department, 0. T. Barrow, 

The 1 »< ^pril 1891. Accountant-General, 


JUDICIAL DEPARTMENT. 


No. 28A. 

The \st April 1891.—Babu Khetra Mohon Bose is appointed to be an Honorary Magis¬ 
trate of the Puri Bench, in the district of Puri, and is vested with the powers of a ^lagis- 
trate of the third class. 

The 7th April 1891.—Mr. II. R. H. Coxc, Officiating Joint-Magistrate and Deputy 
Collector, 24-Pcrgunnahs, is vested with the powers^of a Magistrate of the first class. 

Mr. E. O. Drake-Brockraati, Officiating Joint-Magistrate and Deputy Collector, 
Jlieuidah, Jessore, is vestea with the power to try summarily the offences mentioned in 
section i60 of the Code of Criminal Procedure. 

Bahu Karnna Moy Banerjee, Mutisif of Jessore, is appointed to act, until further 
orders, as Judge of the Courts of Small Causes at Krishuaghur, R 8 naghal>and Bongoiig. 

Babu Biroja Charnn Mitter, n.L., is appointed to act as a Munsifin the district of 
Jessore, to be ordinarily stationed at the Sadr station of that district, during the absence, 
on deputation, of Babu Karuna Moy Banerjee, or until further orders. 

Babu Atlanta Uam (ihose, Additional Muiisif of Munshigauj, in the district of Dacca, 
is appointed to act as Subordinate Judge of Dacca, during the absence, .ou leave, of Babu 
Krishna Chandra Chatterjee, or until further orders. 

Babu Rakhal Chandra Bose, b.u., is appointed to act as an Additional Muusif in the 
district of Dacca, to be ordinarily stationed at Muushiganj, during the absence, on deputation, 
of Babu Ananta Ram Ghose, or until further orders. 

Babu Krishna Chandra Chatterjee, Subordinate Judge of Dacca, is allowed leave f<y; one 
month, viz., seven days under article 309, and the remaining period under article 3UC(A) o> 
the Civil Service Kegulutious, with effect from the 18th instant, or from such ijate as bo may 
be relieved. 

Grant nr leave to Munsifs. — The 23rd March 1891.—Babu Chandra Mohon Mukerjee, 
Munsif of Bhola, in the district of Backorganj, is-allowed leave "for thcce mouths, under 
article 306 (A) of the Civil Service Keguluiions, with effect from the 1st April isOl, or from 
the date on which be may be relieved. • 
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The S5tA March 1891.—Baba Tara Charba Sea, Munsif of Pataakhali, in the district 
of Hackerfranf, is allowed leave for one month and tirenty>nine days, under article 306 (6) 
of the Civil. Service Regulations, with effect from the 3rd April J.891, or from the date on 
which he m?y be relieved. 

Baba Nritya* Qopal Sarkar, Munsif of Lalbag, in the district of Mnrshidabad, is 
allowed leave for fifty days, under article 306 (h) of the Civil Servioe Regulations, with effect 
from the 4th April 1891, or from the date on W'hich he may be relieved. 

TheJtl April 1801 .—Baba Akhoy Kumar Ohatterjee, Munsif of Dinajpiir, is allowed 
leave for one month, under article 306 (i) of the Civil Service Regulations, with effect from 
the 2nd April 1891, or from the date on which he may be relieved. 

The 2nd April 1891.—Babu Mahendro Lai Goswami, Munsif of Bhanga, in the district 
of Faridpur, is allowed leave for one month and a half under article 306 (b) of the Civil 
Service Regulations, in extension of the leave granted to him on the I2th February 1891. 

The 4M April 1891.—-Babu Rojoni Nath Ghosc, Munsif of Jajpur, in the district of 
Cuttack, is allowed leave for one month, viz., eight days under article 809 of the Civil 
Service Regulations and the remaining period under articl'i 30C (A) of the same Regulations, 
with effect from the 8th April 1891, or from the date on which he may be relieved. 

John Ehoar, 

Chief Secy, to the Govt, of Bengal, 


NOTIFICATION. 

The 7th April 1891.—Tt is hereby notified for general information that by virtue of 
the power conferred by section 1 (4) of Act XI of 1<S90 (the Prevention of Cruelty to Animals 
Act, 18901, the Lieutenant-Governor of Bengal cancels the notification of the 0th Jauuarv 
1891. 

2. The Lieutenant-Governor also extends the provisions of Act XI of 1890, except 
section 0, sub-section 1, and section 7, with effect from the 8th day of April 1891, to the 
Town and the Suburbs of Calcutta a.s defined respeotivfdy by section 3 of Act IV (B.C.) of 
1866, and by the notifications published under sretiou 1 of Act II (B.C.) of 1860. 

John lilnoAB, 

Chief Scey. to the Govt, of Bengal. 

NOTIFICATION. 

The 7th April 1891. —Under section 2, Act XII of 1880 (an Act for the appointment 
of persona us Qazis), the Lieutenant-Governor has been pleased, to grant a sanad (licsnsel 
to Manlvi Abdnl Hakim, appointing him Qazi of thana Nikli, in the district of Mvroen- 
singh, for the celebration of ra.arriages and the performance of other rites and ceremonies 
when application is made to him to perform any such functions. 

John Edqar, 

Chief Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 7th April 1891.—Under section 3, Act I (B.C.) of 1876 fan Act to provide for the 
voluntary registration of Mahomedan marriages and divorces), the Lieutenant-Governor has 
been pleased to grant a license to Muulvi Abdul Hakim, autboiizing him to register Maho¬ 
medan marriages and divorces and lo exercise the other functions *of a Mahomedan 
Registrar withiu the police station of Nikli, in ihe district of Mymeusingh. 

John Edqar, 

Chief Secy, to the Govt, of Bengal. 


PUBLIC WORKS DEPARTMENT,—BENGAL. 

. Local Communications. 

The €Uh April 1891. 

No. 120 ,—Declaration —■\Vhprea8‘*it appears to the Lieutenant;Gnvernor of Bengal that 
laud is rc<|uircd to be taken by Government «t the public expense for a public purpose, 
viz., for a fair weather road from Kazla to Dcmra, in the villages of K.-izla, Ataridoa, Matuaili 
Paradogair, Hnribil and Manik Raydighi and Derara, zillah Dacca, it is hereby declared 
that for the above purpose a piece of land measuring, more or less, 27 bighas 2 cottahs 
18 dhoors aud 28 square Icet of standard measnrciucnt, bounded on the north and south bv 
Matowal, Paradogar, I’aeela, Dillah, and Ghopedukhin ; on the east by the Lukhia river’; 
and on the west liy the Dolykhal, is required within the aforesaid villages of Kazla’ 
Ataridoa, Matnail; Paradogair, Ilaribil and Manik Hayilighi and Dcmra. 

This declaration is made, under the provisions of section G of Act X of 1870 to all 
whom it may concern. 





Part I] 


THE CALCUTTA GAZETTE, APRIL 8, I8PX. 


346 


No. 121.— Di-clarafion —Wherea* it appears to the Lieutenant-GoTernor of Bengal 
that land is required to be taken by Ooveriiinent at the expense of the Dacca District 
Board for a public purpose, ria., for a fair ureather road from Muoshigunge to Bajabari, iu the 
Tillages of Banchak, Kaoar, Taleswar, Bageswar, Ghasbirponkurpar, dotainakofa|ity, Barama- 
kohatT, Tilkar, Chotakaour, Darjapar, Shersjad, 8herajahad, Pure, Deshnal, Kamarkhara, Mul- 
char, Kandarbari, Digbirpar, Bairak, Berparah, thana Muiisbigunge, eillah Daces, it is hereby 
declared that for the abuVe purp> se a piece of land meHsuring, more or less, 73 bighas 16 
cottaba and 16 dhurs of standard menaurement, is required within the nforeaaid villages of 
Kanchak, Kanar, Taleswar, dageawar, Ghashirpookurpar, Sotamakohaty, Baramakohaty, Tiikar, 
Chotakaoar, Darjapar, Sberajad, iSheri^abad, Para, Beshual, Kamarkhara, Mulchar, Kaudar* 
bari, Digbirpar, Bairak, Herpurab. 

This dec^aratiolL is made, under the provisions of section 6 of Act X of 1S70, to all 
whom it may conoern. 

No. \2'i.—‘Deeiaration ,—Whereas it appears to the Lieutenant-Q.iTernor of Bengal 
that land is required to be taken by Government at the expoiiae of the Dacca District Board 
for a public purpose, viz., for a fair weather road from Dacca to Ruhitpur, in the villages of 
Jingira, Dakpara, Naznrgaiig, Kalandy, Gadabag, Deoaur, Konakhola, Basta, and Sakta, 
thans Keranigunge, zillah Dacen, it is hereby declared that for tne above purpose a piece 
of land measuring, more or less, 31 biguha 16 cottaha 13 dhurs and 12 square feet of standard 
measurement, is required within the aforesaid villages of Jingira, Dakpara, Nazargaiig, 
Kalandy, Gndahag, Deosnr, Kunukhtda, Busts and Sukta. 

This declaration is made, under tha provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

EsTABI.IsnMKNT. 

TAe 7th April 1«H1. • . 

No. 128.—Rai Saheb Rakhal Das Chattorjee, Executive Engineer, temporary rank, is, 
on return from the leave granted in Bengal Government Notification No. 107, dated the 24th 
March 1801, posted to the Second Calcutta Division. 

No. 124.— Promotions. —T'he Ijicutenant-Governor is pleased to make the following 
promotion in the Engineer EstuhliBhment, with effect from the date specified 


Name. 


Mr. Sorahjoe SbavakuLa 


A 


From 


ssi^ttant Engineer, 
2iid grade. 


To 


Assixtant Engineer, 
xat grade. 


With ellent from 


Nature of 
promotion. 


2l»t February 
1891. 


Sub. )n'o tern. 


* Railway. 

The 7th April 1891. 

No. 125.— Declaration. —Whereas it appears to the Lientenant-Governor of Bengal 
that land is required to he taken by Governmeut at the public expense for a public purpose, 
viz., for raising the main line from Chapra to Samhuwta, iu the. villages of Uarahpar, 
Karinga, Auli, Salempur, .lokhua, Ghazipur, Tekanwas, Hewari, Fokharbhinda, and Sam- 
bauta, pergunnah Manjhi, zillah Sarun, it is hereby declared that for the above purpose a 
piece of land measuring, more or less, 114 bigahs 13 cottahs and 8 chittacks of standard 
measurement, being strips of land lying on hotli sides of the main line, having a breadth 
varying from 4 to 210 feet with a length of 53,040 feet, beginning at chainage No, 1618, 
and ending at chainage No. 1906, is r- quired within the aforesaid villages of Barahpur, 
Karinga, Auli, 'Salempur, Jokhua, Gbazipur, Tekanwas, Rewuri, Fokharbhinda, and 8am- 
bauta. , 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
it may concern. 

No. 126.— Declaration. — Whereas it appears to the Lieutenant-Governor of Bengal that 
land is required to bo taken by (-Jovernment at the public expense for a publtc purpose, viz., 
for extension of station yard at Chupra in the villages of Ratanpura and Barahpur, pergunnah 
Manjhi, zillah Sarun, it is hereby declared tbar, for the above purpose the following pieces of 
land measuring, more or less, .31 bigahs 17 cuttahs 2 chittacks of standard measurement, 
viz.— 

A, —A strip of land of the form of a quarter circle, lying towards south of the main line, 
and having a breadtii of 100 feet and a length of 500 feet; 

D .—A 8tri|t of land lying to the north of the tuuiu line (opposite the above), 140 feet long 
and 100 feet broad ; ’ , 

C. —A strip of land lying to the sontSi of Bay Mababir Parshad's road, 90 to 105 feet 
broad and 300 feet long ; 

2>.—A strip of land lying to the north of Ray Mahabir Parshad's road, 100 feet brO&d 
and 85U feet long; 

strip of land lying to the north of Ray Mahabir Parshad's road, 100 feet broad 
and C50 feet long; 

f.—.A strip <>t lanii lying to the north of Ray Mahabtf Farshmi's road, 100 feet 4)road 
and 1,000 feet long, 

are required within the aforesaid villages of Ratanpura at. ' Kitalijme. 

This declaration is made, undenttae provisions of stcuoa 'i ut Act X of 1870, to aJl whom 
it may oMioern. 
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LoCAt. C'OUMTJNICATIONB. 

The 7th April 1891. 

No. Ift9.—^The declaration No. 153, dated the 8th July 1878, under section 6 of 
Act X of lS7f), which was published at page 752, Part 1 of the Calcutta Gazette of the 10th 
idem, for the acqaiaiticn of land for the cotiar-ractioa of a road from Sadhaupur to Toitong, 
iu the district of Chittagong, is hereby cancelled. 

P, J. JOHNSTONK, 

^ Qffs>‘ Secy, to the Govt, of Sengal. 


iRRIOATIOy. 

The 7 th April 1891. 

No. 127.— Declaration. —Wherpas it appears lo the Lientenant-Oovernor of Bengal 
that land is required to he taken by Govermnont at the public expense for a public purpose, 
Tia , for Nowapata Brickfield on the Tnldonda canal, in the village of Nowapara, pergunnah 
Jhankar, zillah Cuttack, it is hereby declared that for the above purpose a piece of land 
measuring, mote or less, 3 acres and 33 poles of standard mna-surcm-nt, bounded on the north 
by lakhiraj land of Laksban Vanda and I'lndik Adliikaii, and lueiiul land of mouza Nuwa- 
jiara ; on the south by mebal land of inuuza Bcdyadborpur ; on the cast by rnebnl land of 
mouzas Nowapara and Bedyadhorpnr ; ami on the wc.tt by mehal land of moiizas Bcdyadbor* 
pur and .Nowapara and lakhiraj land of Liukshan Puudu, is required withm the aforesaid village 
of Nowapara. 

This declaration is made, under the provisions of section G of Act X of 1870, to all whom 
it may concern. 

No. li**. —Noli flea lion. —It is notified for gcne’-nl information that the declaration 
No. 30'4, dated the 2lBt July 1885, piiblishtcl at page 7-iO of the Calcutta Gazette of 23id 
idem, concerning the scquisilion of land rtquired fpr widening the crest of the Euchidanga 
retired line, is hereby cancelled. 

Establish munt. 

The 7th April 1891. 

No. 130,—The undermentioned upper subordinate is declared to be a Sub>divisional 
Canal OflBcer under Clause VII, Part 1 of Act 111 (B.tb) i>f 1876 (the Bengal Irrigation 
Act), and according to the rubs framed under the Act, for the Souo Canals— 

Bahu Rajendra Boll Siikar, Overseer, first grade, in charge of the tSikroul sub-division 
of the Buxar.r>ivision. 

C. W. OoT.iNa, 

Ojfg. Joint-Secy, to the Govt, of liengul. 


GOVERNMENT OP BENGAL—MARINE DEPARTMENT. 

The Gth April 1891. 

No. 8GJIfne.—It is hereby notified, under section 6, suh-section (2) of the Calcutta 
Port Act, 1890, that the Hou’hle Mr. James L. Mackay, c.i.e., has been re-electcd by the 
members of the Bengal Chamber of Commerce to be a Commissioner of the Port of Calcutta. 

W. B. Bkstic, 

Under-Secretary to the Govt, of Bengal. 


The 7th April \8G\. 

No. 87Mne .—In exercise of the powers conferred upon him by section 7 of the Inland 
Steam Vessels Act, 1884, the Lieutenant-Governor is pleased to appoint Mr. G. Robertson, 
Engineer and Shipwright Surveyor, to be a Surveyor for the purposes of the Act at Calcutta. 

No. SSATne.—In exercise of the powers conferred upon him by section 9 of the Indian 
Steam Ships Act, 1884, the Lieutenant-Governor is pleased to appoint Mr. G. Robertson, 
Engineer and Shipwright Surveyor, to be a Surveyor for the purposes of the Act at Calcutta. 

No. GQMne .— In exercise of the powers conferred upon him by section 4, sub-section (2), 
clause («) of the Petroleum Act, 18K6, the Lieutenant-Governor of Bengal is pleased, with 
the previous sanction of the Governor-General in Cnunoil, to declare that petroleum imported 
by sea into any of the undermentioned ports in Orissa from any port of British India shall 
be deemed to be transported for the purposes of the said Act:— 


Laichanpur. 

Cbanna. 
Subarnarekhay. 
Dhamra (Gbandbally.) 


False Point. 

Fooree. 

Balasore. 

Churaman. 

Sartha. 

No. lOOMne .—In exercise of the powers conferred upon him by sectional, clause (3) of 
the Petroleum Act, 1886, the Lieutenant-Governor is pleased to extend the provisions of the 
Act, other than those which reliite.to dangerous petroleum and the importation of petroleum, 
to the districts mentioned below 

1. Fooree. | 2. Outtaok. 

8. Balasore. 

C. W. OdIjINg, 

Joint-Secy, to the Govt, of Bengal. 



Pabt I] 


THE OALOUTTA GAZETTE, APBIL 8, 1891. 


347 


[Second Publloation.3 
.NOTIFICATION No. 80 Marino. 

The SOlh March 1891.—The following draft of mlea, which it is proposed to issue under 
section 29 of Act VI of 1884*(as amended bf Act XIll of 1891), for the grant of certificates 
of service to serangs and second claaa engine-drivers of inland steam-vessels, is published for 
general information. These rules will be taken into consideration on the expiry of a month 
from the date of their first ^blioation in the Calcutta Gazette, and the Lieutenaut-Governor 
will receive and give due attention to any objections or suggeatious which may be made by 
any person within that period. 

J. M. MoNsILB, Col,, B.B., 
Secretary to the Government of Bengal. 


1. A certificate of service will be granted to any person who has served as a scrang or 
as an engine-driver of an inland steam-vessel before the first day of April 1890, and who, iu 
Ihe opinion of the Local Government, is qualified for the duties which such certificate will 
entitle him to perform. 

2. Applications fur certificates of service must be made upon the appropriate form 
[Certificate of Service 1^, and must be submitted to the Port Officer of Calcutta, together 
with the applicants’ testimonials and any other evidence which they may have to olTcr in 
respect of their qualifications. 

il. A fee according to the following scale shall be paid fur each certificate of service :— 

Ks. 

Serang ... , ... ••• 5 

Second class engine-driver ... ... ... ... > 

4. Certificates of service shall be fnade and issued in the forms hereunto annexed. 

5. Every certificate of service ahall be made in duplicate, and one copy shall be 
delivered to the person entitled to the certificate, and the other shall be kept and recorded by 
the Port Officer of Calcutta. 
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Form A. 



@5 tht l^onottrable tkt |Cttittettant~(!l?b£rttar of JBengal. 


flSobtrntncnt of 
$cngnl. 


Certificate of ^erfiite 


AS 


SERANG OF AN INLAND STEAM-VESSEL UNDER A(JT VI OF 1884. 


s;0 


if A»'V been proveti tv the sati^favtivn vf the T/oral GovprnmctU that yvu have served as Sentn 


Inland Steam-vessel before the first day of Apeil and that yon are qualified to fulfil the dunes of Sera nr/ or an 

Steam-vessel, I do hereby grant you this CERTIFW.iTE OF SERVICE as surh Strang. 


Given under my Hand and Seal. 


By order of the Government of Bengal, 


Under-Secy, io the Goit. ot i 

This - day of - — - 18 , 

I-_ 

Endorsement on Form A. 

^0, of Certifiriitx 

Bearer —-- son of -- ■ -- by caste -- 

Date* and Place of JiMh shotcing Village, Thana, and District - - 

Residence shotcing Village, Thana, and District - 

m 

Personal description, stating particularly any permanent marks or scars - 

Signature --—----- 

Any Sevang who fails to deliver up a Certificate which has been cancelled or i-itspended is liable to a penalty not exet 
Rs. 6(J0. 

:S. B.—Any person other than the owner Iheredf becoming posscesed of thie Certificate is required to transmit it forihuv 
the Government of Bengal. 

Issued at Calcutta on the --- day of ___18_ 

RtgitUred, 

Port Offieer of Calcutta 



* Tf not. loiiiwii •I'lui l.l.’ tuuMt bo Htatoil uQ tho best iufonantioa or evidenoo avoiiablo. 
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Form B. 



§5 the ^cttouvablc the Sieutennnt-iiobernor of JBeitgal. 


gobtrnmtnt ot 
jj^cngal. 


Certificate 0f ^erfiice 


AS 


SECOND OX-ASS ENGINE-DRIVER OF AN INLAND STEAM-VESSEL UNDER 

ACT VI OF 1884. 


.... 

^Jrcrflts has bean proved Iv the satUfaelion of the Loral Government that you have served as Kngine-dHver 
an Inland Steam-reisel before the frsl dap of April 1890, and that you are qualified to fulfil the duties of Srrond Class Engine- 
irerafan Inland Steam-vessel, Ido hereby grant you this CERTIFICATE OF SERriCEas such Second Class Engine-driver. 


Oiven under my Hand and Seal, 


By order of the Qovernment of Betujal, 


llftdir-Secy. to the Oovt, of Bengal. 

,is - day of -18 


Endorsement on Form B. 


jto. of Certificate 



'arer - ■ — - - son of by caste -- 

lie* and Place gf Birth shirwitig tillage, Thana and District -' - 

•sidenee showing Village, Thana and District - - - 


right - - - - .... , 

'rsonal description, stating particularly any permanent marks or scars - 

gnatwre - ----- - - . -- --- 

^ued at Calcutta on the --- —■ . - - day of — . — .. .18- 

Any Engine-driver who fails to deliver up a Certificate which has been cancelled or suspended is liable to a penalty not 
reeding Es. BUO, * 

H. B.—Any person other than the owner thereof becoming possessed gf this Certificate is required to transmit it Tirthwith to the 
»t)«rfu»tn< of Bengal. 


Registered, 


Port Officer of Calcutta. 


* If uot kuowii ozautly inu»t bu avaieU od best informatioB or evideDOe ftTallabla. 
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NOTIFICATION No. 81 Marine. 

The 30/A Morch 1H9I.—Tlie followinj; diaft of rnlra, wliicli it i» projjosed to issue under 
section 29 of Act VI of 18H1 (ns nineiided hy Aet XIII of 1891), for the grant of certificates 
of eompi tency to aerangs of inland stcnm-vesaels, ia uuHlishe.d for general inforniation. 
These rules will be, inketi into consideration on the expiry of a month /mm the date of 
their first publication in the Calcutta Ga&etie, and the Liieu'enant-Oovoriior will receive 
and give due attention to any objections or sngg(8tir>ns which may be made by any per.son 
within that period. 

J. M. McNrii.r, Col., R.F,., 

Sect etar^ io the Gnnernment of Benflol. 

Qudlificatiiina for Ccrtifiratea of Competency aa Seranpa. 

1, Candidates must make their applications upon the appropriate form (Kxn. which 
must he filled up at the l‘<*rt Office. 

2. lixnmination tn colours —All candidates for certificates of competency must first he 
examined in colours. 

3 .4 Candidate for a certificate aa scrargof an inland steam-vessel mn&t not be li'ss 

flian iwenty-.Tiie year,a of .ag’c, and most produce satisfactory certificates of sobriety and 
intolligenoc, and tbot he b.as seived one y*ar on a Htcsm-vcssei, and shall be examineil 
eh'ti voce as to liis knowledge in the following subjects : — 

The rules of the road. 

The management of small inland steam-vrsscls. 

4. The fees are aii follows :— 

Hs. 

Ser.ang ... ... ... ... ... 5 

Renewal <>f a certificate ... ... ... ... 3 

5. Certificates of competenev of serangs sbali be made and i.ssiir>d in the forms 
hereunto annexed. 

fi. Every certificate of competonoy shall be made in duplicate, anti one copy shall I>c 
delivered to the per.son entitled to the certifica?e, and the other shall be kept and recorded 
bv the Port Officer of Calcutta. 
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Solitmmtnl of 


the honourable tlic of Bengal. 

Cerfifitstf of ®om|ftcircii 

AS 


SERANG OF AN INLAND STEAM-VESSEL UNDER ACT VI OF 1884. 



SglhcV£nB il hus been reporUd to the iMulenanl-Oavtitiar nf liengal that you have been found, qf'U)- eunuiiu. 
atioH, duly qualified to fulfil the duties of Serang of an Inland Steam-vessrl, under Act VIof 1884, I do hereby arant ,„>,i thi^ 
CERTIFICATE OF COMPETENCY as muh Serang. 


Given under niy Hand and Seal. 


By 0 ! der of the Ooeernment of Benyal, 


UnderStcy. to the Govt, of Bengal. 

Thit ____ day of - -- 18 - 

^0. of 

Bearer -——- son of --- by caste -- 

Pate* and .Place of Birth showimj Village, Thana and Pistriet - — - 

Sesidence showing Village, Thana and District - - 

Height ------ 

Fersonal description, stating pai^ieularly any permanent marks or scars - 

No. of BegiAer Ticket - - ------ - 

Signature -—- , 

Any Serang mho fails to deliocr up a Certificate which has been eaneetled or suspended is liable to a penally not eaeeedino 
Es 600. 

N.B.—Any person other than the owner thereof becoming possessed of this Certificate is required to transmit it forthwith t» the 
Govemment of Bengal. 

Issued at Calcutta on the -- day cf -18 ■ 

Begislsrtd, 

am 

'Um. 

Pert Officer of Oaieuita 

* li not known oinctljr moot be itated oa tba beat lalexaatlaD or aaidaDee eaMlable. , 
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NOTIFICATION No 83 Marine. 

Tht 30/A March 1891.—The following draft of rules, which''it is proposed to ist^ue under 
section 29 of Act VI of 1884 («8 amended by Act XIII of 1891). for the grant of certificates 
of competency to second class engine-drivers of inland steam-vessels, is published for general 
information. ■ These rules will be taken iuto consideration on the expiry of a month 
from the date of their first publication in the Calcutta Gazelle, and the Lieutenant-Governor 
will receive and give due attention to any objections or suggestions which may be made 
hr any person within that period. 

J. Id. McNbilb, CoL, r.r , 
Secretary^ to <Ae Government qf Sengai. 

Qualifications for Certificates of Competency as Second Class Engine-drivers. 

1. Candidates for examination must make their application upon the appropriate 
Form (Kxn. 3/.), •which must be filled up at the Port OflBce. 

2. A candidate for u certificate of competency as second class engine-driver must have 
attained the age cf twenty.one years. 

He must have served an apprenticeship of at least four years if in India, or three 
ycais in liic United Kiiigdom, and have served for one year in the engine-room of a steamer. 

Or he must have been <iuo year principal tiiidal in tlio engiiie-rooin of a steamer under a 
certificated engiccer or first class engine-driver, or have been for one year in charge of the 
engine of a factory or mill under a ICuropean manager or engineer. 

4. He must pass a vira voce examination before the Board of Examiners as to the work¬ 
ing of an engine and the usf! of its different parts. 

5. _ He oiuBt be able', if required, to show tiis practical cjualificiatioiis by one week’s trial 
ill a steamer after fulfilling the other tests to which he will be subjected. 

O. The fees are as follows :- 

Ks. 

Se<!<>nd class eiigiiu-driver ... . .. ... ... 5 

ILcnewal of a certificate .— ... ... ... 3 

7. Ccrtifh’a'es of competency of second class engine-drivers shall be ra.de out and 
issued in the forms hereunto annexed. 

8. Kvery certificate of compeieiiey shall he made in duplicate, and one copy shall Vie 

delivered *to the person entitlcu to the certificate, and the other shall be kept and recorded 
by the Port OfTiccr of Calcutta. ^ 






ummtnt af 
$cngxl. 


$2 the gonottrable the SietttCMnt-(!l0bemar of gengal. 

fetifirate of €om|fttfncg 


AS 


SECOND CLASS ENGINE-DEIVEE OF AN INLAND STEAM-VESSEL UNDEE 

ACT VI OF lb84. 

>- 

SSthtetAS i( hat been reported to the Lienteaant-Qovernor of Bengal that you. hnoe been found, after examina- 

« 

(, duly qualified to fulfil the dutiei qf Second Clait Engine driver of an Inland Sleam-vetiel, I do hereby, in purtuance of 
! VIof 1884, grant you thit CERTIFICATE OF COMPETENCY at such Second Clast Engine-driver. 


Given under my Hand and Seal. 


By order of the Government of Bengal, 


-day of - 


Under-Secy, to the Govt, qf Bengal. 

-—18_ 


fo. of 


jrerj_ ton of _ by caste _ 

te* and Place of Birth showing Village, Thana and District _ 

ndence showing Village, Thana and IMrict _ 

ioht _ 

rsonal-description, stating particularly any permanent marks or scars 

. of Register Ticket _ 

« 

•nature _ 


Any Second Class Engine-driver who fails to deliver up a Certifieaie which hat been cancelled or suspended it liable to a 
<alty not exeetding Rt. 600. • 

N. B.—Any person other than the owner thereof becoming possessed of this Certificate it required to transmit it forthwith to 
Government of Bengal. 

tied at Calcutta on the _ day of _18_ 


Registered. 


Port Officer of Calcutta. 


It ■not known ouetl;, aniit bt lUted on tbo boot mlonantlon or oridonoe ovailablo. 
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NOTIFICATION No 82 Marine. 

The ^Olh March 1891.—The following draft of rules, which'it is proposed to issue under 
section 29 of Act VI of 1884 (as anneiided by Act XIII of 1891). for the grant of certificates 
of r-umpotcncy to second class engine-drivers uf inland steam-vessels, is pubhshed for general 
information. ^ These rules will be taken into consideration on the expiry of a month 
from the date of their prst publication in the Calcutta Gazette, and the Lieutenant-Govcrn>>r 
will receive and give due attention to any objections or suggestluna which may he made 
by any person within that period. 

J. M. McNeils, Col., h.e , 
Secretary to Khe Government of Bengal. 

Qualificattona for Certificates of Competency as Second Class Engine-drivers. 

1. Candidates for cxaniinaiion must make their application upon the appropriate 
Form (Exn. 3i), which must be filled up at the Fort Office. 

2. A candidate for a certificate of competency as second class engine-driver must have 
attained the age cf twenty.one years. 

3. lleniuust have served an apprenticeship uf at least four years if in India, t>r three 
v(;uis in tiie United Kingdom, and have served for one year in the engine-room of a steamer. 

Or he must have been one year principal tiiidal in tho engine-room of a steamer under a 
eertificHted engineer or first <flasH engine-driver, or have been for one year in charge of the 
engine of a fnctoiy or mill under a European manager or engineer, 

4. He must pass a vira x:oce examination before the Board of Examiners as to the work¬ 
ing of an engine and (he use of its difTcreut parts. 

IIB must he able, if rcijnired, to show kiis practical ijnalific-ations by one week’s trial 
ill a steamer after fiiHiliing the other tests to which he will be subjected. 

G. The fees are as billows :— • 

Ks. 

Second class engim-driver ... ... ... ... 5 

llenewal of a certificate ... ... ••• ... 3 

7. Ccrtifieaies of competency of second class engine-drivers shall be m .de out and 
issued in the forms hereunto annexed. 

8 . FjVery cerlifioate of eompcleney shall be made in duplicate, and one copy shall be 

delivered to the person cntitleu to the certificate, and the other shall tic kept and recorded 
by the Port Officer of Calcutta. ' 




(Sobtritment of 


the ^mtotirable the ^i^utcnant-^^bevnar of Bengal. 

toificatf of €oiit|efen(g 


AS 


SECOND CLASS ENGINE-DRIVER OF AN INLAND STEAM-VESSEL UNDER 

ACT VI OF ia84. 


® 0 - 


SSShCrtlftS if koi keen reported to ike Lie%tena%t~Qovernor of Bengal tkat you have been found, after examina¬ 
tion, duly qualified to fulfil tke dutiee qf Second Claet Engine driver of an Inland Steam-veeeel, I do hereby, in pureuamc «/ 
Act VIof 1884i^raii< you thie CERTIFICATE OF COMPETENCY a* euch Second Claee Engine-driver. 


Given under my Hand and Seal. 


By order of the Government of Bengal, 


Under-Secy, to the Govt, of Bengal. 

This ————- day of -—18- 


[o. of Cfirtifitato 


Bearerz _ eon o f _ by eaete _ 

Date* and Place of Birth ekowing Village, Thana and Biefriet _ 

Residence skewing Village, Thana and District - 

Height _ _ _ 

Personal-description, stating particularly any permanent marks or sears 


No. of Register Tjelet - 

Signature -- 

Any Second Class Engine-driver who fails to deliver up a Certificate which has been cancelled or suspended is liable to a 
penalty not exettding Rs. 600. 

N, B.—Any person other than the owner thereqf becoming possessed of this Certificate is required to transmit it forthwith to 
the Oovemment of Bengal. 


Issued at Calcutta on the. 


.day of _18_. 

Registered. 

Port Officer qf Calculti 


It not known einotlr, muit li« itnted on tb» bwt informntlon or oTidenoo nreUablo, 



EASTERN BENQAL STATE RAILWAY. 


NOTIFICATION. 

No. 22—Mr. W. E. HartI, District Traffic Superintendent, class IT, grade I, is granted 
leave, on medical certificate, for twelve months, under article 369 i.f the Civil Service 
Begulations, with effect from 6th April 1891, or such date aa^e may avail himself of it. 

8 . Finnev, Manager. 

Manager’s Office, Seamiaii, the (Mh April 1891. 


JAIL DEPARTMENT. 

No. 3581, dated the Alh April '891.—Mr. IT. Mostyn Oo^cn made over charge of the 
Darjiling Jail to Mr. Alan .VlcQavin on the afternoon of the 30th March 1891. 

A. S. Letubhidoe, 
Jnxpector‘General of Jails, Bengal. 

CIVIL MEDICAL DEPARTMENT, BENGAL. 

No. 3062, dated March 1891.— Assistant Surgeon Kiisi Natli Ghosh is appointor! 
temporarily ns llou.se Surgeon, Ezra Ilo.“nit!>l, < alcutiu. liuriiig the absence, on deputation, of 
Assistant Surgeon Gobind Chuivder Cliattcrjr-e, on until fmtiier orders. 

iVo. 3G64, rfa/ed 3 I sf _189 1 —Assistant Snrgooii Abinash Ghnndra Ghosh, m.b., 

acted as House Surgeon, h'zru Ho'spiial, (’ulcutta, from the afternoon of the 5th February to 
the fereiioon of the 19tb Febniiiry 1891, during the absenee, on deputation, of Assistant Sur¬ 
geon Gobind Cliunder t.'hatteijee. 

No. 3740, dated 'ird April 1891.—.Assistant Surgeon (ropal Chunder Mukerjee, m.b., 
officiating in medical charge of tha snb-division and ilispensary at Diamond Harbour, is 
appointed to the rnedioal charge of the Luitgleh Hospital in the t'hittagong Hill Tracts, vice 
Assistant Surgeon Nirmnl Gliuiider Gupta, iiivalidod, but he will continue to act at 
Diamond Harbour until furthrr orders. 

No. 3950, dated fjt/i April l.‘^9l.-—Assistant Surge< n Asder Ali Khan, Teacher of 
Medicine and .Midwifery, I'emiile Medical School, ratna, is allowed leave for one month 
under article 291^ of the Civil Service Kcgulatious. 

•' A. IIlLSON, M.D., 

Inspr.-Gfnl, of Cirit Hospital.^, liengot. 


ECCLESIASTICAL. 


The Ven’blb Fuanci.s Ropon Miciiki.l, Archdeacon of the Di cose of Calcutta and 
Bishop’s Commissary, took over charge of the Diocese from the Lord Bishop of Calcutta 
and Metropolitan in India and the Island of Ceylon on the 7th April 1891, when His Lord- 
ship availed liimself of the leave granted him ou medical certificate. 

C. H. Reilv, lieejislrar of the Diocese. 

Diocesjn Eeristby Office, the Gift dprit 1891. 


HIGH COURT NOTICES. 


CIRCULAR ORDERS ISSUED BY AUTHORITY OP THE HIGH COURT OP 
JUDICATURE AT FORT WILLIAM IN BENGAL. 

Civil.. 

No, 3, dated tie 14/A Jifarch, 1891. 

Tt) the list of Miscellaneous (judicial) cases given in Rule 117, clause (p), Chapter III 
pages 127 and 128, Civil Rules and Orders, add the following :— * 

Enquiries under Section 335 of the Code of Civil Proceddre (’Act XIV of 1882). 


No. 4, dated the 18/A March, 1891. 

In Rule 12A, paragraph 1, Chapter IV, at page 241, General Rules and Circular Orders 
(Civil), at the cud of Class 111 (A;, insert the following :— 

Cases under Act IV of 1882, Section 83, regarding the redemption and foreclosure of 
mortgages. 










NOTIFICATION. 

The following Rule, framed by the Hit-h Court of Judicature at Fort WilUam in the 
exercise of the powers vested in it by section 16 of Act 21 and 25 Victoria, Chapter 101, 
and sanctioned by the Governor-General in Council, is published for general information. 

. H. W. C. Caunduff, Uegisirar. 

Baled Fort William, the 7th April 1891. 


CIVIL. 

Rule No. , dated the April 1891, 

At page 128, Chapter II^, Rule 117, Kules and Orders ( f^vil), ./or "section 174 of 
Act X of 1877," substitute "sectiens 170 and 174 of Act XIV of 1882," 

a, 

Sheriff’s Office, the Ist April 1891, 

* Notice is hereby given that the Second Criminal Sossiona of the year 1891 of the 
High Court of Judicature at Fort William in Bengal for the Town of Calcutta and 
Factory of Foit William, nnd the places subordinate thereto, will be ludden at the Court¬ 
house in the Town of Calcutta, on Wednesday, the .twenty-ninth day of April instant, at 11 
o’clock in tlio forenoon, and so on from day to day until the said Sessions be over. And it 
is hereby proclaimed that all poisons wh(» will proseiute any of the prisoners to bo brought 
up for trial at the said Sessions be present then and there to prosecute. 

Mauomm) Fuukock Shah, Sheriff, 

#' 

cv sr’f? 
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EDUCATION DEPARTaMENT, BENGAL. 


Subordinate Educational Service. 

The 26/A March 1891.—In supersession of the orders of the 13th November last, Cahu 
Tarak Nath Sen, Deputy Inspictor of Schools, Noakhally, under orders of transfer to 
Julpaigoori (class Ill), is allowed leave of ahrence for six months, under article 370 of the 
Civil Seivire llegulatioiKs, with iffect from the 3()ih October 18'J0. 

In snpersifasioii of the orders of the 13th November la^t, Babu Sarada Kanta Sen, 
Dcpaitmc'iital Sub-Iiusprctor of Schools, Tipperjih (cln.ss VI), is appointed to act as Deputy 
Inspector t.f Schools, Noakhally, from the date on which he joined that appointment, until 
relieved by Babu Alt him Chandra ( hatterjea, and also to act iu class V, during the 
absence, on leave, of Babu Tarak Nath 8 en, or until further orders. 

JAe 315/d/ffivA 1891—Babu Sib Narayan Trivctli, Deputy Inspector 6 f Sohools, Gya 
(class IV), is allowed leave of absence for three mouths, under article 291 of the Givil 
Seivice Uegulations, with effect from the date on Avliicli he may avail himself of it. 

Babu Srips.ti Mookeijca, b.a., Third Master of the Gya ZilLih School (class Vll),' 
is appointed to act ns Deputy Inspector of Selmols, Gya, and in class V, during tlic absence, 
on leave, of Bahu Sib Naroyan Trivedi, or until further orders. 

The I 5 / April 1891.— Babu Gopal Chandra Ghosal, Deputy Inspector of Schools, Lohar- 
dtig'g*, find now Ofheiating Deputy Inspector of School.", Huzaribagh (class V), is confirmed 
m the latter appointment, with effect from the llth April 1890, vice Babu Durga Prasanna 
Mookerjea, retired. 

Babu Kalika Nauda Mookerjea, Sub-Inspector of Schools, Hazaribagh, and now 
Officiating Deputy Inspector of Schools, Lohardugga (class VI and odiciating in class V),'ib 
confirmed in tHo latter appointment, with effect from the llth April 1890, vice Babu Qopal 
Chandra Ghosal, transforrcil. 


A, Croft, Director of Public Instruction. 



List of Candidates who have obtained Middle Scholarships in the Badshahi 

Division for 1891. 

Name. School. Name. • School. 

MIDDLE ENGLISH SCHOLAESHI^S. 

BooBa. Dinajpdh. 

Eohini ETimar Das ... Bogra Model. Pratap Chandra Bay ... Dinajpnr Model. 

Fcbma. 

Kunja Lai Baaak ... Dogaohi M. E. ] Badha Binod Poddar ... Nischintapnr M. E. 

Darlav Piamauik ... Saragkat M. E. I 

* Bajsbahi. 

Hemanta Knmar Adhikarl... Loknath VI. E. Nagendra Nath Bagchi ... Bolgharia M. V. 

Aautoah Das ... ... Ditto. Chandra Mofewi Chaudburi Lalpur M. E. 

Maizuddiu Mandal ... Bclgharia M, V. 

JltJNOPtTB. 

Manmntba Nath Kay ... Maliiganj M. E. Mihir Enmar Mukerji ... Mogalhat M. E. 

Emaruddin Sboik ... Gupalpur M. E. Hem Chandra Maulik ... Mahiganj M. B. 

Kahiti Bhushan Palit ... Saidpur M. E. Eali Pada Mukerji ... Saidpor M. E. 

MIDDLE VEENACULAB SCHOLARSHIPS. 

Booba. * 

Ibrahim Miya ... ... Bogra Model. | Prasanna Nath Saha ... Champapnr Model. 

Praeanna Eumar Sarkar ... Eajla Modvl. ' 

Dikajpue. 

Nnmir Mahomed Sarkar ... Alakdibi Model. Badiya .Tama ... ... Dinajpur Model. 

KriNlinB Kumar Sarkar ... Jasai M. V. Miisiruddiu Mahomod ... Miriapur M. V. 

Krishna Eumar Sarkar ... Madhabbati M. V. Gokul Chandra Sarkar ... Alakdibi Model. 

Jai.faiot;bi. 

Aksbay Eumar Haidar ... Jalpaiguri Zilla I Amiruddin ... Zemindarpara M. E. 

SchooK 1 

Fubka. 

ZTarcndra Eumar Pal ... Sahazadpur II. E. I Gaya Nath Eundn ... Sagarkandi Circle. 

Krishna Charan Nath ... Baniapati M. E. ' Pramod Barau Mukerji ... Baniapati M. E. 

Kajshahi. 

Snrat Sardar ... ... Dangapara M. V. I Bhuvonesvar Eban ... Madhukbali M. V. 

Devi Das Sauyal ... Hagburia M. V. ' Sridbar Chandra Saha ... Ditto. 

Kcngpob. 

Gopal Chandra Majumdar ... Dinhatta M. E. Golam Kohbani Sokh ... Chilmari Model. 

Amanatuddiu Khan ... Gaibundha U. E. Nitya Nanda Bniragi ... Ditto. 

Q-. Dei.t.eti’, 

- Inspector of Schools, Itajahahi Circle. 

The March 1891. 


List of Candidates who have obtained Upper Primary Soholarships in the 

Rajshahi Division for 1891. 

N ame. School. Name. School. 

Booba. 

1. Enayetnlla Akanda _ Sultonganj U. P. I 3. Banawari Lai Saha ... Badalgachi U. P. 

3. Barau Kaji ... Chatui U. P. • 

Dinaj^pob. 

1. Ismail Eham _ ... Bamol U. P. 3. Eariman Nessa Jot Jamal D. P. 

2. Prasanna May! Sen Dinajpur Girls’. 4. lean Chandra Laskar... Ehajur U. P. 

Uupta. 5. Eanchiya Sarkar ... Easipur. 

Jai-paicbbi. 

1. Samirali Mahomed ... Shikarpnr D. P. [ 3. Sheik Meherali ... Baniadangi IT. P. 

2. Ekamuddin Mahomed Tepriganj U. P. ' 

PuBtTA. 

1. Taiyobuddin Bhuya ... Gayla U. P. 4. Kanai Lai Eundu ... Sonatala D. P. 

2. Mohan Lai-Datta ... KajapurU. P. C. Trailokya Nath Poddar Haripur D. P. 

3. Busiruddin Molla ... Sonatani U. P. 6. Eumari Brajeswiri Berajganj Girls’. 

Datta. 

Kajshahi. 

1. Kali Mohan Tarafdar... Madaripur U. F. 4. Ismail Saha ... Saipara D. P. 

2. Eedar Nath Bhaduri ... Bisba IJ. P. 6. Pulin Chandra Sarkar Madhanagar U. P. 

3. Sarijatulla Miya ... Bandaikhara U. P. 


Mahomed Mersa 
Haris Chandra Das 
Tamijuddin Ahmed 


The 11th March 1891, 


KtnroFBB. 

Rungpur Practising. Bnjani Mohan Das Erishnspur 17. P. 

DurgapurD. P. Soleman Mi^ ... Dhepdhepi U. P. 

Gujimori n. P. Kripa Nath Das Adhihari Bailasdangu 

Q-. Beeeext, 

Inspector of Schools, JU^shahi Cireh. 
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Orders by the Vioe-Ohmcellor and Syndicate of the Calcutta University. 

The uudormeutioneA oandidatea have passed the Entraneo Examiaatiuu. 

PiMT Division. 

In alphabetical order. 


10 


\ 


v: 


20 


30 


40 


Abu {iaitr Mahamraod All 14-8 
Acbaryya, Nandalal ... 14-2 
Adhikari, Haripada ... IS 
„ Nalinikanta IS 
Aikath, Cliandicharan ... 14 
Aires, Autunio ^ ... 16-6 

Anderson. Peroiral Jainos 18-11 
Bavcbi, Hareudrakrislina 14 
Ballabli, Eunjabihari ... 16 


Btadyopadhyay, Abanimo. 17 
* ban. 

„ Ambika- 16.4 

charan. 

„ Auauta- 17-3 

kuniar. 

„ AsuCosh 16 

„ Bankim- 18 

ehandra. 

„ B b u t • 14 

natli. 

,, 'Churn- 16-9 
ehandra, 

„ J. a d u - 14-6 

„ Eedaros- 16 

war. 

„ Kiburan- 16 

ehandra. 

„ risinha- 16-2 

prasad. 

„ Bajkumar 16-1 

„ Bainara- 14 

* yan. 

„ Sau^osb- 17-3 

kumar, 

„ Basadhar 13 

„ Satis. 13-4 

ehandra. 

„ 8 a t y a- 16 

kanta. 

Basak, Saratohandra ... 14 


Basu, Jamininath ... 14 

„ Jnauendransth ... 14 

„ Jyotlndranath ...• 16 

^betramohan ... 17-11 

Bosankokumar ... 16-1, 

Surendrakumar ... 14-2 

Beichambers, W. H. ... 17-8 

Bera, Debendranath ... 14-10 

Bhattaohaiyya, Annkul- 16-3 

ehandra. 

16-2 


17 

1«.6 

16 


B a m a - 
charan. 
Barada* 
aankar. 
Harinath 
J i b a n * 
krishna. 

J 0 ge 8 .17 
ehandra. 
Kalipada 14 
Eriehna- 16-6 
ehandra. 
Manindra-16-6 
mohan.. 
Nandalal 16 
Framathv 17-8 
nath. 

Prasanna- 16 
ehandra. 
Baiani. 14-6 
nath. 

^kholdaa 18*2 


Daeea Madrasa. 

Dacca Collegiate School. 
Bagiian*!!. K. School. 
Islampnr U.'E. Bcliool. 
Banohi Ziln School. 

St. .losoph's College, Dar¬ 
jeeling. 

Lahore Boy's Uigh School. 
Bhagalpur Zila School. 
Calcutta Trainiug Aca- 

Sohool, Cooch 

Behar. 

Jamalpur H. C. E. School. 

South Suburban School, 
Bhotranipur. 

Tclinipara , Bhadresnrar 
School. 

Bali Birers ' Thompson 
School. 

Behala 11. D. £. School. 

« 

Baripnr H, E. School. 

Bankura Zila School. 

Nubudwip Hindu School. 

Dacca Jubilee School. 

Deoghar H. £. School. 

South Suburban School,' 
Bliovranipur. 

Gya Zila Sehool. 

Uttarpara Collegiate 
School. 

Muragaoha H. E. School. 
Hindu School. 

Barisal Zila School. 

Dacca Buplal Baghunath 
School. 

Brajamohan Inatitutiou, 
Barisal. 

HalUahar H. C. E. School. 
N arayangani i{. B. School. 
Noakhali Zila School. 
Dacca Collegiate School. 
Birbhnm School. 

Dorelon College. 

Tamluk Hamilton Sehool. 
Metropolitan, Institution, 
Bow Baaar Branch. 
Sylhet Qoreminent High 
Sehool. 

Bajahahye Collegiate 

Sehool. 

Nibodhia H. £. School. 
Hare School. 

Bajshahye Collegiate 

Behoof. 

Jehanabad H. E. School. 
Serampur XJiuon Institu¬ 
tion. 

Banakrit Collegiate School 

Jaynagar Institution. 
Bungpur Zila School. 

Dhubri High School. 

Dacca Collegiate School. 

South Su'burban School, 
ijhowanipur. 


demy. 

Jenkins 


60 Bhattacharyys, It a a i k - 15-3 
« ni"hnn 

„ Siitischan- IS 

dra, 

., Srishchun- 13-2 

dra. 

., Suren dra- 14-6 

nath. 

„ Taruknath 18-3 

., Tarango- 16 

noth 

„ Uniesohan- 17 

dra. 

Bindeshwnri Prasad ... ]6-.3 
Bisvraa, Baniaiidas ... 17-6 
„ Nilratan ... 13-4 
00 „ rurnuchaudra ... IS 

,, Sutyaiiatli ... 18-8 

^ Bradford, Harry M. ... 18-.3 
Bralinia, Phnumdranath... 13 

Cantwell, Alice . 

„ Hoary ... 17-1 

Cliakladar, Huranchandra 16 

Cbakrabarti, Chandraku- 14-4 
mar. 

„ Iswarchandra 16-4 


70 


Kalipoda ... 14 
Saratohandra 16 
Sarutchandra 16-2 
Satischaudra 14 
SudUirchau- 18-3 
dra. 

Tarakeswar 17-0 


'' „ Upendranath 14-1 

Cliandra, Bamooharan ... 18 
Chattopadhyay, A b a n i - 13-4 
mohan. 

,, isitachau- 16-7 

dra. 

„ Asntosh ... 13 ~ 

80 „ Horan- 18-7 

ehandra. 
Kalidas ... 16 
Uarihar... 14 
Hemchan- 16-3 
dra, 

, „ Nandalal 16 

,, Friyanath 18-1 

„ * Bampada 16 

„ Saratchan- 16 

dra. 

„ Taraknath*16 

Chaube. Abadh Bibari ... 17 
DO Chaudhoii, Dbirendranatb 16-4 
„ Frabodbeban- 14-8 
dra. 

„ Saratchandra... 16 

„ Suhridnath ... 16-6 

„ S y a m e n dra 18.6 

uarayan. 

Chiene Osmond ... 16-10 

Das, Aawinikumar ... 17 


IfO 


Bamanohandra 

Bhudhar 

Bipiubihari 

Gaurgopal 

Janakinatb 

Jnanondranath 


16-8 

13 

Id-S 

17 

16 

10 


Diioca Collegiate School. 

Boral H. C. E. School. 

Ituiigpnr Zila School. 

Bnilmm])iir Collegiate 

Sclioo . 

City Collegiate School, My- 
iiicnBingli Brnuch. 
Baralianugar Victoria 
School. 

Baja Suryyakiimar’s las- 
titution, liajbnn. 
Gaya-Suhebgimj Sclinol. 
Itipou Collegiate School. 
Searsolu H. E. School. 
Hughli Collegiate School.' 
Nahadwip Hiadu Scboi'I. 
BishopCotloii School.Simla. 

> Khulna Zila Sehool. 

Lorotlo House, Calcutta. 

St, Xavier's College, 
(.huadpur Hasuu Ali, 
.Jubilee School. 

Feni H. E. Scliool. 

Municipal High School, 
Chittagong. 

Oriental Seminary, 
llungpur Zila School. 
Jaynagar Inntitntion. 
Metropolitan Jnstilntion, 
City Collegiate School. 

Bajahaliyo , Collegiate, 
School. 

Bipon Collegiate School, 
Howrah Branch. 

Janai Training School. 
Burdwan Itaj Collegiate 
School. 

Batkhira. Prannath H. E. 
School. 

Hughli Collegiate School. 
Chatra H. C. E. School. 

Birbhum School, 

New Indian School. 
Eushtia H. E. Sehool. 

Hindu School. 

St. Xavier's College. 
Hindu School. 

Bungpur Zila School. 

Gustia E. N. H. E. 
School. 

Patna City School. 
Metropolitan Justitution. 
Hare School. 

Now Indian School. 

St. Xavier's College. 
Nahadwip Hindu School. 

8t. Xavier’s College. 
Brajamohan Institution, 
Barisal. 

Netnl -^toria Collegiate 
SohoolT 

Comillah Zila School. 
Calcutta Tiistitulion. 

City Collogiato School, S. 
• Branch. 

Serampur Union Institu¬ 
tion. 

Howrah Bible H. C. £. 
School. 



THIS OAXAJtJm QA2BTTB, 8,1891. 


Dai, Jyotindranath ... 16-2 
„ Mahendralal 16-6 


„ Narendraltumar • 
„ Nimaichandra 
BubodLchandra 

II 



... U-IO 
.. 22 2 
... 16 

... 10 


Tnraprnsanna ... 18-7 

Thanuiaiu 18 

ITju-ndranuth ... 18 

Dasgupla, Liswaninjun ... 16 


Chnndrnlfutnnr . 17 
Jogiiidnicliandra 16-2 
Ibrioiulrnclitiiidra 18 
Siitisdmiidra ... I 7 


Datta, .Anihiluicliaran 

lH-8 

Aiiiiilyucliandm ., 

14-1 

Apnchakrislma 

. 15 

Asiito.sli 

. 16 

.Blmjiiilkiiinar 

. l.T 

Dliuniiuii.ath 

. 18-4 

Kali-adlian 

. D! 

Iiali.'.aiitrlir * ., 

. 14 

K-hit i.-'i'haiidra 

. D'-i 

Lclhihcvi 

. 17 

JSiigcndi-auath 

. 37 

,, J{a.jliiiinac 

. 15-4 

,, Hat-Jiahtji.H 

. 15 

,, I!.‘iing<>));il 

Dttf tnchauilhnri, Xalu-tra- 

, I6-.8 

• 14-9 

moliuu. 

Dattagupta, Karunukumar 

' 14-10 

Dc, Banumali ,,, 

, 17-6 

Oiri.schandm 

17-4 

ITarichariin 

17-3 

II c-’ichnuilra 

iO 

JNripcndruuath 

12-3 

rTaKi.lclmndra 

, 19-10 

lliijki'innr 

. i 6 

.liaiiirt.’i.'.' 

. 17-6 


i:i-8 

f'urn-t'hnndrti 

IS 

)cli, lluiiidtiliil 

14 

„ Tarakiiath 

JG 

?iuk, Kenneth DeQuinecy 

18-1 

jancsli Daita Singha 

23-5 

Gaiiga Ham 

16 

Suugopadliyny, Bholanatli 

lG-8 

„ Iliralal ... 

16 

„ Malilul ... 

16 

Nngciidfu-, 

14 

i.itli. 

IV diii rail- 

14 

clmiidca. 

Kilniaui ... 

10 

,, PhaaindruuulU 16 

Gljnua.syiini Prasad 

. 16-8 

Ghosh, Atulchiiijdru 

. 16 

„ Goknlcbundra 

. 16-1 

„ JTirinnth 

. 15 

,, Ji cudr; uath 

., 17-1 

„ Kiilimohiiu . , 

., 16-3 

„ Krislmachandra 

.. 16 

„ Nandalal 

.. 17 

„ Nui'cudar.ath 

.. 16-4 

„ linuiaiiim(.han 

.. 13 8 

„ Huuoiidr, fiathi No* 116*6 


St. Yary'a Institntion, 
Ohandarnagar. 

Chittaaong Oollegiate 

School. 

Ditto ditto. 

• Dacca Jubilee School. 170 
Slpoa Colloi^atfl School, 
llowrah Branoh. | 

General Assembly's Insti¬ 
tution. 

Metropolitan Institution. 
Dc'brngarh High School. 
Metropolitan liist’tution, | 
Syanipuliur Hnmcli. 

T. K. Ghose’s Academy, 
Ihtnkipnr. 

Barisal Zila School, 
ralitia Xila Sclinol. 

Harisal Zila Scliool. 
liivi.iHnioho]! ins till! I ion, 180 

Bnrisal. 

Ditto ditto, 

lltiglili I’rnnch School. 1 
Jliudu ScIiodI. I 

P. (*. Tnjititution nud DnlT | 
College. 

D.ii'cji Collciiiatc School. 1 

Sjllict (j.;vcmi.'cul lligli I 

Sclfo-'J. I 


lliigliii Collijgiatc Scliool. 
CIi i ti iigoiig Collegia I 
S 'liool. 

li.iiuigh.Tt 11. A. V. School, ' 
Tol.i tioM I’liiiicnt Sclol. I 
Jlijioo Collcgi.'itc Srliool, j 
lloeriili llimwli. 1 

M Uiiicij>!il Jligii School, 
t hitia_oiig. 

Jam Jl. E. Scliool 
Sudhukarpur D. li. School. 
Xnslinagur Collegiate 
School. 

Palma Zila School. 
Bniiwarilal H E. School, 
Scrnji;niij. 

DitI >' UlllO. 

Ei]ion Collcgi.'ito School. 
Metropoiitail lijatitutioii. 
Ditto. 

Ilo'n'lmyav Priiiich. 

It,area .Ii’hilcc .School. 

A'ii toria Sili 'ol, I oiiii la. 
Ci/y Ct)/lc*>i.io- .s'cliool. j 
j\ttiik]uili y'tin Srlmo}, 

J.. M. S. /ri.stiiution. 


U>« 
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Uliocaiiijmc. 

.Koiiiiagnr II. C. E. School. 
Jlai'iiMii d. S. .School. 

Dovclon College. 

J’atna Collegiate School. 

Lali'.rc iM. H. SchtKil 
lluglili Collcgiii'c .*-cliool. ! 
Tlhagalpur Zila .School. ^ 

Sontli .Siihurhau School, 210 
HhonaMipne. j 

lliliou Collegiate School, | 

JloM call liraiich. 

Dacca I’ogoso School. 


Saiitipur Municipal 

School. i 

Mctco])olitiin Institution, 
Synnipiikur Uruiieh. 

Jalmlput Collegiate 

School. 

llipou Collegiate School, 230 
llon'rah Ihauuh. ** 

Metrojiolitan Institution 
Syumpukur Jlrancli. 

Taki Government School. 

Banaghal 11 . A. Y. School. 

Dacca Collegiate School. 

South Suburban School, 
ilhownuipur. 

Khnraiia Higli Sch- ol. 

Ilughli Collegiate School. 

IN' on kliali Zila School. 

Victoria Collegiate Sciiool, 

E aral. 


Ghosh, Suleodnokth 
Ghoihot, Gauriobaran 

i,. 16 

Harinavi A. S.Sol 

... 16-10 

Knlighat H. E. 8 

„ J^itmohan 

14-0 

Barahanagu 

Suhool. 

„ Sunndranath 

... 16 

Dinajpnr Zila Boh 

Goonetillek C. W. 

... 16-8 

Trinity College, I 

Goiwami, Jpgeiohandra 

... 17 

Burdwan Raj C 
School. 

Govind Lai 

... 17 

Lahore M, B. Boh 

Guha, Abioaahchandra 

... 16-9 

Barisal Zila Schoc 

„ Jaygobinda 

... 16 

Jenkin's School, 
Boliar. 

Gupta, Ripinbibari 

...,16 

Jamalpiir 11. 0. E 

„ Dwjjendranath 

... 17 

Barasat Got 

ca .1_ 1 


School. 


„ Iiidrnhhushan 

14-6 

Dacca Collegiate i 

„ .Taykrlshaua 

17-1 

Barnsut Got 

School. 

.. Roliiiiikiimar 

. 16 

Ditto. 

Haidar. Niigcndraunth 

. 17 

Konnngar H, 
School 

ITiiiiiiltou, Augustus 

. 13 

St. Tlinmzis' 
Hnwriilp 

TTar]>''r. Martha 


Lorol.lo House. Ca 

Jlcliz Uddin Khnndkiir ., 

16 

Bogra Zilu School 

Hooper, .1 nines Groviss 

, 18-6 

llohcris CollcgialL 

„ .Iidin Micliucl 

. 17-3 

Ditto 

Hyam, Snssoou 1. .1. 

. 17 

Manlnicili Gov 

High Scliool. 

Ii’on.s, Ursula M. 


Bi.-liop Cotton 
Sinila. 

Kii rm a loir. TTd .ny cl 1 an d lu.. 

, 16 9 

Deocliiir H. E. iScl 

Kirk pat I'iek, Si'll ey ,. 

. 19-6 

St. Kai iorks Colic; 

Kiivelii er, Millici'iit 


Dor(ton In.slilutioi 

K'liidii, Pi.riiaclmndra 

, 15-6 

Bogrii Zila Scliool 

Lakshmnii, ^-iidtisLir Soman H) 

^tliidoiv kiiglisli .M 

Lul Chaud Bah.al 

. 16-11 

. * Dcra l.'.iioiil Kinn 
Biiratri .Scln'ol. 

Lc Cun. Eugene 

. 17-9 

St. Xavier’s Gulieg 

Lougliz'aii, Joseph W. B. 

. 16 0 

i!i.slio[) L’oilon 
Simla. 

Lucas, Carrie 


St- .losi-pliks C 

AKmiim-iii. 

Lynch, David 

. 10-3 

St. .1 .jJi’.s B 

ami Day .s-elioo 
CIltiB 

Madalc. Biniiykiisinui 

. :i 

I'lve t'hii vh 

Chill - nail 

■Viuhadco Trimhiik Char- 

. 10-4 

Cit}' Sciiooi. iVagpi 

j' JI 1*D 

Majuuidar, Blincabun- 

17 

Dacca Pogoa .‘-'.•ket 

clmndra. 

,. Jnaneudni- 

16 

Pnhiia Zita -chool. 

mo/iaii. 

Mallik Biikkesn-ar 

18 

Jliighli Pi'.iri. h Sell, 

„ Dcheudiakiiiniir ... 

15-1, 

.Si ,\;ni "i's L’olieg, 

„ Ilarijwida 

16 

.Sil's I'l'ce (’..tlege. 

„ .Maiiiii.lriilnl 

15-3 

ilugiili ( olleginic Si 

Manila!. Ki'' iciiaiidra .... 

16-3 

Birhliuiii .Scliool. 

Malimi, hajaiiikaiiLii 

16 

Hinvriili .Mniiieipai S 

Maiiiig Slim 

16 

JMaiilimdn Govt. 

. 


School. 

Mazlinr I'ddiii 

15 

Iliiiigjiiir Ziln Schooi 

iVI'tiormiek, Agnes Speirs 


Darjeeling GirLs’ Sc 

Mccr/.a ik 

10-1 

St. I’nul'a School, 
jccliiig. 

iMeser Uddin 

16 

Biirigpiir Zila Sclioii 

Misiu, Gaugaiiarnynu 

15.9 

Biirihvau Ruj Uoll 


.ScllOi-’.. 

Mitrn, Amrilalal 

14 

lH))oii Golleginto Scl 

Apiii’hakrishiia 

14 

Nuw India n School. 

llaridliuu 

14-6 

KomiHgiir H. 0. E. S 


„ Hcmcliandra 

... 17 

Metropolitan Tinslitu 

„ Kalidaa 

... 14 

Jes ore Zila Scliool. 

„ Kiraaulia«dra 

.. 16-4 

Kew Indian School. 

„ Ksliirodchandra . 

.. 18 

P. C. Institution 
DuP College. 

„ Manimohau *' 

,.. 14 

Albert Collegiate Sol 

„ Saralchnndra 

... 14 

Harinavi A. 8, Soho 

„ Saratchandra 

16-3 

U tturpara Coll- 

Scliool, — 

„ Siirondrauath 

... 16 

Harinavi A. 8. Schoc 

C. L. 

... 17-9 

General Assembly’s 
tituliou. 

Mohyud Din Peter 

... 17-3 

Batala Baring 
School. 

Mookerjee, Cyril 

... 18-t 

St. Xavier’s College. 

Muhammad Abdus Samad JS 6 

Calcutta Madrasa, 

Muhammad Abid 

... 18-6 

Sylhet Govt High 8( 



IT I] 


OT! ajhil 8, issi. 


JHuhanmud Akbu .„: IS. 
Uuhamnuid IrfannUali ... IS i 
Miilmmmad NooraiHoq... 1S4 
Muhammad WaJayatUllali 17-6 

_ .opal 10 
Haranohaimra 16 

„ Hafendranath 14>6 
Jnanondra- 14-9 
nath. 

„ Jogindranath 16-2 
„ Jyotilal 4.0 
„ Jyotindra- 14 
„ chaadra. 

„ Kaiipuda ... 17 

„ Kshilia- 18-3 
' uhsndra. 

„ Proboclh- 19-2 
chandra. 

„ HaklialdaH ... 16-2 
„ Bautpshuatli 13-1 

„ HKlkari ... 19 

Si imdiandra... 16 

„ dmncharan ] (1.8 

Kandi, Sasibliu.«aii ... 18 

JsetUos, William .1 11. ...16-9 

Newsoii, Ppi’ny ... lC-8 

ISiyogi. Kunnidnath ... 10 

Ord, George Kuoi ... 17-6 

Pal, Gojicswar ... 16-4 

„ .Tocmdranath . 12-10 

„ Savadaprasad ... 17 


., Hiiendrauath 

... 14-4 

rranianik. Haripada 

... 17-6 

Qudrnt Hosnin 

... 16-8 

Itiiglui Prasad 

... 17-6 

t'.'iighunandim Salinl 

... 13-5 

It ay, Aunltulcluiudra 

... 10 

„ .'M.nlclinmira 

... 18 

,, Giiiigadas 

... 18-9 

„ .Tiigc-clndnlra 

... 198 

„ •lyoliudraiialh 

... 14 

„ Mohiuimohun 

... 17-6 


„ Prakasoliandra 


18-1 


Eeadnraim H. E; SohooL 
Pubna Zm Sobool. 
Caieatt^Madtua. 
Jabalpur OoUegiata 
Sob^l. 

Euahtia H- E- School. 
BaMu .Collegiate School. 

Eidderpur Branch. 

Hare School 
Baharu H. E. School. 

Magiira H. E. School. 
Kalighat K. E. Suhuol. 
Purulia Ella School. 

Santipur Municipal 

ScUoool. 

Krislinagar Collegiate 

School. 

Forozepur M. B. High 
School. 

Banwaribad H. E. School. 
Burdwnu Baj Collegiate 
Soliool. 

Baukura Zila School. 
Bnrvaclipiir Govt. Scliool. 
JSibodhia 11. E. Scliool. 
Searsolo H. H. School 
Bishop Cotton School, 
Simla. 

St. Aavii r’s Oollogo. 
Bogra Zila Scliool. , 

St. Xavier,s' Oollego. 

Kipon Collegiate School, 
llughli Collcgiafc School. 
Atidid Curga.suudari's 
.Iiihilec SchoiJ, 

ITogldi Collegiate School. 
llcIn’UgMi’h High Scliool 
I’.'itiia t,'i(y Sclioid. 

Patna Collcgiale School 
Tikari H. i E. School. 
Kluuaria High .School, 
Taki Gm-crMiiicnt ■ cliool. 
Kacidinir Zila School. 
Tlnghii Collegiate School. 
Hindu School. 

Biinlivan l!aj Collogiato 
School. 

City Collegiate School, 


290 


I 3C0 


310 


Su-kar, Sefatnila 16-6 

Sen, Akthaykumar 16-9 

„ Akthaykumar ... 17-10 

„ Bimalaaanda ... 17 * 

„ Dohendranath ... 17-1 

,, Digindraprasad ... 16-3 

„ Gopalchandra ... 17 

„ Giinadacharan ... IG-Il 

„ Indiiblmshan ... 14-3 

„ Kalikiimur ... 13 

„ Kamiulkumar 16 


Ki'ishnnnath 


... 10-3 


„ Xslictrainohan ... 18 

„ Madhusudan ... 18 

„ Mathuranath ... 17 

„ Saradacharau l-'i-l 

„ SasiMinslian ... Is 

., Sathcliaiidi'a ... 11-2 

„ Snkumar ... J6-(S 

Senguptu, Ahimlnath ... 16-8 

., Haradnk.anta ... 11 

„ ilipiiiliiliiiri ... 18 

„ Ls« arcliaudra 14-10 

,, .Tiicndranatli ... 16-4 

„ I’miapciiiiiidni .. 14 

Selh, Mesrool) .lacol) ... IS 
Sk. Hcnijuddin Ahmad ... J8 
Shannan, Miilildii 
Sil, I'capliullukumav ... 18 

Si.igh, Dipii iriivaii ... 11 

Sinha, Dclu'Uilraiiath ... 18 

Siiihn, .Ivoliiiilr.aniolian M 

„ Kdi -lraiii Inn ... I-") 

Siiresclnmdra ... IS 

Sit'll I’ra.siid ... |n.ll 

Som, Sriskumar ,,, 14 8 

Si-i liam ,,, 111 9 

Siir Snlischandra ... 18 

Sved Miiinininud Alulul- 


Bognl Zila Sohool, 

Barital Zila School. 
Brtjamohan Inatitution, 
Barital. 

Kharoria High School 
South Suburban Sebool, 
rthowniiipnr. 

Krislinagor Collegiate 
Sebool. 

Bcrhamptir Collegiate 
Selniol. 

Htrisal Zila Sebool. 
FaridpnrZile School. 
iCcsliub Academy. 
Honough School. Jamal- 
puv. 

llaichamlra Collegiate 
School, liai'isal. 
Mclropolitaii liistilulion. 
Brajamohan Tnsliliilioa. 
Huri.'ial. 

Jcnkiii’ii School, I’ooch 

lii'hai’. 

Tlaciviil Zila Sclniol. 
Sanlipur il miicipnl Sclnml, 
Mctrop'dilnu liistiliitioii. 
Chapra Zila School, 

L. M. S. Jasliliiliun, 
Bliowanipur. 

Dacca I’ogo.se Sl'IiiIoI. 
llinflu School. 

Mnnicipal High School, 
('liitiagong, 
iliinlu Scliiiol. 

Kalla i . E. School. 
Armenian College. 
Silnagar Uigh School, 
lii'liop'.' School, Nagpur, 
lllpim ( ollcgiah' .Sclio.il, 
ivnUlc.'piii' liranch. 

St Vai icr'?, College. 

Oaral ^ icloiia Collegiate 

School. 

llii'i'liuni S.-hool. * 
'cw Iihliau School, 
.lamaiinn- : 1.'E. School 
Chapra Zila .''cliooI, 
llari.'.ai Zila, Sohcol, 

Lali rc .M. 11 School. 

Jiip II Collegiate School. 


Itn.sikhil 

10-10 

Farid pur Zil.-i .''’cliool. 


bill. 

13 

('alciilt;i .Vadivi,.^a. 

,. Satischundr.i 

14 

Bliiigaljinr Zila School 


Syed A!Hi ir uddin Alimin 

14 

Pafna .M. A. School, 

,, Satycndrannlh 

12 

I'chalii 11 C. E. School. 


Taraftl'Li'. Kaiiig-'pal 

Id 

I’aicnila rnsiitiii'.m. 

t'uliodclniiidra 

U8 

I’litna I'ollcgintc School. 


Tasailtla.j Hasam 

11 

■M 'tilnii i Zila .''.■'i.nd. 

Itiiycliauilhuii, Jogindra- 

18-7 

South .Siilinvhaii School, 


Taylor, .Minna 


Dai'ji. ling (iirU’ School. 

inifli 


Itliowaniimr. 


'J'li.mias. .llfivd .John 

J.'.-ll 

Caii'iifla Ei'ci Sell.I'd. 

lliiyiiuHi, W. B. 

18-9 

li.atala Baring High School. 


Vnz, William 

18.) 

Si. .I' ^cplTs Bcardiug and 

Sadhukhan, Nilmaui 

46-3 

ilnghli Collegiate School. 




Day School, Calcntt'i. 

„ Tushtttchaiidra 18-4 

Huglili Hraiu li .School. 


Mbihian Copal 'oshoo 

17-t 

Cily School, ,\ agimr. 

.Saha, Hnrakumar 

14-6 . 

Dacca t.h llt'gi.ilc Schfail. 


•We Lin 

. 17-7 

liang. ou High School 

Sarkiir, •luiinendroprasad 

18 

.lanai 'J’raiiiiiig School. 

1 

1 

Wctlicrill. .Inni t 


Dovclon Insii iitioii. 

„ Kodanialh ... 

14 

Purulia Zila School. 

1 

Zia-im Niihy 

! i:'-8 

Cidcnt a Madrinri. 

„ Saratsasi ,. 

17 

Searsolo H. E School. 

1 330 

Zobcl, Marlin 

. 17-9 

St. Xavier's l.'ollcgc. 


Ahdul,ialil Khan 
Abdul Kariiil 


Abdul Latif 
Abdul Latif, I 
Abdul Latif, 11 
Abdul Maiid 
Abdul Majid 
Abdul Qadir 
Abdul Sattnr 
Abdul Wadiid 
Abdul Wahid 


16-7 

18 


... 16-7 
... 18-8 
... 16 6 
... 18 
... 14-7 
... 13-5 
....16 
... 14-6 
... 16-1 

Aboyesakera, Henry Gordon IS-S 
Abdus Sobur ... 17-7 


Abid IIuBsain 


19 


Second Division. 

In Alphahdkal Order. 


Abul Azmat Oulam Mu- 18 
hammad. 


Selioro High School. | 
Mo/.ulVoi'pnv Society’s H. i 
E. School. 

St. .Xavicr'.'i College. 
Calcutta Madrasa. 

Ditto. 

Dacca Madrasa. 

Cahmlia Madrasa. 

Ditto. 

Jalial pur Collegiate School. 
Noakhnli Zila School. 

Patna .11. A A. School. 
Biclimond College, Unllo. 
Sylhet National Institu¬ 
tion, 

Moznftcrpur Society’s H. 
E. School. 

Aitchison Higli School, 
Lahore, 


Acliuryya, Aswiiiikuiiuir ... 17-8 
., Tlwiirkanaili ... 18-4 
SibJas ... 18 

Ada White . 

20 Adam.i, Gerald ... 16-1 

Adliikari, Sali.schuudra ... 18-1 

Adilya, Gopimohan ... 17-6 
Agnrwiihi, Anaudachandra 18-0 
Ah Poll ... 18-10 

Aikath, Satiacliandra ... 14 '3 
Aklionry. Kalnsaaker ... 16-2 
Alfaziiddiu 14 

AparujilPurusholtam Bal-,19 

kri.shna. 

Asghar Alt ... 16-C 


Holiriignrh High Scli.iol, 
Sanlosli .Iiinhiivi School, 
li'pon I'nilcgiaic Sciioc 
K. Branch. 

I'nvnlc Miidcnt. 

St. .Vavicr's College. 
'rclinip.i1u JJliadrcornr 

School. 

Sild^v High i-'i’liool. 
’rc/.pur ll'^ii School. 
Moiilmcin (jiivcrnin.'nt 

High School. 

Itfliichi Zil.'i School. 

Uyu Zi a School. 

T.'inilnk lliimilloii Scliool. 
City School, N'.'igpur. 

City Collegiate ichool 
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Asb, Enskrunar 14-6 St. Marj’s Institution. 

Chandemagar. 

Ditto. 

Behar National Collegiate 
School. 

... 16 ^ Eendrapara H. E. School. 
... 13 * Midnapur Collegiate 
School. 

... 16 Bariaal Zila School. 

... 17-2 Dacca Collegiate School. 

... 16 Lalgola H. C. E. School. 

... 16-5 Ckapra Zila Scho<il. 

... 16-10 Bishops School, Nagpur 
... 18 City School, Nagpur. 

... 18 Ghatal Municipal School. 
... IG'II Bangobasi Collegiate 
School. 

... 17-10 Paridpur Zila School. 

... 13-9 Saacram H. K. School. 

Batua Collegiate School. 
Khulna Ziln School. 


„ Nabakumar ... 14-6 
Ashraf Muhammad Wahid 16 


Asrar Ali 
Bag, Nilkamal 

Bagchi, Ealidas 
„ Panchanau 
„ Pramathanath 
Boidjonath Sahai 
BaUey, Arthur H. 
Baieu Oudahar Fatnk 
Bakai, Surendranath 
Bakta Jamal 


Bal, Debrndraoalh 
lialmnkund Upadhaya 
Baiidhn, Lai 
Bandyopadhyay, Annada- 16 
ctlaran 


16 


I, Annada- 17 

prasad. 

„ Annada- 16-3 

prasad. 

„ Auukul- 16-9 

Chandra. 

„ Bibhuti- 15 

, bhuahan. 
Durga- 18-6 

ntohan. 

„ Gobin- 16-2 

dachandra 

,. Haraku- 16 

mar. 

,. llarJdaa 17-7 

Jagadia- 13 
ebaudru. 

., Jnan- 14-4 

chandra. 

Bandyopadhyay, Jyotin- 14-2 
■ dranath* 

„ Kriahua- 18-S 

cliandra. 

„ Lalit- lS-6 

mohan. 

„ Lalit- 17 

mohan. 

„ Mahen- '16-3 

dranalh. 

„ Meguath 17-4 


Chnkdighi Saradaprasad 
Inatitulion. 

Bonkura Zila School. 

Burdwan Raj Collegiate 
School. j 

Birbhum School. 

Brajamnhan Institution, 
Barisal. 

Rajchandra Collegiate 
School, Bariaal. 
Tcliiiipani Bliadrcswar 

School. 

Patna Goilegiate Sidiool. 
Mniaadal Raj 11. K. 
ScJiool. 

South Suburban School, 
Bliowaiiipur. 

Barisa 11, 0. E. School. 

Badla H. E. School. 

Bariaal Zila School. 

L. M. S. Institution, 
Bliowaiiipur. 

Nabadnip Hindu School. 

City Collegiate School. 

Nagen- . Belhune Collegiate School. 

drabala. 

Dhankhuria H. £. School. 


Nageu- 19 
dranath. 

Nani- 17-6 
gopol. 

Nani- 16 
gopal. 

Piyari. 16-4 
mohan. 

Prabodh- 13-11 
chandra. 

Prabodh- 14-11 Uttarpara 
narayau. ScIich)!. 

Rabuues- 14 Jessoro Zila School, 
war. 

Radhika- 16-10 Jangipur H. E. School, 
lal. 


Barisa H. C. E. School. 

City Collegiate School. 

Sanskrit Collegiate 

School. 

( alcutta Aryan Institu¬ 
tion. 

Collegiate 


„ Itaropnda 18-6 

„ Sarat- 16-4 

oliBudra. 

„ Satya- 16-6 

kama. 

,, Satya- 14-6 

kinkar. 

„ Sital- 16 

chandra. 

„ Suren- 18 

dranalli. 

„ Surssh- 16-6 

chandra. 

,. Upendia- 16 

chandra. 

,, l.Tpeadra-13 

ualh. 

Bansadhar Bishnu ... 16 


Goptiparo H K. School 
Ranchi Zila School. 

Ranaghat H. A. V. 
School. 

M aukar H. E. Schoo^ 

General Assembly's In¬ 
stitution. 

Jaiiai 'J'ruining School. 

Uttc'rjiara Collegiate 

School. 

Naysgiion II. E. School. 

' Bliagtl pur Zila School. 
Seuhati High School. 


GO 


100 


no 


120 


ISO 


Bans! Dhiur Lohar 

16-2 

Sagar High School. 

Baral, Nilratan 

I5-S 

Jangipur H. E. Soht 

Bardhau, tiangaohandra... 

21 

Fatya H. E. School. 

„ IJmeschandra ... 

15 

Comillah Zila Sohoo. 

Barman, Basantaknmar ... 

15-2 

Ditto ditti 

„ Manmathanath ... 

16 

Burdwan Baj Col 
School. 

Bartlett, Annie 

• •a 

Darjeeling Girls' Sd 

Bai^iwa, Eripalchandra 

15-9 

Jorhat High School. 

Basal, Aautoah 

16-7 

Oriental Semmary. 

„ Brindabanchandra 

14 

Bnplal Baghunath 1 
Daooa. 

Basil'Galstsun Basil 

'17-6 

Armenian Col 

School. 

Basu, Abhaycharan 

17 

New Indian School. 

„ Asubodh 

14 

Chittagong Mu 

High School. 

„ Atulchandra .. 

, 17-8 

Midnapur Town 8cl 
Gobaruanga H. E S 

„ Atulkrishna 

. 16-4 

„ Bhupendranath „ 

. 14 

Metropolitan Institu 

„ Brajanath 

17 

Garbetta H. E. Scht 

„ Charucliandra 

. 19 

New Indian School. 

„ Durganath 

. 16 11 

Noakhali Zila Schon 

„ Grischandra 

. 20-3 

Dacca Collegiate Scl 

„ Uaranath 

. 18 

Now Indian School. 

„ Hariprasanna 

. 16-6 

Ripen Collegiate Seh 

Basu, ilemcbandra 

. 14-1 

Dacca Collegiate Sc! 

„ Jyotindranath 

, 14-6 

Metropolitan Institi 

„ iTyotindrauath 

, 16-7 

Dacca Pogosc Schoo! 

„ Kautiliil 

14-3 

Ranchi Zila School. 

„ Kiranchandra .. 

. 18 

Chanchal Siddheswr 
stitutiott. 

„ Lalitmohan 

. 13-11 

Midnapur Coli 

School. 

„ Lalitmohan 

. 16-3 

Calcutta Aryan I; 
tion. 

„ Lalitmohan 

. 16-9 

Dseca Pogoso Schoc 

„ Mahimchandra 

. 16 

Bulasore Zila School 

„ Narondranath 

. 16 

Kesab Academy. 

„ Uamcschatidra 

, 14 

Dacca .Tubileo Schoc 

„ Rameschandra 

, 14-8 

New Indian School. 

„ Snilcndranalh 

. 16 

Taki Government Sc! 

„ Snrat chandra 

. li> 

Serajgatij B. b. Set c 

„t Satindrachandra ,. 

. 16-3 

Faridpur Zila Schoo! 

„ Satisclmudra 

. 16 

Bhagalpnr Zila Scho 

„ Satischaudra, II .. 

. 16-3 

Ripofl Collegiate Sch' 

,, Satischaudra, 11 .. 

. 16-5 

Metropolitan Instil 
Bowbazor Branch. 

„ Satkari 

. 16-6 

Metropolitan Institut 

„ Surendranath 

14 

L. M. S. Institution, 
wauipur. 

„ Tarapoda 

. 14 

Naral Victoria Coll 
School. 

„ Upendranath 

. 16 

Amta 11. E. School. 

„ Upendranath 

. 20-11 

• Private student. 

Beli Bam Dhawan 

. 14-2 

Dchra Ismail Khan 
torin Bhratri Scho( 

Bera, Bhufnath 

. 16-3 

Ohatal Municipal Sc 
Chatra H. C. E. Sch< 

Bhaduri, Bimalehandra ,, 

.. 14-4 

„ Nibarancbandra 

17 

Barahanagar Vi 

School. 

„ Nirmalchandra . 

.. 19 

Serampur Union Ic 
tion. 

Bhar, AsutosH 

. 16-9 

Hughli Collegiate Sc 

„ Haridas 

. 16 

Barahanagar Yi 

School. 

Bhaskar Moroshwar Vigh 

• 14 

City School, Nagpur. 

Bhuttacharyya, Asutosh.. 

. 17 

Metropolitan Institut 

,, Asutosh.. 

. 16-3 

Frivstc student. 

„ Atnlchan- 

dra. 

14-8 

Howrah Municipal 8« 

„ Busanta- 

kumar. 

17 

City Collegiate Sohoc 


BidUumo- 18 




ban. 


demy. 

140 


Haripada 

16.6 

Sanskrit Collegiate 8( 


ty 

Jadunath 

26 

Teacher. 


1* 

Kamini- 

14-6 

Dacca Collegiate Schc 



mohan. 



>» 

Kisori- 

16-4 

Arbalia J. V. School. 



mohan. 

Kumud- 

18 

NaritH. E. School. 



chandra. 




if 

Maumatha- 

16 

Naral Victoria Colic 



uath. 


School. 


it 

N agendra- 

16-6 

Kalna Maharaja’s Scl 



uath. 
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Bhattacharyja, Niitradra- 16>1 
nath. 

,, Kindagopal 13-4 

„ Nandslal 16 

) „ Nilmani 16 

„ Fzamatha- 18-8 
nath. 

„ Sarat- lS-7 

* oliandra. 

„ Saaibhu- 16 

shan. 

„ Satisolian. i!& 

dra. 

„ SatiicHh- 17-7 

ran. 

„ Sriharaha 14-3 

„ • Surondro- 16 

nath, I. 

„ Taragati 16 

Shaumik, Hemchandra ... 16 

) Bimniya, Dobondranath... 16 
Uindeswari Saran ... lS-7 
Bishun Lai ... 17-6 

Bishun Salmi ... lij-3 

Biswas, Bishnupada ... 14-3 


Judhistir 


... 17 


Ealiprasaoaa ... 14 
Kedaraatli ... 15-6 
Kapharchandra ... 16 
Framathaaath ... 17 
„ Eadbikaprasad ... 11 
Baclianau, Dancau John... 18 

Burpcas, Lilian . 

Canaley, Gilbert ... 16-,5 

Cliaki, Baradagobinda ... 12-2 
Chakrabarti, Abinasbchau- iS-10 
dra. 


City Collepate Sohool. 

Armenian Collegiate 

School^ 

Bagatl H. E. School. 
Berhun^ Collegiate 

Nab^wip Hindu School. 

Kisorgani H. E. School. 

fiarisal Zj}a School. 

BanchiZila School. 

Krishnagat Collegiate 
School. ® 

Bankiira Zila School. 

Eew Indian School. 

Bali Hirers Thompsons’ 
School. 

Santipur Municipal 

School. 

Hamilton School, Tiimluk. 
Arrah Zila School. 

Patna Collogiale School. 
Arrah Zila School. 
Hawab’s High School, 
Murahedabud. 

Kajshahyo Collcginto 

School. 

Dacca Juh!lco School.' 
Simla Bengal Academy. 
Bandipnr H. E. Scho-.d. 
Scrujganj B. L School. 
Islampur If. E. School. 
Itangoou High School. 
Loretto Hou.'ic, Calcutta. 
Miissooric School. 
Bungpur Zila School. 

Haro School. 


Chandu Lol 


17 


/ 



Ahinashchan- 

lG-2 

Banaghat II. A. V. School. 



dra. 


II 


Asutosh 

17-2 

Oohar.langii H. R. School. 



Aswinikumar 16 

Sonliali High School. 


ti 

llaradaprasad 14-2 

Illiibuiia 11. E. Scliool. 



Biiascharidra 

18-7 

C.hatra H - C. R. ScIumjI. 

Ji 


Biuodbihari 

16-U 

Aunada IT. E. School, 





Bralimauhari.'i. 

»» 


Bipinhiharl 

16-6 

Ditto ditto. 


)) 

Chanicliau- 

13 

Jciikiii'a School, Cooch 

!• 


dra. 


iluhar. 


If 

Gokulchan- 

17 

Aiiiiadu 11. K. Scliool, 



driu 


Briihnianharin. 


f> 

Hemantaku- 

17-5 

Dacca Jubilee School. 

}» 


mar. 




>1 

Jyotiudra- 

V 

Ecsab Academy. 

1 t 


nath. 


1 



Ealihar ... 

18-2 

Dacca Buplal Baghuuulh 

f* 



• 

School. 


ff 

Lalanchan- 

16-2 

Magura 1£. K. School. 



dra. 


»> 

1) 

Maheudraku- 16-6 

Ehulna Zila School. 



mar. 

Q „ Mahimchan- 15-7 
dra. 

„ Furnachan- 10-11 

dra. 

„ Furnachan- 14-10 

dta. 

„ Bajendra- 16-4 

kiaot. 

„ Sarutohandra 17 

„ Satyaraujan 10-4 

,, Syamacharan 17-7 

„ Ifpendra- 14 

chandra. 

Chambora, Herbert ... 16 
Chanda, Chondrakumar .;. 13-11 

00 „ Eriahnakisor ... 16 

Chandra, Amarlal ... 16-6 
Uamapraaad ... 17-4 
Chandra, Gokulprosad ... 14-6 
Chemdra Sekhor Bhagi- l'j-8 
rathi fiehra. 


Erishnagar 
Sclioul, 
Butigabaai 
School. 
Chittagong 
H. School. 

Bhola U. K. Sohool. 


Collegiate 

Collegiate 

Municipal 


Chattepadhyay, Abinaa- 16-8 
ebandre. 

» Amrilalal 16 

>1 Amnlya- 16-3 

kumar. 

» Baaanta- 14-10 

knmar. 

., Baaanta- 16 

knmar, 

Bimul- 16 

chandra. 

Binod- 16 
bihari. 

Binin- 17 

clmndra. 

.. Bireswar 16 

,, Chandra- 15-8 

inohan. 

„ Hanac- 14-4 

a war. 

„ Jadngo- 13 

pal. 

,, Jay- 16 

kriahna. 

„ Jyotibhu- 14 

hiiaii. 

220 „ E:ilida.s 16 

,. Lalit- 13-8 

TU'dian. 

„ Maniiidra- 17 

until. 

„ Minima- 16 

tbnnatli. 

„ Mohit- 18-6 

niolmn. 

., Nanigopal 14-6 


Narayan- M-C 
cliamini. 

Pancim- 18 
nan, 

Prabiil- 10-6 
chumlrn.. 

Pranialha- 18-3 

iiatli. 

Puma- 16-6 
chandra, 

Kadbika- 16-7 
jinlaad. 

Bajendra- 18-2 
hil. 

Uiijctidra- 16 
nath. 

Stttia- 16-7 

chandra. 

Sulycii- 16-2 
dramo- 
bun. 

•Surendra- 17 
nath 

Snryya- 16-10 
kanta. ' 

Suryya. ill-JO 
kumar. 

Upeiidra- 17-2 
nath. 


240 C'haudliuri, .lagadis- 
cnamli 


10 


Fahna Zila School. 

Dacca Pogoso School. 
Barisal Zila School. 
Comillah Zila School. 

St. .Toaoph's Boarding and 
Day School. 

Brajaniulmn Institution, 
Barisal. 

Silcimr High School. 
Hindu Scliool, 

Dacca Collegiate School. 
Chapra Zila School. 
Morris High School, 
Sambalpur. 


cuaudra. 

Narendralul 11-3 
„ Prasamm- 16-2 

kumar. 

„ liadhamohau 16-6 

,. Sriseliandra 17 

(Jhallappah, II. M. ... 18-7 
Chhuuilal Pnndo _ ... 21 

Cbintamau Dadaj'ee Dha- 17-3^ 
rasliar. 

Chintanian Sakharam 16 
Doule. 

Cbitro Gancsb Waman ... 16-6 

• 

260 Chongdar Bamanikanta ... 17 


Ludhiana Mission High 
School. ^ 

Uttarjiara Collegiate 
Scliool. 

Collegiate School, 
£■ Branch. 

Sonth Suburban School, 
Bhowanipur, 

Erishnagar Collegiate 

School. 

Eounagar 11. E. .School. 

MadaripurH. E School. 

L. M. S. Institution, 
Bhowanipur. 

Brajiimohuu Institution, 
BariKnl. 

Haro School. 

Patna Collegiate School. 

Burdwan Municipal 

School, 

Ilehala H. C. E. School. . 

Calcutta Institution. 

Erishnagar Collegiate 

School. 

Tel i ui p,i ra Bhad res war 

Seliool. 

Shillong .Mia.sion lligh- 
Sehool. 

Hindu School. 

Oriental Seminary. 

Uttarpara Collegiate 

School. 

Mai.sadal Baj 11. E. 
School. 

Mugkalyan H. E. School. 

Muragacha 11. E. School. 

Barisal Zila So-hool. 

Bipon Collegiate Seliool. 

Kuchiakol BaJha Tuslilu- 
tion. 

South iSuhiirban School, 
Bliowunipur. 

Midiiapur Town School. 

Banoripara Aryan fiisti- 
tiition. 

Burdwan liaj ('ollcginlc 
School. 

Bangahasi C.illegiiitc 

Scliool. 

Santipur Jliiuicipal 

School. 

Barascl Gort. School. 

Private sludcat, 

Bandipnr H.'E. School. 

Eew Indian School. 

ll aghll llranch Scliool. 

Clullngong Municipal 

Scliool. 

Bajshahyn Collegiate 

School. 

Bejdunga H. C E. School, 

'J'riiirty OoUege, Kandy. 

Teacher. 

City School, Nagpur. 

Indore English Madrasa. 

St. Francis DoSalc’s 

School, Nagpur. 

Ch'anchal Siddheswari In- 
* Btitution. 
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[Part 


b, Easknmar •«« 14-6 

, Nabaknmar ... 14-6 
liraf Muhammad Wahid 16 

far Ali ... 16 

Ki Nilkamal ... 13 

gchi, £alidas ... 16 

„ Panohanan ... 17-2 
„ Framathanaih ... 16 
idjanath Sahni 16-6 

iley, Arthur H. ... 16-10 

ieo Gndahar Fatnk ... 18 

kai, Surendranath ... 18 

,kta Jamal ... 16-11 

1, Duhcndranath ... 17-10 

Itnakund Upadhaya ... 13-9 

iidhu, Lai ... 16 


udyopadhyay, Annada- 16 
char^. 

» Annada- 17 

praaad. 

„ Annada- 16-2 

prasnd. 

„ Anukul- 16-9 

cliandra. 

„ Bibhuti- 16 

. bhuahan. 
Dur^a- 18-6 
niuhan. 

„ Gobin- 16-2 

dachandra 

„ llaraku- 16 

niur. 

Uaridas 17-7 

.. Jagadis- 13 

chandra. 

„ Juan- 14-1 

chandra. 

indyopadhyay, Jyotin- 14-2 
dranalh • 

„ Krighna- 18-3 

cliandra. 

,, Lalit- lS-6 

mohan. 

„ Lalit- 17 

mohan. 

„ Mahen- Id-R 

drauath. 

„ Mcgnath 17-4 

„ Kaeen. . 

drabola. 

., Nagen- 19 

dranath. 

„ Kani- 17-6 

gopol. 

„ Kani- 16 

gopal. 

„ Piyari- 16-4 

mohan. 

,, Prabodh- 13-11 

chandra. 

„ Prabodh- 14-11 

narayan. 

„ liabanes- 14 

war. 

„ Hadhika- 16-10 

lal. 

„ liampada 18-6 

., Snrat- lfl-4 

chandra. 

„ Satya- 16-6 

kama. 

,, Batya- 14-0 

kinkar, 

„ Bitul- 16 

chandra- 

„ Suren- 18 

dranath 

,. Suregh- 16-6 

chandra. 

„ Upendra- 16 

chandra. 

,. Upendra,. 18 

imth, 

iausadhar Bislinu ... 16 


St. Mary's Inatitution. 
Chandomagar. 

Ditto. 

Behar National Collegiate 
School. 

Eondrapara H. E. School. 
Midnapur Collegiate 

School. 

Bariaal Zila School. 

Uacea Collegiate School. 
Lalgola H. C. E. School. 
Chapra Zila School. 
Bishop’s School, Nagpur 
City School, Nagpur. 
Ghatal Municipid School. 
Bangabasi Collegiate 

School. 

Faridpur Zile School. 
Saseram U. E. School. 
Patna Collegiate School. 
Khulna Zila School. 

Chakdighi Sarodaprasad 
Iingtitution. 

Bonkura Zila School. 

Burdwan llaj Collegiate 
School 

Birbhum School. 

Brajamohnn Institution, 
Bari sal. 

Bajchandra Collegiate 
School, Barisal. 
Tolinipara Bhadreswar 

School. 

Pntna Collegiate School. 
Mfli-sadal Haj H, E. 
School. 

South Suburban School, 
Bho'vaiiipnr. 

Bariaa H. C, E. School. 

Badla H. K. School. 

Bari.sal Zila School. 

L. M. S. Institution 
Bhowanipuv. 

Nabadirip Hindu School. 

City Collegiate School. 
Betliuue Collegiate School. 

Dhankhuria H. E. School. 

Bariaa H. C. E. School. 

City Collegiate School. 

Sanakrit Collegiate 

School. 

t alcutta Aryan Institu¬ 
tion. 

Uttarpara Collegiate 
School. 

Joaaore Zila School. 

Jangipur H. E. Sohool. 

Guptipnra H K. School 
liaiichi Zila School. 

Banaghat H. A. V. 
ScIkkiI. 

Mankar H. E. School. 

* 

General Assembly'a In¬ 
stitution. 

Janai Training School. 

Utterpnra Collegiate 
School. 

Nayagiion 11. E. School. 
Bhaghlpur Zila School. 
Seuhuti High School. 


Banal Dhar Lohar ... 16-2 
Baral, Mlratan ... 16-8 

Bardhan, Hangachandra... 21 
,. Umeachandra ... 16 
Barman, Basantakumar ... 16-2 
„ Manmathanath ... 16 

Bartlett, Annie . 

Baruya, Kripalchandra ... 16-9 
90 Baaaa, Aiutosh ... 15-7 

„ Brindabanchandra 14 


Basil'Oalstaun Basil ,..*17-6 


Basu, Abhaycharan 

17 

>1 

Asubodh 

14 

*1 

Atulchandra ,. 

17-8 

II 

Atulkrishna 

15-4 

II 

Bhupendranath 

14 

II 

Brajannth 

17 

II 

Charuebandra 

19 

II 

Durganath 

16 11 

If 

Grischandra 

20-8 

•1 

Haranath 

18 

If 

llaripmsanna 

16-6 

Basu, llemcbandra 

14-1 

II 

Jyotindrauath 

14-6 

ft 

Jyotindranath 

16-7 

f 1 

Kanlilul 

14-3 

II 

Kimnebnudra 

18 

It 

Lalitmohan 

13-11 

II 

Lalitmohan 

16-3 


Lalitmohan 

, 16-9 


M ahitnchnndra ... 

16 


Narcndranatli 

16 


Kanieschandra 

14 


Bameschandra 

U-8 

II 

Sailcndranath 

16 

• I 

Suraichandra 

19 

II 

Satindrachandra ... 

16-2 

f| 

Satiscliaudra 

16 

If 

Satischandra, II ... 

16-3 

l» 

Satischandra, 11 ... 

16-6 

• 1 

Satkari 

16-6 

II 

Surendranath 

It 

It 

Tarapada 

14 

II 

TJpendranath 

16 

• • 

Upendranath 

, 20-11 

Bell Bom Dhawau 

14-2 

Bera, Bhutnath 

, 16-3 

Bhaduri, Bimalchandra 

. 14-4 

II 

Nibaraiicbandra 

17 

II 

Nirmalchandra.. 

. 19 

Bhar, Asntosh 

. 16-9 

II 

Haridas 

, 16 


Bhaskar Moroshwar Vigh- 14 
nay. 

Bhattacharyya, Asntosh... 17 
Asutosh ... 16-8 
Atnlchan- 14-8 


*1 

>1 

»» 

ff 

9$ 

>• 

• > 

II 

II 


dra. 


Busan t a- 

17 

kiimar. 

Bidhumo- 

18 

ban. 

Haripada 

16-6 

Jadunath 

26 

Kamini- 

14-5 

tnohan. 


Kisori- 

16-4 

rnwhan. 

Kumud- 

18 


chandra. 
Mttumatha- 16 
natb. 

N agendra- 16-5 
uath. 


Sagar High School. 
Jangipnr H. E. School. 
Patja H. E. School, 
Comillah Zila School. 

Ditto ditto. 

Burdwan Baj Collegia 
School. 

Darjeeling Girls' School. 
Jorhat High School, 
Oriental Seminary. 

Buplal Baghunath Sohoc 
Dacca. 

Armenian Collegia 

School. 

New Indian School. 
Chittagong Mnnicip 

High School. 

Mi'dnapur Town School. 
Gobardanga H. E S(hoo 
Metropolitan Institution. 
Garbotta H. E. School. 
Now Indian School. 
Noakhali Zila School. 
Dacca Collegiate School. 
Now Indian School. 
Bipon Collegiate School. 
Dacca Collegiate School. 
Metropolitan Institution 
Dacca Pogose School. 
Eanchi Zila School. 
Chanohal Siddhoswari I 
stitntiou. 

Midnapur Collegia 
School. 

Calcutta Aryan Instit 
tion. 

Dacca Pogose School. 
Balasoro Zila School. 
Kesab Academy. 

Dacca Jubilee School. 
New Indiau School. 

Tuki Oovornmont School 
Serajganj B. L. Sc tool. 
Faridpur Zila Sohool. 
Bhagalpur Zila School. 
Bipofi Collegiate School. 
Metropolitan lustitutic 
Bowbazar Branch. 
Metropolitan Institution. 
L. M. S. Institution, BL 
waiiipur. 

Naral Victoria Collegic 
School. 

Amta H. E. School. 

• Private student. 

Dchra l-smoil Khan Y: 

toria Bhratri School. 
Ohatal Municipal Schoo' 
Chatra H, C. E, School. 
Barahanagar Yictoi 
School. 

Sorampur Union Instil 
tion. 

Hughli Collegiate Sohoc 
Barahanagar Yictoi 

School. 

City School, Nagpur. 

Metropolitan Institution 
Private student, 
ilowrah Musibipal Scho 

City Collegiate Sohool. 

Sherpur Yiotoria Ac 
demy. > 

Sanskrit Collegiate Scho 
Teacher. 

Dacca Collegiate School. 

Arbalia J. V. Sohool. 

Narit H. E. Sohool. 

Naral Yiotoria Collegh 
School. 

Kalna Maharaja's Sohoc 
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361 


BhattacliarTya, Napiradra* 

sath: 


164 


ITtndagopal 13-4 


150 


Kandalal 

^ilmani 


16 

16 


Fiamatha* 18-3 
nath, 

Sarat- lS-7 
okandra. 
Baaibhtt- 
ghan. 

Satiaclian- 
dra. 

ran. 

Sriharsha 
Surondra- 
nath, I. 
Tarogati 


10 

ta 

17-7 

14-3 

10 

16 


City Oolle^ate Sduol. 

Armenian Collegiate 

School. 

Bagati U, E. School. 
Barnampus Collegiate 

8cho<d. 

Ilabadwip Hindu School. 

Eiaorgaaj H. E. School. 

Barisal Zj^a School. 

BanchiZila School. 

Eriehnagar Collegiate 

School. I 

Banknra Zila School, 
ludian School. 


Chanda Lai ... 17 

Chattopadhyay, Ahinaa- 10-8 
chandra. 

» Amritalal 16 


210 


1(30 


Bhaumilc, Hcmchandra ... 16 


Bhnniya, Dehondranath 
Biudeawari Saran 
Biiihun Lttl 
ItiKhun Sahai 
Biswas, Blsliunpada 


170 


„ Judhistir 

Kaliprasanaa 
Kedarnath 
Napharchandra ... 
Pramathanath ... 
Budhikaprasad .. 
Buchanan. Duncan John.. 
Burgess, Lilian 
Causley, Gilbert 
Chaki, Baradagoblnda ... 
Chakrabarti, Abinaslichan 
dra. 


16 
1.5.7 
17 6 
111-3 

14- 3 

17 

, 14 
, 15-6 
1(5 
, 17 
14 

18 

l*i-5 

12-2 

15- 10 


180 


Abinasbeban- 10-3 
dra. 

Asxitosh ... 17-3 
Aswinikumnr 10 
Haradapra.sad 1 (-3 
Biiaschandra lS-7 
Binodbiharl 


Bipiubibari 

Charu chan¬ 
dra. 

Gokulchan- 

dra. 

U em'antaku- 
mar. 

Jyotindra- 

nath. 

Kalihar 


1(3-11 

10-6 

13 

17 

17-5 


Bali Birots Thompsons’ 
School. 

Sautipur Alunicipal 

School. 

Hamilton School, Tumluk. 
Arrah Zila School. 

Patna Collegiate School. 
Arrah Zila School. 

Kawah’a High School, 
X urshedabad. 

Itajshahye Collegiate 

School. 

Dacca Jub’lco School.* 
Simla Bengal Aendenty. 
Bandipur It. E. School. 
Scrajgauj B. L School. 
Islampur If. E. School. 
Rangoon High School. 
Loretto House, Calculla. 
Mussooric School. 
Rungpur Zila School. 

Haro School. 

Ranaghat II. A. V. School. 

Gohai’.iangii H. K. School. 
Scniiati liigh School. 
IJlubariii II. E. School. 
Chatrii II- C.. K. Sell.,. 
Aniiada II. E. School 
ilrahmuubaria. 

Ihtto ditto. 
Jonkin’s School, Cooch 
Bohar. 

Annatia H. E. School, 
Brahinanhariii. 

Dacca J ubilce School. 


1/ 


190 


Lalanchan- 
dra. 

Mahondraku. 
mar. 

„ Mahimehan- 

dra. 

„ Pumachan- 

dra. 

„ Purnaclian- 

dra. 

„ Eajendra- 

kisor. 

„ Saratchandra 17 

„ Satyaranjan 10-4 

„ Syamaeharan 

„ Upendra- 

chandra. 

Chambers, Herbert 


1,6 Kesab Academy. 

18-2 Dacca Ruplal fingbunalh 

• School. 

10-2 Msgura 11. E. School. 


lB-6 Khulna Zila School. 


15.7 

IC-ll 

11-10 


10-1 


17-7 

14 

. 10 


Krishnagar 
School. 
Buiigaliasi 
School. 
Chittagong 
H. Scliool. 

Bhola 11. E. School. 


220 


220 


Collegiate 

Collegiate 

Muuicipal 


240 Chaudhuri, 


Chanda, Chondraknmar .:. 15-11 

200 „ Krishnakiaor ... 10 

Chandra, Amarlal ... 10-6 
„ Bamapraaad ... 17-4 
Chandra, Gokulprosad ... 14-6 
Chandra Sekhar Bhagi- l‘3-3 
rathi Behra. 


Pabna Zita School. 

Dacca Pogose School 
Barisal Zila School. 
Comillah Zila School. 

St, tToscph'a Boarding and 
Day School. 

Brajamohan Institution, 
Barisal. 

Silchar High School. 
Hindu Scliool, 

Dacca Collegiate School. 
Chapra Zila School. 
Morris IHgh School, 
Sambalpur. 


Amnlya- 

kuraar. 

Basanta- 

kumar, 

Bnsanla- 

knmar. 

Bimul- 

cliandra. 

Binod- 

bihari. 

Binin- 

cuandra. 

Biroswar 

Chandra- 

moban. 

Ilanse- 

swnr. 

Jadngo- 

pal. 

Jny- 

krishna. 

Jyiitihhu- 

shall. 

Kiilidas 


16-3 

14- 10 
16 

16 

16 

17 

16 

15- 8 

14-4 

13 
16 

14 
10 
13-8 


Lalit- 
m-ilmii. 

Manindra-17 
nnth. 

Minima- 16 
thanath. 

Mohit- 18-6 
mohan. 

Hanigopal 14-6 


14-C 


10 

19-0 


Karaynn- 
clianilra. 
Piinolia- 
iiiin. 

Priilial- 
cliamli’n. 
Prttiiiatha- 18-3 
until. 

Puma- 16-C 
chandra. 
Hadhika- 1(3-7 
jirasnd. 

Riijeudra- 18-2 
lal. 

Uiijcnilra 
nalh. 

Satis- 

chnndra. 
Safycii- 
dramo- 
han. 

‘ Surendra- 
nnth 
Siiryya- 
kaiita. 
Siiryya- 
kumar. 
Upendra. 
nath. 

Jagadis- 
cliandra. 
Narcndraliil 
Prasanmi- 
kuninr. 
lladhamobau 


IS 

1(3-7 

10-3 


17 

16-10 

• 

It3-i0 

17-2 

19 

l(-3 

15-2 

lfi-6 


Srischaudra 17 
Ohalisppali, H. AI. ... 18-7 
Chhuiiilul Pnado ... 21 
Chintaman Dadajoe Dha- 17-3_ 
raskar. 

Chintaniau Sakharam 16 
Dcolo. 

ChitreOanesh Waman ... 16-6 
260 Chongdar Ramanikanta ... 17 


Ludhiana Mission High 
School. 

Uttarpnra Collegiate 
School. 

Ripon Collegiate School, 

K. BrancL 

Sonth Suburban Sebool, 
Show ani pur. 

Krislmngar Collegiate 

Sebool. 

Kounagor II, K. School. 

Madaripur H. E School. 

L. M. S. Institution, 
Bhownnipur. 

Brajamohan Institutii 
Barisal. 

Hare School. 

Patna Collegiate School, 

Burdwan Municipal 

School, 

Bchala II. C. E. Selioo).- 

Calcutta Institution. 

Krishnngar Collcgialc 
School. 

Tclinipiira BLaJrcswar 
School. 

Shillong Mission High- 
Scliool. 

Hindu School. 

Oriental Seminary. 

Ultarpara Collcgiafo 
School. 

Muisadal Raj II. E. 
Scliool, 

Miigkulyan H. £, School. 

Muragacha H. £. School. 

Barisal Zila School. 

Ripon Collegiate School 

Kuchiakol Radha Institu¬ 
tion. 

Sonth Suburban School. 

Bliowaaipur. 

Midnapur Town School. 

Banori para Aryan Insti¬ 
tution. 

Burdwan llaj Collegiate 
School. 

Bangubnsi ('..Ilcgiatc 

School. 

Sautipur .Municipal 

School. 

Baniset Goyt. Schojl. 

Private .student. 

Bandipur H.‘E. School. 

Kew Indian School. 

Hughli Branch School. 
Cliittagong Aluiiicijial 

Scliool. 

Rajshahjro Collegiate 

School. 

Beld^ga H. C. E. School, 
Trinity GoJiege, Kandy. 
Teacher. 

City School, Nagpur. 

Indore English Madrasa. 

St. Francis DcSalc’s 

School, Nagpur. 

, Ch’anchal Siddheswari In¬ 
stitution. 
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Cornelius, Alfred ... 16-9 

Courtenj, Jolin ... lo 6 

Co*. Marflia Jane Gilmore ... 
JJaCosta, Zilla i 
Wamodar Apalajeo ... 18-2 

l)arJinffton, Jloso 
Da.s, AbitiasclimiJra ... IfrO 

•, Amritnlal ..' 17 

1 . Aswmikumar ... 10 

' ,1 Aswiuikumnr ... 16-5 

Ifhaltfinniidu ... 10 

II UliumRinj; ... jg 

II JiiiuuliiJiari ... jj 

II Bi.sliniicLaiitlva ... is-l 

II CbanJraliuniar ... 18 

Goliiiiilaclinndra ... M 

GoLiridaehaudi-a ... lO 

Ilariki'i-diiia ... H 

Hiiriiiniidaii ... ]<) 

Jamiuikaiita ... ]s 


Jyoliudrunalli ... Jl.; 

Ivaruiialiumnr ... ]8 

• * 

ITlislinficltanilra ... ]0 

3viiii.jal)ilia!i ... 14 

.Iviuijaliiliai'i ... ]() 

iiiilituiolinu ... 18.2 

IN'andalal ... 10 

Kiliaraueliandra ... 16 

Nritjaial ... 13.] 

JValiliati.'liandra ... ].4 

J’rivaiiiitli ]8 

Jlatlliiknl'il .. 

liajeiidranutb ... 17-10 

IJaiiinrnTan ... I'lS 

fiaeiiiiiati ... ]5 

„ Pi'inllias . ]f, 

iSiircndraiiatli ... jy 

,, Surestliuiulra ... 17-3 

,, Stirj-Yniiiani ... ]0 

SyuiiiJal iij 

rpeiidranatli ... 14.3 

i.narntli Lall ... 14.2 

isgiipta, Abaiiinath ... 17-4 

I, Asutosh ... 13.0 

,, liima'anaudn ... 13 

II Jyotindranalli 16-0 

iSRupta, l(amda.s ... 10 

„ SaradapraBnniia 16 

I, Umunatli ... 

ilta, AbaiiipraHad ... I4i8 

I, Asut.oah ... 16 

„ Aswinikuniar ... 16-9 

,i Aswiniknmar, No. II 14-8 

„ Aswinikuiiiar ... 14.0 

„ Iiuradakunta ... 15 

„ Bciiimadliab ... 14-6 

„ WiiijiMidruiintli ... ]6 

II Hijeiidrakrisliua ... Jfi 

„ Bireiidrakumar ... 16 

,, ilibankriislina ... 10-4 

„ J naiudiundra ... 19-6 

„ Jogindrakisor ... 16 

„ Kiiinarkrisbna ... 16 

„ Lalitinohan ... 18 

iVaudalal ... 19 

Prfltnathaiialli ... ]2.'3 

I’ramadiNiiHlii ... 15 


•9 St. Xavier’s Collogo. 

6 St. John's College, S. P. 

G. , Kangoon. 

Private student. 

Girls’ Seliool, Darjeeling. 

2 F. C. Institution, iVagpur. 

. Convent Seliool, Fangnon. 
0 Midnnpur 'I'own Seliool 
liarinavi A. S. School. 
Fnj.sbabrc Collegiate 
Seliool. 

5 Dacca Collcgiale School. 
Ituiigpnr Zila. School. 
TV’oAvgong High School. 
Howrah Bible H. C. E. 
School. 

I Fipon Collegialo School, 

H. Brunch 

Netrokonu Putt II. E. 
School. 

Miilduli ZUa S(diool. 

Sylliet National Instiln- 
tnlioii. 

Gauhati High Seliool. 
Durbhanga l{u.i School. 
Taiigiiil Biudiibasini 

Seliool. 

I Hidiiajiur Collegial 
School. 

Brajamolian Institution 

Bai'i.s.'d. 

.Haliiganj High School. 
Orient.ai Seminary. 

Kiilak Town II. E School 
Bra.jaiuoliaii Institution, i' 
Biirisiil. 

Burdwan Jiaj Collegiate 
School. 

I) ra jainol 1 an Imsti tu t ion, 
Biirisal. 

Dacca rfujilal Eaghunalh 
School. ' 

Itacc.a i’ogose .Seliool. 

C.'ilciiUa J iistitulioii. 

Jlaldah Zila Sehoul. 

I’tlacpara Collegiate 

Schoi il, 

Dacca I’ogosc School. 

F, (\ Ju.stitulion, Chin- 
suvnh. 

Iliinlii School. 

Khulna Zila School. 

Syllict Oovcriinicnt High I 
Sclioi ll. 

Ditto ditto, 

lllnldah Zila Si-liool. 
IVlidnupiir Collegiate 

School. 

C.ya Zila School. 

Fand|iur Zila School. 

Kalia II. iC. School. 

Pafjn H E. School. 

Barisal Zila School. 

Cnlcutla Aryan Institution. 

Metropolitan Institution. 
Shcr|iur Victoria Academy. J 
Batjsal Zila School. 

Huttli ■•llcgiato School. 
Aiiimda 'f. J5. School, 
Brulimanoaria. 

Jlawah’s High School, 
MurKhidahad. 

Dacca I’ogo.so School. 

Ducen Ituplul Baghunath 
School. 

Eajagiam A. S. School. 
Metroiwlitau Institution. 

Ditto ditto. 
Eaj.<iliahye Collegiate S 
School. 

New Indian School. 

Comillah Victoria School. 
Ki.<Jorganj H. E. School. 

Hindu School. 

Calcutta Institution. 

City Collegiate Seliool. I 

Bankurn Zila School. i 

T. K. (ibosh’s Academy, [ 
Baukipnr, 


Dutta, Prangonal 

... 17 

„ Prayagurishna 

... 17 

120 „ Puraachandra 

... 18 

„ Saratchandra 

... 18 

„ Saratchandra 

... W-2 

„ Sasifihuahan 

... 15 

„ Satischandra 

... ](’.-4 

„ Satknri 

... 17-7 

„ Sitanath 

... 16 

• Tiiriuioharan 

... J6.I0 

Umeschnudm 

... 18-6 

Dnttaehaudhuri, Narcndra-14 
nath. 

30 D’Cruz, Ida 

... 

Pc, Akshnych.'indra 

... 17-8 

,. Bhu]>atibhuBhan 

... 15 

„ Bilmrilal 

... 16 

Clinruchandrn 

.. 13-10 

Cliaruclmodra 

... ]4-(5 

.1 iihnrhil 

... IS 

Kiiminikuniar 

... 15-8 

„ Lalitmohau 

... 17 

„ Mnhimchandra 

... 17.9 

lO ,, JVlohinimohan 

... 16 

„ I’hnkircliandra 

... 14 3 

Basikranjan 

... 17 

Ba.siuohnn 

](5-3 

Suurindrauath 

... 13-6 

Sitanath 

... 13-4 

Dc. Suryy'iiniani 

.. It) 

„ 'J'arakniilli 

.. 17-7 

„ 'i'arinimolmn 

Deb. Anathliaudliu 

.. 17 

.. 16 

1 ,. Gopalcliandra 

.. Hi 

,, Milanchaml 

, d; 

„ Nabinchandra 
DcCourcy, Hurry F. 

. 18-9 

. lN-6 

DePenning, Lionel 

. 17-11 

DeSilva, B. 

. 14-9 

IteSouzn, Francesca , 

Phan put Bai 

18-6 

Phar, Chunilal 

13 1 

,, Pinanalh , 

20-2 1 

„ Jiurgncliaran 

18 


„ Gaiirangahari ... ]4 6 

.. Miiiimohan ... 19 

I'liara, Itasamaya ... IfMO 
I Hon, P. C B. ... 21.3 

• nkar Keshava Bhowal- 19 
:ar. 

1 1'.akar Hari Pendgay ... IMl 
I'r.vaii Chand ]0.io 

Dube, Krishnajiban ... 16 9 

„ Lalitmohau ,,, 164 

370 Durgaprnaada ... ],3 

Durgapraaad Fande ... 16 
Kckramuddin 10 

Ellis, Stanley ... lo.i 

Fazlul Alannan ... 17 

Fleming, Henry James ]7*10 
Stanley. 

Floris deMel, James .„ 20-2 

French, William ... IC.9 

Ganesh Tukaram Labhay, 14-8 
Gancs Xeshaw Bcghe 18-9 

880 Gangopadhyay, Anukul- 10 
chand ra. . 
Asutosh... 16-6 
Charn- 17-4 
ehandra. 
Ealiknmar 13-4 
- Lalitku- 16-1 

mar. 

II Madan- ]8 

Kiohan, 


Xesah Acndemf. 
S.vlhcl Ealioiial ! 
tion. 

Arbaliii -T. V. School 
Sylhcl Govt. High ‘ 

1 Baveiishiiw Coi 

School. 

Comillah Zila Schoo 
1 Baniighal H. A. V. i 

’ Biirdwiin Mui^cipul 

d’aiigail Bind 

School. 

0 Dhiihri High School 

' Sera.igiiiij Bun 

Seliool 

J’rivulc • indent. 

.. I^oveioii Instilulion. 

) Ilogra Ztl.i School. 

Micrpiir A ictoria Aer 
Jticcii Biiplul Bagl 
School. 

0 D.iiikuni Zila S‘hool 

I Hindu School. 

Alotropolifan Tiistilu 
1 llahigaii.j High ISchc 

Metropolitan Instil 
Bow ha >:111- Branch. 
Dacca (MIegiate Selr 
Dacca J nhilcc Seliool 
ATiiragncha II. H, Scl 
Biindgorii H. J'l ,Schi 
Daecii I’ogo.sc School 
A1 ctropolif an Inslit 
Bowhaz.ir Bran 
Dacca I’ogosc School 
Sonainganj .luhilcc S 
Hahiganj High Schoo 
Gnihiinda 11. K. Schoi 
Jiaccii .Inhih'.’ School. 
Dacca (’ollcgiaic Schc 
M cl roped i tan Instilut 
Hnliigiinj High Schoo. 
Bi.Rliop CutUm ScL 
Simla. 

.^l. Xni'ior'.s College. 
’Irinity College, Kandy, 
Calcutta Girr.R School, 
Central Model Scht 
Laliorr. 

G.va Zila Seho .1. 

Sjihet Govt. High Schc 
Biirisal Zila School. 
Dacca I'ngosp School. 
Dacca Collegiate School 
(■alcutta Boys' School. 
I’riiatc .student. 

City School, Nagpur. 

F. C. Institution, Nagpu 
Central Alodci Sclio 
Lahore. 

Moziiffcrpur Zila School 
Kn.slinapr Collegit 

School. 

Hindu School. 

Sagar High School. 
Burdwan Municipal Seho 
St. Xavier’s College, 
Caleuita Madrasa. 
Dorctoii College. 

St. Thom Collogi 

Colombo. 

St. Xavier's College, 

P. C. Institution, Nagpu' 
Canadian Mission Soh- 
Indore.. 

Dacca Ju' ilee School. 

Hughli CollogiAfe School 
Ditto ditto. 

Catwa H. E. Nghool. 
Jiipon Colh \iJo School, 

Janni Training 8oh6<jl.. 
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Ganpopadliyay, Prabhat- 11 
flmndra. 

„ Pamani- 16-2 

kumar. 

„ Baradiudu 16-3 

Ganpatlini ... 16 

Oarnior, Hubert ... 17-8 

Garratt^'. ... ..17 

Genrgo, Janie.'! T. ... 17-1 

Gliatak, Piiairabcliandra 17 


Lauhajang H. C. E. School 

Dacca Pogtse School. 

PcrhaDipur Hindu Aca 
demy. 

Central -Model School 

I .a bore. 

St. Paul’s School, I!angoon, 
Itapti-tt'ollego, Kiingoon. 
La Mavtiuii'ro College, 
liipoii t’oHegiato School, 

II Pranch. * 


Govind Eamchandra Pen- I?’-® 

Govind Sadasheo SilJedsr-IB-S 
Gndarnath Panda - 


Gnia, Annadaoharan 
„ Pibliueharan 

„ Pipinoliandra 
„ Janiinikanta 
„ Kulachandra 
4G0 „ L.almoban, II 


J4.ll 

19-10 

13-2 

18 

16-3 

17 


Krishnacliandra 

17-8 

City Collegiate School, My- 

„ Ni.sikanta 

16 



iiicusiiigh Br.inch. 

„ Bakhnlraj 

16-4 

Kiinjabihari 

. 16 

Dacca Jubilee School. 

„ Susankakuinar ... 

17 

Ahinaschandra 

. 14-3 

I’urulia Zila School. 



Ahliilehandra 

. 16 

•Tara 11. K. School. 

Gupta, Asiilosh 

16 

BuIaiChand 

. 16-7 

I)nngnlm.si Colleglato 

„ Bilmrilal 

14-7 

Pfl.'!antukumnr 

. 16-2 

CidllO'M- 

Dacca Collegiate .Si'Iiool. 

„ Jnanpndra.aa.si ... 

14-6 

lliliiirilal 

. 16 

Howrah JIuniripul School. 

„ JyotiiiHrainolian.,. 

16 

Jtijminehandra 

, 16-7 

Mctropolitail In.slittition. 

„ Narcndraualh ... 

16-3 

Bipmbihari 

, M 

l.'day Nnraj'nupur Sarada 





In.stitulion. 

„ Kisikaiita ... 

IG 

Bnijcndrnnaih 

. 36 

STetropcilitan Insfilution. 



Clmnilicharim 

. 16-0 

Unrisal Zila School. 

470 Ilnjra. Eedarnath 

18-2 

Dah.shiniicharuu 

,. 17-1 

Brajainohau lustitnliim. 

Haidar, Jogiudranath ... 

17 



Bari.sa1. 



Gopalchandra 

. 18-5 

Jlidnapiir Collegiate 

„ Pra.^annakumar.,. 

17-9 



School. 

„ Biijanikanta 

14 

Jlarcndraliumiir 

14 

New Indian School. • 



Hiirisadliaii 

,. 16 

I,. il S. School, Haduria. 

„ Sri.'iclm.ndra 

, 15 

Hiralnl 

.. 17 

Khulna Zila School. 

llardingc, Gilbert Ku.staco 17-7 

Imliiblni.shnn 

.. 14-6 

Hare .School. 

Jliiricharaii Lai 

. JS-6 

,liigiidi.'!i'hindra 

.. 16-3 

Alnnikgaiij It.C. E. School. 

Hari Gohiinl 

, 39-8 

Jogcrhiimlea, 1 

.. 19-5 

Jlijton Collcgiafi' .School. 

Jliiri J’lT.-hiul 

, 17 

.Togindramith 

.. 17 

l liamlrakona Jirat School 



Kalikri.ilina 

.. 16 

Hindu School. 

Jlarnain Singh 

, 17-G 

Kiibniith 

.. 20-6 

Taki (lovcrnment Si-hoi 

480 Haziiri Lai 

17-4 

Kulipaila 

.. 17-6 

Jicrhainpur Collegiate 





Sciiool. 

lligc.s, Bertram 

. 14-11 

K'-lietraniohan 

.. 15-4 

Eaniganj H. C. K. School. 

HlaBaw 

. 18 

K.shii'Oilkumari 


Clirist Church School. 

Horn, Bipinchaiidra 

. 17-11 

Aluhonilrimalh 

i V-U 

Alai (lull Zil.T Srnum. 

Jiiirie, .4111111' 


Nagcndfahil 

.. 17 

Alnniciii.il Iligli School, 

.Tadtiiiaii'Ian S.ihni 

’ M-6 



a nil 

Jiigttdipa Naniyana 

. 19 

Nalinilrniiln 

... I6-6 

.Ics,sorc/ila .School. 

Jagc.s\var Govind Poo 

- 10-6 

Patichkari 

.. 16-4 

Ulllbcria H. E .School. 

ranic. 


Ennichiivnn 

... 11 

llsolia iMondlyc Scliool. 

Jaiiki I’lasad. G 

. 16 

Bumcschmidra 

... 1 ■' 

E.ajcliandr.i CoUogiale 





School. Ihirisal 

J.aiiki Pr.n.'-ad, 11 

. 16-3 

Soradaprasad 

... 19 

Ghutiil Alnnicipal School. 

490 Kabiraj, Bidhuhhusan .. 

. 17 

Saratchaudra 

... 16 

Saniiuiluni Jn.slitulioii, 





Je.ssorc. 

Kanchlicdi Lai Thakur .. 

. 18 

Sastbhnshan 

... 17 

Alctropolilnu In.alifufion. 

Kanungui. liipnuln.s 

. IG 

Satkdramoban 

... 15 

Bali Ill vers Thompson 

Knpuriiliariiiy. Daniel .. 

, 18-3 

. 


Scliool. 

Kar, Golakchandni 

. 18 

Satischandra 

... 11-8 

.Te.'isorc Zila .School. 



Situlprasad 

... U 

Alaiaadal Itaj H E School. 

Kartigasar Somasundram 18-3 

Srtscuandra 

16 

(lo-sain Durgujiur H. E. 

Kasl Prasad 

,. 12-2 



School. 

Kemp. \V. E. E. 

.. 19-8 

Surendranath 

... 14 

Haro School. 



Surendranath 

... 13-4 

Dflccn Goliegiafe Scliool. 

Ecsarchaiid Jalumcliand 19 

Suroschaodra 

... 16-4 

South Suburban School 

Bhandari. 

• 



Bhowanipiir. 

Keahava Ganesh Gokbale ITS 

Suryyakumar 

(i. 17-10 

I'.arisal Zila School. 

600 Kherati Bain 

.. 19 

Buryyansrayan 

... 17-11 

Darraokput Government 

Khnahwaqt Bae 

.. 17 



School. 




I „ TTpendranarayan... 17 
1 Gboshal, llijnj'kumar ... 14-3 
’’ „ Lalbihari ... 16 

6 Girwardhari Sahai ... 17-4 
r Oirn-ar Gopal ... 15 

G. Jagannath Pambnx ... 14-0 
Gogol, Eanakchaudi-a ... 17 
Gokul Prasad, II ... 18 

Gorman, Edmond ... 16-6 

I Goawomi, Gopendranalh... 16 
Goswami, Jogindranath... 18-2 
,1 badhakrishna l’i-9 
Govindadeva Narayan ... 12-8 
to Govind Balwant J oshi ., IS 
GorisdLal ... lU 


PungiiurZila School. 
Jainal|iur 11, K. School. 
1‘'. ( 1 . Institution and Duff 
C' 'Ilegc- 

Aerali Z'dti School. 
Korthbrook School, Dur- 
I'hunga, 

P. C. Institu'.ion, Nagpur. 
Di'bnigarh tligli S'-Jiool. 
lliiznli'crpur Al iikorjec's 
Seminary. 

B(. .Joseph's College, Dar- 
jc'-ling. 

Nahadwip Hindu Si'ltool. 
Nubadwii) llindii School. 
Dlmbri High School. 
Cbapra Zila School, 
i'. C. liistitHtiiiii, b[appur. 
T. K. Ghosh's icademy, 
Pankipur. 


Kirby, William Alexander 16-3 

Kisbore Narasing Bahadur 10-5 
liana. 

Kri.s!ina Kooinnr ... 16-6 

Krishna Singh Thakur ... iO-11 
Kumar, liadliikoprassd ... 10 
Kundu, Chiiudrahiuod ... 13-8 


„ Hrisliikes ... 16 

„ Kungalicharan ... 10 

610 Kynw Go ... 18 

Laha, rurnac.Iinndra ... 38 
Laliiri, Uliuhaniprasaana 22,-6 
„ Pijayliil ... 1.3 

„ Hrajendranath ... IS 

„ Jogeschandra ... 16 


City School, N'affpn’’- 
Tf G Inatitntion, 

SchooliWB' 
Oity Collegi‘l« 

Teacher. 

Dacca Collegiate School. 
Brajamohan Institution, 
Barisnl. _ „ , , 

Madaripnr H. E. School. 
Bajrajogini H. E. School. 
Genera] Assmbl/s In- 
stitnlion. 

Hindu School. 

City Collegiate School, S. 
Branch. 

Lalgola H. C. E. School. 
Jamalpur H. C. E. School. 
F. 0. Institution and Duff 
College. 

L. M- S. Institution, 
Bhowanipur. 

Burdwan New School, 
llipon Collegiate School, H. 
Jlranch. 

Eipon*Collcgiale School. 
Midnapur Collegiate 
School. 

Beliala H. C. E. School, 
llangoon High School. 
Patna Collegiate School. 
Lahore M. B. School. 

T. K. Ghosh’s Academy, 
Bankipur. _ 

Lahore Mission School. 
Lnboro D. A. V. High 
School 

St. Xavier’s College, 
Eangoon High School. 
Noakliali Zila School. 
Convent School, JJangoon. 
Moznfferpur Zila School. 
Matihari Zila School. 

City School, • 

Jabtlpu* i- 

School. . ’ 

Ditto, 

Chukdighi Sarada In¬ 
stitution. 

Sugar High School. 

Clii tie gong H. B, School. 
St. John’s College, Jaffna. 
Sylhet Government High 
School. 

Trinity College, Knndi. 
Gaya SaUchganj School. 

St. Gregory’s School, 

Dacca. 

Indore English 3fadrasi. 

Private student. 

Patiala Collegiate School. 
Ludhiana Mission High 
School. 

St. Paul’s School, 

Darjeeling. 

Dnrhar School, Nepal. 

Darblmnga Knj School. 
Sagar High School. 
Calcutta Jflititnlion. 
Dhagyakul H. C. E. 
School. 

Soiioniukhi Jubilee H. E, 
School. 

-linja Suryjnkuraar Insti¬ 
tution, Jtiijbiiri. 

Iloherl’s Collcgisrc School. 
Seiirsolc H. K- School. 
Private student. 

JcESorc Zila School. 
linj»liahyg CoHcgialo 
School 

Ilungimr Zila School. 
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LahirL Pamkrislina ... 16-6 Haro SohooL 

,, Saratchandra ... 16 Baralianagar Victoria 

School. 

,, Surendranath, II... 17 Kumarkhali MaUmranath 

H. C. K. School. 

„ Tarapraaanna ... 16 Maisa^l Baj H. E. 

School. 

LojpatEai ... 18-6 Ludhiana Mifsion High 

School. 

Lalji Lai ... 18-6 Patna Collegiate Sch^l. 

Latfal Hau ... 17-6 Magnra H. E. School. 

Latimer, Thomna William 20-3 Teacher. . _ , , 

Laxman Itajaram Aradhcy 10-3 Eaipnr High Schwl. 

Louiao LoCua ... St. Joseph a Convent, 

Maulmein. 

Leonard, Henry ... 16-2 St Xavier's College. 

Mailanmohan Salmi ... 20 Chnpra Academy. 

Madliusucluii Prasad ... 1.5-2 Duniraon llaj School. 

Mtthanti, Anandachandra 17 Katnk Town H. E. 

School. 

Unendranath ... 15 PiyaririioLan Academy, 

Kntak 

Maiti, Chandramolmn ... 16 Tamliik Hamilton School. 

,, Prasaunakumur ... IH Mnisudiil Ituj ll. J*l. Scho d 

„ Silaimih ... 10-6 Alidiiapur Collegiate 

School. 

Maitra, Abina.sehandra ... 10 L. M. 8. Institution, 

Pliowaiiipur. 

,, Jadnheliaiidra ... 16-9 Tnnguil Bindubasini 

^ . School. 

„ Priyanath ... 17-7 Tliij.shahye Collegiate 

School. 

Majiruddin Ahmad ... 20-6 Hughli Collcgialc School. 

Majumdar, Chiiiiilal ... 17 City Collegiate School. 

„ lluriliur ... 17 Bnrdivan Municipal 

School. 

,. Jnanciidraimlh 16-3 South Suburban School, 

Bliowanii>nr. 

.Togindranatli 16 Mymensiiipb Zila School. 

.Togindrnnutli 14 Biiliaru II. E. School. 

Jj-otiiidraualli 12-0 Alhort Collegiate School. 

Barondranatli IJIl OrieuUl Semiuary. 

Subodh- 14 Albert Collegiate School, 

cbaudin. 

., Tarnkchandra 23 Dacca Collegiate School. 

Malliif, CImnilal ... 15-9 Hughli Branch Schnol._ 

„ Juaiuipciulra ... 15 Bcihanipur Collegiate 

School. 

„ llamauatli ... 16 General Assembly’s Insti¬ 

tution. 

,, Pusiklal ... 16 Melroi>olitan Iii.stitntion, 

Bowbaisar Hraneli. 

,, Suhridchaiidia ... 14 T- If.. Ghosh’s Academy, 

Bnnkipur. 

Maiidal, Bhajahari ... 16-0 Midiiapur Collegiate 

Seliool. 

„ Pintapeliuudra ... 18 Gliatal Municipal School. 

Manohnr Lai ... l-> Cliapra Zila School. 

Manuel, .lohii ... 17-6 linngoon High S< hool. 

Mariehi Man Sing ... I!'-8 Durhar School, Nepal. 

Marsden, Bobert ... 17-3 St. _.lo.scph’a College, 

DarieoHiig. 

Mathura Prasad ... 16 Moxufferpur Mukcrjcc’s 

Seminary. 

Maulik A.swiuikumar ... 14-6 Metropolitan Insiiliition, 

' Balakhana Ilranch 


„ Abinasrliandra 

...17 

Chundnnga Victoria Jubi¬ 
lee 11. E. Sehool. 

Mauiig Hpo Htoon 

... 10-7 

Bangoun High School. 

„ K.iu ... 

... 18 

Ditto. 

„ Maung 

... 16-8 

Ditto. 

,. Me ... 

... 18-6 

Ditto. 

„ Po Lun 

... 161 

Bassein Government High 
School. 

„ San Pe 

... 17-7 

llungoon High School. 

„ Tsfiin 

... 18 

Intto. •• 

AlcghBaj 

... 15-8 

Central Model School, 
Lahore. 

IMcll, Mary ... 


Darjeeling Girls’ School. 

MctvaLall ... 

... 17 

PuInniOTV Government 

Scliool. 

Misra, Bishnuprasad 

... IR-o 

Jalpaigiiri Zila School. 

,, Kapileswar 

... 19-6 

Teacher. 

„ Manmolmn 

... 16-3 

Bhagalnur Zila Scho'd. 
Bali llivers Thompson 
■’ School. 

,, Nalmchandra 

... 16-4 

„ Piyan'lnl 

.- 18 

. C. Institution, Nagpur. 

Mitra, Asutosh 

... 23 

Private student. 



Mii«Bi.Baiantakujnar ... 

14 

T. K. Ghosh’a Aoac 



• 


Bankipur. 


1* 

Biji|ykuor 

ro 

Calcutta Training 
demy. 


ft 

Chandraprasad ... 

14-3 

Bavonshaw ColL 





School, 

680 

»9 

Haridas 

16 

Ci^ Collegiate S 





S. Brsiich. 



Iliralal 

20 

Naral Victoria Coll 





School. 


tP 

Juancndranatli 

16-6 

Jayrregar Inffcitulion. 


tP 

Jibpschandra 

14 

Midnapur Coll 





School. 


99 

Jogeswar ... 

*16-3 

Magnra H. C. E. Sel 


99 

•Ingmdrakiimar ... 

U-.3 

Noukhali Zila Schon 


ft 

Jogindranath 

18-2 

Banaghat H. A. V. g 


99 

.lyotindraiiath, T ... 

14 

New Indian School. 


99 

Jyotindranuth,!! 

17 

Ditto. 


99 

Kodarnnth ... 

17 

Hindu School. 

690 

99 

Ksbotramoban 

18 

Katak Town H. E. 8 


99 

Eiranchandra 

. 11 

Hindu School, 


t9 

Nripondranath 

. 16-4 

Jabalpur Collegiate E 


99 

Eamnaruyau 

17 

Now Indian School. 


t v 

Sibratan 

. 15-3 

Hirblium School. 


f* 

Srisehnudra 

. 16 

Motrotiolitim Institc 


99 

Susilchnndra 

12 

Hare School. 


ft 

IJ peudranuth 

. IS-l 

Ghalal Municipal St 


Mohan Lai 

. 16.10 

Amritsar C. M. Seho 


Morrison, Henry St. .Tohn 

. 18-11 

St. Xavier’s College. 

600 

Morrow, .lames Henry 

17-11 

St. Paul’s School, Dt 


llohiriBon. 


ing. 


Mubarak Ali 

. 20 

Alagiira H. E. Selioe 

* 

Muhammad Abdulla 

16-6 

M. A. O. School, Am. 



„ Biiksli 

16-3 

Ditto. 



,, Parid 

. 14 

T. If. Ghosh’s Acc 





Jianki pur. 



„ llabibullah... 

16 

Beliar National Colb 





School. 



,, HaniE ... 

17-3 

Armoiiiiin Colit 





Seliiiol. 



„ Ihraliim 

16 

Mezafferpur Zila Schi 



„ Kazim 

19 

Patna Collegiate Schc 



,, KlmJa Baza 

13-4 

Arrah Town School, 

610 

1 

„ Mahmud 

14 

ituukipur II. E. Schoo 



Alnm. 





„ Suiduddiu 

14 

Monghyr Zila School, 



„ .Say id ... 

16-3 

Patna Collegiate Seht 



„ Shaiikat Ali 

16-5 

Selioro High School. 



,, Siddik 

17.3 

Caleiitta Modrasa. 



„ HI Muiuooii 13 

Midnapur Colic 





Scliool. 



„ H.swaii 

16-5 

Patna Collegiate Sehi 



., Wakil 

16 

Chapra Zila School. 



., Yusuf 

18-7 

Edward’s C. U. H. Sc 





Peshawar. 


Mukhopadhyay Aksliay- 

16 

L. M. S. School, Budi 



kninar. 



C3i) 


AlvHiiHy- 

1 

15 

Hughli Collegiate Sel 


kuinar 


Amhika- 16-9 Bnrdwan Eaj Collcj 
eliarau. School. 

Annadit- 16 Barasat Govern 

charaii. School. 

Anuknl- 16 Metropolitan Institu 
chandrn. Balakhnna Branch. 


Auukiil- 17-6 Ghatul Municipal Sel 
ch.nDdra. 



tf 

Da rid- 14 

baran. 

Birbhum School. 


** 

Basailta- I9 
kumar. 

Brajamohau Institu 
Uurisal. 


if 

liipin- 10-2 

, iiihari. 

Serampur Hiiion Ins 
tiou. 


it 

Bipin- 19 

biliari. 

Bajrujogini H. E. Sch 


V 

Biraj*- 14 

bhushun. 

Pakur 11, E. Sehool. 

630 

>« 

Chandra- 16-1 
bhushan. 

Barisa H. C. E. Schoo 


9t 

Charo- 14 

eliandra. 

Jahanabad H. C. 
School. . 

Metropolitan Institu 
Sarapukur, Branch. 


tf 

Deben- 16 
dranatb. 

i 

t9 

Gopal- 20-8 

chandra. 

Deogarh H. £. School 


ti 

Hari- 16-10 

charan. 

Howrah Bible H. 0 
School. 
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Malchopadhyay, Hemanta-13 
kamar. 

„ Uerninba-17-6 

ohandra. 

„ Jamini- 14 9 

nath. 

„ Jnanada- 13-8 

prnaad. 

„ J Oiiindra-16-5 

nath. 


640 


660 


Daooa Jubilee Sobool, 

Albert L'pllcgiate Scbeol. 

Dacca Ciollogiato Sohoo}. 

Bnrdwan Baj Collegiate 
School. 

Chakdighi Sarada Fraaad 
Inititution. 


Ifaakar, Fanohuram 

Nawal Biabor 
Newalkiaor Sahai 
!Niaz Muhammad Khan,,. 

Niyogi, Abhaschandra ... 

It Jnanendramohan 


15 Mniaadal Baj II, B. 

School. 

16 Seltore High School. 

18 Ohapra Zila School. 

19 Lahore 1), A. V. High 


Joglndra- 20 

Barasat Government School. 

„ Bamcschandra . 

.. 146 

nath. 


090 Norman, Krank Walthoof 17.(5 

Jvotin- 16-6 
dra- 

Midnapur Collegiate 

SohoM. 

Faharaj, Gopaicbandra . 

.. 13 7 

ehandra,* 

• 

Pal, Baaantakumar 

. 12-6 

Eamsk- 19 

Sanskrit Cullogiate School. 

„ Bipinch andra 

18 

hyiaath. 
Eamala- 16-4 

Birbhum School. 

„ Ganeacliatidra 

. 17 

kinkar. 

Bedar- 14-8 

Bankura Zila Seliool. 

„ Gubindachandra 

.. 17 

nath. 

Eisorilal 20 

Jnnai Training School. 

,, Gopcswnr 

. 16-7 

Malien- 16-4 

Birbhum School. 

„ Kiiilnsnath 

.. 17-9 

draiiath. 

Man- 16-9 

Bnnaghst H. A. V. School. 

„ Kalmlaru 

.. 16-11 

ranthanath. 

Wan- 17 

Hare School. 

„ Kritibas 

.. 16 

malhanath. 


700 „ KKliirodchnmlra 

.. 14 

Mnn- IC-6 

Ilughli Branch School. 

„ Nabinchandra 

.. 19 

mathaniith. 

Matilal 17-6 

Barasat Oovcmrocnl 

Schcol. 

„ Nibaranchandra 

... IB 

N agendra-17-4 
nath. 

South Suburban School, 
Bhawanipnr. , 

„ Pbatikehandra 

.. 16-4 

Nakiil- 16 

Metropolitan Institution. 

„ Badhikaranjan 

... 17 

chandra. 

Nalini- 17-6 

Hindu School. 

„ Bakhalehandra 

.. 14 

nath. 


Palit, Grindrakumar 

.. 14-6 


I'honl. 

16-6a Metropolitan Institution, 
Shampultur Branch. 
10-9 St. Mary’s Institution 
Chnudernagar. 


Bavonshaw Collegiate 
School. 

Khulna Zila School. 
Faridpur Zila School. 
Cbandi'skoua .Jirnt II. K. 
School. 

City Collegiate School 
Mymenaingli Branch. 
ICiich Kuchia, Weslynn 

High .''choot. 

Bnnoripnrn Aryan Tnsritn- 
tlon. 

Meherpur H. C. K. 
School. 

Bagiiun H. E. School. ■ 
liintiii School. 

Sylhcl Goveruraont High 
School. 

Baja Suryynknmar Insti¬ 
tution, Itajbari. 

* L.* M. 8. Institution, 
Bhowanipur. 

Sylhet National Institu¬ 
tion. 


„ Nanigo- 13-3 

pal. 

„ Nityapra- 16-9 

sanna. 

„ Pancha- 16-6 

nan. 

Prasad- 14 
nath. 

„ . Babindra- 16 

nath. 

„ Bamnalh 14-6 

660 „ Sadaiian- 18-9 

da. 

„ Saratchan-18 

dra. 

„ Saratchan-16 

dra. 

„ Satischan- lS-9 

dra. 

„ fiatiachan-14 

dra. 

„ Taraknath 21 

„ Thaka- ' 18 

chandra. 

„ Upendra- 16 . 

nath. 

Mukhoti, Binodbiliari ... 16 

„ Kunjahihari ... 16 

670 Munnilal, N.... ...16-3 

Mansi Kuladacharnn ... 16-8 

Murison, Cecil C. ... 16-11 

Maia Ahmad ... 17 

Nag, Dasarathi ... 14 

„ Bajendrachandra .. 16 
„ Bajeodraohandra ... 18 

Nagohaudhurii Nalinbi- 16 
hari. 

Nahar, Puranchand ... 16-6 

Nanda, Krishnachandra... 14 

680 Nandi, Hariprasad ... ^6 

Narayan Keaheo Pimpal- 16 
khare. 

Narbada Prasad ... 17-8 


Hare School. 

Birbhnm School. 

St. Mary’s Institution, 710 
Chandernagar. 

Jara H. E. School. 

Gosain Durgapur H. C. E. 

School. 

Kandi School. 

Birbhum School. 

Oriental Seminary, 

Muragacha H. E. School. 

Janai Training School. 

Furulia Zila School, 


Collegiate 


Paltu Prasad ... 16-4 

Fauday Majlis Sahai 
Pandit JawaJr Prasad ... 16 
Pandurang Gupal Mnha- 22 
jan. 

Parmesvrar Payal ... 14 
Pathak, Dvrarikaprasad ... 18 

Pati, Birabhadra 
„ Baghunath 


16-8 

14-10 


Paul, Francis Aloysius ... 16-4 


720 


Burdwan New School. 
Metropolitan Institution. 

Mo/.ufferpur Mukerjee’s • 
Somiiinry. 

Dacca Ilnplal Baghunath 
School. 

Ditto. 

Jabalpur Collegiate 

School. 

Bajahahye Collegiate 

School. 

Bishop Cotton School, 730 
Simla. 

Doveton College. 

a ur H. C. E. School. 

at H. C. K. School. 

City Collegiate School, 
Mymensingh Branch.. 

Hindu School. 

Aaimganj B. F. E. J. 
School. 

Barenshaw Collegiate 
School. * 

Chatra H. C. E. School. 

City School, Nagpur. 


Paw Htoon ... 

Philip.s, S. R. 

Pliukau, Badhanath 
Phukan Ali ... 

Pitt, Louisa ... 

Pramanik .lagadbamllm ... 
„ Sitalchandra 


19-2 

18-6 

14 

15 

17- 3 

18- 2 


Snrendranath.,, 16 


Pritchard, Ernest A. 
Quinn, Frank 
Itadhika Prasad 
Bac, Ernest A. 

Eaffi Uddin .,e 

» 

Baha, Ouruprasanna ,, 

Bsjkriahna ... 

Bakshit, Bhupati 


JabalpurCollogiato School. 


740 


„ Kesabchaudra 15 

Bama Madho Bao Man- 16-6 F 
dleknr. 

B. Kama Naidu 
Bamanund ... 

Bama Pra.sad 
liamhharosu Ram 
Bam Chaud ... 

Ram chandra Bhargao Bao 
Gudgil. 

Bamcharan Baipai 
Bamjiwan Thskur 


Chilliigong 
School, 

Arrali Zila iSehool. 

17-7 Darbhanga Baj School. 
Lahore Mission School. 
Indore English Madrasa. 

Gaya Zila School. 

Bohar National Collegiate 
School. 

Balasore Zila School. 
Piyarimohnu Academy 
Katak. 

St. Patrick's School. 
Maulmcin. 

Rangoon High School. 
Trinity College. Kandy. 
SihsugarJligh School, 
.lorhat High School, 
lliingoon UonTcnt School. 
Palma Zila School. 
Uttarpara Collegiate 
School. 

Suntipnr Municipal 
School. 

La Martinierc College. 

St. Xavier’s College, 
Chopra Academy. 

Bishop Cotton School, 
Simla. 

Maztin'erpnr Society’s 
H. K. School, 
Metrouolitun Institution, 
llowon^ar Brniioh. 
Diirlihanga Itaj School. 
Gaya 'training Institu¬ 
tion. 

St. Mnry’a Institution, 
Chandernagar. 

C. luBtilution, Nagpur, 

17 • Ditfo. 

l7-4 Cliapra Zila Sclif>nl. 

17-9 Piiiia Collegiate School. 

lC-7 Arrnh SJila School. 

16-2 Lahore D. -4. V, High 
. School. 

14-9 Raipur High School. 

• 

17 Tikari H. C. K. School. 

17 Mat'hari Zila School. 


K.-5 

16-11 

IS 

17- 9 

19 

18- 6 
18 

18-11 



THE OALOXJTTA GAZETTE, APRIL 8, 1891. 


Cl 


Bamkiaoro Harayan 

. 21-9 

Itamprakash Lai 

. 16-7 

Basul Bakhsh 

. 16 

Bay, Abinaschandra 

. 14 

,, Bholanntb 

. 16-2 

„ Bhubaomohan 

. 19 

„ Bijaychandra 

. 19 

„ Durgadas 

. 18 

„ Dwarkanath 

. 16 

„ llorimohan 

. 16 

„ Jyotindranath 

. 14-6 

„ JyotiRclinndra ... 

. 16 

„ Kulidiian 

16 

,, Kaliprasad 

. 14 

„ Krishnnehandra 

. 10 6 

„ Lalitcliandra 

. 16 

„ Mauaskumar 

. 16-4 

„ Mcglinatli 

. lO-o 

„ Alobinimohan 

. 15-1 

„ Nageudrnprasad 

14 

„ Narcndranatli 

10 

„ Nibnrnncliandra ... 

14 

„ Prablinbnti , 


„ PrabodlichSndra ... 

14-0 

„ Pulinbiliari 

17 

„ Bamanimobuu 

16-2 

,, Ramkamal 

16 

„ Bukininiknutu 

19-10 

,, SutiHcliandia 

, ]:i-2 

„ Sutyeudrakisor 

19 

,, SriHchandra 

17 

„ Sudliansubikas 

15-7 

Surnnnth 

16-2 

„ Surendrnnath 

17 

.. Snreudrauath 

13 

,, Sureswar 

16-1 

,, Syntnucliarnn 

18 

„ Taranath 

17 

,, Tariniprasad 

16 

„ Uniescbnndra 

16 

Baychiiudburi, Jitendra- 

17-5 

nntb. 

„ Jyolirin- 

19 

drain]. 

,, Bajcndr.a- 

14 

niitli. 

„ Sarutchan- 

16 4 

dra. 

Beza Kareem Ahmed 

IS 6 

Bichard, Edward 

14 4 

Bichardson, John 11. ... 

16-10 

Bidadalc, G. M. 

17-0 

Bitz, Franz 

16-6 

,, Leopold 

Boy, U. Harrison 

14-0 

17 

Budra, Jogcscliandra 

17-6 

Buggies, Willie 

18-6 

Bup Lul, II 

18 

Sachitannnd 

16 

Bnda Sliiva Madhava 17-2 

Parando. 

Sadhukhan, Kanailal 

16-11 

Sadhti Bam 

18-0 

Saha, Giridhar 

16-10 

„ Jagadi.swar 

17-1 

,, Matilal 

17JJ 


Patna Collepate School. 

A rrah Zila School. 

Chapra Zila School. 

Bipon Collef;iate School, 
Kiddurpnr Branch. 
Burdwan Baj Collegiate 
School. 

' Annada H. K. School, 
Brahman baria. 

Faridpur Zila School. 

City Collogiaf c School, My- 
menaingh Branch, 

Kalna Maharaja’s School. 

P. C. Institution and Duff 
College. 

Hare School. 

TaVi (rovernment School. 
Bishnupur Jl. E. School. 
Unvenahaw Collegiate 
School. 

Pnkur H. li. School. 
Bnntosli Jahnablii School. 
Burdwan Kaj Collegiate 
School. I 

Patna Collcgiafc School. I 
iJacca Pogosc Scliocl. 
JciiUin's School, Cooch 
Brhar. 

Berlmuipur CollcKiate 
School. 

Contai H. E. ScIicjI- I 
Bi-lhune Collegiate School. 
Bipon Collegiate School. 
Jonkin’a School, Cooch 
Bohar. 

South Suburban School, 
Bhowanijmr. 

UInheria il. E. School. 
Silcliar High School. 

Knndi School. 

Calcutta Training Aca¬ 
demy. 

Arkaiuii H. E. School, 
llarc School. 

.Tamalpnr II. C. E. School, 
liajsluilire Collegiate 
ScllOlif. 

Baja Suryynkumar Insti¬ 
tution, Enjburi. 

Halisahar 11. C. E. School. 
L. M. S. School, Ehagra. 
Kajshaliyc Collegiate 
School. 

I’ukur 11. E. School. 
Chatmohar Sambhunath 
II. C. E. School. 

Calcutta Aryan Institution. 

Jessore Zila School. 

Khulna Zila School. 

Krishnagar Collegiate 
School. 

Calcutta Madraaa. 

St. ,Tohn’s College, S. P. G., 
Bangoon 

Bishop Cotton School, 
Simla. 

LaMnrtini6re College, 

St. Joseph’s College, Dar¬ 
jeeling. 

Ditto. 

Shillong Mission High 
School. 

Chatra H. C. E. School. 
Bangoon High School. 
Lahoro 1). A. V. High 
School. 

Chapra Zila School. 

Sugar High School. 

1 ipon Collegiate School, 
Howrah Branch, 
iihsgalpur Zila School. 
Shornnr 11. E. School. 
Birbnum School. 

Baj.olialiye Collegiate 

School. 


810 


820 


83U 


840 


850 


8G0 


810 


Sa]u, Fiyarimohaa ... 18 

„ Bamaundar ... 17-10 

Sahana, Satyakinkar ... 16 

Sahdeo Bai ... 15 

Samanta, Atulchandra 16 
Sanyal, Debprasad ... 16-3 


ft 

Jogindranath 

17 

ft 

Lakshmipati 

16 

t» 

Hiradehandra ... 

16 

tt 

Saraiohandra 

17-2 

ft 

Sureswar 

16.2 

Sarkar, Amritalal 

14-10 

tt 

Asutosh 


tt 

Basantakumar ... 

16 

It 

Bipicchnndra ... 

16-4 

♦ t 

Durganath 

. ]6-’J 

tt 

Harendranarayan 

14-2 

tt 

liariliar 

16 

’• 

Hemchandra 

. 15 

II 

Hemchandra ,„ 

15-4 

It 

IndubhuRhan 

15 

t| 

Jyotiudramoiiaii 

17-9 

II 

Lakshminarayan 

14-3 

It 

Manindranuili ... 

, 17 

II 

N agendranuth ... 

. 14 

tt 

Hnliiiimobnu 

. 11-3 

II 

Bajaniknnta 

16 


SaBcndranath ... 

18 

tt 

Saratcliandrii ... 

16 

It 

SurescLiindra ... 

15-4 

It 

TTpcndracliundra 

15 

tl 

LTpendrunatli ... 

16-1 

Sarxna. Giriscliaiidru 

22 


Krishuiigati 

10 

It 

Tnrinicliaran 

162 


,, xm 'ais ••• 

Sarmabaruya, Bajauinath 17-7 
Son, Adityakumar ... 16 

„ Amritalal ... 13 


tl 

It 

Apurbakumar 

16 

tl 

Bainaebnran 

14 

It 

Baradaprasad 

10-11 

tt 

Basantakumar 

14 

tt 

Bccbaram 

18 

ft 

Hhubaneswar 

13-7 

tl 

Biharilal 

M-7 

t« 

Brahmaimnda 

16-0 

It 

t'hunilal 

15 

• 1 

Girischandra 

16-9 

tt 

llarancliandra 

14 

It 

Harendrunath 

14-5 

It 

Hemchandra 

15 


Jogindranath 

14 

«t 

Jyotindranath 

14 

tt 

Kedareswar ... 

17-2 

* * 

Madhusudan 

16 

*1 

Manmoban 

13-6 


Mokslmdacharan 

19 

It 

Haliuikanta 

14-9 

|« 

Premkusum ... 

« «• 

It 

Saratohandra 

16 


Srischandra 

14-i 

t* 

Surondrauatb 

13-2 

,, 

Tarapoda 

14 

SeDffupta, Amritalal 

13-3 


„ Birajiikanta ... 

16-6 


„ Jyolischaudra 

15 


„ Karunamay ... 

18-3 


„ Kedarnath ... 

18-1 


„ Alauimolian ... 

14-5 


,. Hagondra- 

kumar. 

14 


Mymensin^h Zila Si 
Dacca Jubilee Schoc 
Giridhi H. E. Sohoo! 
Buxar H. E. Sohool. 
Howrah Municipal 1 
Kumarkhall Mathu 
H E. School. 
Parjana Mukun^ 
Hath li. E. Sohoc 
Krishnagar Col 
School. 

City Collegiat» Sohi 
Branch. 

Chatra H. E. Schoc 
Jalpaiguri Zila Sehi 
Majuli.N. Basu’s 1 
Banoripara Aryan I 
tion. 

Krishnagar Col 
School. 

Bajchandra Co' 
School, Barisal. 
Fabna Zila School, 
Dinajpur Zila ScLo 
Andnl Dnrga Su 
Jubilee School. 
Dighapatiya H. ( 
School. 

Asimganj B. F. 
School. 

Kriiilmagar A. V. Si 
Bajshaliye Col 
School. 

Purulia Zila School. 
Albert Collegiate Sci 
Maju K. N. Ba.su’s 1 
Dacca Collegiate Sei 
Mymensingh Zila Sc 
Baipiir High Sehooi 
Hazaribagb Zila Scl 
Bipon Collegiate Sel 
Bowilo H. K. Schoo 
Bipon Collegiate ScL 
Kesab Academy. 
Dhubri High School 
llahigunj High Scho 
Tezpur Ifigh School 
Dacca Jubilee Schoo 
Kiilia H. E. School. 
South Suburban £ 
Bbowanipur. 
JesRoro Zila School. 
Hitampur H. E. Sch 
Hew Indian School. 
Private Rttidcut. 
Kalia H. E, Se.hool, 
Hi.akhsli Zila Schoo 
Bungpur Zila School 
Albert Collegiate Sc 
Bagirhat H. E. Schc 
Chittagong H. E. Sc 
Burdwan Mu 
School 

Purulia Zila School. 
Madaripur 11. E. 8cl 
Khulna Zila School. 
Faridpnr Zila Schoo 
Hoakhali Zila Schco 
Dacca Collegiate Scl 
Bariaal Zila School, 
Khulna Zila School, 
Bothune Cbllegialo 1 
Jenkin's School, 
Beliar. 

Metropolitan Tnstitv 
Kalia .U. K. School. 
JcsRcre Zila School. 
Kalin H. E. School. 
Purnia Zila School. 
South Suburban 1 
Bhowanipur. 
Brajamohan Ineti 
Barisal. 

Sautosh Jahnabhi Bi 
Krishnagar Coli 

School, 

Barahanagar T 
School. 
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Sengnpta Sebatikanta ... 24 
„ Tarinicharan16-3 
Set, Baabibari 16 

Shaikh Oulab ... 16-6 

„ Manir TJddin ... 16 

,, Muhamad Abdul 20-6 

Axiz. 

„ Mnhaniad TTmar 18-6 

Dana. 

Shamaal Haq ... 17 

Shani Bam ... 16-9 

• 

Shridhar Wakratund 16-6 
Man jay. 

Shuttleworth, Albert ... 16* 

Sil, Kalidaa 14-2 

Simpeon, George Edward 17 
Siof^, Sinheawar Praaad 17-2 
Sinha, Abhay.abala ... ... 



Anandoohandra 

... 16 


Atulrbandra 

... 16-6 

a 

Bijaychondra 

... 16 


Brajendranath 

... 18 


Gurucharan 

... 16-4 

f» 

Togesohondra 

... 17 

M 

Kedamath 

... 20-2 

it 

Biranchandra 

... 14 


„ Narendranarayan... 10-3 


Narendranath 

16 

Phanindianath 

11-8 

Purnendranarayan 

Sitesbehaudra 

17-3 

17 


„ Surendranarayan ... 16 
Sitaram Keahara Ohitalo 17-2 
Sitarani Uamchaiulra P.... lH-2 
Sitaram Shioram Shen- 19 
garpowar. 

SiTaiiandan Prasad ... 16-8 

Smith, Frederick S. ... 10-6 

Smyth, J. , ... 17-8 

Stark, Beatrice . 

Stcplions, Stephen Simon... 17 
Staiart, Eliza S. 

Snkhaya Bam Dhawan ... 10-1 


Sundar Lull ... 16 

Sur, Kamlal ... 15-3 

,, Siirendranath ... 14-3 

Surya Prasad ... 16 


Abdul Azizkhan Abdul 16 
Maj'idkhan. 

Abdiu|Hamid ... 16 

Abdul Jalil ... 20 

Abdul KImliq Akhundji... 14-9 
Acharyya, liiDaranchaudra 17-4 
„ Suryyakanta ... 17 
Adhikan, Asutoih ... 17-10 

Adityo, Bebatimohan ... 20 
Aich, Khagondrachaiidra 16 
Akhoury Nitya Nanda 12-4 
Singh. 

AH Ahmad ... 20 

All Zafar Muhammad 17-6 
Saduddiu. 

AmarNath if.6 

Amrutrao Moreehwar 16-6 
Pardhi. 

Aratoon, Joseph „. 16 
... 16 


Teaoher. 

Sanskrit Collem'ate School, 
MetroMlitap Institution. 

Seoni Mission Sebool. 

Balasore Ztla Sohool. 920 
Sehore High Sehoul. 

Patna Collegiate SchooL 

EaUghat H. E. School. 

Dera Ismail Ehau Victoria 
Bhratri School. 

City School, Kagpur. 

• 

St. Paul’s ScBool, Dar¬ 
jeeling. 

llughli Collegiate School 930 
St. Xavier’s Oollcgo, 

Gaya Zila School. 

A Icxandra School 

Amritsar. 

Birbhum Sohool. 

Metropolitan Institution. 

Ditto 

Private student. 

Patna M. A. A. School, 
tlamalpur H. C. K. School. 

L. M. School, Midnapur. 
Metropolitan Institution, 
Dowbazar Branch 910 

y. K. Ghosh’s Academy. 
Dankipur. 

Northbrook School, 

Darbhanga, • 

Mazufferpur Mukerjee’s 
Seminary, 

Hughli Branch School. 

Nawah’s High School. 

M urshidabad. 

Kaudi School. 

City School, Nagpur. 

Jabalpur Collegiaie Sebool. 

F. C. Institution, N ngpur. 

Arrah Zila School. 

Calcutta Boys' School 950 
St. Paul’s School, Dar¬ 
jeeling. 

Calcutta Girls’ School. 

St. Xavier’s College. 

Calcutta Girls’ Scliool. 

Dhcra Ismail Khan Vic¬ 
toria Bh . atri School. 

Patna City School. 

St. Mary’s Institution. 

Chnudernagsr. 

Hnghli Collegiate School. | 
Northbrook School, Dar- | 958 
bhanga. 1 


Bwaris, Arthur 
.. Edgar 
Byamstmdar Prasad 
Byed Abdul Jabber 
„ Ahmad Kaza 
„ Ali Imam 
„ Ali Mahdi 
„ Azimnddin Hyder 

Hasan 

Khalil Ahmad 
Manzur Imam 
Monuruddin Ahmad ... 
M uliammad Dawor 
Hossain. 

„ Muhammad Karim ... 
„ Muhammad Yusuf 
Husain. 

„ Taliowar Ali 
„ Zahur Husain 
Tafazzal Ahmed 


10 -/ 

16-6 


- -A-avier s Uoilege. 
Ditto. 


17 Arrah Zila School. 

17- 6 Birbhum School. 

19-8 Patna Collegiate School. 
16-7 Gaya Zila School. 

16-6 %*atna Collegiate School. 
16-8 T. K. Qliosh’s Academy, 
Bankipur. 

14- 2 Gaya Zila School. 

15- 5 Patna Collegiate School. 

17 Beliar H. C. E. School. 

18- 9 Patna Collegiate School. 
16 Gaya Sahebganj School. 

13-4 Calcutta Madrasa. 

13-8 Lahore M. B. Schtml. 

10 Patna City School. 

16- 10 Patna Collegiate School. 

12 Naral Victoria CoUogiaU 

School. 


Tapaswi, Surendranatb 

,, 13-6 

Thmiziir Bahman S. 

. 14 

Thakur Pra-sail 

, 16-3 

Tbakurta, Ituhatimohan 

. 16-3 

Trimhak, Baliram Aprajir, .. 

. 14 

„ Vithal Phatanglo , 

.. 18 

Umrao Singh 

.. 21 

Vorihatc.sh Koshco .lorwekar 16 

Vorliiunes, John 

.. 15 

Vindhyaclial Prasad 

.. 19 

Vishnu Bapuji Tillu 

.. 18 


Vishwauatli N arayan Varad- 19 
pando. 

Vishwanath Vishnu Dighras- 
kar. 18 3 

Vyankatram Lakshmau Saraf 18-9 

Walkem, Hugh 16-7 

Wanian Baliram Lakhoy ... 16 9 

Wamon Vaijanath Deshmukh 21-3 

Wasudoo Tukaram Vewa- 16-7 
hsray 

Watkins, William P. ... 16 6 

Watsun, Norman G. ... 16-3 

Wazis, S. M. ... 17 

West, Lilian Mary . 

Wight, Amy Estelle ... 

Wirasinha, Joseph Solomon... 18-4 

Yashwiinta, Goviud Dosh- 16-6 
pande. 


Ariadaha H. E. School. 
Gauhatl High School. 
Gaya Zila School. 
Bajchaiidra Collegiate . 

School, Barisal. 

F, C.Institution, Nagpur. 
City School, Nagpur. 
Teacher. 

Ciry School, Nagpur. 

St. Paul’s School, Dar¬ 
jeeling. 

Matihari Zila School. 
Indore English Mad¬ 
rasa. 

City School, Nagpur. 


F.C.Institution, Nagpur. 

Jabalpur Uollcgiato 
School. 

St. James’ High School, 
Calcutta, 

Baipur High SchooL 

F. C. Institution, Nag¬ 
pur. 

City School, Nagpur. 

La Martniere College, 
Ditto, 

T. K. Ghosh’s Academy, 
Bankipur. 

La Martinicro for Girls’, 
Ditto. 

St. Thomas’ College, 
Colombo. 

City School, Nagpur, 


Thiub Division. 
Iti alp/iubeficdl order. 


P. C. Institution, Nagpur. 

Eoudrapnra 11. E School. 
Private student. 

Bishenpur H. E School. 

Bhula ll. E. School. 

Berhampur Coll. Sohool. 

C. M. S. Boarding Sebool, 
Calcutta. 

Dacca Poguso School. 
Metropolitan Institution. 
Bankipur H. E. School. 

Ditto. 

Patna Collegiate Sch ol. 

Lahore Central Model 
School. 

P. C. Institution, Nagpur. 

80 

Armenian Collegiate 
School, 

Calcutta Institution, 


Assir-ud-din Ahmed „. 17 

• 

Ata-iil-Haq ... 1B» 

Babu Lai ... 20-1 

2C Bagchi, Abinaschnndra ... 17-6 

Bageswar Suhai ... 11-8 

Baidyaiiatheswara Prasad 12-3 

Bakaram Dhondu Suo 18-2 
Oirire S. 

Balraukunda Bohidir ... 16-9 
Baksi, Bijaygooal ... 17 

„ I’urnncliaiidra ... D^-9 

Balirsm .Keahveo Bao 17-3 
Glnarpuray. 

Balwanl Kashirao Gaik war 18 
BivNang ... 18 

Bandyopadbyay, Ambika- 18 
chiira D. 

„ AmritaUl ... 17 


Eavenshaw Collegiate 
School. 

Ditto ditto 
Arrah Jubilee Academy. 
Itaj-shahye . Collegiulo 
School. 

Chapra Zila School. 

T. N, Jubilee Coll. School, 
Bhagalpur. 

F. C. Institution, Nagpur. 

Morris High School, 
Sambalpur. 

Krishnugar A. V. School. 
BisheiJJfcr H.^. School. 
Private studoul. 

Indore English Madrasa. 
Bangoon High Scliuui. 
Kala'skati H. E. School. 

Aiborl- 'J.ili. go.t. Srhool. 


Ashrafali 
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Bandyopadhjay, AtutosH 121 


>1 

Asutosh 

15 

II 

Bsidyanatli 

16 

t» 

BaKantskninnr ... 

16 

II 

BasButakumar ... 

16-4 

II 

Bihsrilal 

16 

II 

Bipinhiliari 

.17-11 

II 

Dasarathi 

16-3 


Debendranath .. 

. 17-3 

M 

Durgncimran ... 

, 17 

11 

llarondranalh ... 

, 16 

f| 

Hiralal ... 

, 17 

11 

Jagabondhu ... 

16-0 

If 

Jagadananda 

. 16-6 

II 

Jibankrisbna .. 

. 17 

♦ 1 

Jnanendranath ,. 

. 16 

II 

Jyotiprukas 

16-9 

If 

If 

Jyoliprasad 
Kalicnarnn ... 

, J4-7 
16 6 

fl 

Eaminikumur ... 

16 

M 

Earunamay 

18 

|t 

Kodarnnth 

18 

»• 

Kshetramohan ... 

17-2 

II 

Eshelranath 

20-2 

»l 

Lakshmiprusanna 

16-10 

If 

Lslgopal 

16 

II 

Mangobinda 

. 19 

II 

Manindralal 

, 16 

II 

Manmolian 

17-8 

II 

Mukuiidalal 

16 

«l 

Nngcndranath 

. 16 

II 

Naliuaksha 

. 16 


Nanilal 

. 17-2 

II 

Nibaranchandra 

18 

♦ 1 

Niranjan 

. 17-11 


Nityakali 

. 17 

II 

Nrisinhachandra 

16 

|l 

Phanindranath ., 

. 14-7 

II 

Prasannakumar 

16 

II 

Saratchandra .. 

. 16 

• 1 

Sasadhar ,,, 

, 17-6 

II 

Satindranath 

. U-6 

,1 

Satisahandra ... 

17 

II 

Sibnath 

. 18-7 


„ Sitnlcliandra ... 19 
„ SurciicIrHnath ... 17 
„ Suieswar ... 16-8 
„ W. 0. ... 16-9 

80 Bamri, Madhuiudan ... 2i) 
Barkakati, Badhakanta ... J8-4 
Barniaa, Thakur Prasad... 17 
Baruya, UliandradUar , ... 16-3 
,, Midiaiichani'lra ... 29 
Basak, Jadabananda ... 16 
„ Pratapuhaudra ... 14 

,, Saral(;baadra ... 14-9 

„ Sitaaalh ... 19 


„ Surcndramohan... 14 
90 ,, Syamlal ... 16 

Baadeo Narain ... 17 

Basu, Ambikacliandra ... 16-0 


Annadaoharan 16 

Asutoah ... 16 

Atalkumar 17-6 

Atulchaiidra ... lS-6 

Atulchandra ' ... 16 


Commillah Victoria 
School. 

Boinohi B. L. Jnatitution. 
Birhhum School. 

Jeasore Zila School. 

Pahna Zila School. 
GualiaK. N. H. B. School. 
Noukhali Zila .School. 

T. I'i Jubilee Oollegiato 
School, Bbngalpur 
Ealiia Maharaja'a School. 
Harinavi A S. School. 
Balagnr H. C. K. School. 
Bodepiir 11. E. School. 
Dttiirpara Collogiale 
School. 

Dacca Pogosc School. 

New Indian School. 

Hindu School. 
Molropolitaii Institution. 
Maragocha H. E. School. 
Bornl H. C. E. School. 
Lauhaiang H- O. E. 
Scho'd. 

Biirdwnn Eaj Collcginte 
>'eliool. 

Kalighat M. E. School. 
Hindu Sch'ol. 

Nabadwip Hindu School 
Braja^olitin Institution, 
Enriaal. 

Eipon ( ollcgiate School, 
K. llrniich. 

Burdwan Municipal 

School, 

•Hare School. 

Barisul Zila School. 

F. U. luslitution. Chin- 
surah. 

('alcuUa Institution. 

T. K. Qhosh’a Academy, 
Bunkipur. 

Baluti H. K School. 

L. M. 8. Institution, 

Bhownuipur. 

Dacca Collcgialo School. i 
Graduates’ Inatitution. 
Mu/.ufilerpur Zila School. 
Krishnagar Collegiate 

iSchool. 

Berhampur Collegiate 

School. 

Metropolitan Institution. 
Faridpur Zda School. 
Jlangaba.si Collegiate 

S(!h(><)l. 

Metropolitan Inslilulion, 
Babikhnua llraneli. 
Ranaghat H. A. V. 

Sebiiol. 

Anita H. E. School. 
Knslinagfir A. V. School. 
Durnlia Zila School. 

Sil’s Free Colloac. 

Dacca Jubilee School. 
Teapiir High School- 
Patim City School. 
Nowgoug High School. 
Teacher. 

H iudu School. 

F. C. Institution and Duff 
College. 

Oiieutal Semicary. 

Dacca Jluplal Uaghunath 
School. 

Ditto. 

City Collegiate School, 
8. BrancHf 
Arrah Zila School. 
Manikganj H. C. £. 
School. 

Sammilani Institution, 
J esBOre. 

Hughli Branch School. 
BurdwrnNew School. 
Midoapur Collegiate 
School. 

L. M. S. Institution, Bho- 
wanipur.. 



Basu, Atulkrishna 

17 

Senhati High E 


„ Bidliubhushan 

16-6 

N cw Indian 8( 

100 

„ Bijaychandra 

18 

Ditto. 


„ Dwijendranuth 

1 

20 

City Collegia' 
Mymensingli 


„ Haricharan ... 

16-6 

Basirhat 

School. 


„ Harischaudra 

10-4 

Midnapur Tow 


„ Hiralal 

18-6 

Chapra Zila Sc 


,, Hiralal 

16-6 

Pattia Collegial 


V. „ Jagadischandra 

16 

Bard wan New 


„ Jagaoiseharan 

16 

Dacca Pogise i 


„ Jagatlal 
•1 

16 

Manikganj H 
School. 


„ .Tnaneiidranath 

21 

Private Studen 

110 

,, Jyotindratnoliun ... 

16 

Mongbyr Victc 
School. 


„ Ehacendranath 

18.11 

Bagbaaar Mod 


„ Eiranchandra 

14 

Bu^wan 

School, 


,, Kshetranath 

16-7 

Ehulna ZiU Be 


,, Ksi.irodchandra ... 

18 

Calcutta Trai 
deoiy. 


,, Manind^anatH 

20 

Deogarh H E. 


„ Maiiindranath 

1.5-6 

Simla Bengal 1 


,1 MaliUl 

18-4 

Faridpur Zila t 


„ Nacendranah 

16 

Oriental Semin 


„ N auigopal 

16 

Citj Collegia 
S Br nch. 

120 

„ N ripen dr aknmar ... 

15 

Private studoni 


,, Parosnath 

19-10 

General Ahsen 
tulion. 


,, Fraphullachandra ... 

16 

New Indian Sc 


,, Ramanath 

17 

Tala H. E Sch 


,, Surendranath 

15 

South Suburb, 
Bbowanipur. 


„ Su^il opal 

13 

Jehanabad H. I 


„ TIpeiidrnci andra ... 

17-4 

Metropolitan It 


,, IJpendrana h 
Basudeo Prasad 

16 

Dacca Jubilee 1 


16 

Gaya Zila Sclio 


Bhaduri, Saratchandra ... 

16 

Shillong Ooven 
School. 

1.30 

Bhagwat Sahai 

16-4 

Gava Zila Sclic 


Bhauupratap Singh 

17-6 

Jabalpur 

School. 


Bhargan Kilkantu Jate- 
gaoiikar. 

17-6 

Ditto. 


BUattacharyya, Annada- 
char.in. 

16 

Maldah Zila S: 


„ Aswiniku- 

mar. 

14-3 

Muragacha H. 


„ Brajago- 

pal. 

16 

HarinaTi A. S. 


„ Cirischan- 

d a 

19 

F. C. Inatitutic 
( ollego. 


, Gop.4ohan 

dra. 

- 16 

Tangnil B 

School. 


„ llaribttl- 

Ubh. 

13 

Chatmoliar S 
School. 


,, Indubhu. 

snan. 

15 

Purhasthali 

School. 

140 

„ .Tnancndra. 

krishna. 

- 16-3 

Hughli Branch 


„ Jnanon- 

dranath. 

17 

Sanskrit Collcg 


„ Joges- 

cUandra. 

16 

Chakdighi Sat 
tulion. 


„ Kirtichan- 

17 

Soarsolo H. E 


16-11 


18 

10-3 


160 


dra. 

Maiioran- 
jan. 

Nngondra- 18-3 
iisth 

Nrisinha- 
ebandra. 

Praphul- 
laokaudra. 

Frasan- 16 
'' nakumar. 

Rohiui- 13 
kiimar. 

Rukmini- 17 
kanta. 

Saratehan-16 
dra. 

Sasibhu- 18-9 
shan. 

Sa>ibhu- 16-2 
shon 


Bishop’s Colle( 

Ehana'kul E. I 

Burdwan Raj 
School. 

Hughli Collegif 

Barasat Govorni 

Dacca Pogose I 

Gauhati High 

Ranchi Zila Scl 

Simla High Sch 

South Suburb 
Bbowanipur, 
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Bliattfcharjjfi, Surendra- 16 
chandra. 

Shaumik, Jyotindrinath... 17-4 
,, Kriabnaohundi'a 16 


Bhawani, Prosad ... 17-10 
Bliuniya Kailaachandra ... 18 
tiihna Deo Narayan 17 
Sinha. 

160 Biavambbanuith D. ... 1^'4 
Bisff^i Akhilchandra ... 16 
„ Aautosh ... lo 

„ Gopalcbandra ...*18 

„ Haridas ^ ... 16-10 
„ Manmatlianath ... 16-6 

„ Matilal ... 18 

• 

„ Naliniraoban ... 17 

„ Sarbanauda ... 17-6 

„ Sasipada ... 16 

170 Bisweswar Dyal ... J6-3 

Bodaa Tryambak Graneah... 32 
Brabmauand ... ... 1.0 

Brown, Mward Walter ... 18-8 
Byrue, Douglaa J. C. ... 18-4 

Caleb, Cbriatopbor ... 17-11 


Cbakrabarli, Akahaykuinar 18 

„ Amulyaehnran 14-3 
„ Aantosh ... 16 

„ Asulosh ... 16-6 

180 „ Bibarilal ... 14 

„ Bibarilal ... 19-7 

„ Bipinchnndra 18-10 

„ Dbaroudraiiatb 18 

„ Digniubar ... 14 

„ -Uurgnmohau 14-3 

„ Dwarkanatb iQ 


190 


»♦ 


>> 


Girischandra 16-7 
Gopaleliaiidra 16 
Harancliandra 16 
llaraiichandra 16-6 
Jajneswar ... 18 

Jnauananda... 17-6 
JogoHuhaudra 14 

Jyulindraiiatb 16 

Kaliebandra 17-6 

• 

Eaaiawor ... 16-6 
Kumud- 17 • 
bandhu. 

Mobiuimoban 14 


Nareudranatb 17 


200 „ Nriainlia- 18 

ebandra. 

„ Pauebanan ... 18 


„ Uaabilmri ... 18-11 

„ Sacadamubaa 17-6 

., Saradonouda 14 

„ Soiatchaudra 17 

„ SaraUibandra 16-6 

„ Satiaebandra 14 

„ Srikanta ... 14-9 

Cbaru Daa ... 16-8 

210 Cbattati Labnobon 17 

Obatterjee, K. P. ... 19-10 

Cbattopadkyay, Akbil- 14 

chandra. 

„ Auuada- 18-6 

praaad. 

t, Aawini- 18 

kumar, 

II Bbolanath 14 

II Bipinbibari 13-6 


Dac a Jubilea Sebool. 

Sbaaadpftr II. £ School 

Hare School. 

Bewari School. 

Midnauiir Town Sebool. 
iiarbbanga Kaj Scbo»l. | 220 

Jabaluur Collegiate School. 
Ghatal Mu'dcipal Sobool. 

Naral Victoria (J llegitte 
SchooP 

Brajamuhan fnatitution, 

Bariaal. 

Hanigunj II. E. School. 
Uajagrant A. S. School. 

L. Af. S. luatitution, 
Bhowunipur. 

Dacca Collegiate School. 

C, M. S. Boarding School, 
Calcutta. 

South Sulmrbon School, 
llhow- n pur. 
flay a Sahotignnj School. 

Dhar High School. 

Toaclier. | 230 

Private Btudent. 

Bishop Cotton Sebool, 

Simla. 

Canadian Mission College, 
Indore. 

Tangail Bindubasini 
School. 

Metropolitan Institution. 

Ditto Bala Branch. 
Meherpur li. E. School, 
liuplol liaghuuath Sebool, 

Tlaeca. 

Paridpur Zila School. 

Enwab Abdul Gauny’a 
Free ScIksjI. 

Jonkin's School, Coocb 
Bcbar. 

Patiya II. E. School. | 240 
Dacca Pogose School. 

Annadn H. E. Sebool, 
Brahinanbaria. 

Dacca Pogose School. 

Kalia H. E. School. 

Harinavi A. S. SchiX)!. 

Sliazadpur H. E. School. 

Shillong Mission High 
School. 

Magura H. E. School. 
Krisbnagar Collogiato 
School. 

Mymensiugb Zila School. 

City Collegiate School, 
Mymensingh Branch. 

Khulna Zilu School. | 260 
Dacca J ubilcc School. 

Krishnagar Collegiate 
Scliool. 

Jonkin's School, Cooch 
Behar. 

City Collegiate School, 
Mymunsiugh Branch. 

Naral Victoria Collegiate 
School. 

Bajrajogini K. E. School. 

Ifoakhnli Bajkumar Jubi¬ 
lee School. I 260 

Commillah Zila School. 

Sontosh J ahnabhi School, 
Jalpaiguri Zila School. 

Dacca Jubilee School. 

Bipon Collegiate School. 

Mmtau M. B. School. 

Bajrajogini H. E. School. 

Hnghli Collegiate School. 
Satklura Prouuath School. 

Dinajpur Zila School. 

Kalaskati H. E. School. 

; 270 

Metropolitan Institution. 

Bipon Collegiate School. 


Chattopodhyay, Birendra- 14 F. C. Institution and Duff 
nath. College. 

,1 Biswes- 16-7 Sautosh Jahiiabbi School, 

war. 

„ Chandi- 16-1(1 Burdwan New School. 



charan. 


ft 

Durga- 
eharau. 

16 

ft 

Girin dra- 
nafh. 

14 

ft 

Harimo- 

han. 

18 

ft 

Indubhu- 

slian. 

14-4 


Jamini- 

kunta. 

14-3 

f* 

Jogindm- 

ualh. 

16 

»» 

Jyotindra- 

mohan. 

14-4 

«» 

Jyotindra- 

nath. 

17 


Kalipadu 

17-6 

ft 

Kumud- 

eliBudro. 

l.i 

ft 

Lalitmo- 

han. 

16-3 

tl 

Lalitmo- 

han. 

17-2 

ft 

Moiimo- 

hnu. 

19-3 


„ Matilal... 19 

., Nagcndra- 19 

nath. 

„ Nalininath 16-2 

„ blarayan- 14 

chandra. 

„ liiharan- 15 

chandra. 

„ Nirmal- 17 

chandra. 

„ Prama- 15-7 

tliaiiath. 

„ Pratap- 19 

chandra. 

„ Ibidhura- 11 

man. 

„ Bnjcndrn- 17 

clinndra. 

„ Saratchau-16-3 

dra. 

„ Sitalchau- 19 

dra. 

„ Tliakurdas 17 

„ 11 pen dra- 18 

nath, II. 

Chattoraj, Nrityagopal ... 16 
Chaudhuri, Ajitmohan ... 14 

„ Anathnath ... 16 

„ Aswinikumar 17-7 

„ AtiUkrishna... 16-9 

„ Dchcndranalh 18-2 

„ Hemkumar ... 14-3 

„ Jngatbandhu 13-4 

„ Jamininath ...* 14-2 

,. Bvishanprusad 18 

„ Lai it chan dra 16 


„ Lalmohau ... 17 

„ Bajmohan ... 17-9 

„ Tarttknuth ... 19 

Choot Po 19-11 

Chunni Babu ••• 14-8 

Cohen, Moses E. D. ... 19-4 
Counsell, James Hope ... 17-6 
Don, Abiiinnachoudra ... 17 


Metropolitan Instituliim. 

Banchi Zilu Sclionl. 

Namyanganj II. C. E. 
School. 

Dacca Jubilee School. 

Dacca Collegiate Scliooh 

Bali Bivors T)inni|Mon 
School. 

Bankuru Zila School. 

Giisain Diirgapur H. K. 
School. 

L. M. School, Midiiapur. 
Motro))olitaii Institution/ 

Metropolitan Institution,. 
S. Branch. 

Bangahnsi Collegiate 
SclicK)!. 

Jliirdwan Boj Collegiate 
Scliool. 

Barisul Zilu School. 
Telinipara Bliadrcswar 
School. 

Burdwan New School, 
liowrali Muiiicijial Scliool. 

Chandrakuna Jirat II. E. 
Scliool. 

Hew Iiidiiiii School. 

City Colli'giato School. 

Taki Govt. School. 

• 

Bungimr Zila School. 

Dacca Collegiate School. 

Palamow Govt. School. 

Barisol Zilu School. 

Nimta II. E. School. 

City Collegiate School. 

Kandi School. 

MozulTorpur Zilu Schwl. 
Mctroijoliittii Institution. 
Eiirnyuiigaiij 11. C. E. 
School. 

Amltil 11. E. Scliool. 

Cliatra H. C. E. School. 
Dacca Pogose School. 
Chittagong Collegiate 

Scliool. 

Kaligaiij 11. C. E. School. 
Itavciisliiiw Collegiate 

School. • 

Hindu School. 

Eew Indian School. 

Dacca Jubilee School. 
Myrncnsiiigh Zilu School. 
Armenian Collegiate 

Sch(x)l. 

Jabalpur Collegiate 

Scliool. 

Jewish Boys’ School. 
Dovwon SiJiool. 
Piyarimohaii Academy 

Katak. 


Daniel, L. C. 

... 18‘ 

Das, Amritalal 

16 

„ Bbabanisankar 

... 16 

„ Brindubaiicliandra 

.... 17 

„ Chandranath 

... 16-2 

,. Charuchandra 

... 16 


Baptist College, Bangoor. 
at. Maiw’s luHtituliou 
Ohanaemngar. 

Puri Zilft ScIhioL 
Balaaoro Zila. School. 
Commillah Zila School. 
Hindu School. 
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Das, Duryodhan 

18 

Piyarimohan Academy, 1 
Batak. 


Dwijendranath 

16 

Hare School. 


„ Harachandra , ... 

17 

Bajitpur H. E. School. 


„ Karokrishua 

16-6 

Jajpnr H. E. School. 


,. Hrishikes 

W-ll 

City Collegiate School. 


„ Tiidramohan 

14 

Dacca Buplal Baghunath 
School. 


„ Jadnnalh 

16-9 

Patna City School. 


„ Janmejay 

18 

Puri Zila School. 

280 

„ Jugaluhandra 

17 

I’rivate student. 


„ Kalinrasaiimi 

18-3 

Bhola H. E. Sdiool. 


„ Erisnnakumar 

19 

City Collegiate School. 


„ Lalitkumar 

19-3 

Sylhet Government High 
School. 


„ Madanmohnn 

13 

Balasore Zila School. 


„ Pratapehaudra 

15 

Mymensingh Zila School. 


„ Pcctnuhandra 

14-8 

Sylhet Government High 
School. 


Puliuehaudra 

11-6 

Cliittagong Collegiate 

School. 


„ Purushotlam 

10 

Puri Zila School. 


., Basbihari ... 

15-2 

Kutih Budiia Weslyan 
High School. 

290 

„ Saradiikonta 

16 

Sciduiti High School. 


,. Saratchandra 

16 

Hindu Sdiool. 


„ Snsibhushan 

21 

Bi|x)ii Collegiate School. 


,. Sasibliuslmn 

16-3 

Orirntnd Seminary. 

General Assciubly’s In¬ 
stitution. 


,. SuHibhushan 

19-11 


,, Syaniacluirnn 

16 

Ilughli Collegiate School. 


Dasguptii, Akslinykamar.. 

17-4 

Bajehandru Collegiate 

Sdiool. Barisat. 


,, Bisweswar 

14 

Balia H. K. Sdiool. 


., Henicliaiidra .. 

14-9 

Barisal Zila School. 


,. .Iniiiiiiikanta .. 

16 

Dhiibri High Sdiool. 

3(X) 

,. Kalitiloswar .. 

16-2 

IMiin.signiij H. E. School. 


„ Bcliatimohun... 

18-6 

Bi'isluiagar Collegiate 

School. 


„ Srischantlra ... 

14-3 

Chitlagoiig Municipal 

High School. 


., .Snrcndramoliiin 

16 

Ilughli Collegiate School. 


Daita, Beiiiii!liili!iri 

16-6 

Barisnl Zila School. 


., Dcl.emlraiiath, I ... 

15-3 

New liiilian School. 


., Gopulclmudru 

30 

Naral Victoria Colleginfo 
School. 


.. .logmdranalh 

17 

Debrugarh High School. 


., .lyotimlramohaii ... 

10 

New liidi.aii School. 


.. Ki'ishnalal 

16 

Ditto. 

.810 

.. NniTiKli’aiiath 

16 

Ditto. 


Puimnlul 

16 

P. C. tiialitution and Duff 
College. 


., rwesnalh 

16 

City ttollcgiato Sehool, 
S Brandi. 


„ Puinaiiauda 

16-6 

D.ainlial 11 K School. 


.. Badlinramau 

16-H) 

Sildiar High School. 


,. Bniiiuiaui 

16 

Dacca Pogo.se Sdiool. 


,. iSaralfhaiiflra 

17 

Silipiir H. (?. K Sehool. 


„ iSrischaiidra 

18 

Now Jndi.'iii School. 


.. Sui'fsi’liaiidra 

16-6 

Ilughli Collegiate Sdiool. 


., Ibueschnudru 

17-10 

City Collegiate Sdiool, 
MynieiisingU Branch. 

St. .loseph’a Convent, 
Maul mein. 

330 

D’Altnidos, Theda 

... 


J)e, Abiuaschandra 

14-6 

Buglmznr Model School 


,, Bim.alaclianiu 

17-6 

Bairiijogini H. K. School. 


„ Bij>iiibihari 

14 

Balasore Zila Sdiool. 


„ Ilui'iduiraii 

18-6 

Budla H. E. School. 


,. .lugalkrisliiiB 

16-3 

Clriciital Seminary. 


., Lalitmohan ,,, 

16-3 

Palualihali Jubilee Sehool. 


,. Padiualuchan 

18-9 

Sylhet Goverunicnl High 
Sidiool. 


.. Pratapehaudra 

16 

F. (t. Institution and Duff 
College. 


Bakhaldiaudra 

16-1 

Birbhuui Sehool. 

530 

.. SaratiThaudra 

18-2 

Liihorn Mission S«*ool. 


Del), G. K. 

17-9 

Doveton (’ollege. 


Paiidianan 

16 

Jam H. K. Sehool. 


Pco Bax 

16-11 

Sehore High School. 


Deokiiiaiidan Singh 

16 

Monghyr Zila Sehool. 


Deo Narayan Lai ., 

16-8 

Patna M. A. A. School. 


Doo Nath Sahai 

17 

Beliar H. C. E. Sdiool. 


Devanandan I’rasad 

16 

Mozufferjuir Mukerjee’s 
Semin Riy. 


Devdliari Cbaubay 

18 

Behar H. C. E. School. 


Devi l’ra.sad ,. 

. JV 

Sehore High Sdiool. 

S40 Dharii Hiralal 

16.3 

MajuB. N. Bobu’b Sehool. 


Diag, Alictf 

Pigambar ^radhan 
Dost Muhammed Shan 
Dover, Osborne George 
DuCasso, Ernest Henry 
Durshun Lai 

Parashiiddm Sarkar 
Fcrasatullah 
Farhut AH 
860 Fazlui liabman 

Fifapatrick, Hugh Aloxan- 
(w. 

Ghtnosb Govind Nivsavkar 
Ganosh Prasad Knynath ... 
Gnngopadhyay, Aks hay 


360 


Sb Joseph’s 

Maulmoin. 

I6-S ¥an)liik Hamiltc 

18 Dacca Mad rasa. 

18-2 Pangooii High t 

16-6 Doveton ColFo^ 

16 Monghyr fc 
Prasad Institu 

17 Diuhata H. E. S 

17 Kendrapara Pfl I 

16 Tamluk Hamiltc 

14-6 Sonamgunj Jul 

School. 

16-0 Lahore Boys’ Hi 

18 Indore English j 

1.8-3 Jabalpur Collogif 

19 Jojiai Tmining £ 

krnnav. 

Daibaji- 14 Muragachn II. I 

ban. 

Gajanan 14-4 
Lalishmi- 13-6 
narayan. 

P u r u a- 16-6 
chan dm. 

Haj chan- 18-7 
dra. 

S a t y a- 18-9 
cliamn. 

S u r on- 17 Motroiwlitan T 
natli. Bowhazar Bmi 

TJraacha- 17-10 Dacca Pogose Sc 


MaisadalKajH. 
Hare Sohool. 

Basirhat Munici{ 

Kanagliat H. A. 

Badla il. E. Schi 


.881 


Ghosh, Abinaschnndra 

... 16 

Teghoria H. E. S 


Aniritalal 

... 17 

Sanskrit Collegia 

ff 

Anadinath 

... 19 

Khulna Zila Sdi< 

?» 

Anukiilchandra 

... 18-6 

Barnickpnr Govt 

If 

Asulosli 

... 16-4 

Bipon Collegiate 

II 

Asutosh 

17 

Midimpur 

School. 


Bankabihari 

... 16 

Searsolo 11. E. Si 

t ” 

Baradaprnsaiuia 

... 17 

Dacca Jubilee Sej 

II 

Bhudharlul 

... 17 

F. C. Tnstitutio 
surah. 

II 

Biharilal 

... 17 

Ginsthia E. N. 
School. 

II 

Bimalakanta 

... 14 

Dacca llupial lU 
School. 

II 

Brahmamohan 

... 13-6 

Chittagong ( 

School. 

It 

Gopolchandra 

... 14-6 

Sanmilaui In 

.Tessoi-o. 

II 

Harilmr 

... 18-7 

Utlaqini’n ^ ( 

School. ' ' 

*1 

Jagatnarayan 

... 16 

Jliikrn H. E. Schc 

ff 

•Tnaneiulranath 

... 19 

City Collegiate Sc 


Jnanondranath 

... 13 

Dacca Collegiate i 

II 

Jyotiachmulra 

... 13 

Balasore Zila Sdi< 


^olischandra 

Kiraiikumar 

... 16-4 

Faridpur Zila Sch 


... 16-6 

Metropolitan Iiisti 

II 

Brishnaehandra 

... 14-10 

Berhampur C 

School. 


Kshetmbihari 

... 17 

Burdwan Municipf 

♦ 1 

Kshirodkumor 

... 17 

Arbalia J. V. Sent 


890 


400 


Eiimudinikanta 16 
Lalitkumar ... 17-9 
Lalitmohan ... 18-11 
Lalitiuohan ... 16 
Makhanlal ... 19-4 
Makhnnlal ... 16-6 
Mohinimohan ... 16 
Munindrakisor ... 16-8 
Nbpalohundra ... 14 
Paiichaiian ... 17-6 
Prabbatcl\pdra ... 16 
Prcmchand ... 16 
Priyagopal ... 19-10 
Pumachaudra ... £0d0 

Pumachondra ... 16-6 

Eajendrakumar ... 18-8 
Bajendralal ... 14-6 
Bamonath ... 18 
Baminanendra ... 17-6 
BamKrishnu ... 17 
Bebatimohan ... 16 
Saratchondra ... 16-3 


Guuhati High Sch 
Kandi School. 
Besab Academy. 
Bandipnr H. E. St 
Maisa^l Baj H. E 
Dacca Collegiate £ 
Dacca .Tubilec Sell 
Sibjwr H. C. E. 8( 
Oriental Seminary, 
Taki Gi)veminont 1 
Ajod^a H. E. So 
New Iiidian Sohoo 
ITttarpara Cc 
Sohool. 

Aiinada H. E. 

Brahhianbaria. 
Dacca Collegiate S 
Ditto. 

Commillah Eila Sc 
Cotton Institution. 
Jangipur H. E. Sc 
Mymonsingh Zila . 
Katwa H. E. Scho 




5 ' 


THE CALCUTTA GAZETTE, APEIL 8, 1891. 


371 


kosh, Satisohandra 

16 

„ Surendranath 

16-6 

„ Surendranath 

17-10 

„ Fmanath 

. 14-6 

Ghoshal, Annadapraaad .. 

. 16 

„ Biroawnr 

. 16-9 

„ Chondranath ,„ 

14 

• 

„ Fonchkaii ,,, 

16 

Godfrey, Albert James Ed- 

ward .,, 

17-1 


Godfrey^MichaolItandolph 18-6 

Goolzar buhai ... 
Goonotilleko, fi. R. 

20 

16-11 

Gop, Dinabandhu 

16-6 

Goswami, Gaursnndar ... 

16-10 

„ Haricharan 

17 

„ PuniEchondra... 

17-3 

Govind Jonordhan Dowas- 

thalo 

17-8 

Govind KesheoGnrdny ... 

19-3 

Govind VonkateBli Eiion- 

khoje 

18 

Guha, Anathbundhu 

13-7 

„ Aswinikumar 

16 

„ Jnaiicndramohan ,, 

16 

„ Jogindraiioth 

18 

„ Lalmohan, I , ... 

18-3 


„ Eajoti(lracliaii(lrft... 16-2 

,. Tri piiratilcaran ... 16 

Gimpiit. Tlulliibi'ani I’andit 18-6 
Gupto, Abinasehaudra ... 14-2 
Ar.liyutaimnda ... 18 

„ Aksliaykumar ... 16 

„ Ei-ajendraiiath ... 16 

„ Digtndraualli ... 14-6 

) „ Hcmantakumar ... 17 

„ Krifilmabihari ... 14-2 


„ K.8hoU'auatli ... 16 

„ Lalbilmri ... 17-3 

„ Malilal ... 18 

„ Priyatmlh ... 16 

„ Sa.'iiblmaban ... 18-3 

„ Batinc.bniidi-a ... 16 

Hajra, Manitiioliaa ... 17 

Haidar. Sifaiiath ... 18 

) ilaribar Praa.ad ■... 13-4 


liari llagliuuatli llodliey 17 

Hari Sadasliivo Taiikasale 16-3* 
Hodge, Gc'orgr AVilfrcd ... 16-4 


luiaiinddiu Alunad ... 18 

Jacliak, liemkanla ,Ti ... 18 

Jadunandaii Salmi ... 16-6 

Jadunaiidaii Sitigh ... 16 

Jatia, Ganganarayan ... 19 

„ llridayiialli ... 16-6 

„ Sasibliusban ... 10-8 

Jauardan Gopal O. ... 18-6 

Jay Goriiifla Saliay ... 18-8 

Jay, liadhikamuhan ... 16 

. Jolinatono, Floreaco . 

Kabaai, Asutoab ■ ... 18 

Eailaab Bilmri ... 16 

i Kalita, JaHodakutuar ... 16 

Rameawor I’raaad ... 17-6 

Kaula Kaata ... 15 

KanabyaLal ... 14 

Kanusgo, Haaudeb ... 16 

Kauthappen, Seeuitamby 18-4 

James. 

f ar, Maliananda ... 20-7. 

artuakar, Krishnachandiu 16 
jLaurar, Bhupaticbaran ... 16 

^awlesbwari Prasad ... 16-6 


• 

City Collegiate School. 
Eipon Collegiate School. 

F. C. Institutioii, Chia- 
surah. 

Dacca Collegiate School. 
Oriental Seminary. 

Jorhat High School. 
Chittagong Collegiato 
School. 

Sipon Collegiate School, 
£. Brandfa. 

St. Francis De Sale’s 
School, Hagpnr. 

Ditto. 

Darbhunga Kaj School. 
Trinity College, Kandy. 
Dacca Jubilee School. 
Mymonsingh Zila School. 
HugUli Branch School. 
Bislioupur H. E. School. 

City School, Nagpur. 

Sagar High School. 

F. C. Institution, Nagpur. 
Dacca PogoHc School. 
Fariflpur i^ila School. 

Dacca Jubilee School. 
Albert Collegiate School. 
Brajamohan Institution, 
Barisul. 

Lauhajang H. C. E. School. 
Commillali Zila School. 
Priyalo student. 

Kniidi School. ! 

Itajagrnm A. S. School. ' 

Jamalpur H. C. E. School. 
Albert Collegiate School. 
Krishnagar Collegiato 
School. 

Brnjauiohau Institution, 
Barisol. 

Albert. Collegiato Sehool. 
City Collegiato School, 

S. Branch. 

llungpur Zila Sclinol. 
Mctroixdifnn Institution, 
Shanipukar Branch. 
Cuuimillah Zila School. 
Barisai Zila School. 

City Collegiate SehiKil. 

Narit Jl. K. School. 
Dhankuria H. E. School. 
Gaya Sahohganj School. 
Jabalpur Collegiate 

Sehool. 

F. C. Institution, Nagpur. 
St,. Xavier's College. 

Ihicca Madraaa. 

Kalak Mission English 
High School. 

Patna Collegiato School. 
Arndi Kayastlia J uhilec 
Academy. I 

Midnapur Town Scho<'' ' 

Gliatul Municipal School. 
South Suburban School, 
Bhowuiiipur. 

Sagar High School. 
-Darhhangu iiaj School. 
Dacca Kuplul llughunath 
School. 

Private student. 

Dhankuria H. C. E. 
School. 

Hindu School. 

Murari Cliand High 
School, Sylhct. 

Funiia Zila School. 

Banchi Zila School. 

Gaya Bahcbgauj School. 
Katak Town H. E. School. 
Wesley College, Colombo. 

Silohar High Sclipol. 

Dacca J ubiieo School. 

Kipou Collegiate School, 
ti, Branch. 

Gaya Zila School. 


Karimudilin Ahmed ... 19 


Kenny, Maud Constance. 

Kesheo Bamcluindra 17-7 
Gusnlwar. 


480 Khan, Phakirchandra 

... 16 

Kinder, Charles, U. 

... 18-1 

Kishan Lol ... 

... 18-6 

Kishun Bam ... 

... 17 

Krishna GangafUior 16 

Koran dikar. 


Krishna Kesheva Eingay 

16-3 

Knar, llajaiiikanta 

.. 16 

Kumar, Barodacharan 

.. 18 

„ Amindra Norayau 16-S 

Kundu, Haridas 

,. 17-6 

490 „ llariniolian 

.. 186 

„ Surcndrouuth 

.. 16-6 

Kyaw Zon 

.. 19 

Laclinii Naraiti 

. 17 

Lahiri, Ayn.skaiita 

.. 16 

„ I'rimkriNlina 

. 16 

,. Salischiindra 

. 13 

„ Burcndiuiiath, I .. 

. 16 

„ Taraknaih 

. 16 

Lakslinman Prasad 

. 12 

600 Lakshman Rajaram Atrc.. 

. 16 

Lai Bobu 

, 16 

Lai Budsliab ... 

. 19 

Lewis, G corge Edwin 

. 16-11 

Liiiga Kaicsliwar Dnwndna 18-6 

liucas, T. E. E. 

. 17-8 

Liiddy, Abiiilmm E. 

. 18-10 

Lums'den, John Eichard.. 

. 17 

Mndko Prn.'-ad 

. lC-6 

Mnfxilnr Eatiman 

. li 

610 Malmnta, llarigoiial 

. 16 

Mahanli, Cliintanuini 

, 19 

„ Gaiigiulliar 

, 16 

„ Gaurcliaran 

. 16 

(iaursyam 

. 14 

Mahapatra, Tribikrama 

. 21-7 

.Maiti, Siiretidranalli 

. 17 

Maitra, Bipinclmndra 

. 14-3 

Hcmchandro 

. 18 

„ Manraatlianath .. 

. 19 

6J0 Kumudkrishna ... 

16-11 

„ .Togindranalli, I .. 

. 16-10 

.logiiidranath, II .. 

. 19 

hlajbd Eaksli 

. 16-3 

Jlajumdar, Anandasaiikar 

16 

„ Aniiailajirasad 

17 

„ Biswabijay 

17 

„ Gauesclutmlra 

18 .* 

„ Malicndrachan- 

16 

dra. 


„ Matilal 

15-6 

580 „ Niigcndranuth 

18 

„ Sakhiebnran ... 

14 

Malcolm, Marion 


Mallik, Charucliatidra ... 

14-’6 

Kuiijabilinri 

18 

Mandnl, Hliiipati 

17-6 

Maiiik Nagorao Mankar 

17-4 

Manna. Asutush 

19 

Marloy, Ernest B. 

16-6 

Mnsmon Ali .. 

19 

540 Maulik, Jogindrakumaf... 

16-1- 

„ Narayandas ... 

17-11 

„ Easliihari 

14-6 

Maung Kya Bwa 

17 


Mekliganj Entrance 
School. 

^’rivate student. 

City School, Nagpur. 

Bantra H. C. E. School. 
Bislion Cotton School, 
Simla. 

Private student.. 

Tikari H. C. E. Sehool. 

City School, Nagpur. 

Jabalpur Collegiate School. 
M aide Zila School. 
Bhaatara School. 

Jonkin's School, C(X>cIi 
Behar. 

Amlul H. 0. E. School. 
Bandipiir 11. E. School. 
Krishiinrar Collegiate 
Suliool. 

ItangiKMi Higli School. 
Darhh.-inga Itnj School. 

New liidiun School. 
Eungpur Zila School. 
Hhubri High School. 
Kuinarkliali liiatliuranatli 
H. C. -E. Sc1hh) 1. 
Seilimpnr Union JnBri|.u. 

t’Oll. 

Dni blianga I?aj School. 

City School, Nagpur. 

(iaya Zila School. 

Eilward's C. M. School, 
Peshwar. 

Ijahorc Hoy.s’ High School 
F. C. Institution, Nagpur. 
Barisai Zila Scliool. 

Jewish Boys’ Sciiool. 

St. James's High Scliool. 
Patna Collegiate Sehool. 
Chittagong 11. JO. Sclica.l. 
Krishnagar A. V. School. 
Kendrajiara H. K. School. 
Balasorc Zila School. 

Puri Zila School. 

Ditto. 

Samynbadi In.stitulion, 

Kalak. 

Carbeta IJ. E. Scliool. 
Chalniohar Smulilinimtli 
H. 0. K. ScliiKil. 

Barisai Zila Scluxil. 
Mctroiiolitaii Institution, 
Balakhaiia Branch. 
Eajshnhyc Collegiate 

School. 

Ditto. 

Ditto. 

Hughli Branch Scliool. 
Tangail Bindubasini 
School. 

Garden Itoac.h School. 
Balagarh II. C. 1C. School. 
Scrajgarij Banwarilal JI. 

('. 1C. Scliool. 

Mctrojiolitan Institution, 

Sanmilani Institution, 
Jessore. 

General Assombly’s Insti¬ 
tution. 

Nawnb's High School, 
Murslicdnbad. 

Bangoon Convent Sdnxil. 
Sihiiur H. Cb E. School. 
Darbhangi^Eaj School. 
Chandriikona Jital School. 
City School, Nag|iur, 

F, C. Institution, Ohin- 
surnli. 

St. Jos*pli's Boarding and 
Day School. 

Silchar High School. 

Donoiigli School, Jamalpur, 
Pntlija H. E. School. 

Dacca Juhiicc School. 
Maiilniciii Government 
High School. 
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660 


660 


670 


680 


690 


600 


Mating PlioLha 

17-6 

Mauog Po Win 

17 

Maung Tun Aung 

.. 17-6 

Mir Muhammad Nazim 

• 16-6 

Misra, Bisweswar 

.. 14 

„ Bnmsaday 

.. 16 

„ Thaknrprasad 

.. 16-6 

Mitra, Akshaykumar 

17 

„ Asuloshcliandra 

.. 15.10 

„ Bhujondrunath 

... 16 

„ Hemiiath 

... 16-6 

„ Jnanendramohan. 

... 17-4 

„ Jogindraohandra 

... 17-4 

., Krislmadhar 

... 18 

„ Lalitraohau 

... 17-4 

„ lialitnjphan 

... 10-7 

„ Mathuratiufh 

... 18-9 

„ Prasanriakumar . 

.. 21-6 

„ Premchoud 

... 18 

„ Badhikaprasad 

... 14 

„ Sailendranath 

... 14-3 

„ Saileudranath 

... 16-6 

„ Snratehaitdra 

... 18-U 

„ Suratchaiidra 

... 14 

Mohan Lai D. 

... 17-3 

Mozohar Ali ... 

.. 17 

Muhammad Abdullah 

... 18 


Muhammad Aliflanul Haq 16-6 
Muhammad iHrail ... 19 
Muhammad Khirad Murid 18 


Muhammad Surarul lliuj 18 


Muhammad Wafi.<i ... 16-9 

Mulmmtiiad Yusuf • ... 16-8 

Muliammad Zaki ... 18-6 

Muhuri, Lal^opal ... 17-4 

Mujilmddin Ahmod ... 17-3 

Mukhopodliyay, Aiiukul ... 16-4 

„ Asulbsh ... 12-9 

„ Alulkrishua 16-2 

., llhaKabati- 14-1 

roiijan. 

„ Bhushiui- 16-2 

uhandra. 

„ Brajendm- 18 


chandra. 
Charuchan- 17 
dra. 

Ohintaharan 18 
Dohendra- 16-4 
Hath. 

Uurgacha- 17 
ran 

Ganrhari ... 16 
Girindra- 18-11 
molian. 

Guriitaran 18-3 
Indranara- 16-10 
yan. 

.Tnanmidra- 19 
nath. 

dyotindra- 16 
nath. 

Jyotiachan- 17 
dra. 

Ealipada 16-4 

Krighna- 16-6 

ohandra. 
Elghotranath 16 
Kshotranath 17-4 

Kunjahihari 16 
Kunjabihari 12-8 
liolitmohan 16 
Lalmohan 16 
Mihirlal ... 13-8 
Nahdolal 16-6 

Nanigopol 16 


Rangoon High. School. 

Ditto. 1 

Maul mein Govemmont 
High School. 

Bariaal Zita School. 

Purulia Zila SchooL 
Banchi Zila School, 
ebybasa Zila School. 
Dinhata If. E. School. 
Burdu’an llaj Collegiate 
School. 

Mctru]>ulitan Tnatitution. 
Jaytiagar Tiistitution. 

Dacca Collegiate School. 
Nuliadwii) Hindu School. 
Bagii'hat H. C. E. School. 
Calcutta Aryan luatilu- 
tion. 

Burdwan Municipal School. 
Bagirliat H. C. Ji. School. 
I’ririto student. 

Met ropolifan Institution, 
Balakhana Branch. 
Saiiiiiilntii Institution, 
.1 essorc. 

Metropolitan Institution. 
SoiHh Suburban Schixil, 
llbowaiiipur. 

Patna Collegiate School. 
Metropolitan Institution, 
tlabnlpiu' Collegiate School. 
]{ij)Oii Collegiate School. 

.\1 nzufferpiir Ziln School. 
Bhngalimr Zila School. 
Dacca Collegiate School. 
CliiKulaiiga Victoria Jubiler' 
H. E. School. 

Kayastha .Jubilee Acade¬ 
my, Uankipur. 

Patna City School. 

Calcutta Madrasa. 

I’atna (tollcgiale School. 
Bangabasi ColUrgiatc 

School. 

Nowgong High School. 
Burduwn Jtnj Collegiate 
School. 

Motrojjoitan Institution. 
Midnapur Collegiate 

School. 

Chapra Academy. 

P. C. Institution and Duff 
College. 

Tala II. E. School. 

Krishnagar A. V. School. 

Purulia Zila School. 
G-obarduiiga 11. E. School. 

Buiuchi B. L. Institution. 

Bipon Collegiate School. 
Nal ada'ip Hindu School. 

Dacca Collegiate School. 
Burdwan llaj Coll. School. 

Hughli Collegiate School. 

T. K. Gliosh’s Academy, 
Baukipiir. 

P. C. Institution and Duff 
College. • 

Jamalpur H. C. E. School. 
Private student. 

Haro School. 

South Suburban School, 
Bhowanipur. 

New Indian Suhool. 
Khulna Zila School. 

Sibptir H. C. E.^ School. 
Janai Training School. 
Oriental Seminary. 

General Assembly's Insti¬ 
tution. 

Burdwan Baj Coll. School. 


Mukhopadhyay, Nanigopal 18-9 

* 



ft 

Nanilal 

16-10 

eio 

ft 

Naairam ... 

17 


ft 

• Nibaran- 
chandra. 

16-4 


ft 

Pasupati ... 

16 


ft 

Prabtias- 

chandra. 

16 


• 

Prahodh- 
chnudra. • 

20 


»» 

Probodh- 

chondra 

16 


tt 

Pramath% 

nath. 

16-6 


>y 

Pratap- 

chandra 

16 


♦ t 

Bajendra- 

nath. 

17 


” 

Sachindro- 

chandra 

16 

020 


Saratchan- 

dra. 

16-4 



Saratchan- 

dra. 

1.3-4 



Salischan- 

dra. 

16-8 


•• 

Sibuprasan- 

na. 

17-4 



' Toranath 

19-6 



'I'inkari 

16 



Umoshchnn- 

dni. 

16-6 


•• 

Upciidra- 

iialh. 

16 


Miikhoti. 

b'aikumar 

16 


Mumfaz, Uddin AJimed 18 
ti.30 Mun.shi, Manmalhamohau 16-2 


Nabi Jiin 

... 16 

Nagiimufbx) Tharaboo 

... 18-1 

NageUaudhuri Niradbi- 
hari. 

16 

Nandi, Asutosh 

... 16 

„ Bipinbibari 

... 16-2 

,. Jibmkrisbna 

... 16 

,, Pramathanath 

... 12-9 

„ Itasbiliari 

... 17 

„ Sasibbusan 

... 18 

Naraisb Pra.sada 

... 16 

Narayan Prasad K. 

... 20-7 

Nia/.iiddin Khan 

... 19 

Nicholas, Cecilia 

... 

Nirmal 

... 20-7 

Niyogi, Anantalal 

... 17 

Fain, Horiprasanna 

.. 17 

Pskrasi, Durgamohan 

... 2M 

„ Jaminikiimar 

... 20 2 

PhI, Annsdacharan 

... 10 

„ Atindranath 

... 16-6 

„ Bidubhitshan 

... 17-6 

., Baukabilmri 

... 16 

,a Kericharan 

... 16-2 

Jojindrakumur 

... 18 

„ Pramathanath 

... 16-8 

,, Saratehaudra 

... 20 

Palit, Binodhihari 

... 16 

„ Krishna chandra 

.... 16 

„ Jnanendranath 

... 16 

„ Bakhalobandra. 

... 17-6 

Panda, Mohinimohan 

... 16-4 

Fanigrahi, Biawambhar 

... 19-6 

Pathak, Baradaoharan 

... 18 


F. Durgasankor ... 14-11 
Pa tan ay ak, Anantaprasad 16 
„ Upendra ... 16-2 


Free Churcli 
and DiifiE C 
Barisal Zila 1 
Gosain Durg 
School. 

Baj Ouurdn 
School, Bar 
Pakur H. E. l 
Metropolitan 

Hitampnr H. 

Barenshaw 
School. 
Baghazar Mo( 

Bajrajogiui I: 

Garden Bcact 

Balagarh H. < 

Calcutta Ti 
cmy. 

Bajagram A. 
Ditb 

Darhar Schor 

tJttarpara Coll 
Burdwan Ba; 
Maldah Zila 

Pan dra H. C 

Buplal Bugh 
Dacca. 
Calcutta Mai 
Barahanagar 
School. 
Cliapra Zila 
St. John’s C 
How Indian 1 

Hare School. 
Parjana M. 

School. 

Hew' Indian 
Uluberia II. 
Brajamobau 
BarisaL 
SonnnigHnj J'. 

Suhool. 

T. K. Ghosi 
liankipur. 
Jabalpur Col! 

Uiii 

St. .Toseph’ 
Maulmein 
hanchi Zila 
Bangabasi 
School. 
Howrah Bib 
School. 
Metropolitar 
Ditto. 
Lauhsjaug I 
Boogahasi 
School. 
Banaghat II. 
Bcnliati Hig 
Cliatra 11. C 
Graduates’! 
Hare Schoo 
Bali Rivers 
School. 
Metropolitw 
Bavenshaw 
School. 
Metropolita' 
Kuoh Kuch 
High Schi 
Jaipur H. fi 
Bhadrak H. 
Harit H. E. 
Sagor High 
B tiaaore Zil 
Puri Zi.a Si 
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Fatanajalr, Dnnjaoharan 16-5 Eatak Town |i. £. School. 

„ Madanmolian 11-6 Eavenshaw Collegiate 

School. « 


Tenherott, Edgar Ander¬ 
son ... ... 16-6 Lahore Boys’ High School. 

Pereira, William H. U. ... 19-2 Wesley College, Colombo. 
Fhilipinh, George ... 17-9 St. John’s College. Jaffna. 
Phookan, B. C. ... 17 Dhubri High School. 

Pindeswari Pro.^ad ... l*i-6 Chapra Academy. 

Purkaitf Basauiakumar ... 17-10 Uiamond Harbour H. E. 

School. 

Eachiinandan Lai ... 18 Bewari School. 


Eachiinandan Lai 
Eaghunath Kesheo Des 
paodo 

Enha, Bimalabala ' 
Eujendra Sahai 

Eakshit, Bipmkrishna 
Eunia Prasad 

Eunilinllalih Sahai 
Bamhrikslia Lai 
liniiicliaiidra Amorut 
Eulho 


20-9 City School, Negpar. 

Christ Church School. 

16 Bchar Hationul Collegiate 
School. 

17-4 G-ava Training Institution. 

16 Beiiar Kationol Collegiate 
School. 

10 Chapra Zila School. 

17-1 ArraU Zila School. 


Saha, Murolidhar 

„ Nrityalal 
„ Satischandra 

Saiiban Pandsy 
SuIt,TliarleB Bertram 
Sanyal, Girijanath 

„ il rishikes 

,, .Tyotischandra 
„ Surendrunath 
„ Sureschaudia 

San Ynn 

burkar, Annadaprasad 
„ Atulhihari 


Enmchandra Annnd Eoo 
Doshpandey ... 17-: 

Earn Xlmlawon Singha ... 19 

Eamrao Madhao Wathod- 
kar ... ... 10 

Eamrao Eajaram LUtin- 
cholikar ... ... 17- 

Eawlings, Nellie Harris ... 

Bay Aniritananda ... 17- 
„ Atulhihari "... 16- 

„ Bamach.’iPim ... 16-f 

„ Biiranasi ... 17 

„ BliupcTulrnnath ... 16-. 
„ Bidliuhlniahan ... 18 

„ Itirajiiiialh ... 16 

„ Brajeudranath ... 16 

„ Dfthotidratialh ... 16 

„ Dchctidr.analh ... 18 

„ I)ine.schaiidra ... 14 

„ Girindratialh ... 16- 

„ Gopalkrishria ... 14 

„ Gopiprasojina ... 14- 

„ Hiralal ... IH- 

„ Jogoscliandra ... 16- 

„ Jogindrakisor ... 14 

„ Jyotilal ... 15- 

„ Kartikprasanna ... 15 

„ Euiaduprasud ‘ ... 19 

„ Lalitmohon ... 16- 

„ Manoranjnn ... 77 

„ Nalinichandra ... ]'>- 

„ Nsrayanda.i ... 15 

„ Nirodkrishna ... 11- 

,, Pasupali ... 14- 

„ Priyahula 

„ PriyaualU ... 17 

„ PumacLaiidra ... 17 

„ Saratchandra 21 

„ Surendranatli,No. 1... 17 

„ Tar.nprasad ... 16 

„ Tariiiiaankar ... 15 

Eaynhaudhuri Kasinatli ... 18 
„ Satischandra 18 
Rcbeiro, WaHer E. ... 18. 
Redmond, Joseph Henry... lb- 

Rez, Rampada ... 1C 

Ring, Gerald ... 16- 

Robinson, Cecil Charles ..i 
Rowlands, R. C. W. .,.12 

Bustomjee, Dosabhoy ... 21 
Rustomyi Mancckji ... 17 


16-4 Free Church 
Nagpur. 


Institution, 


17-.8 City School, Nagpur. 

19 MoznfForpur Society's H. E 
School 

16 City School, Nagpur. 

17-3 Raipur High School. 

Ooiiveiil School, Rangoon. 
17-6 Kesab Academy. 

16-7 City Collegiate School. 

16-8 Bnri.'ia A. C. E. School. 

17 Kesab Academy. 

16-2 Ranchi Zila School. 

18 L. M. S. School, Khngra. 

16 Mymcn.siiigh Zila SclwxA 

16 Burdwan Raj Coilegialc 
School. 

16 New Indian School. 

18 Garden Reaeli School. 

14 Dacca Collegiate School. 

16-1 Dumka Zila School. 



licshthabibari ... 

18 

»> 

Guruprasanna 

16-7 

II 

•ladabchtindra 

Jadunath 

Jugiiidrauath 

16-8 

17 

19-4 

It 

Jyotindranath 

16 

If 

Lalitkumar 

16 

!♦ 

Lalitmohau 

16 

It 

Ramaprasad 

16 


Saratchandra 

17 


Taririicharn 

17-3 

10-0 

Sai ma, N audukisorprasad 

If 

Radhanath 

17-0 

ff 

Sarhaiiaoda 

15-6 

Scheppnlmann, Mary 

16" 

Sen, Ahiiinschaudra 


Sodashoo Atmarara Chatye 20 
Sadhu, Nallnbihari ... 17 
Ssgdco Purushotom Ed- 17 
vantroo. 


14 Dacca .luhilec Scluxil. 

14- 8 Rampurbat H. E. School. 

13- 2 Albert Collegiate School. 

16-6 Dhubri High School. 

14 Mymensingh Zila School. 

15- 6 Xrishnagar Collegiate ' 

School. 

15 Piirulia Zila School. 

Ill Bcrhnmuur Collegiate 

School. 

16- 1 Rliagulpur Zila ScIkwI. 

77 Metro|x)litan Institution. 

15- 9 Riijahahyc C()lh'g>''te School. 

15 ilalagar H. 6, E. School. 

11- 3 X rislimigsr Collegiate 

School. 

14- 0 Widnapur CoUegiate School. 

B-'tlmiic Collociiito SchooL 
17 Jara H. E. School. 

17 Dacca Euplal Rughunath 
School. 

21 Sliazadpur H. E. SchooL 

17 Now Indian School. 

16 Private student. 

15 Mymensingh Zila School. 

18 Alliert Collegiate School. 

18 Halisahar H. C. E. School. 
18-S St. Francis Dc Sale’s School. 
lU-k St. ilohn's College S. P, G., 

Rangoon. 

1C Bnrdwau New School. 

16- 8 St. Paul’s Scliool, Darjeeling. 

M-IO Ditto. 

12- 6 Trinity College, Xandy. 

21 8 Private student. 

17 Canadian Mission College, 

Indore. 

20 Private student. 

17 Birbhum SchooL 
17 City School, Nagpur. 


„ Anadiiiath 
„ Anilthhimdhil 
„ Bircndranath 
,, Chaiidic.haniu 
,, CJiatidrabliuahau 
„ Durga)ira.sanna 
„ Harendranuth 
„ llciiudiaiidra 
„ Jagadischandra 

„ Janakinath 

Xailascliaridra 
Xuminikiimud 
Xusilihushaii 
Xcsalichandra 
Xriahiiaiialh 
„ KHliirodchondra 
Xuiijabihori 
Lalitmohau 
Jjaliimohan 
Niradclmndra 
N irii paraachaiidra 
Pramallianath 
Prasonnakumar 
Rnjmnliari 
„ Sambhiinath 
„ Sati-achandra 

„ Safycndranalh 
„ Syamacharaii 

„ Tniilokyamohan 
„ Uppudrniiath 

Songupfa, Aghonia*^h 
„ Baukimhihori 


„ Dwarkaiiath ... 

„ Harciidralal ... 

„ Eisorimohon ... 

„ Lalitmohau 

„ Muhendiunath 

„ Priyanatli 

„ Suryyakumnr .. 

„ ITmeschandra .. 

Set, Nagendranath 
„ Purnachoudra 


. 16 Jagatballabhpur I{, C. £. 
School. 

17 Arkandi K. C. K. School. 
19-3 Metropolitan Institution, 

•iysmpukur Branch, 

, 22-6 Chapra Academy. 

16 Lahore Boys' Iligh School. 

16- 8 I’arjana Mukundauath 

H. E. SchooL 

15 Berhaniporc Collegiate 

School. 

18 Bajshahyo Collegiate School. 

17- 6 Ditto 

17- 3 Xumarklialli Mathuranath 

H. E. SchooL 

18- 9 Rangoon High School. 

16 IVrozcpur 11. K. Scliool. 

10-2 Hiighli Collegiate School. 

18 Private student. 


Jenkin’s School, Cooch Behnr. 
General Assembly’s insti¬ 
tution. 

Ctiandrakonn Jirat H. E.’ 
School 

Monghyr Zila School. 

L. M. S. luslilulion, 
Bhawanipur. 

Burdivaii New Scbnol. 
RandraH. (!. E. School. 


. \ iiu a sa cfitsrttvw 

School, blingiilpiir. 


. Rangoon Convent School. 

... 16 Serarnpiir Union Institution, 
... 16 Senhati II igh School. 

... 16-3 Ruiigpur Zila ScIkhiI. 

... 16 Senhati High Scluxil. 

14 Jehanahad 11. C. E. School. 

... 17-2 Hitanipur H. C. E. School. 

... 20 Silchar High School. 

... 17 Baiigal)n.<(i Collegiate School. 
... 13-4 Dacca Collegiate Scl’ool. 

... 17-1 Nawah’.s High School, Mur- 
shedabad. 

... 15 T. K. Ghosc’s Academy 
Bankipur. 

... 16 Raveushaw Collegiate School. 
... 16-4 Chittagong Collegiate School. 
... 17 Hindu School. 

... 16-6 Bangahasi Collogiale School. 
... 19-6 Xrisiiniignr dil.to. 

... 18-9 Piivate student. 

... 16-8 City Colh'gialc Scluxil. 

... 14-3 Riuigpnr Zila Scliool. 

... 14-2 Dacca Cnllegiatc School. 

... 14 Dillo. 

... 16 Faridpur Zila School. 

... 17 Ranchi ditto. 

... 18-2 Private .stiulciit. 

... 17-6 Dacca Collegiate Scliool. 

... 15 Mefropiililan Institution. 

... 19 Syllict tiovcrumimt High 

• Scliool. 

... 18 Dacca I’ogo.se School. 

15-3 Municipal |iigh School, 
Cliillagiing. 

... 14-6 Diiiiijpiir Zihi School. 

... 10 Rajcliiindra Collegiate School, 
liarisal. 

... 18-11 Santiwli Jalmavi Scliool. 

... 16 Rajchairflra tlollcgialo School, 
Barisal. 

... 16-3 Dacca Jidiilec School. 

... 16-11T. X. Gliose's Academy, 
BanMpnr. 

... 16-6 Dacca CollcjJtTitc Scliool. 


20 llmif) 
13-8 Xalia 


llmigpur Zila Scliool. 
Xaliall. E. School. 

Dacca Ruplal Raghunath 
Sfthool. 

Xaliu il. E. Scliool. 
Alailarijiur H. E. School. 
Hupo Scluxil. 

Mclrojii/'.itan Institution, 
Barahnzar Branch. 
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Set Surendranath ... 16-2 

Slialia Muhammad Nawaj 16-2 

Muhammad. 

Shaikh Ahmad All ' ... 16-6 

Shjrama Charan 16 

810 Sil, Anantanararan ... 10-R 

SiQA;h, Jaduuath ... 16-6 


Sinha, Harimoliaii 

... 16-6 

„ .Tnanendrauath 

... 16 

„ Kshirodkumar 

... 18 

„ Naguiidranath 

... 17 

„ Satiachandra 

... 14 

„ Sital Prasad 

... 18-9 

„ Situ Nondan 

... 14 

Sita Pershad 

... 16-4 

iSita Bam 

... 17 

Sivanandan Pande 

... 16 

Smith, John Graves 

... 16-9 

Som, Atasicliaudm 

... 16-3 

„ Piyarimoban 

... 16-8 

„ Bumuhan 

... 19 

Bamcliandra .. 

... 14-9 

., Satischaiidra 

... 17-4 

Sripati Balaram Misra 

... 17-8 

Sulaiman Muhammad 

... 16-6 

Sunder Sing 

... 18-10 

Sur, Napharcliaudra 

... 16 

„ Suratchandra 

... 14-7 

Sutradbar, Xalicliaran 

... 18-4 

Swann, Albert Edward 

... 16-1 

Syamdeni Lai 

... 17-6 


St. Mary’s Institution, 
Clmudcmagar. 

Haipur High School. 

Sasaornm H. E. School. 

Northbrook School, Dur- 
bliang.a. 

Huglili Collegiate School. 

Mozijfferpore Mookerjeo's 
Seminary. 

Bangahasi Collegiate 
School. 

Baraiagulia H. E. School. 

Arbalia J. V. School. 

F. C. Institution and Duff 
College. 

Barisal Zila School. 

Fatna Collegiate School. 

Chapra Academy. 

Northbrook School, Dur- 
bhunga. 

Chapra Academy. 

MozalTerpur Zila School. 

Philander Smith lustiluto 
Landofir. 

BisUetipur H. E. School. 

Hughli Branch School. 

Bajkuipar Jubilee High 
School, Noakhali. 

Ttamjnirhat H. E. School. 

Bishenpur H. E. School. 

Mon’is H. School, Snm- 
balpur. 

St. Xavier’s Collego. 

Ijahoro Ailchison College. 

Simla Bengal Academy. 

Metropolitan Institutiou. 

Dacca Jubilee School. 

Calcutta Free School. 

Arrah Zila School. 


Syed Ahdus Shakoor ... 19-6 
Syed Mohammad Ali Shah 14-6 

Syed Muhammad Ishaq ... 16-4 
Syed Muhammad Shore ... 14-6 


840 Syed Biyasat Ali ... 16 

Talapatra,* Jogeschandra... 17-4 

' 'Taldt Bomauath ... 14 

Tan-abur Bahim Ahamed 14 

Towari Chandranath ... 14 

TheOyafr ... 19 

Tiwari, Hazari Lai 17-3 

Tiwari Sukh Doo ... 16 
Tulloch, Charles ... 16-9 

U. Bai Bhajur ... 19 

860 Varmasarada Prasad ... 18 

Vonkatarao Govind K. ... 23-8 


Vertannos, Carr Aratoon... 16-1 

Vishnu Xrishnaji Vaidya 19-3 
Visliwanath Sakharam 18-3 
Joshi. 

Vonliintzgy, Herhta-t „ 14-11 

Woman Balwant Dingan- 17 
kar. 

Watkins, George ... 16-6 

Wazid Ali ... 16 

Werapcrmall, A. A. M. ... 16 

860 Wight, Cyril 11. ... 17-7 

Wright, Arthur Underw'ood 17-11 

Xavier, George ... 18 

863 Yakub Beg 16-10 


Patna City Sol 
Jabalpur 
School. 

Gaya Zila Sch 
Calcutta Modi 
Blia^lpur Zil 
Bajshahyo 
School. 

Balasore Zila £ 
Calcutta Madi 
Pakur H. E. 8 
Bangoon High 
Sogar High Sc 
Nagpur High £ 
Bishop Cotta 
Simla. 

Shillong Mist 
School. 
Mozafforpur 
Seminary. 

P. C. Institutio! 
St. Paul’s Schc 
ing. 

Teacher. 

City School, Na 

St. Joseph’s Bo 
Day School, ( 
Canadian Missh 
Indore. 

St. Paul’s Hi 
Bangoon. 
Bipou Collegiah 
Trinity Collego, 
La Martinierc ( 
Philander Smitl 
Londour. 
Bangoon High £ 
Central Mode 
Lahore. 


Senate House, ^ A. M. Nasii, 

Thi ^Ih April 1891. Off'g. liegu-li 


Orders l?y the Vice-Chancellor and Syndicate of the Calcutta University. 
The undermentioned eaudidates have passed the following Medical Examinations:— 

PnGLIltlNlBT SclBItTIFIC, L. M. S. 

In Afpiabeiieal Order. 

Bandyopadhyay, Charuchandra... Medical College. Mitra, Barnacharan ... Medical College, 

„ Harituraa ... Ditto. „ Satiachandra ... Ditto. 

Basak, Madhnsudan ... Ditto. Mukhnpadhyay, Jaminikanta Ditto. 

„ Bamlal ... Ditto. Hag, Gangakanta Ditto. 

Basu, Bimanbihari ... Ditto. Pal, Prabhusnath ... Ditto. 

ChaliUa, Laksbmiprasad ... Ditto. Bay, Jogindragoiwl ... Ditto. 

Baa, Sarndapraaad ... Ditto. Sadhukhan, Pbakirchandra Ditto. 

Be, Jaygonal ... Bitto, Sanyal, Ni.sinatb ... Bitto. 

„ Sutisebandra ... Ditto. Sarkar, Saradakanta ... Ditto. 

Fox, Helen A. ... Bitto. „ Suresebandra ... Ditto. 

Gangopadhyay, Knlidaa ... Bitto. Sen, Jyotisebandra ... Bitto. 

Ghoah, Satyendixuatb ... Bitto. Som, Bajaninatb .. Ditto. 

Mandal, Saiiacbaudra ... Ditto. 

Fibst L. M. S. 

In Alphahttieal Order. 

Bandyopadbyay, Bipinbihaii Medical College. Mukhopadhyay, Megnath ... Medioal College. 

BbatUtcharyya, Suresebandra ... Ditto Bay, Banamsli ... Ditto. 

Alukhopadhyay, .(ajneswar ... Ditto. Sen, Surendranath ... Ditto. 

Eshotrapada ... Bitto. 

Second L. M. S. 


In Alphabetical Order, 


Bandyopadbyay, Amarnaih ... Medical College. 

„ Pramathonath ... BUto. 

Basn, Jogindranath ... Bitto. 

Chattopadliyay, Binaykriahna ... Bitto. 

„ Heraantakumar ’ Ditto. 
Chandburi., Bhagabalikumar ... Ditto. 

Batta, Surendranath ... Ditto, 

(jhosb, Harendranath ... Ditto. 

Senate House, 

Tie 4th April 1891 


Madak, Eedarnath ^ ... Medical CoHrge, 

Mukhopadhyay, Bra^’a- • Ditto, 

krishna. 

„ Sasanka* Ditto, 

mob an. 

Nandi, Chunilal ... Ditto. 

Sen, Hemchiudn ... Ditto, 

A. M, Nash, 

Ofg, Begifirar. 
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List of Candidates who h^ive obtained Middle Scholarships and Free Studentships 

in the Behar Circle lor 1891. 


Hama. 

Abdul Jabbar ... 

Brinda Prasad ... 
Dost Mohamad Khan 


Patka. 


Sohool. Name. 

MIDDLE l-.NGLISH SCHOLAESHIPS. 

Lodikatra M. E. Aradh Kisliore 

Shiva Dujal Alai 
• SAStTR. 

Gopalgonj M. £. | LrI Bahadur Lai 

CBVurA.a,vtr. 


Scliool. 


Ota, 


Bettiah Baj M. S. 


Eamaan Ali ... 


Gya Cheap M. E. 
Nowadah M. E. 


Gopalguaj M. E. 

Municipal 


Muzutfebpitb. 

... BiUmarhoe M. £. 


f 


Gunwaut Lai . 
Jugal Kisboro 


Jai Frakash 

13lIAaAI.FUB. 

Baadeo Narayan ... Ma.lhopxira M. E. 

Biaheawar Chatterjee ... Supoul M. E. 

SoRTBAI. PEBOUNNAns. 

Charu Chandra Mukherjoo... Sahebgunj M. E. | Mou Mutha Nath Ghoso ... 

Malvab. 

... Nawabgunj M. E. 1 Banomali Dub 
MIDDLE VEENACULAE SCHOLAESHIPS. 

• Patna. 


... Motibari 
M. E. 

DaBBBANOA. 

... Madhubani M. £. 
Monuhtb. 

... Jamui M. E, 


Abdul Karim Biswas 


Enm Bilas Singh 
Satya Narayan Singh 
Amrit Lai 
Earn Kailas Singh 

Fariduddin 
Kaj Kishorc Lai 
Bansropan i ewari 

Sheo Nandan Prasad 
Earn Briksha Tewari 

Bam Saran Bam 


Dip Narayan 
Siidhu Saran 
Dip Narayan 

Abin Mohamad 
.lugal Kiaho'e 
Bhagwat Singh 
Gorakh Upadhyk 

Mangal Franad 
Bail ^ ath Oiha 
Bin^ Prasad 
Bhugwat Singh 


Jhoona Lai 

Baj Narayan Singh 


Jadu Nath Sohai 
Tofa Lai 
Mxinalini Ghosa 


Kcsho Lai Saha 
Sahdao Singh 


Lai M. V. 
Ditto. 

Manair M. V. 
Ditto. 


Shiva Singh 
liechu Earn 


Arwal M. E. 

Ditto. 

Aurangabad M. E. 


Bansi Lai 


Puraa Chandra Mukherjeo.i. 
Jogei.dra Chandra Boyra ... 
Pnrnanand Boy 
Harish Chandra Pol 


Gouri Saiikur ... 

Gta. 

Amrit Enm 
Kali Chnran Singh 
Bcdu Earn 
SnAliAnAD. 

Nimcj M. V. Moho&h Earn 

A r rail Agarwallaii’s 

M. E. Mngal Jan 

An ah A gar wallah’s 
M. E. Bam Surat Singh 

Sabun. 

Chumah Model. .7ai Giyvind Earn 

Ditto. Enm Siiighaanu Fnnde 

Harpur M. V. Knlika Prasad Tuwari 

Crumpabun. 

Eagha M. E. Mathura Prasad 

Burharwa M. E- Earn Briksha Singh 

Ditto. 

Madhubau M. E. Earn Yad Lai 

Mozupfbbpdb. 

Garaul M. E. Earn Subhag Singh 

Hajipur AI. E. 

Ditto. Gopal Misra 

MuzufTerpur Dharam* Eamautar Sahu 
somaj M. Y. 

Dcbbhanqa. 

Madhubani M_. E. i Surja Prasad Misra 
Kisbunpur Eaj &1. V. I Bodhika Prasad 

Bhaoalfub. 

Madhepura M. E. Bam L.ai Jha 

Supoul M. E. birsuchi Mandar 

Mansurguni (Qiris’) 

M. V. 

MoNOnTR. 

Jalalabad M. E. | Ohirounji Lai 
' J amui M. E. I Earn Baharan Chowbo 

Pubnbah. 

Kasba M. Y. I Bup Lai 

SONTHAI PeBOCNNAHS. 

Maluti M. E, Kcdar Nath Ghosa 


Mugal Manjhi 
Tribhan Nath Tewari 


Nonihat M. IC. 
Amjora M. E. 
Ditto, 

Godda &1. E. 
Jamtara M. E. 


Tutsi l.>as Gup 
Nimu Tudu 

Ddai Muimn 


Sahebgunj M. E. 
NawabguB} M. E. 


Makamoh M. Y. 
Patna attached 

Model. 

Ditto. 


Gya Cheap M. E. 
Jumhoro M. Y. 

N awada M. £. 


Deliree 
M. V. 

Dehreo 
M. Y. 
Kulhuritt M. Y. 


W orkshop 
Workshop 


Ilathua Baj M. V. 
Manjhi M. V. 
Parsa M. Y. 


Mehsi M. V. 

Motihari Mnnicpal 
M. E. 

Sangrampur M. V. 

Mozufferpiir Dharam- 
somaj M. Y. 
lalgunj Moded. 
Biughara M. Y. 


Eishunpur Baj M. T, 
Bimri Eaj M. V. * 


Col»onB M. E. 
Sultaugunj M, E. 


Kharagpur M. Yfc 
Ditto. 


Kasha M. Y. 


Jamtara M. E. 
lieijniohal M..K. 
Tsijliari • Mission 
M. Y. 

Taljhari Missioa 
M. Y. 
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I^amo. 

Sailcs'i Chandfa Roy 
Ana lit. Lai Dam . 

Fnrrn)i JViith Pramaiiik 
Akhoy CJiandru Xower 
Joynarayau Dus 


Scliool. 


Name. 


School. 


Mai-dait. 


Mathurapiir M. E. 

Barliari JI. 10. 

Alnni|)ur M. V. 

Araidunga. M V. 

Ealigrutn M V. 

FREE STUDENTSHIP. 


Nabndwip Chandra Das ... Maldnh Model, 
t'liaikli Na.iruddin ... Ditto. 

Kiile.sh Oinndni Lala ... Moharajpur M. V. 
liakhal I handrn Salla I junior) Nagharia M. V. 


Rum Dahadur Singh 
Racliu Dehuri 

Raja Ram Tewari 

liiuhua Prasad 

Hrishi Ecsh Mitlcr 

Dliarma Nnravan Saha 
Kishori Kant Saha 


Sakuk. 

Gopalgnnj M. E. I Janki Prasad^ '' ... Chupra Model. 

Chupra Model. ' * 

Cjiumpahtiw. 

Barharwa M. 15. 

MoNunvn. 

•Tamui M. E. I Sheo Knndan Dhagat ... Jamui M. E. 

SOKTHAL PeBOUHNADS. 

Anijora M. K. 

Malpah. 

Maldnh Model. iMohondra Narnynn Moitra... Maldnh Model. 

Ditto. Ilianiani Kanta Suha ... Ditto. 

C. A. Maktin, T.i,.n., 


Bankhth, Me Slat Jlfarc^ 1891. 


Inspector oj Schools, Beltar Circle. 


2 . 

9 . 

4. 


1 . 

2 


1 . 

2 . 

S. 

4. 


1 . 


1 . 

2 . 


List of students who have obtained Middle English Scholarships in the 

Presidency Circle in 1891. 

Calcutta. 


Karayan Chandra Bancrji 


Ananda Chandra Manna 
Anuada Clinran Datta ... 
[^ai.igopnl iTliosIinl 
Sadauaiida Biiatiaeharya 

Shitapuddin .ToarJar 
Nalini Mohan Mukherji 
Kasiswar Sarkar 

7. 


Mukundiilal Saha 
Satisuhaudra Ghush 

6 . 


Hridny Nath Raha 
Ruinnikanta Mitra 
Harau Chandra Bhatta- 
cUarya. 

Asita Cliaran Basu 


Calcutta Model, Eng- i 2. Abinas Chandra Ghosh 
lisli Depart men t. | 

24-rEBauNNAn8. 

Bftwali M. E. I 6. Hurt Gopal Miikhorji ... 

UopaliiBgar M. E. 6. Euiiju BiJiari Jiiunas ... 

Goviudpiir M. E. 7. 8arai. Kumar Datt* 

Ditto. 8. Pyuri Charaii Sarkar ... 

NunoBA. 

Jnyrampnr M. E. 4. Sajia'ih.ar Ba.<tti 

Dclmgram M. E. 5. Bhuliaiic.swar I’al 

Jacnniiulhpur M. E. _ 6. Mani M*>liari liay ... 
Giris Chandra Nandi ... Chagdah M. E. 
jKaaonit. 

Satlktipa M. E. 3. Ga3'a Nath Saha 

Itna M. 10. 4. Matilal Mainknr 

Golaiu Hoson Molla ... Aluhoskhola M. 15. 


Naldha M. E. 

Ititfco. 

Mowbhog M. E. 
Bi.shnupnr M. E. 


KnOT.NA. 

5. 


G. 

7. 


8 . 


Priibha.s Chandra Chat- 

terji. 

Nisi Xunta Mukherji ... 
Latldi Mohuu Gliosh ... 

Girindra Nath Banerji... 


MoOBSUSnADAP. 


Dobendra NathDe ... Talibpur M. E. 12. Hart Charan Pramauik 

8. Suaadliar Biawas ... Palkabari M. E. * 

Hazahibaoh. 

1. Thakar Gobardhan Lai ... Ichak M. E. 

LonABDUGOA. 

Patnoharan Laf ... Lohardtigga M. E. 3. Nirmal 

William ... Ranchi, s. 1'. O. St. 

Paul’s Mission. 4. Johan 

Manbhoom. 

1. Goshtha Bihari Chatlcrji ... Raghunathpur M. E. 


Calcutta Model, Eng¬ 
lish Department. 

Gopal nagnr M. E. 
Itujilipiir M. E. 

Ditto. 

Karunjuli M. E. 

Naludah M. E. 
Aiiilasiularpur M. E. 
llarinaruyaupur M. E. 


Sailkupa M. E. 
Lakshuiipasa M. E. 


Ghatbhog M. E. 

Gadadhar M. E. 
IChulna K. L. Insti- 
tution. 

Nakipur M. E. 


Bhagirathpur JJ. E. 


Ranchi, G. E. L. Gos 
nor’s Mission. 

Ditto. 


List of students who have obtained Middle Vevnagular Scholarships in the 

Presidency Circle in 1891. 

Calcutta. 


1 . 

2 . 

9. 

4. 

6. 

G. 


Knnailal Nag 
N niti lihushan Batiu 
Briitdiibau Chandra Gan- 
guli. 

N agendra'NathGhosh... 

Amod Krishna Bagchi ... 
tSurondru Nath Das ... 


Ahiritola Pathssla. 
SyambsHar M. V, 
Ditto. 

City _ Institution 
(Chnm^ialula.) 
Ahiritola Palhsala. 
Bowbazar M. V. 


Ilciii Chandra Qhosh 
Bircndra Nath Ghosh ... 


AJtiritola 
J'athsala, 
Bowbazar 
M V 


Free 

atudont- 

ships. 


9. Surendra Nath Haidar 

10. Jogendra Nath Banerji 

11. Amulya Charan Pal 

12. Binod Bihari Knndu ... 

13. Basadhar Bhattacharya 


Onlcutta Model, 
Vernacular De¬ 
part menu 

Ahiritola Path- 
sala. 

Calcutta Model, 
Vernacular De¬ 
partment. 

Ahiritola Path- 
sala. 

Kalighat M. V. 


p. 

a 
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24*FBHaT7NMl.HS. 

1. Haridas Basu ... TaW Government. 4 . Jaladhar Mnndal ... Dliankuria M. V. 

1. Aintosh Mukheiji ... KhardahaM. V. 6. Mrinal Cliandra Cbattorji Dtikshincflwar M. V. 

S. Jnanendra Nath Mitra... KajparM. Y. .6. Hari Durlabh Muklicrji Khardalia M. V. 

7, Sorendra Nath Ohoah ... Barrackpur Government. 

Nvvdsa. ' 

1. Tara Nath Banerji ... Ula M. £. 

Jbssobb. 

1. Anadi Nath Banerji ... KaralM. Y. I 2. Mntuhar Hosen Mian ... Magura M. Y. 

MoOBSHBDaBAD. 

X. Jagat Baudha Mandal... Saiflabad Model. I 2. IJmspudaDaB Jemo M. Y. 

8. HamanatB Das Gupta ... rancblbupi M. Y. 

^ IlAZABtBAOa. 

1. Sib Nandan Bai ... Hazaribagh Model. 18. Durga Prasad ... Haznribagh Model. 

3. Ajodhya Prasad ... Husir Model. 

. Lohabdugoa.. 

1. Bam Bhajan Bam ... Banchi M. Y. 12. Molai Bam ... Qarhwa M. Y. 

SlNOIIHOOM. 

1. Bishnu Charan Misra ... Bahoragora M. Y. 3. Surja Narayan Sarkar... lluldipukiir Model. 

2. Bidyadhar Shaw ... Ditto. 4. Purua Chandra bhaw ... Manusmuria M. Y. 

MaNBHOOU. 

1, Chandra Sokhar Patta- Madhntati M. Y. 3. Kali Oharan Das ... Bagbunathpur M. E. 

naik. 4e Triloelian Dus ... Olteintna Model. 

2. Behorilal Sarkar ... Chclama Model. 6, Bamonauda Cliakravarti Tuuturi M. E. 


List of students who have obtained Upper Primary Scholarships in the 

Presidency Circle in 1891, 

, Calcutta. 

1. Jagat Bandhu Das ... Bangotshahi U. P. | 2. Panchanun Datta ... Calcutta Eovcr'.s. 

24-FEBOrNHABB. 

1. Nanilal Nandi ... Hanamalipur Circle. 6. Glianasynm Cliakravarti Fntigoda Circle. 

2. Hidhubliuslian JIaldar ... Kamarpolo 11. P. 0. Sita Nnth Pyne ... Dona U. P. 

8, Biiiod llihari Bhatta- Hausuri U. P. 7. Herojtulla Alundal ... Miikiin<lakati IT. P. 

charra. 8. Bhut Nath JVlistri ... Chaudbhassa U. P. 

4. Bijay Madhab Samouta Bodai U. P. 

NUBUEA. 

1. Baku Balliibh Sarkar ... Matlmrapur TJ. P. 3. Bajemlra Nath Chakra- T.nIberia (Kalidaspur) 

2. Asutosh Kurmakar ... Jashra U. P. varti. Tt. P. 

, 4. Girindra Nath Mandal... Euppur U. P. 

Jessobs. 

1. Knlabhushan Sarkar ... Bhagabailnagar U. P. | 3. Nibaranelmiidra Miiklierji Jangalbandal LT. J‘. 

2. Adya Nath Majumdar ... Satikarpur U. P. 4. Ammdachunm JUukherji Uzalpur U. P. 

6. Ibrahim Dhabak ... Bongong U. P. 

Bhulea. 

1. Ambikacharan Das ... Chliiighoria U. P. 3. Knnja Bihari Basu ... Akrukliola U. P. 

2. Bankimchandra Sinha ... Fingri LT. P. A Kiimari Kshirod Basini Moliesvrarpassa Girls.’. 

Mujumdar. 

Moobbeedabad. 

1. Kanailal Ghosh ... Jagaipur U. P. 3. llukrnnchamnialdar ... Mahubi (new) U. P. 

2. Gaur Sundar Saha ... Mahula (old) U- P. 4. Bholii Nulh Ghoih ... Teya U. 

• 6. Param Sukh Datta ,. Sijgram U. P. 

DAZABlBAaH. 

Mahabir Prasad * ... Mailbazar U. P. 12. Urbaualh Bam ... Saundha IT. P. 

Lohabdugga. 

1. Bankim Das Banerji ... Banchi Bengali U. P. 8. Jagnnnath Bnm ... Chedri U. P. 

2. Gobiud Soron Bam ... Chaiupnr U. P. J 4. Adilya Prasad ... BariU. P. 

SlNOBHOOM. ^ • 

1. Baj Ballabh Shaw ... Purulia U. P. 

Maebhoou. 

!• JajnoBWor De TolajuriU. P. | 2. Jugal Kisor Dntla ... GopalpurU. P, 

3. Nitaichandra Sadhu ... Dhobuu U. P> 

Calcutta, Kaduika Piiasaniva Mi’kiierji, 

TAe 6^A April 1891 . Inspector of Schools, rratdeucy Circle. 


NOTIFICATION. 

It is hereby notified that for the next Half-yearly Departmental Examination of Assia^nt 
Magistrates and others, which will commence from Monday, the 27th April 1S91, there wilTbe 
two centres in the Chittagong Division, viz , one at Chittagong for the examinees employed in 
that district and in the districts of Noabhally, Chittagong IliJl 'IVacts, and the S.outh Lushai 
Hills, and one at Comillah for the examinees employed in the district of Tipperah. ^ 

W. B. Oldham, O/^. Commr. 

CouMn.'B OFFipi, Chittaqono, /he Is/ April lb91. 
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Pleadership and Mookhtarship Bzammations. 

TB-B WAoBing is a list of the candidates who have passed the Mookhtarship Examination 

held on tho 2ith, isutli and 26th February last:— 


■Roll Numhor. Nome. 

5 Radha Karita Das. 

10 Pipin Oiinridra Kormokar. 

11 Annoda Charan Sen. 

18 Chandra Kumar Datta. 

20 Arabika Charan Gope. 

23 Kashish Chandra Patitundo. 

25 Harau Chandra Chattopadhya. 

27 Prosunno Kumar Sikdar. 

29 Sati Prosunno Chakrabarti. 

32 Bndha Charan Patitundo. 

31 SU'. !:inath UoKC. 

89 Chandra Kanta Chakrabarti. 

^ Makhau Lai Mukherjee. 

^ Hem Chandra Sarkar. 

44 Peari Lai Singha. 

45 Upendra Kumar Laik. 

47 G:>l)inHa Frosad Chatterjee. 

51 Kc Ghose. 

53A Jodmiaih Banerjea. 

54 Jadu Nath ISiswas. 

C6 It am Kamul Banerjea. 

57 Shahuinat Hassaiu. 

62 Diga Raj Banerjea. 

64 Bunwari Lai. 

70 Ramasray Lai. 

71 Tulai ProRiid. 

73 Baranasi Prasad. 

75 XTdit Narayan Tewari. 

80 Mohamud Yagub Ali. 

83 Bhahendra Nath Sen. 

81 Nabin Chandra Samanta. 

85 Adhur Chandra Kay. 

86 Aahutosli Maziimdar. 

91 Ilam Brahma Basu. 

92 Brajemlra Chandra Missra. 

97 Hari Narayan (Biosh. 

99 Nanda Lull (.'hattapadhaya. 

100 Sheikh Kaliim Bux. 

101 Hari Das Majhila. 

101A Galiind Pruaad Hay. 

1010 Satish Chandra Das. 

lOlE Ashatosh Singha. 

lOlG Karnray Alain. 

101 H Jodn Nath Mukhapadhaya. 

1011 llatn Ilaii Mnkherji. 

101K Kartik Cln-mdra Roy. 

lOlL Hit Lai Bhattacharya. 

lOlO Krishna Chnudra Jas. 

105 Aumida Kumar Gupta. 

lOG Akhil Chandra Chaudhuri. 

107 Deni Madhab Kanuugoe. 

110 Uashmat Ali. 

112 Tara Kanta Nag. 

114 Nabiii t'i^aiidra De. 

IIG Nityananda Saha. 

117 Lalit Kumar Barua. 

120 Akhil Chandra De. 

125 Shaker Ali. 

129 Isri Prashad. * 

132 Akhonri Joy Kumar Lai. 

139 Kaiyan Singh. 

139F Ham Charan Lai. 

143 MArkand Paul. 

147 Diirga Charan Mahapatra. 

151A Nilmoni Lala. 

153 Jnaueiidra Nath Guho. 

156 Tasadaque Hussen Khan. 

158 Parboti Charan Boau. 


I UoU number. Name, 

159 Jodn Nath Chatterjee. 

lOS KazOnuddin Ahamed. 

164 Loke Nath Chando. 

163 Nishi Kanto Mnkhopadhya. 

169 Krishno Chandra Kor. 

171 Baj'Behari Chatterjee. 

175 Baroda Kanto Bhumik. 

176 Prosono Kumar Pal. 

177 Mohamed Arip. 

180 Prosono Kumar Roy. 

18G Prosonno Kumar Shome. 

189 Uma Kanto Hoy. 

190 Jamini Nath Bosu. 

193 A Bzahar Bhuiya. 

195 Srish Chandra Baneijee. 

19C Bhabaui Mnhan Kar. 

198 Chitrngiri Pain. 

203 Ameeruli. 

206 Manik Chandra Guha. 

210 Kaj Kumar Nandi. 

213 Hash Rihari Chaki. 

2,17 Ujiruiidin Sarkar. 

218 Kailash Chandra Mazumdar. 

221 Kirti Cliandra Jha. 

222 Pratap (’liaudra Dass. 

2^3 Tariiii Cliaraii Bisvas. 

224 Hriday Nath Bisvas. 

225 Cajeiidra Naraia Chakraverty. 

220 Sasi Kumar Bisvas. 

227 Nishi Xaiita Chakraverty. 

228 Khirod Nath Hay. 

233 Baniandiis ('hakraverty. 

234 Nikunjii Bchari Bandapadhya, . 

235 Pratap Chandra Das. 

242 Azhar Hussain. 

243 Karamat Alii Khan. 

248 Bishunpat Sahai. 

249 Debi Purshad. 

251 Haraesher Deyal. 

257 Jawahir L il. 

258 Ambika Parahad. 

258A Khalilul Jlahman. 

2(i0 Akshay Kumar (Jhosh. 

2G4 Aiiuada Prasad Santra. 

271 Ram Padu Chosh. 

272 Mobendra Nath Haidar. 

273 Annada Charan Chokravarti, 

276 Hajani Kanta Ghosh, son of Guru*, 
das Ghosh. 

278 Bonwari Lull Chatterji. 

279 Kali Nath Uuldar. 

282 Tartik Chandra Chokerbutty. 

283 Hajani Kanta Kar. 

286 Bhabeudra Nath Dutta. 

287 Ashutosb Bosu. 

288 Rama Prosad Siuba. 

289 Mahirulla Sbeik. 

291A Nasimuddin Sheik. 

291B Sheikh Amaruddin. 

291D Sham Lai Baudhapadhaya. 

292 Kuloda Prosad Bandopadhya. 

293 Mukunda Lai Neogi. 

295 Hajani Kanta Ghose, eon of 

Sarada Prasad Ghose. 

302 Bhupati Banerji. 

307 Prasanna Kumar Bhattacharj. 

809 Rajnaran Das. 

S17 Kartik Chandra Siuha. 
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Boll Ifumbor. Namo. 

319 Harendra Lai Das ‘Bairagya. 

822 Bishim Chandra Sanyul. 

325 Bhairah Ohandrs Ohaudhury. 

827 llubi Lonhan Laskar. 

S2B Krishna Kumar Kahali. 

829 Akbar All Meah. 

830 Shib Doyal Pal. 

831 Mobnrak Ali Khan. 

383 Jadub Chandra Miyumdar. 

836 Fomnan Ali. * 

337 Puma (^landra Roy. 

839 Pishvambar Chakravarty. 

340 Nabin Kishore Chakravarty. 

843 Eailash Oliandra Karmakar. 

• 344 Br. jendra Kumar Mukhapadhya, 

345 Gooinda Kishore Sadhya. 

348 Krishna Stindsr Karuiakor. 

849 Nanda Kishore Dutt. 

352 8yed Abdul Samed. 

854 Abdul Haiuid Khan. 

855 Abdul llakim. 

856 Amiruddin Bhua. 

859 Annada Cnarau Mukhopadhya. 

8G0 Bailiuiita Nath Ohakravarty. 

861 Dcbi Das (jbose. 

3GlA .< Gobinda Chandra Do. 

3610 Ratn C'laran Khan. 

861E Keshab Lai Cliaudhury. 

SGIG Moliesh Chandra TJkil. 

861K Kamiiii Kumar Chaudhury, 

3010 llam Kishore De. 

361P TTpendra Chandra Roy. 

367 Heiiary Chattapadhya. 

376 Joy Chandra Nath. 

880 Maijiiddin Ahmed. 

386 Chau'ira Kumar Sen. 

.389 Sasi Mi *iuu Mojumdar. 

395 Mohamad Diem. 

397 Asrof Ali. 

398 TJdoy Chandra Nath. 

401 Maliammad Al'ak. 

403 Anwaruddin Ahmad. 

404 Ruhimuddln. 

405 B Nazirtiliali. 

408 Mahamid Fasiiuldio. 

415 ‘ Ram Bhnjuo Sinha. 

417 Waiziil Dug. 

418 Bch»ri Lai. 

419 Fateh Bahadur. 

423 Kali Charan Lai. 

426 Ram Auoograh Sahai. 

427 Sheo Nandau Sahai. 

428 Ram Pershad Lai, son of Kali 
Lai. 

429 Ram Pershad Lai, son of Timul 
Sahu. 

483 Udit Naraynn. 

434 Mohonicd Ishaq. 

486B Ganga Sahai. 

486U Ganesh Lall. 

441 Krishto Boudhu Bhaumik. 

444 Pi-oshonno Kumar Chatterjya. 

453 Kutbuddin Akhoiid. 

456 Dyanatullah Mandal. 

4560 Sriuath Dash. 


Roll Number. Koine. 

457 YuBufuddin Sarkar. 

457A Mahomed Safir. 

457 B Maiiomcd Bader. 

457E Sheik Fazl Imaii. 

457G Akohav Kumar Ghose. 

45711 Tharu Lai. 

4i>8 Beni Madhab Sar. 

459 Mali.irat'd Isak Chowdhuri. 

46^ Tara Kaiifa Moitra. 

4:53 Bhavani ('handra Bbattacharjee. 

465 Ainmidiii Kholipa. 

4(56 Golziir Miali, 

473 Promotlia Nath Seromoni, 

474 Bejoy Krishna Roy. 

476A Navaddip Chandra Chowdhuri. 

478 Basantu Kumar Ghose. 

479 Nil Ratan A1 ukhopadhya. 

481 Raaik Chandra (Juha. 

485 Mohorned Asrafuddin. 

495 Moiiendra Naran Singha Buy. 

497 Bliarat Chandra Snnyal. 

498 Akbar II osriii Khan. 

501 Madboh (Chandra Das. 

507 Tara Kanta Cnokerbutty.* • 

598 llajani Kanta Gliose, 

51<3 Rajani Kunta Barker. 

517A Joyiioudditi Abomed Sarker. 
5l7B. Toizornddin Ahomed. 

518 Shankar Sahai. 

519, Mahamed Isa. 

522 Ajodliya Pershad. 

j 52G Hira Ijal. 

D29 Hanuman Pershad. 

533C Kailas Chandra Biswas. 

634 Turak Chandra De. 

535 Akhoy Kumar Nath. 

539 Chandra Kumar Das. 

541 Mdhiui Cliaudra Das. 

542 Banga Ciiandra Das. 

514 Toharak Ali. 

549 Tafazzal Ilosau. 

654 Korhan Ali. 

555A. Moiiiiii Muhau Nandi. 

569 Kiila Nuud. 

579 Jyotirnifiya Miikerjee. 

580 Ilira Lai Mandal. 

581 Radharamati Mukerjee, 

582 Abiml^h Chandra Banerjee. 

583. Akhil Chutulra Hazra. 

685 Srish Chandra Mitra. 

586 Ganga Churan Banerjee. 

588 Makhou Lai Bhattacharjya. 

589 Ham Nath Samouta. 

600 Jogesh Chandra Chatterjee. 

603 Prubhus Chandra Basu. 

604 Jnanundra Chandra Basu. 

605 Ashutosh Mukerjee. 

609 Akbtar llossain. 

610 Pancabiiau Banerjee. 

612 Akhoy Kumar Bhattacharjya. 

614 Kiinja Behsri Basu. 

615 Kartic Chandra De. 

618 Kali Prasanuo Mukerjee. 

619 Bhabcndra Nath Chatterjee. 

620 Hari Charau Das Karforma. 


Henry T. Hyde, 

Sterttary to the Board of Examiners for ^leadership and Mookhtarship. 
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Yearly Examination for Fourth Grade Accountants. 

Tbb yearly examination of candidates for the fourth grade of Accountants, Public 
'Works Department, will be held at the Civil Kugineeiing College, Seebpore, ou Monday and 
Tuesday, Ist ai\,d 2nd June 1891, at iU-oO a.m. 


SUBJECTS. 



Full marlu. 

Hlniinum paw 
marks. 

■Writing (neatness, clearness and rapidity] 

100 

60 

Dictation (spelling, punctuation, &c.} ... 

100 

' 60 

Arithmetic (whole course) ... 

240 

160 

Mensuration (a) fwhole book) 

. CO 

80 

Book-keeping (6) ^Alercantile) 

100 

50 

Total 

600 

400 


Minimutn required id aU 
papora uulluutivoly. 

(a) Todhunter’s Monmiration for Ro^nnern. 

(o) “ Book-keeping” by Boll and llainilton. 

“ Book-keeping” by double and eiuglo outry by W. InglU (CTiambor’s Kdncational Course). 


The marks gained by candidates who fail will nol be publisfittl, 

1. The examination is hold annually at the Civil Engineering Collt^ge, Seebpore. ou 
the first Monday in June. The examination will be conducted either at tlie College or bv an 
Examiner, Public Works Accoums linuluding Railway and Telegraph), in Bengal, Assam, 
and Burmah only. 

Candidates will not be examined in any of the Calcutta OlTice^. 

2. Candidates not in Government employ who wish to be examined at the College must 
forward their applications direct to the Principal; those trnfiloyed in Government offices 
through the head of their office, who will forward the application to the Principal. 

All applications must reach the Principal 30 days before the <late of exaniiaation. 

3. The candidate should apply to an Examine* of Public Works .Accounts not later 
than SO days previous to the date fixed for the examination, and obtain iiis consent to con¬ 
duct the examination if examination ar the College is not convenient. The application must 
be forwarded by the candidate, not direct to the Principal, but through the Examiner. 

4. All applications must be accompauied by a fee of Bs. 10 and tlie following certi¬ 
ficates. 

Certificates may be submitted in original, or true copies attested by an officer of the 
Engineer or Accounts Branch, but none will be returned: — 

(1) Certificate of good character signed by applicant’s immediate official superior, 

or by the instructor under whom he has been cdiicuti d, or by some other 
superior under whom he may have been br«)ught up or employed, or to 
whom he may be well known. (This certificate must have special reference 
to the two years immediately preceding the application). 

(2) Certificate that candidate is under 25 years t)f age (not reqi^ired if candidate is in 

permanent (iovernment employ, or an employe under District Boards). 

(3) Certificate that the application is in candidate’s handwriting. 

It will rest with the Principal of the College, on a consideration of these certificates, 
to decide whether the candidate should be registered for the examination or whether hia 
application should be rejected. 

5. Copies of examination papers arc not procurable except those that are issued for 
examinatiou. These need not be returned. 

6. Each examinatiou is oompleie in itself. A candidate who has failed in an exami¬ 
nation, and presents himself for examination on a subsequent occasion, must undergo the 
full examination, and furnish a fresh fee and certificates. 

7. Passed candidates should apply, .not to the Principal of the College, nor to the 
A'ccountant-General, Public Works^ Department, but direct to the Examiner of Public 
■Works Accounts in the Province or Railway under whom they mtf desire to be employed. 

8. It must be distinctly understood that the pas&ing of this examination does not give 
any claim to an appointment, and that in making appoiutmenta reference .will be given to 
qualified persons who are already employed in the Department. 


SaxnpoBB, tht Qih April 1891. 


S. P. Downing, 

Principal, Civil Engineering College. 
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NOTIFICATIONS OF THE BOARD OF REVENUE. 


• No. 452B. 

Noticb i» hereby given that the Fifth Sale of Opium, the Provision ef 1888-89 
Trill be held at the Government Opium Sale-room, No. 2, Bankshall-street, on Mondav’ 
the 4tb May 1891, at 11 a.k^, and Trill comprise 4,750 chests, viz.— ' ’ 

Opium manufactured at the Patna Factory 

Ditto at the Ghazeepore Factory 


Total 


2nd. —The general conditions of the sale noTV advertised Trill be the same as usual. They 
may be ascertained by reference to the Notification issued on the 27th November 1890, and 
published in the Oovernment and Exchange Gazettes^ or on personal application at the 
Office of the Board of Revenue. 

3rrf.—The latest dates for deposit and clearance Tvill bo the 9th and 19th May 
1891 respectively, that is to say, no Bank of Bengal Receipts, Government Promissory 
Notes, or other public securities that may be tendered for deposit in redemption of 
Promissory Notes given by purchasers in the sale-room Trill be received after J-30 p.m. 
of Saturday, the 9th May 1891, and no Bank of Bengal Receipts in full payment of 
lots Tvill be accepted after 3-30 p.m. of Tuesday, the 19th May 1891. 

4<A.—In addition to the quantity above advertised for sale, the follonring quantities, 
more or less, of the Opium manufactured at the Patna and Ghazeepore Factories Trill be 
brought to sale up to December next, about the dates specified bcloTV. The ^oard of 
Revenue, hoTrerer, reserve to themselves the right of altering these dates should circumstances 
render it •npedient to do so 


Chest*. 

... 2,250 

... 2,600 


... 4,760 


Dates. 


Mn.nnfnof-urfi<l at 
tbo I'utna Factory, 
about chestH. 


NlaTinfacturixl at 
the (vhazoo^ioro 
Factor3', about 
choBtu. 


Totnl, 

about chests. 


On or about Wednesday, 3rd .Tune 1891 
On or about Thursday, 2tid July 
On or about Monday, 3i'd August 
Oir or about Wednesday, 2iid September 
On or about Thursday, 1st October 
On or about W^edno.sday, 4th November 
On or about Wednesday, 2ud December 


Total 


2,2.50 

2,500 

4,750 

2,250 

2,500 

4,750 

2.250 

2.500 

4,750 

2.250 

2,500 

4 750 

2,250 

2,500 

4.750 

2.250 

2,500 

4,750 

2.250 

2,500 

4,750 

15,750 

17,500 

33,250 ■ 


' By order of the Board of Revenue, li. P., 

K. G. Gupta, Secretary. 

Board of Krvsnitr, L. P., Fort Wii.liam, the Z\itt March 1891. 


Statement ahotcing the Importation of Salt (prioate property) in bond and afloat on the Hirer 
HoogAly, aubject to Cuitoma DutVy on the 31«/ March 1891. 


DcsoamroH OP Salt. | 

Goverumeot 

iroitthfc. 

Private itoUtiM. 

• 

A Boat. • 

Total. 


Mds. 


Mds. 

Mds. 

Liverpool Punga 

12,04,516 


98,937 

13,03,453 

Bombay Kurkutch ... 

Arabian and Persian Gulfs Kur- 

49,093 


... * a 

49,093 

kiitch and Muscat Rock 

4,74,387 



4,74,387 

Aden Kurkutch 

4,23,926 


• • • - • 

4,23.926 

Hamburg salt 

26,778 

1 


26,77.8 

Ceylon salt 

9,657 


. 

9,657 

Total 

21,88,357 

1 

98,937 

• 22,87,294 

• 


By order of the Board of Revenue, Ij. P., 

J. ScoBELi. Armstrong, Collector of Cuatoma. 
OuiTou UouBs, Oaicutta, the 7ih April 1891. 
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Notification umler Section 30 ofi Act XII of ISS'Z {The Indian Salt Act). 

In exercise of the powers conferred hy the 2iid paragraph of Notification No. 709, dated 
nth February IH88, issued by the Governor-General of India ^ Council (in the Department 
of Finance and Commerce), under section 28 of ActXlI of 1882, and published at pages 67— 
72 of the Cnzelte of India, dated 1 1th February 1888, the Commissioner of Salt, Abkari, and 
Separate llcvcnue, Madras I’rcsidency, under section 30 of Act XII of 1882, authorizes 
the person named below to exercise the powers of a Salt Uovenu'e Officer : — 


Lopalitj. j 

1 Hank. j 

1 Powers to bo con¬ 
ferred. 

1 Hemabes. 

- ■ - I j 1 

Piilasorc Circle ... Silur Klian ... 1 Tliird grade }>coii| Salt Itevonuo 1 

OUicer. 

Vice Slieik Salim, dis. 
niis.<ied. 


E. Millett, .-i.’i/iiHtant Secretary. 


ELECTION OF MUNICIPAL COMMISSIONERS. 


NOTIFICATION. 

It is hereby notified for .general information tliat at the election held, under section 27 
of Aft HI (H.C) of 1884, on Friday, the 20th March 1891, llabu Hhahuni Nath Chukerbutty 
hiis b^en elected a Comniissioner for Ward No. 11 of the Sherpore Municipality, in the 
district of 13ogra, vice Babu Ilurish Chandra Chaudhury, deceased. 

Haki Moucn Chandka, For Commr. 


K OTIFIC ATION. 

It is hereby notified for general information that a byelection will be held on the 26th 
May next in Ward No. Vi of the Goverdnnga Municipality, in the district of the 24-Per- 
gunnahs, for the purpose of eleeting a Commissioner for that Ward in the place of Babu 
Trailokhya Taran Choudhury, deceased. 

r A. Smitu, Commissioner. 

CoMMR.’s OrriCE, Pbesy. Divn., Calcutta, iheli]st March 1891. 


liEltATUM. 

In the notification, dated 7th March 1891, published at page 267, Part I of the Calcutta 
Gazette of the 11th idem, containing the names of the gentlemen elected to be Commissioners 
of the Sewan Municipality, in the district of Sarnn, for 8heikh Abdul Rahman, Mukbtar, 
read Sheikh Abdur Rabman, Merchant. 

O. C. Stevens, Commissioner.. 

Pat.na Commh.^s Oi'fice, Bankifoue, the 31«^ March 1891. 
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PART I A. 

anb flotificEtions bg t||t af |nbia. t^c. 

{^Reprinted from the “ Qanette of India.*’’] 


The following order issued bj the Goyernmcnt of India in the Home Department is 
republished for general information. 

John Edgar, 

CAie/ Secy, to the Govt, of Bengal. 

JCDICIAI.. 

Calcutta, the 28th March 1891. 

• _ 

No. 449.—The serriccB of Mr. C. M'. W. Brett, Indian. Civil Service, are replaced at 
the disposal of the Qovernment of Bengal, with effect'from the 7th April 1891. 

C. J. Lyall, 

Secretary to the Governiyeut of India. 
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ORDERS BY THE LIEUT.-GOVERNOR OF BENGAL. 

MUNICIPAL AND LOCAL. 


NOTIFICATION. 

The 1*/ April 1891.— It is hereby notified that, under section 69 of Act III (B.C.) of 
1884, the Lieutenant-Governor approves the election hy the Commissioners of the 
Koteohandpore Municipality, in the district of Jessore, of Mr. E. G. McLeod to be their 
Chairman. 

n. J. 8. Cotton, 

. Secretary to the Ouvt. of Bengal. 

NOTIFICATION. 

The let April . —It is hereby notified that, under section 59 of Act III (fl.C.) 

of 1884, the Lieutenant-Governor approves the election by the Cominisniouers of the Culna 
Municipality, in the district of Burdwan, of Babu Chandra Nath Roy to be their Chairman. 

H. J. S. Cotton, 

Secretary to the Govt, of Bengal. 


• NOTIFICATION. 

The 2nd April 1891.—It is hereby notified that, under seotion 59 of Act III (B.C ) of 
1884, the Lieutenant-Governor approves the election by the CoinniiHsioners of the Khirpai 
Municipality, in the district of Midnapore, of Babu Peary Lai Ghose to be their Chairman. 

H. J. S. Cotton, 

Secretary to the Oovi. of Bengal. 

NOTIFICATION. 

The 2nd April 1891.—It is hereby notified that, under section 59 of Act III (B.C.) of 
1884, the Lieuteuant-Govoriior approves the election by the Coniraisst mers of the Bansberia 
Municipality, in the district of Hooghly, of Babu Lulit Mjhuu Siuj^ to be their Chairman. 

H. J. S. Cotton, 

Secretary to the Govt, of Bengal. 

NOTIFICATION. 

TAe 2n<f 1891.—It is hereby notified that, under section 59 of Act .III (B.C.) of 

1884, the Lieutenant-Governor approves the electi<»n by the Commissioners of the Eaipjiban- 
pore Mnnicipality, in the district of Midnapore, of Baba Tara Ghand Gungapadhyaya to be 
their Chairman. 

jI. j. S. Cotton,. 

Secretary to the Govt, of Bengal. 
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NOTIPICATION. 

TAe 2nd April 1891.—It is hereby notified that, under seqtion 28, Act III (B.C.) of 

1884, the Lieutenant-Governor is pleased to appoint Babn Chandra Kumar Gupta to be 

Chairman of the Kandi Municipality, iu the district of Moorshedabad. 

• 

- H. J. S. Cotton, 

Sterttary to the Oovt. of Bengal. 


TSOTimCATlOJS. 

The 2nd April 1891.—^It ia hereby notified that, under section SS, Act JII (B.C.) of 
1884, the Lieutenant-Governor is pleased to appoint Babu Kedar Nath Biswas, Sub- 
divisional Officer, to be Chairman of the Santipore MunicipaHty, in the district of Naddea. 

H. J. 8. Cotton, 

Secretary to the Oovt. of Bengal. 


'' NOTIFICATION. 

The 2nd April 1891.—It is hereby notified that, under section 59 of Act III (B.C.) of 
1884, the Lieutenant-Governor approves the election by the Comraissioneru of the Serajgange 
Municipality, in the district of Pubna, of Mr. J. C. Robertson to be their Chairman. 

H. J, S. Cotton, 

Secretary to the Oovt. of Bengal. 


NOTIFICATION. 

The Zrd April 1891.—It is hereby notified that, under section 59 of Act III (B.C) of 
1884, the Lieutenant-Governor approves the election by the Comndissinncrs of the Bruhman- 
heria Municipality, in the district of Tipperab, of Babu Bhava Deb Bhattacharjee to be 
their Chairman. 

H. J. S. Cotton, 

Seeretari) to the Govt, of Bengal. 


NOTIFICATION. 

The 4//i April 1891.—It is hereby notified that, ij^ndcr scciion 23, Act III (B.C.) of 
lH8t, the Lieutenant-Governor is pleased to appoint Babu Kedar Naih Biswas, Sub- 
divisional Officer of Rauaghat, to be Chairman of the Biriiagar M uiiicipality, in the district 
of Nnddea. 

H. J. S Cotton, 

Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The ^th April 1891.—Whereas a notification, dated the 5th January 1891, was published 
at pago 2, Part IB of the Calcutta Gazette of the 7th idem, declaring the intention of the 
Lieuteuant-Ooveriior to extend the pnnisious of sections 260 and 251 of Act III (B.C.) of 
1884 to the Tikari Municipality, in the district of Gya, and whereas no objeotioii has been 
raised to the proposal within one month from the date of the publication of the above 
notification within the M unicipality, it is hereby notifieil for general information that, in 
the exercise of the power vested in the Local Government by section 221. of the Act, and in 
accordance with the ru.Mmmeiidation of the Commissioners of the Tikari Municipality made 
at a meeting, the Lieutenant-Governor sanctions the extension of the above provisions of the 
Municipal Act to the said Municipality. 

H. J. 8. Cotton, 

Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The Gth April 1891.—It is hereby notified that, under section 59 of Act III (B.O.) of 
I88t, the Lieuteuaut-Qovenior approves the election by the Commissioners of the Kushtea 
Municipality, in the district of Naddea, of Babu Ambioa, Charun Mookerjea to be their 
Chairman. 

W. J. S. Cotton, 

Secretary to the Oovt. of Bengal. 


NOTIFICATION. 

The 6/A April 1H91.— It is hereby notified that, under section 27, Act III (B.C.) of 
1884, the Lieutenant-Governor is pleased to appoint Mr. W. G. McMillan and Mr. B. Shout 
to be Commissioners of the Cossipore-Chitpore Municipality, in the district of the SA-Pergun- 
nahs, rice Major E. B. Standbridge, k.a., and Mr. H. B. H. Turner, resigned. 

H. J. S. Cotton, 

Secretary to the Oovt. of Bengal. 
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NOTIFICATION. 

The 7th April —It is hereby notified that under section 19, Act III (BC) of 
1886. the Lieutenant-Governor is pleased to appoint Babn Kali Narain Boy to be a member 
of the Nattore Local Board in the district of Rajshabye, pice Babu Umcsh Chandril Mittrs 
deceased. ' 

H. J. S. Cotton, 

Secretary to the Govt, of Bengal. 


• NOTIFICATION. 

The7th ApriiV ^%\.—It is hereliy notified that, under section 14, Act III (B.C.) of 
1884, the Lieateuant-GoTeruor is pleased to appoint the following gentlemen to be Com* 
missioners of the Utterparah Municipality, io the district of Hooghly':— 

Babu Norendra Nath Itfookerjea. | Babu Hori Mohon Baneijca. 

* „ Bani Kanta Deb. | ,, Sarat Chuuder Chatterjea. 

H. J. S. Cotton, 

Seoretary to the Qovt. of Bengal. 


DECLABATION. 

The Gth April 1891.—Whereas it a|^ears to the Lieutenant-Governor of Bengal that 
land is required to be taken up by Government at the expense of the Calcutta Municipality 
for a public purpose, viz., for widening a portion of Zig-Zag Lane, it is hereby declared 
that for the above purpose a piece of laud. No. 5-1, Grant's Lane, in the Town of Calcutta, 
district 24-Pergunnah8, measuring, more or less, 2 chittacks and 20 square feet only, is 
required. The laud is bounded on the North and East by Zig-Zag Lane ; and on the South 
and West by portion of No. 5-1, Grant’s Lane. 

A plan and specification of the land are filed in the Office of the Commissioners for 
public inspection. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may coucern. 

H. J. S. Cotton, 

Secretary to the Qovt. of Bengal. 


DECLABATION. 

The 7th April 1891.—-Whereas it appears to the Lieutenant-Governor of Bengal that 
land is required to be taken up by (ioverumeut at the expense of the ('alcutta Munieipality 
for a public purpose, viz., for a hackney carriage stand at Bhowanipore, it is hereby declared 
that for the above purpose pieces of land Nos. 83, 84 and 84A, Russa Roai North, in Dihi 
Punchannogram, district 24-Fergunnabs, measuring, more or less, 11 eottabs and 12 chittacks 
only, are required. The boundaries of the land are as follows:— 

On the North Chuckerbere Bead South ; on the South No. 81A and No. 82, Bnssa 
Road North; on the East portion of No. k 4A, Russa Road North ; and on the West Russa 
Road North. 

A plan and estimates of the land to be acquired have been filed in the office of the 
Municipal Cummissionefs for public inspection. 

This declaration is made, under the provisions of section 6 of Act X pf 1870, to all whom 
it may concern. 

n. J. 8, Cotton, 

Secretary to the Govt. Bengal. 


DECLABATION. 

The 7th April 1891.—Whereas it appears to the Lieutenant-Governor of Bengal that 
land is required to be taken up by Government at the expense of the Gaya Municipality for 
a public purpose, viz., for building a cattle-shed, dome-shed aud storc-godown in the town of 
Gaya near the railway station, it is hereby declared that fur the above purpose a piece of land 
measuring, more or less, 2 bigahs 14 cottahs and 11 dbur^<, is required. The laud is bounded 
as follows;—On the North by Moorli Hill road excluding the land occupied by police our-* 
post; on the East by Madarsa road ; on the South by cultivated land belonging to Surjou 
Koeree ; aud on the West by station road. 

This declaration is made under the provisions of section 6 of Act X of 1870, to all whuti 
it may concern. 

This declaration is published in supersession of that dated the 21st December 1H89, 
published at page 282, Part IB of the Calcutta Gazette of the 25th idem. 

H. J. 8 . Cotton, 

Secretary to the Qovt, of Bengal. 
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DKCLASATION. 

TAtf 7/A 1891.— WhereM it ftppeara to the liiehtenatit-Qovenior of Bengal that 

and is nquired to be taken up bj Goveron>ent at the exphnae of the Calcutta Municipality 
for a piHtJic purpose, vis., tor rounding oiT corner of No. 22, Zig-Zag Lane, it is hereby 
declared that for the above pnipose a piece of land. No. 82, Zig-Zag Lane in the Town of 
Calcutta, district 24-Pergunnah8, measuring, more or lass, 2 chittacka and 37 square feet 
only, is required. The land is bounded on the North by premises No. 28 and portion of 
premises No. 22, Zig-Zag Lane; on the SouthT'and West by Zig-Zag Lane; and on the 
East V>y portion of premis> s No. 22 and premises No. 21, Zig-Zag Lane. ' 

A plan and specification of the land are filed in the .office of the Commissioners for 
public inspection. ' *■ 

This derlaraiion is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

H. J. S. COTTOK, 

Secretary to the Ooet. of Bengal. 


DECLARATION. 

The 7th April 1891.— Whereas it appears to the Lieutenant-Governor of Bengal that 
and is required to be taken up by Government at the espenae of the l-alcutta Municipality 
or a public purpose, viz., for rounding off corner of No. 24, Mullnnga Lane, it is hereby 
declared that for the above purpose a piece of land. No. 24, Mullnnga Lane, in the Town of 
Calcutta, district 24-Perguu,uah8, mesHUiing, more or less, 1 chittack and 34 square feet 
only, ii required. The land in bounded on the North and East by Mullunga Lane; on the 
South-by portion of No. 24. Mullunga Lane; and on the West by portion of No. 24, 
Mullunga Lane, and No. 23, Mullunga Lane. 

A plan and specification of the laud are filed in the office of the Commiasionera for 
public inspection. 

This declaration is made, under the provisions of aeotion 6 of Act X of 1870, to all 
whom it may concern. 

H. J. S, Cotton, 

Secretary to the Govt, of Bengal. 


DECLABATION. 

The 7th April 1891.—Whereas it appears to the Lieutenant-Oovprnor of Bengal that 
land is required to be taken up by Government at the expense of the Calcutta Muuicipalitv 
for a public purpose, viz., for the exteusioii of the Municipal Office building, it is hereby 
declared that for the above purpose pieces of land. Nos. 2, 3, and 7, Municipal Office Lane, 
and 13, Chowringbee Bond, in the Town of Calcutta, district 24-Pergunaah8, measuring, 
more or less, I hignh, 19 cottahs, 5 chittacka and 28 square feet only, are required. The 
lands are hounded as follows:— 

Portion marked A on plan .—On the North by No. 4, Municipal Office Lane and 
Municipal Office compound ; on the South and West by Municipal Office Lane; and on the 
East by Municipal Office compound. 

PortioTt marked B on plan .—Outlie North by Municipal Office Lane; on the South 
and East by Municipal Office compound; and on the West by a public passage. 

Portion marked C on plan .—On the North by portion <»f No, 13, Chowringbee Road 
and Municipal Office compound; on the South by Municipal Market; on the East 
by Municipal Office compound ; and on the West by port on of No. 13, Chowringbee 
Boad. 

A plan and specification of the land are filed in the office of the Commiisionera for 
public inspection. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
it may concern. 

II. J, S, OoTTOK, 

Secretary to the Govt, of Bengal. 





; Cons^cntira 
I namber. 


The Calcutta Grazette, 

WEDNESDAY, APRIL 8, 1891. 

PART II. 


[N.B.”Advertiaementa, Notioea, &c., intended for insertion in thia part of the Gazette, 

cannot be received after Noon on Monday.] 


LAND SALE NOTICES. 


N otice is hereby RiTen thst tlie nnclermentionert plots of land, no longer required by Ooremment, situated along the 
East Indian hailway, in the distriel, of Mongliyr, will bo put up to sale at one o’clock p.k. on Wednesday, the 6th May 
1891, corresponding with the lath Bysack 1208, Fusli, at Monghyr. % 

The purchasers of the several plots of land will bo subject to the following conditions :— 

1st.—The purchasers will have no power to make any excavations on the land nearer than throe feet from the 
foundation. 

If the amount of purchase-money docs not exceed Rs. 100, the whole amount must be paid down at once. 

Srd .—If the amount of purchase-money exceeds Bs. lOOi one-fourth of the amount must be immediately deposited. 
If the balance be not paid by noon of the fifteenth day after the sale, reckoning the day of sale as oho, or if 
that day be a closo holiday, then by noon of the first suoeeoding olfieo day, the sale shall bo eaneclle’d, the 
sum deposited being forfeited to Oovcrunient, and the lot again put up for sale at tho risk of the defauHing 
purchaser, after issue of advertisement as in the case of original sale. ” 

4fA,—Tho plots of land will be sold revenue-free to the highest bidders. 

' 6<A.—That purchasers shall be put in possession on receipt by the Collector of the orders of the Board oonfinnine 

the sale. * 


Name of 
diltriot. 

Perirannah 
ami mou- 
kah. 

2 

8 

Mongfayr... 

Penrannah 

Salimabad, 

montah 

Kbagonr. 

Do, ... 

Ditto ... 


Nnmh«r of 
milG on 
wliioli land 
is •itaatod. 


Hitnatpd on 
which aide of 
Uio Uiulway. 


Approxitnato area 
of lot in bigbaa 
and in aerva. 


Lasi) nxci.vnxn raoH 

SALK PROM SACH 
LOT. 


Reason for 
nxclalion. 


Commencement 
and te.rininatiun 
of lot.. 


Bcnndary of lot. 


Between 
mile 326 
and 327. 


bltto ... 


South 


Ditto 


0 7 9 


.U. X. P. 


A. B. P. 


0 0 18*83 

aeesM 


Between milo 326 




and 327. 

0 0 10*70 



Ditlo 




• 


Northi-East Indian Rail- 
way Comtiaiiy’s land. 

West.—East Indian Rail- 
way Cuiiiliany’H land. 

East.-Hiililic riuid fn>m 
I.ahliiserai itiition to 

Hhaikpuitih. 

South.—lihuttu lail’a p-o. 
perty. 

North.—East Indlau Ritil. 
Way (itmipany's land. 

South - liliai,In I.ul and 

others* liiiiii. 

East..—Koiii River. 

West.—I’nblic limn from 
laikin’eerui station to 

Sbaikhpiiruli, 


Honghyr, the 11th March 1S9I. 


B. M. WiE^RR, Collector. 
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N otice is hereby given, under sections 6 and 13, Act XI of 18B9, that the undermentioned estates, or shares 
of estates, in the district uf Diiagulpore, will be put up for sale at the Collector’s office of that district on 
20th April 18SM, corresponding with 28ih Chaet 1298 (P.8.), for arrears of 'revenue and other demands, winch, 
by tho^gulations and Acts in f<irce, are directed to bo realised in the same nfhnner as arrears of revenue. 

When in columi^ 6, 7, and 9 of the appended statement it is stated that only a share is to be sold, a separate 
account is kept for such shares and tlie other share or shares in the estate are excluded from the sale:— 


1 

1 * 

1 

1 “ 

! • 

6 

• 1 

7 

B 

f) 

No. 

1 

Nnnrif* nP 
und perguniDth. 

Biiddor 
jiiituiia of 
wiiole muUal. 

Whether 
tho whola 
VRtflte IM 

U) be Hold. 

If only a share 

U t.<» bB stkid, 
apeoiftoHiion of 
fluch Kharv or 
Bharm. 

Namei of 
propi iotora of 
propni’ty to ' 
be Hold. 

If only a 
ahare in to 
be Bold, the 
Budder 
juroma of 
Buoh ahare. 

If the 
whole 
eetute it 

to b« Hold, 
theerrasri 
due 

from it, j 

If 0017 s shari 
i. to be sold, tlu 
srrasr. doe 

from it. 


1 ] 

! Uatdeoparu. pcrgriui. 

Rr. a. r. 
531 13 0 

1 

Thn nwidiie 

Rirlno Hsbton and 

Ss, A. V. 

ts i 0 

Rs. A. V. 

Bi. A, v. 

13 10 U 

93 

1 iiah Khutfulporu, 

I tiiaua Bulluiigunge. 

! 

1 Tapa Mand'ir. porffiin- 

1.706 12 0 


ijinali Rhnrt* of 
wluch stM'arnIe 
aitcount hHM not 
liBBu o)iened. 

16 Rif'das Nhare 

utnors. 

Bharafat Hoaaain ... 

too 


18 0 


1 rinJt HhttRUlixire, 

1 thana Banka. 


% 

iriouzaii pair. 16 . 
tranduR JhujhA, 
16 KundtiB MakH. 
Rar. and UlRandHtv 
Rnf 'l-rmr. 

16 RNTida'^ Pair, 16 
gaiKluK Rafat-TMir, 
find 16 Rniidak 
MakHftar. 

Tho roMidiio limn- 
li Mhai’o of wliii'h 
Honaruto ac'couiil 
)i»N not been 
o|M)ned. 

NaminRh Proaad 

MiBra. 

Khidau Lai and 
oUiors. 

6 0 0 

S!!S 3 0 


1 N 0 

35 S 0 


Bhugiilpore Colloetorato, the 12lli March 1N91. A. A. Wack, Collector. 


N otice is hereby given, under sections 6 and 13, Act XI of 185», that the undermentioned estates, or shares of 
estates, in the district of Cbumparun, will be put up to sale ut the Collector’s office of that district on the 
15th At>ril 1891 for arrears of revenue. 

When in columns fi, 7 and « of the appended statoment it is stated that only a share is to bo sold, a separate 
account is kept for siich share, and the otlicr share or shares in the csUile are excluded from the sale:— 


1 ‘ 

3 

4 


NairiB of mf*hal and 
IHtrKUunaU. 

Rudder 
juninia of 
whole 
uRiatc. 

■WJiothcr 
thn wholo 
CRtitto ii* to 
bu bold. 

If only n Rharo ta 
to Im Bold, 
•prcilirat-ion of 
such Nhnru or 
abui’tM. 

31o1i8i KhaB. per* 
guituah Mtihsi. 

Us. A. F. 

763 8 0 


Sharfts^ 

16n. Chuknaha 

aitag Man CbuB* 
naha. 




Sa. ninuaah Chuk 
Nasiba. 

3d. niBUBah Par* 
aooraiupore, 

Ida. Melui khan ... 


• 





of proprietor of 
property to be sold. 


Jfonlya I 
[Bhiire id to be’ 
bold, the I 
Rudder jam- 
lua of bueh 
share. 


If the whole 
Obtatd? in to be 
sold, the 
ari'oars duo 
from it. 


U only a share 
is to ocTsoIri, 
tho arreatN 
due from it. 


Ka. A. r. Rg. a. f. Re, a. f. 

Babu Rham Vandsn Rimrh 701 10 0 1 14 C 

Ram N»ndMD Rinvh. 

Muaaamut Manrowp Koor. 

H jah Bneoraj Nandan 
Sinirh. 

IlMitth j>oo Nandati SinKh. 

Bauu Rham Nundan SiuKh. 

,, Rhiu Nandan Biofch. 

Bujah SheoraJ .Mnuilan Rioah’ 
l>eo Nandan Sinnh. 

Muanainut Munroop Koor. 

Ku.;i»h Sheuno Nandan 

Sinirh. 

Rajah Don Naniltin Rin|rh. 

Banu Sham Nandan 8invh. 

Uann Nandan Sin/ch. 

Mustiaxnut Manmop K.oer. 

Raj'h Bheoraj Nandan 

Sitirh. 

Bejati l>Go Nandan Binirh. 


Chumparun Colloctorafe, Motihari, tlio lOih Maroh 1891. Suxo Nandan Iu-L Roy, Dy. Collector in charge. 


N OTiCK is hereby given, under section 6, Act XI of 1859, section 11, Act VII (B.C _) of 18(18, and Act II (9.C.) 

of 1871, that the undermentioned dependent tenures in the Satkania kliss mehal, in tho district of Chitt^ong, 
will be pal up to public and unreserved e-do ul the Collector’s Office of that district on the 10th day of April 1891 
for arrears of rout and cesses remaining unpaid after the latest day of payment, the 26th day of Deoombor 1890. 

Atc/iaf Nuahad, . 


Nuniherof Name o( di'fsuiting 

ili.priKlent luuure, with iu Name ol proprietor. 

tt*nurv. tituatioti. 


,1 

402 

U 

«0 


MousAh r’onuiiuTTy. 

thaic» Bitkttuia, hnl 
BfttMkhtali, taluk Krii»hm< 
Kttujit. 

Si’>u'Anh Ohambal, tlmnn 
Hatki'da. Ital KuoNkhaa, 
taluK ’lajaniiima. 


Uari IM'i BalM ur 
Hi.d '•rimati niuim' 
imdii f<»r Nil RmiiaJ 
llahadur. 

Baiar Ali . 


Anmual rshtal. 


Amount of arrkau for wiiicn 

Tnn VJtBVKHtt'TU BR 80LP. 


Ebxabxi. 


liant. 

CcWfBH. 

Kent. 


Cenee. 

Total, 


H»«- A. P. 

RB. a. F. 

Bm. a. 

F. 

Ra. A. V. 

Bl. A. 

F. 

DbO 14 6 

87 3 6 

126 U 

0 

31 U 0 

140 12 

0 

.103 4 10 

170 IS 6 

0 

0 

MSS 

34S 8 

8 


Tho 
tonurM 
bo lold. 


ontiro 
art to 


Dated OhiUagoug Coilectorate, the 28th February 1801. 


£. W. Gabltli, for Collector. 
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ATOTICE 18 hereby givee, under section 6 of Act IX of 1858 tlmt j 

i«?i the §4.Peri{unaah-* will be put up for »ale at* sharo of estate in the 

16th April 1891 for arrea rs of revenue whioh fell due on the 12ih .lannl^^igtlr*” “ on 


Towjl 

Ma 


Namoof mahal 
toid psrgajmaii. 


« Whether 

Suftder the whole 
rnuima of estate ii 

waole estate. to be 
told. 


Jf only a share ia 
to be aold, apeci* 
floation «>f tuch 
■hare or sliaret. 


Name of propriotfir 
of proper^ to be 
tuJu. 


If only a 
ahare it to 
be wild, 
the Mudder 
jumuiM of 
muh share. 


If thn whole 

estate is 
to be Hold, 
the Rrroars 
due from 
it. 


If only a 
Bimrr) IS 
to bo sold, 
tho arrniirs 
duo from 
It. 


fis. a. P. 

47 Perffunnah IfiKOora, 2,097 0 4 
kisiiitit Eoipore and 
otfaera. 


Ictasa 

Iw-aatiUd Baiate. 


Bh. a. r. 


Rxoludin^f shsrM 
R»*rmnited under 
swUoii 70, Act VIf 
of 1«70. the resi- 
duury sliare p«y. 
ing a I'evciiue of 
Rh. l,3urA.7>24. 


Mayabutly DeU and 
otheiv. 


l.S0fi 7 £i 


A. p. B,. A. P. 

ISO « Hi 


24-PepgunnatiB Collectorate, the a4th Fobniiiry 1891. 


8 th May 1891, for arrears of re venue and other demands,'whicL,*by "he KeuSaiiona ou 

to be realized in the same manner as arrears of revenue. ^ ^ ****^ Acts in force, are directed 


^------- %,i tovtfuue. ' 

....... ^.p--. 


sepArate 


Towji 

No. 

Name of mehal and 
pergunnah. 

Rudder 
jumnia 
or whole 
estate. 

Whether 
the whole 
ostatf is 
tu Im sold. 

If only a shtiro H 
to he sold, spiutifl* 
ration of Nueh 
share or shares. 

9S0 

S23 

Rasulpur Bhatoni, 

pt'rtcunnah VharkiH. 
SiiiirbuuJ, pergunnah 
Malki. 

Ks. A. T. 
916 1 0 

666 14 0 


15a. . 

14a. 13d. Ic. lA. 

890 

Qanga Pnuiad, per* 
gpntiah Malki. 

fiSS 3 0 


lid. lA.ldf. 6r. »p. 

830 f 

Ditto ditto 

088 3 0 


2a. 8d. idf. 1.9r. ... 

1491 

BhowHTiandpur aliaa 
Uamdtinri, perguii- 
nah Malki. 

1,166 18 0 


.ia. 2d. 2c. ... 

1491 

*779 

M84 

IKtto ditto ... 

M«>hiud(linnairBr Ka* 
rikh, pergunnah 

Amorthu. 

Diaiw Sbahaadimr 

Damdama aliaa 

Rahiinnur, porguti* 
nab BalHa. . 

1,166 IS 0 
604 n 0 

1,187 14 0 

Whole ... 

8d. 2c. Idt. IftA. 

3a. 6d. tic. 66. 7pA. 
I6r». 16ra. 


Nhitich of proprietors 
of pi'op(;rty to bo autu. 


MtiaMinut Sundnrbati 
Cutnri, Jto, 

Bholu Xnth Milker* 
]ofi. MunHgnr of Uii- 
dra ProkMh Mtsaer. 
Ao. 

Karu Sizigh, Ao. 


Mndan Mohan Lai. 
An. 

Formor proprietor 
Kbnodur Riiurh : 

proprietor 
Pwnit IaI by pur* 
chN(M» at a rt*venue 
«nto on »7th May 
IHHO ; his naniH has 
im 4 boon regialered. 

Manoo Bitiah, Ac. 

Rohsn tfingb, Ac. ... 


Kesho Blhari Lai 


If only a , 

aham in tu bel i"® ^hoio 
sold, th« " ""‘o « to 

HUUder jtiitu "ohi, 

lua of such j ® simars 
Share. duufnimit. 


J/only a 
shnrn in fo bs 
Kola, ttiH 
arrt'itrM due 
from it. 


Ra, A. p. 


Rh. a . p. 

171 II 0 

IS 1 a 


Ra. A. p. 
SAS IS 0 

602 2 0 

20 7 0 

88 9 0 
287 19 0 


92 0 0 
120 II 0 


9 110 

37 14 0 
80 S 0 


20 IS 0 
12 4 0 


444 8 0 


f r f/As “•* •- 

up to puhlio and unreserved sale at the Collector's Oflice of that distnet on th«*tnfb ^hittaifong, will bo put 

of rent «id ceaacs remaining unpaid on the latest day ol pWment *26thX 

Mehal iSoabad. 


No, of 
tonnrs in 
Retrister 

No. of 
depen¬ 
dent 
tenure. 

Name of defaulting tenure 
with its situaiTon, 

a, WAX. 

kbivtax. 

Tns AMOCMT OP ASEB.RB POB 
WHICH THB TSaUBaa ABB 

TO OH s CD. 



Rent. 

CesM». 

Rent. 

1 Cosees, 

Total. 

44 

13'.1 

nknaf. 

Th't.a Vckniif, 

Sh'ihfk Taluk 'I'lian Chon- 
dhiimin, H «1 'ahik Sriinatl 
Than Chow thnraiii. 

Rs. A, P. 

1.217 0 0 

Rs. A. p. 

Bb. a. p. 

R». A. P. 

1 B«. «. r. 1 

b<iu 

94 14 6 

1.217 0 0 

64 14 6 


7 t 

49 

98 

« Mouaah Patili. 
f hana Jinmu. 

Taluk Oouri Rnnkar, fioidya 
nuth CanooDgoo. 

1,401 4 0 

1 

1 ZU 1 0 I 

S 7 S 0 0 

74 S 8 

|i,t 7 i 14 e 

410 t 0 

7 S 

62 

Monzoh Fcififf. 

Thana Xamu. 

Taluk llari Mbikdar 



131 0 0 

297 0 0 


> 

340 

99 

839 

Mouaah R'^jakhaH. 
Thana CArfAurta. 

Hal Taluk Haridss Bahardar 

• 

1,198 0 0 

60 7 6 

82 9 6 

8 0 6 

14 s S 0 

005 0 6 . 


ChittagoDg Collectorate, the Ist April 1891 . 


Rb 1 [A«KS. 


Tho entirs tanurM will b* 
•old. 


K. W. Cabctls, Offg. Collector 
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N otice is hereby Riren. un/ior sections 0 and 13, Act XI of i86P, that the •andermcntioncd estates, or •haw" 
of estates, in the district of •( essore, will be put up for sale at the Collector’s office of that dismot on loth 
April lfi91, corresponding with 3rd Bysakh 1208 (B 8 .), for arrears of roveundt and other demands, which, by the 
Kegulations and Adts in force, are directed to be realized in the same manner as arrears of revenue. 

When in columns 6, 7, and M of the appended sintomont it is stated that only a share is to be sold, a separate 
account is kept for such shore, and the other share or shares in the estate are excluded from the sale 


1 

2 

3 

4 

1 6 

6 

7 

8 

0 

Towji 

No, 

NatfU- of in<>hal and 
porguiuuih. 

Stiddf*r 
jiitiiniH of 
Wholo CbUltO. 

1 'Wheilicr 
i tiio wbolo 
OHtuUt is to 
i be Hold. 

If only a share ^ 
m to b(i moM. Mpoci* 
float ion f>f Huch 
share ur siiares. 

Names of . 
propri«t;ora oi 
property to bo sold. 

If only 
a share is to 
be Mold, the 
Hudder 
jumma of 
such Bhuro. 

1 If tllA 
whole catQCc 
to bo bold, 
/the arrears 
due from 
it. 

If only 
n Mhure is to 
ho Mold, tho 
arrears duo 
from it. 


j 



i 


Be. A. r. 

Bb. a. r. 

Bb. a, p. 

n, 

Alampur Huda narhia' 
tiinif* pHrynniiHlt 

2 6 

Whole ... 

1 

Kay Rurendra Nath 
<hniv\dhury and 

OthfTH, 

1 

4D3 10 9 

...•M 

133 

K»<'ltidu*rm« jiergtin* 

1,373 1 4 

Do. 

; . 

Lilto ditto ... 

1 . 1 

413 1 e 

.. 

1U.S i 

ruih Niildi.^ 
Mtidliupur taraf, |x*r- 
guniiait Maittiuu^dv 

830 1 7 


Ilisyo No. 1 

Jiidtilnnulra Bssu and 
Othci’H. 

89 3 0 

i 

13 10 8 

24J 

Ultjnpiir taraf, por* 
gunnah Mshumed' 

661 10 0 

Whole ... 


Bay Knrfmdra NaUi 
(;naudhury and 

of hoTH. 

( 

387 9 11 


2GH 

Sru’finipur tiiraf. per- 

03» 1 6 


1 HiMya No. 1 

1 

Madhu Rndan Baksbl 
and others. 

020 1 0 


170 11 1 

4822 

KsKhuruitlipur taruf. 

1,189 IB 0 


„ No. 8 ... 

IhuoMh Chandra Mitra, 
ManSKor. 

IIH 13 11 


34 14 0| 

40HJ 

Hahm Miinju. purguii* 

BOO 3 U 

Who'Su ... 


lU-nl MuUhiib Daho ... 


337 14 0 


turn 

Tl-'mi M»u/h. porgiin- 
nah Saifujiar. 

4,(MU 16 11 

Do. ... 


Mahnraja Jagadindru 
ICui Hiihndiir. 


1.621 3 S 


60-15 

I'hnpra, ptu-gunnah 
Mnliamodsuiti. 

605 10 10 

Do. 


, Kanitiil Mindury DiiHya 

1 and uthorH. 


31 6 a 



Jessorc Collector’s Office, dated the 12th March 1891. K. B. Hxbbis, Collector. 


District Charitable Society. 

Ahstract of Arcounls for the munlh of March 1891 . 


RKCKirlB. 


SubHeriptions— 

.Frum Oovprnm^ni ... 

„ I*ort LoTinnisHioncm ... 

,, Culeiitta Municipaiily 

,, tJm Public ...• .. 

Donutions urul new Rubneriptions 
ADowHiiceH towards cost uf establish* 
luent— 

From Oovominent . 

. Mutiny Ucliuf I<'und ... 

Aims ilouHo pnweeds . 

Iut»reHt on TnvoBlcd Fund .. 

,, on Trust Funds . 

.. 

(iovornrnont grant for TiOpor Asylfuri 

moriiciiios . 

MIhcoUhiusmis nccountu. 

Mutiny Hclicf Fund for i>eiiiioxis 

Dopfwjits and Advances. 

Native CuinnittUH^’N ])nposit> . 

Refund on Special Itoiief Acoonnt 
Municipal gtnnt for repaira of Alma 

House and Lo|>or Asylum . 

Hindu lla^ini i>ebi*s Fund towards 


('Hpital 
Bbitni Charan Law 
Capital . 


Fund towards 


Total 


MfToh 

IH91. 

I 

From iHt .fanu- 
ary to 31st 
March 1891. 

Patmbwts. 

_t_ 

March 

1891. 

From iflt Jonu 
iiry to .tint 
March 1891. 

Ba. 

A. 

P. 

Rb. 

A. P. 


Be. 

A. 

P. 

Bb, a. 

P, 

1,200 

0 

0 

3,0U0 

0 0 

Diatrict OoinniiltneB. monthly grant... 

1,208 

4 

D 

3,7%S 3 

7 






Native Ckimmitiee, mouLhly gtanl ... 

1,621 

10 

8 

4,706 0 

U 

200 

0 

0 

600 

0 0 

DilU), refund uf deposit... 

20 

8 

0 

66 6 

0 

603 

0 

0 

8,263 

H 0 

ComnitHMioner of Polieo for casual 






742 

0 

0 

1.8S8 

8 y 

rolttd and raiiotts . 

431 

0 

0 

1.273 6 

3 






Booking Clerk. B. I. It., Uowmh, fur 











Ry. pnasPH 

100 

0 

0 

190 0 

0 

800 

0 

0 

760 

0 0 

FensioiiM paid through f'eiitral Office 

321 

0 

0 

909 0 

0 

60 

0 

0 

160 

0 0 

KohiK)ling*fi!f^s ditto ... 

63 

0 

0 

180 0 

0 

61 

1 

6 ! 

160 

8 10 

ItoHcrvu relief through Ih'esifhmt 




113 0 

0 




324 

0 0 

Almii UouhOKstahlishnumt 

.IHO 

0 

0 

1,110 0 


2,810 

4 

<1 

9.407 

7 11 

IHeiitig ... 

907 

4 

6 

2.S1I0 N 

a 






('uritingetudoH 

Ida 

6 

3 

65.3 4 

9 






Bouts and Khoes 

11 

0 

0 

as 0 







(nothing und bedding 

10 

0 

0 

4.66 13 

0 

U 

0 

2 

I 

1 4 

Municipal iuxea ... 

70 

3 

0 

70 3 

0 

460 

0 

0 

1.200 

0 0 

Repuirs . 






1.247 12 

4 

1,04K 

1 7 

Leper AsylumKsteblishmunt 

SOU 

0 

0 

774 10 

3 




136 

8 1) 

Dielin(C . 

. 650 

2 

0 

1,673 8 

0 

23 

8 

0 

03 

7 0 

Medieinos and oontin* 











gfuicles . 

87 IB 

0 

490 0 

0 




SOI 

11 6 

Clothing And bedding 











Municipal taxes 

23 

a 

6 

23 0 

6 

100 

0 

0 

8U0 

0 0 

Ropairs . 




Situ 7 

0 






Central OOloeKstablishment 

464 

6 

0 

1,30.3 3 

0 




3,000 

0 0 

Coinmibsion on colluc- 











tions . 

80 

2 

9 

869 10 

1 






Auditing fees 




ICO 0 

0 






Rent . ... 

30 

0 

0 

no 0 

0 






Oonftngoncies 

174 14 

0 

862 2 10 






Friniing and Advor. 











ti.ing . 

83 

8 

0 

319 13 

9 






Interest on overdraft . 

13 16 10 < 

47 D 

6 






Bank', onmmiaaion . 

6 

9 

9 

18 R 

8 






“Law chargOH .. 











Mutiny Relief Fund penilons 

466 

0 

0 

1.388 0 

0 






Bcposita and advances. 

661 

10 

3 

1,700 16 

R 






Special Bolluf (on (hwaa^Reliof Orders) 

82 

6 

0 

160 8 

0 

7,710 

3 

6 

82.703 16 7 

. ToUI 

8,174 

8 

9 

33.388 14 

7 


MEMO. 


Rec.oipf'S as ahovo 

Overdraft in Pank of Bengal on the Slat March 
Tls. USII.B.S. Eb. 80-7>4, eaab baUuoe on thet 


date 


Total 


Be. a. r. 
33,793 13 7 


630 14 1 


83,314 13 8 


Payments oa above . 

Overdraft in Bank of Benffal on SlBt Deoerober 1890, 
R«. 9,318-9-10, leu Bb. 1,389-10-9, oaib balance on 
that dato .. 


Total 


Bi. ▲. V. 
88,388 14- 7 

7,083 IS 1 

33,314 18 8 


CAtenTTA, 

The Srd April 1891. 


K. MAnniKA, 

^ccouitfanf. 


Patbiok MoGuibb, 

Secretary. 
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Statement of the Affairs of the Bank of Bengal for the week ending Blst 

March 1891. 


LIABILITIES. 


Capital paid np ... k. 

Rodorro Fund .. . 

Public DopoBitd at Head 

Office . K«. 77,55,945 9 501 

Ditto ditto at Branches „ 1,24,09,218 7 5 ] 
Other Depoeitii at Head Office and Branches 

Bonk Post Bills, be. ... . 

Snudrics ... 


Be, 

2,00,00,000 

47,00,000 


2,01,59,104 

5,50,04,077 

10,76,0:il 

24,66,376 


ASSETS. 

A. P. I 

0 0 GoTomment Becuntiei .. .. 

0 0 Other ftuthorisod iDToatments . ^ 

Loans on Government and other authorieed 
SeoiiritieB ... *... ^ ••• ••• 

^ Aooounts of credit on ditto ditto ... ••• 

10 11 Bills discounted and purchased ... ... 

4 (> Balances with other Banks •«. ... 

3 9 Bullion ... . *.. 

Bead Btoch •*. ••• ••• 

Stamps ... ... • ... se, »•. MS 

Kundrion ... ... _ •... 


Bb. a. p. 
95,76,768 8 0 
73,92,360 4 0 

99,90,169 14 11 
72,44,664 0 0 
2,49,92,428 2 8 
8,19,541 9 10 
10,63,922 10 5 
12,26,284 12 6 
12,167 8 4 
12,10,812 6 11 


Kupoos 


6,35,28,099 12 7 


Cash and Currency Notes 
at Head Office ... its, 2,59,47,261 7 8 
Cosh and Currency Notes 
at Bronchus ... .. ,, 1,48,21,787 16 10 


4,07,69,049 7 6 


... 10,42.97,149 4 1 


Rupees ... 10,42,97,149 4 1 


Bank or Bbnoal, 
Calcutta, 2ud Ajuil 1891. 


F T. liEWl.s, Offjf. Chief Aoett. 
Rato for Demaud Loans, 4 per oen 
t’orcontago 51 '2. 


By order of the Directors, 

W. D. CttT;iC!KSHANK, 
Secretary and Treasurer. 

( 1 - 1 ) 


Oudh Forest Department. 

BAHRAMGIIAT DEPOT. ’ 

Oh the OupH AHD Bohit-khand Bailwat. 

I pEOM this date the prices of sdl bcoras and scant* 
lings supplied fpoin this depot will be es follow.s 
Beaus.— 21 feet length, at Bs. 2-10 per cubic foot. 
22 „ „ 2-12 

2S „ „ 2-14 

24 „ „ 3 

Above the length given two aunas jier foot run will 
be charged. Any inches over the foot will be charged 
as a foot. 

80AHTI.IHOS— From 12 to 20 feet, at Bs. 2-8 per c. ft. 

Under \2 and over 7 ,, 2-4 „ 

Under 7 feel ., 2 „ 

The shove pricc.s are for ordinary building purpose 
For Planking Sleepcm, &c., special rates will be fixed 
by agreement. 

The Department will still take orders for hnildings all 
over at Bs. 2-4 per eubic foot, provided the scantlings 
are taken in fair propor-tion. 

Second and Third Class Timber will ho sold and price 
fixed by agreement. 

Auction Sales will be held from time to time to clear 
off stock. 

For further particnlars apply to the Officer in charge. 
By order of the Conservator of Forests, N. W, 1*. 
and Oudh, Oudh Circle. 

K-ahhta Lal, 

Sub-Assistant Conservator of Forests, 

Bahramghat Division. 
Banramghat, the Ist April 1886. 


ChaDga of Name. 

F rom Richmond Edward St. Komaine to Richmond 
Edward dc St. Romaiuo from 2lLh March 1801. 

(1165-1) 

In the Court of the Subordinate Judge of 
Hooghly (Second Court). 
EXECUTION CASE No. 177 ok 1890. 

Jogoda Kanda Son and others, decree-holders, versus 
.Durgu Nurayan Nag, judgiuonl-debtor. 

T he undermentioned projierty of the judgment-debtor 
will be sold to the highest hid at public austion 
on the 13t)i April 1801, at 12 o’clock noou, by the Nazir 
of the District I'ourt, Hooghly, in Ids sale-room in the 
Court-house for the realization of Bs. 869-7-9 in satis¬ 
faction of the judgment-debt— 

Zol Cavehgarhia, bearing lowji No. 3407 of tho 
Iloogbly Collcctorato< situate at Hooghly district, sub¬ 
registry and tliaua Dhaniakhali. Tlio annual revenue 
of this lot, payable in tho Hooghly Collcctorate, is 
Bs. 1,136-13-6. 

Eeuab Naih Majuhdab, 2nd Sub-Judge. 

(1140-3) 


In the Court of the Subordinate Judge at 
Hooghly (Second Court). 
EXECUTION CASE No. 16 of 1891. 
Hcmnnginy Dnssi, decree-holder, versus Acowri Singh, 
j uii gin eut-d eh tor. 

T he undermentioned property of tho judgment- 
debtor will be sold to the highe.st hid on tho 13th 
April 1891, at 12 o’clock noon, by tho Nazir of the 
DiNtriet Court, Uooglily, in his sale-room in the Court¬ 
house, for the realization of Bs. 066-10-6 in satisfaction of 
judgnieiit-doht:— 

Jvght annas share of lot Durgadaspur, bearing towji 
No. 70 of the, Hooghly Collect orate, situate at district 
Hooghly, and sub rcgislrv Hooghly. The annual revenue 
jiayable itifllie Hooghly Collcctorate fer the entire mehal 
is Bs. 8,763-12-7_<7. 

The 11 ] sel rulno given by thedeerce-holder is Rs. 200. 
114'—3) Eudab Nath MA.irMi)AH, 2nd Snb-Jndge. 

In the Court of Babu Saroda Prasad Chat- 
teijea, Rai Bahadur, Sub-Judge, 1st Court, 
Sarun. 

EXECUTION CASE No. 18 of 1891. 
Mfharaj.a llnrrcndra Kishore Singh Bahadur, decree- 
holder, versus Baj Kumar Sitigh and others, judgment- 
debtors. 

rpO be sold in the above case hy the Nazir of the. 
-* District Judge's Court, Sarun, at 6 o’clock morning, 
on tho 13th day of April 1891. for realization of judg¬ 
ment debt, Bs. 991-12. the right, title, and interest of the 
judgment-debtors in tho following property:-— 

Two .annas 6 ]>ies C karant of muiizah Indai. perguii* 
nnh Mnnjhi, within tho jurisdiction of tbana and 
registration Olinprn, bearing towji No. . 643, sudder 
jumma Rs. C33-9-7 : approximate value Rs. 7(i0. 

(9—1) S. P. Chattkbjka, Sub-Judge. 


Notice. 

F B03AT15 of the last Will and Testament of Nunda 
Loll ATnlliek, late of No. 84, Upper Chitporo Road, 
in tho town of Caleutta, deceased, was, on tho 1 7th day of 
March instant, granted by the High Court of Judicature at 
Fort William in Bengal in its Testamentary and Intestate 
Jurisdiction to Dwarka Nath Bhnnjo and Sumboo Nath 
Roy, respectively, of No.«J0, Bughoo Nath Ghatterjeu’s 
St.'cot, and of No. 1, Gopaul Chuiider’s Lane, in Calcutta 
aforesaid, tho solo Executors named therein. 

All persons having claims against tho estate of the 
said deceased are requested to send iu'partieulars thereof 
to the said Executors, and to whom those indebted to the 
said estate are requested to make payment of their debts 
without delay. 

Cabbuthebs & Co., Solicitors for tho Executors. 

10, Government Place, East, Calcutta, 18th March 1891. 

(1142-3) 
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In the 2nd Court of Subordinate Judge 
of Sbahabad. 

EXECTTION CASE No. 98 OT 1890. 

Mr. G. L. Solano, decree-holder, vertut Baba Bam 
Farmoshor Singh and others, judgment-debtors. 

flAO be sold in the court-house of Subordinate Judge 
A at Arrah by the Nazir of the. District Judge's 
Court, Sbahabad, the undermentioned properties of the 
judgment-debtors on the 13th day of April 1891 at 
i A.M., in satisfaction of a decree, amounting to 
Es. 9,236-7, obtained by Mr. G. L. Solnuo against Babu 
Bam Purmosher Singh and others on 11th .July 1890— 
Four annas out ofld annas talooka. Dhobdilift, usli 
with dakhli, namely, 4 annas mouzah Dhobdiha, 4 annas 
mouzah SoorajbhanpAe, 4 annas mouzah I’anapore, 4 
annas mouzah Uhanda Dih, 4 annas mouzah Sookhondihra, 
4 annas mouzah Amolwa, and 4 annns mouzah Mnronjliia, 
porgunnah Sasscram, thana Eargahnr, bearing former 
towji No. 2416 and present towjiNo. 6238 and paying 
Government revenue Bs. 1,137-1-1. 

Aubinash Cuandeb Mitteb, Subordinate Judge. 
Arrah, the Slst March 1891. (3—1) 

Directors have made the following changes in 
•a the Bank’s Establishment:— 

Mr. W. B. Smitli has been appointed to act as Agent 
at Allahabad, vice Mr. W. E. Hildreth, who has obtained 
three mouths’ leave. 

Mr. B. W. Benton has been n]>pointed to act as Agent 
at Cawnporc, vice Mr. N. H. Y. Warren, who has 
obtained leave to Europe. 

Mr. W. Wlicelor'li.as been appointed Agent at Patna, 
vice Mr. J. W. E, Lombard, who has obtained leave to 
Europe. 

By order of the Directors, 

W. I). CiiuirirsHANK, Secretary and Treasurer. 
Bank of Bengal, Oalcutta, 31st March 1891. (2—1) 


Reduction in price of Cinchona Febrifuge. 

F EOM. Ist April 1891, and until further orders, 
Ciiichoiin Febrifuge can be purchased by all 
Govcrnuiout officers and by any one taking ioi poundx 
at a time, from tlic Superintendent, Botanic Garden, 
Calcutta,* at the following rates. Four ounce tin 
.11 s. 2-8; eight ounce tin Es. 6; one pound tin Es. 10. 
The general public can be supplied by the Superinten¬ 
dent, Botnuic Garden, for rank only at tlie undernoted 
ratbs :—Per four ounce till Ks. 3; per eight ounce tin 
Es. 0 ; per pound tin Es. 12. This modieino is also sold 
by tlic principal European and Native druggists in 
Calcutta. Postage four annas per 4 ouueo ti)>, eight 
annas per 8 ounce tin, and twelve annas per pound tin, 
in addition to tho foregoing rates. 


Reduction in the Price of the Pure Sulphate 
of Quinine 

Manufactured at the Bengal Government 
C iNcnoNA Plantation. 



1 Pound tin Es. 16, or, post free, Es. 16-12. 

^ i» >1 »i 8 ,, ,, ,, ,, 8-8. 

»> »* »» ^ »l If It It 4-8. 

Analysis sliovts tliis_ quinine to be of tho purest 

manufacture, and it is guaranteed to bo free from 
wilful mixture with the inferior alkaloids, Cinohonino 
and Cinohonidine. It is for sale only to Government 
officers, and only for cash, and may bo had from the 
Superintendent, Botanic Garden, Soebporc, near Cal¬ 
cutta. It can bo hud either white or coloured pink. 


B HABA NATH EAY, b.l., intends to apply for 
enrolment as a Vakeel of tho High Court. 

(1144-4) 


. Notice. 

A n Ammooktiamama (panted by mo in favour of 
Shaik Mohib Hossain of Paehamba, zilluh Gya, 
sub-division Nowadah, in June 1879, is lost. I declare 
the same to be caneolled. Anyone acting under it 
would be le^ly prosecuted. 

_ Shaik Niamut Ali. 

The 3rd April 1891. ' (4—l) 


Income-tax Notice. 

fTIHE persons named in the list, which is op'nod for 
X inspection at tho Income-tax Office, No. 16, Strand 
Eoad (Custom House), aro hereby informed that they 
have been assossed under Part IV’ of the Second 
SehedMe of Act II of 1886 for tho financial year 1891-92, 
according to the particulars specified therein, and they 
are hereby required to pay tho amount of tho tax to tho 
Treasury OlBcer within sixty days from the, date hereof, 
or to apply to me within thirty days from such date to 
have till! assessment rodncod or eancollcd, failing which 
they will be proceeded against as the law provides. 

Sandfoiid J. Kildt, Collector of Income-tax. 

Income-tax Office, 16, Strand Eoad, Custom House, 
tho 1st April 1891. 


Wanted 

A SECOND grade Extra Civil Court Araeon for one 
year for the Judge's Court, Enngpore. The fol¬ 
lowing qualifications are indispensably necessary 

(1). Knowledge of English. 


(2). 

Ditto 

of Surveying. 

(3). 

Ditto 

of Drawing. 

(4). 

Ditto 

of Law. 


Preference will be given to ono who Ims p.is.sod the 
First Examination in ArLs, and has n practical knowledge 
of Civil Court Ameen’s work. Applieatiops, witn eopies 
of testimonials, will bo received up to 16tii AjTtil 1891. 

A. W. Mackik, District Judge. 
K.ungp'>rc Judge’s Court, the 30lh March 1891. 


Wanted 


By the Tipperah District Board— 


T WO Overseers, salary Es. 60 and pony allow’anee 
Es. 30. Must Jiold a foreman nieclianie’s or upper 
subordinalc’.s certificato from the Scebporo College, .md 
imsscss cxpcrienco of road making and bridgo w’ork.s. 

Two Sub-Overseers, .salary Es. 30 and pony allowaiu'c 
Es. 16. Must read and write English, know surveying, 
levelling and draft.sinan’s work, and must havo experi¬ 
ence of road inaking and masonry works. 

The nbovo Overseers and Snb-Overspcr.s will be 
appointed on trial. If after ono year their services are 
approved of, tlie appointments will become (leuimucnt, 
and under tlin rules the appointment.s, in tlie first, instance, 
will be subject to a Government Civil .'iurgeon's ecrlili- 
catc of fitness to perform out-door works. 

Apply to tho District Engineer, Tipperali, up to 2()th 
Ajiril, ivilli copies of testimonials, giving age and .state¬ 
ment of last employment, with date and cause of leaving 


Preo Nath Grose, District Engineer, Tipiiorali. 
Dated Comillah, the 3rd April 1891, (11—2) 


In the Court of Babu Saroda Prasad Ohat- 
terjea, Rai Bahddur, Sub-Judge, Ist 
Court, Sarun. 

EXECUTION CASE Np.'204 OF 1890, 
Mussamat Eamrooeh Knar, deiTcc-holder, nrsni 
Xhedoo Tliakobr, judgment-debtor. 

T O be sold in the above case, by the Nazir of tho Dis¬ 
trict. iJndge’s Court, Sarun, at 6 o’ejock morning, 
on the IStJi day of A pril 1891. for ronliziilien of judg¬ 
ment debt Es. 2,3.'14 annas 3 pies 2, the right, title, anil 
interest of tho judgment-debtor in the following pro¬ 
perty : — 

Eight annas out of 16 annns of mouzah Biikliri .Nazir, 
appertaining to mcbal Bakhri Nazir, tappa Uaweli, 
pergunnali Mehsi, aiieestral holding of Earn .ktilar 
Singh, hiishiuid of the decrec-holder, after deducting 2l» 
bignas ot Zerut bind allowed todecicc-boldorformain- 
tenanee, bearing tow’ji No. 90, and mouzewar No. 261, 
witliiii the jiiri.silieiiou of thauna Madhnban, and regis¬ 
tration Motibari, Government revenuo Es. 263-4-10). 
anniial gross jirodueo Es. 1,000, oad-ccss Es. 100, 
village e.xjipnses Es. 200, net profit Es. 436-11, snddiir 
janima Es. C26.9-8, and approximate value E.s. 4.00(». 

(10—1) 8. P. Chatteejee, Sub-Judge. 
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Administrator-General’s Office. 

^'0T1CE, 

Aifiniitcfl clfiivtJi {tf/ainsf> i/tv undermentioned Jistalea are 
payable on Tuesday and Jf'riday ae usuaL 


Estate. 


OiriitnA or 
divideiuU. 


llateH of 
divtdond i>er 
rupoo. 


]<Hi tlott, Glivin, lKt<* of ' Claimn in full, 

innli^hur T«*a Km-toi.v, | 

Assum Tea I'luutor. , 

Ntticonn, .7< «'*ph. l«l«* of 11«*hrH TJini . Ditio. 

Iluj AV<H'Ui-M’oatcril Piwiivjo of 
India. 


//. —TIh» Hurjjlitfi of Uu'I'MfiiicN marked* I* cmTiod over to tho 
recount foriiio perNtmK jiileroiittMl und no uUk'V ciHUim iiK>nn.Hi tlie 
e.stahw ran fm ndinili<*<l, 

INTsonft. pr«‘.*(j‘nf inf: for puyinoiil nr<* roquostedut IIioMnmo 

time to priKlnco the u'Kn'tiy eertilloatcH Mliieb lmv«5 been gmiilnd to 
them frmii thib otIic<^ 

L. P. I). PKOUOnTON, 

Administrutor-Gcuornl of UenRal, 
(•nlf.Mitta, Ihc Gill Ajiril 18iU. (10—I) 


The Hindu Family Annuity Fund. 

NOTICE. 

^pHE subsnribi'r.s to llie Hindu Family.Annuity Fund. 
1 h) a Illi‘i>tin{f lifld on tlio UlBt .lauuiiry IS9I, ri— 
vi>iod tlio rulc-s of the Fund for (bn purpose of prechicliiifj 
Illinois fi’ovii upjjl^iiif; for the bi*nel!l..s tliereof, iibolisbinff 
existiupt Tiible No. T. .-aid extending; Table No. .11 to 
parents, &<■., pi’eseribiiij; rules ref'iirdiiig tbe f;rant <if 
iibateinent in subseriptions, and relief to certain sub- 
seribers whose eoniiectiuii witli Uie Fuud cea.ses owiu}; 
1o dealii of lioiniuees. 

1 ’I!.^NK 1 S 8 T:N llosK, Seerctnry, 

(12—1) Jfindu Faniil}' Annuity Fund. 


Central ChotaN agpur Syndicate, Limited. 

VJOTJOE i.s hereby given tbal, an J<lxtraordinary 
General JWeetiiig of the t’eutral ClioUi Nagpur 
iSyuilieate. Limited, '^iil be Iield at the llegisLcred Ollieo 
of (lie t.bini])any. No i:t, .hieksou’s Ghat Btrect, Calcutta, 
on Friday, the ITtli day of April iuitant, at J2 o’cloek 
noon, xvlien the Itesolulions pjssed at the Extraordinary 
General Meeting of (be Coin|>nny, held outlie 2nd day 
of A ]>ril instant, that the Company be wound up volun- 
tarily, and apjiointing a Liijuidator for tho purposes of 
sueli whutiug uji and fixing his reinunerutioa, and 
apjirpviiig with eerlam modifienfions the conditional 
agreenieui, dated the 22rd day of February f'9t, for 
the .sale of Cmiipany’s }iroperty and uudertuking and 
assest, and authorising the Liquidator, purs laiit to sec¬ 
tion 204 of the Indian Coui]innj'‘s Act., J8S2, to adopt tho 
said ngreeuii'ut with the modifiealious aroresai<l, and to 
carry the same into elTect, and authorising and directing 
the Liquidator as to the dispo.sal of the fully paid shares 
to be allotted to him in pur.sunuee of (he said agroorneut, 
will bo suliraillod for eonfiruiation us K|ioeiul resolutions. 

Pasneu & Co., Managing .\gcuts. 

Caleutf.'i, 12 Jack.son’s Ghat atrect, dated 3rd April 
JSJl. 


NoT.ice. 


R EFEPIUNG to the foregoing Notice, holders of 
Share Warrants are reminded that they will have 
to pre.si'nt Uie scrip, and liavo their names registered in 
uecordnnee with flie conditions printed at the back of 
cacli Share arrant. 

Pasneb & Co., Managing Agents, 
__(13-1) 

The jGlobe Gold Prospecting and idining 
Syndicate, Limited, in liquidation. 

N OTICE is horoby given that an Extraordina^ General 
Meeting of the abovonamed Company, in liquida¬ 
tion, will be hold at the Pogistered Office of tbe Company, 
No. 1 Vansitfart-Pow, Calcutta, on the 8th day of May 
1801, at 12 noon, for tlie purpose of rcoeiving the 
Liquidator’s accounts, hearing any explanation ho may 
have to submit, and then declaring the Company w'ound 
up, 

I’lEBRE CuAEKiOE, Liquidator. 

(14^1) 


The Globe Gold Prospecting and Mining 
Syndicate, Limited, in liquidation. 

^OTICE is hereby given that the last and final divi- 
Ls dend of tho above-mentioned Company, in liquida¬ 
tion, will be paid by tho undersigned at the Pegistered 
Oflieo of the said Company, No. 1, Vansittnrt Eow, on 
and from the ISlh April instant. 

PiBBBB CuABBioL, Liquidator. 

(16-1) 


NOTICE. 

Tyroon Tea Company, Limited. 

rilHR Share Transfer Books of the above Company will 
A bo closed from tho 6th to 18th April, both days 
inclusive. 

Beoo, Dunlop & Co., Managing Agents. 

Cahnitta, the 0th April 1891. (26—1) 


In the Court of District Judge, Chupra, 
Saran. 


N otice i.s hereby given that Sita Pam and Paglioo- 
bur Dyal, of Fatisengunge, perguimah Majhowa, 
have been declared insolvout.s by this Court on the 
Cfli March 1891, and that tho Nazir of the Court lias 
been upjxhnfcd Pecciver of their properties. 


(1151—1) S. P. Chaitkkjke, for District Judge 


Estate J. C. Marillier, deceased. 

N otice is hereby given that all crcdilors and other 
per.sons having any elaima or tlemands upon or 
ngain.st the e.state of James Constantien Marillier, late of 
Nice iii the llepublie of France, Esquire, deceased, who 
died on the 20th .Iiino 1890, and Ictters-oF-administra- 
tiou (with copy "Will and Codicil annexed) of whoso 
prtiperty and eredit.s were, on tho 8th December 1890, 
granted by the High Court, of Judicature at Fort 
William in Bengal in it.s Testamentary and Intestate 
■Iurisdi#tion to Sylvo.ster Digiiam, of No. 4, Strand Poad, 
ill (he Town of Caleulla, geatlctnan, the constilnted 
attorney of Pobeit A.s]ilaiid Marillier, Lindsey Middle- 
ton Asplund, niul Charles Alfred Goodricke, the Executors 
appointed by fhe said Will and Codicil, are hereby, 
required to send in writing (ho particulars of their 
claims or demands to the said Administrator at. No. 4, 
Strand aforesaid, on or before, the 81st day of May next: 
and notice is hereby also given (bat after that (fay the 
said Sylvester Dignam will proceed to distribute tho 
assets of tho said James Constantien Marilli(ir, deceased, 
aiiiorigst the parties entitled thereto, havbig regard only 
to the, claims of which he shall then have had notice, 
and that he will not be liable for the assets so distri¬ 
buted, or any part thereof, to any person of whose claim 
ho shall ni t then have had notice. 

Dated (Li-s 4lh day of April 1891. 

C. C. PoniNSON, Attorney for the 
• said Admini.strator. 

4, Strand, Calcutta. (6—1) 


Oorporation of Calcutta. 
BYE-ELECTION UNDEE ACT II (B.C) OP 1888. 
Declabatiok of Pbbult of Bte-blbctiok kubb 
Sectiom 19. 

Dye-ehetion of Ward No. 7, one Commieeioner to be 
elected. 


Name of candidate. 


Pesidence. Ebhabbs. 


Babu Hurrayrom 
Ooenka. 

Babu Behary Lall 
Auddy. 


31, Bonstolla Strootj Elected. 

17, Gobind Chand Withdrew on 
Dhur's Lane. tho day licfore 
the poll. 


H. Lbb, Chairman of tho Corporation. 
Municipal Office, Calcutta, 6th April 1891. (27—1) 
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Notice. 

^ beqd. 

I DO heroliy declare, advertise and publish for the 
information of the public that my new Dewter 
Shankha, bearing the above ooooanut registered trade- 
mark, is my own property, which has l^een invented by 
mo and registered. Any one other than my duly autho¬ 
rised and appointed agents found to prepare the same in 
Jf^dia or elsewhere, or make any imitation thereof, will 
be prosecuted according to law. 

GibishwChamdba Dass, Bho^anipore. 

6 , Chandra Kath Chattorjee’s Street. 

Bhowanipbre, the 16tk March 1891. (1110—2) 

Notification. 

O he"poremptorily sold (siibject as regards tho one- 
fifth share of the dofeiidiiiit Chundor Kant Mooker- 
jee in the propertios, lot Nos. 1. 2, 3 and 4, to a mortgage 
ill favour of Kissory Moliun Hoy, dated tho 16th of 
March 1879) pursuant to a decree and order of the 
Calcutta High Court, Original Civil .furisdiotion, made 
in suit No. 141 of 1888 (wherein Kissory Mohiin Hoy 
and other.s are plaintiiTs and Chmider Kant Mookerjee 
and others are defendants), dated, respectively, the 27th 
of Fehruary 1889 and the 20th of July 1890, by tho 
fiegistrar of tho said Court in his sale-room at the 
Court-house by public auction on Saturday, the I8tb 
April next, at the hour of 12 o’clock at noon, the 
four-fifths share of tho dofeudantsiu the uudernientionod 
properties :— ' 

Lot No, 1.—No. 2, Moonshoc Siulderuddin’s Lane in 
Calcutta, being a partly iippor-roomod house with a tiled 
roof aud an adjoining piece of tenanted land, the area 
of the whole of which is 6 eottah.s 4 ohittaeks and 3 
square feet, and which is bounded on the north by Moou- 
shco Sndderuddin’s Lane; on the south by the tenanted 
land of Hajah Kiidhakauto Deb ; on tho west by pro¬ 
perty belonging to Ifaneo Jlashnionoy Dfisseo ; and on 
the east by property belonging to Nister Hyjco. 

Lot No. 2,—No 1, Crooked I ane, in Calcutta, being 
an upper-roomed house, the area of which is 1 beegah 
10 cottuhs 9 cliitt.aeks and 11 square feet, bounded on 
the east by a wall; on (he west by a brick-built house 
and stable ; on the north by Crooked Lane ; and on the 
south by flic house of Thomas Scott. 

Lot No. —No. 300, Chiipore Hoad iu Burtolla, in 
Calcultd, being an upper-roomed liouso willi the land 
apportniniiig thereto, ineluding a piece of baek land, the 
area of the whole of w'hieh is about 0 cotlahs 7 ehittacks 
and 18 square feet, and wliicli is bouudi-d on the north 
partly by tho house of tho late Kirlee. {'hiiudor Milter 
and partly liy a fillcd-up drain ; on tJie south by a private 
lane; on Ibc east by the Ohitjtore lioad; and on the 
west by the tenanted land belonging to Nobin Chtiiider 
Shah: tho line between4lic two projx-rties beiug drawn 
from a boundary post on tho south to tho western 
end of a foundation wall on tly:! north. 

JiOt No. 4.—Zemindari, being Baekergungc Collec- 
torate towji No, 1(581, in tlie district of Burri.sal, sub- 
registration district of Pnttooaklndly, thnna Mirzaguuge, 
itipnrguunuh Beezurg Omcdi>oi e Juar Hoora Muzuoradar, 
tho annual suddor jumraa of which is Its. 13,101-10-11 
Lot No, I), —All that two-thirds share of aud in tho 
zemindari lot Ilullopookuria described in tho mortgages, 
the subject of the abot'omentioned suit, as being in per- 
gunuah Jahaunbad, station Jahanabnd, sab-rt-gistry 
Jahanabad, and bearing (be Bimiwau Colloctorite low i 
N o. 6972, but which lot, it appears, has beeu transferred 
to llooghly, and now bears the .Hooghly Colleotorate 
towji number 40S2, tha sudder jumma of the said lot 
being Its. 13,626-15-8. 

Lot No. 6.—All that one-half share in tho zemindari 
lot Miaikpore described in tho mortgages, tho subject 
of the abovementionod suit, as being iu porgunnah Jaha- 
nabad. station and sub-registry Jalianubud, and bearing 
Burdw'on Collcctorato towji No. 697:«, but which lot, it 
appears, has hem transferred to Hooghly, and now bears 
iho Hooghly Collcctorato towji No. 4085, the sudder 
jumma of tho said lot being its. 10,443-11. 

Tho conditions of solo and the abstract of title may ho 
seen at tKo Office of tho Hogistrar of the High Court, 
Original Side, or at the OtOoe of Baboo Aushootoss Dhur, 
Attorney for the Blaintiffs, at No. 2, Uasliugs Street, on 


any day before the sale and will be produced at the 
sale. 

. _ H. Bblobahbsbs, Registrar. 

A. T. Dhnr,_ Plaintiffs' Attorney, 

Calcutta High Court, Original Side,.the 4th March 
1991. (1167—1) 


INSOLVENT NOTICES. 

In the Court for the Relief of Jneolvent Dehtore at 
Calcutta. 

In the matter of Sbwdosb Kootabt, of No. 13, Cross 
Rtreet in the Town of Calcutta, dealer in corals, carry¬ 
ing on busiuoss at No. 13, Cross Street aforesaid, 
under the name and style of Sewduss Kootary, an 
insolvent. 

On Friday, the 3rd day of April instant, i> was on 
tho petition of Suddasook Kootnry, a ored tor of tlie 
said insolvent, adjudged that tho said Sewdoss Kootary 
hath committed an act of insolve.ncy under the provisinns 
of tho Act XI Vic., Chapter XXI, and by another order 
of the same, date the estate and effects of tho said 
insolvent were vested iu the Official Assignoo, 

C. F. Piitar. Attorney. (18—2) 

In tho matter of KAitNAEAiw China, lately carrying 
on business at No. 22, Baja’s Xatra iu Burra Bazar, 
as a dealer in korosine oil, an insolvent. 

On Wednesday, tho Ist day of April instant, it was 
on the petition of Hurdial Sureka, a cftiditer of the 
said insolvent, adjudged that tho said Itamnarain Chiua 
hath committed an act of in.solvoncy under tho provi¬ 
sions of the Act XI Vic., Chapter XXI, and by another 
order of the same date the estate and effects of the 
said insolvent were vestea iu tho Official Assignee. 

S. J. Leslie & Bon, Attorneys. (19—2) 

In tho matter of Mokam Ehan, an insolvent. 

On Saturday, the 21 st day of March last, it was ordered 
that the matters of tho petition of tho said iu.solvont 
bo heard on Saturday, the Otli day of .June next, and 
that the said insolvent do then attend to bo examiuod 
before the said Court. 

G. Temple, Attorney. (20— 2) 

In the matter of Hobrbt Poxon, an insolvent. 

On Tuesday, the 2'tth ds.y of March last, it was 
ordered that the matters of tho petition of the said 
insolvent he heard on Saturday, the 2nd day of May 
next, and that the said insolvent do then attend to be 
examined before the said Court. 

Insolvent in person. (21—2) 

In the matter of Koonjo Behabz Seal, on insolvent. 

On Saturday, tbo 7th day of March last, it was 
ordered that the hc.ariug of the matter of (ho petition 
of the said insolvent bo and tho same is hcreuy ad¬ 
journed to Saturday, the llth day of April next, aud 
it is further ordered that the said insolvent do file in tho 
Ollico of Ute < hief Clerk of this Court an amended 
estate paper, and it is further ordered that the said 
insolvent do personally attend before this Court on tho 
said 11th day of April next at tho hour of eleven 
o’clock in the forenoon to be examiited before the said 
Court. 

Gregory and Jones, Attorneys. (22-1) 

In the matter of Mokam Khan, Merchant, of No. J2, 
Armenian Street, in tho Town of Calcutta, an insol¬ 
vent. 

Notice that the petition of the said insolvent seeking 
the benefit- of the Act XI Vie., Chapter XXI, w'as filed 
in the Office of the Chief Clerk on Saturday, tho?lst 
day of March last, ar.d by an order of tho same date 
tho estate and effects of the said insolvent were <iested 
in the Official Assignee. 

G. Temple, Attorney. (2Sr^1) 

fn tho matter of CuaBLEs Samuel Dawson, residing 
at Barrackpore, in the district of 24-Pcrguiinahs, iu 
tho Province of Bengal, and carrying on business a.s 
a Merchant and Agent at No. 136, Calming Sttcct, iu 
the Town of Calcutta, under the style or firm of 
Daw.jon and Company, «n insolvent. 

Notice that the petition of tho said in8olv^nt seeking 
the houulit of the Act XI Vic., Chapter XXI, was 
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filed ia the Office of the Ohief Oterk on Wednesday, the 
1st day of April in.tant, and by an order of the same 
date the estate and efEeets of the said iasolreat were 
vested in the Official Ass^pioe. 

Difi^am and Oonyiany, Attorneys. (24—I) 

In the matter of ttomiiET Poxow, of No. 14, Qmtgadhitr 
Babu's Lane, in the Town of Calentta, late a Steve¬ 
dore and at present an Assistant to Bepin Kissen Boy, 
an insolvent 

Notice that the petition of the said insolvent seeking 
the benefit, of the .Act XI Vie., Chapter XXL, was died 
in the Office of the Oliief Clerk on Tuesday, the 24th 
day of March last, and by an order of the same date 
the estate and effects of the said insolvent were vested 
in the Official Assignee. 

Insolvent in person. 

Chief Clerk’s Offioe, the 7th April 1891. (26—1) 

In the Oourt^ for the Relief of Insolvent 
Debtors at Calcutta. 

In the matter of FokskbChithd Mondlb and Tiwoowby 
Movulb, residing at Khuddessur, in the distriot of 
Hooghly, and lately carrying on bnsiness together as 
dealers in country produce and commission agents at 
No. 118, Baniatollah Street, in the Town of Calcutta, 
under the style and firm of Fukeer Ghund Mondlo, 
Tincowry Moiirlle, insolvents, 

N otice is hereby given that on Saturday, the 2nd 
day o^Moy next, at the hour of 11 o’clock iu the 
forenoon, an appliontion will be made on behalf of the 
insolvents abovonamed to the Presiding Commissioner 
of the Court for an order that the order of adjudication 
made on the I7th day of July 189J may be revoked, 
and that the vesting order in this matter made on the 
same day be discharged. 

Dated this 7th day of April 1891. 

Shahui, Dhonb Dutt, Insolvents' Attorney. 

(17—2) 

In the Oourt df the District Judge of 
Hooghly 

In the matter of Srinath Sana, an insolvent. 

N OTICK is hereby given that on the 20th March 1891’ 
Srinath Sana, son of Sib Chandra Sana, ef Kha- 
marpara, Ohinsiira, was declared by this Court to be an 
insolvent, and was discharged under seotion 351, Civil 
Procedure Code. The 1st May 1891 is fixed for framing 
a schedule of debts, when persons having claims against 
the estate are to appear and prove them in thi.s Court. 

J. Cbawfcro, District .Itidge. 
TTooghly .Tndge’s Office, the 4th April 1891. (8—1) 


POSTAL NOTIOES. 


Ueili for 

Datrnf otaaing 

Route hy which 

at Galoot la. 

daipAtehed 

E^pt, Snrope, Aioeriea.Capa 

1891. 

8tb April ... 

Par P, ft O. etffiffinrtffir 

Uolonina tnroueb Uuitail , 


from Uomhsv 

Kinirdoih. * ! 

Ditto ditto . 7 , 

15th 

Ditto. 

Ditto (book-pimt and pattern 
paokote). 

Mauritiua, Mayotte, Noeai Bo 

14th 

Ditto. 

8tk 

Ditto. 

and It^uniou. 

Zunxibar, Mozambique, Dola- 

Htli 

Ditto. 

goa l^ay. Natal and Cape 

Colouiea, 

Ceylon* BtraiU Setilementi. 

C».-« T—JS- * m . ' 

SOtb 

Ditto. 


Netherlands India, Lsbuan, 
Bankok (Biam), Philippine 
Islniida,.OhtBB and J apan. 


Auttralia, New Zealand, and 

aotb 

Ditto. 

TxfiniAnia. 

Madras, Pondiohory, Coylon, 

iith 

Per French steamer 

n.atavia, Biogapom and 


Nxemen* 

Cliiixu. 

Madras and Colombo 

8th 

|Por P. (c 0. ateamor 

Stmita, China and Japan 

Uth 

Coromandel. 

Per etr. TVtayaaay. 

Itangoou and Moulmein 

loth 

Ditto Palitana. 

Ditto ditto 

14tb 

Ditto Patna, 

Akyab, Kynukpyu, Sandoway 

bLh 

Ditto Pachumla. 

and liaiig-ooxi. 


/T.B.—Tbs lettsr-bnx for inlind artiolss finoludhur artioles for 
Biiitoa and Port BIsir and for Ceylon l>y land route) will be odoarod 
for the tut time for aicioles witimt tiM leto’fee at 7 P.IL preoitely, 
after whioh honrinlanttei tors and pspers f al I v prepaid and bear¬ 
ing ui extra pontece atamp of half-anna will be reeeived up te 
T-80 P.M. 

On the dejr of deepateh of the Mall for Knrops, tbs letter-ben 
for foreisn erticlee wUl be oleared for the lest time for erticlet with¬ 
out the ute-feo ■> S-SOw.lt., end lets htle a and papers will be 
received up to 9v.it. On other dayi tt e lettev-MB fbr fiireign 
articles will be'Blnind hr the last time for ertlolee wftbonttbe late 
fee at 7 T.M., and foreign letter* and paprn folly prepaid, heanne 
an extra etanip of hnr annaa, will be rsoeirnd np to 7-80 v.W. for 
dripatob by any Forngn Maili deapatohad the same night. 

" B. Hoiton, PnAidenop Foitmaater. 

Oeneral Poat Office, the ■ th April 1891. 


Onciaimed Letters held in the Calcutta 
Gleueral Post Office ou 7th 
April 1891. 

Almeida, S. A. Editor of the Indian Punoh. 

Alexander, B. Elson, A. W. 

Buchuuaii, K. D., Dr. Indian Condimente Co. 

allan, P. H. Tyrres, G. F. A Co. 

Cornell, Mrs. F. VVallace, Mrs. H. 

Delensoy, E. White, C. A. 


Lr.tterr marked Care of *'Poet OffUe” 


Abbott, Miss. 

Kelly, B, 

Aitchison, William. 

Koffraan, S. 

Aldham, C. J. 

Lsmt, G. 

Harbcy, Mrs. A. 

Lambert, J. T. 

Harwell, L. 

Livermore, E. 

Batti, P. H. 

Mackenzie, A. 

Bee, F. B. 

Maudlestoue, Leo. 

Buchanan, W. G. 

Mann, G. 

Boyd, Miss J. 

Markham, Capt. 

Brown, Mrs. 

Markham, A. B. 

Browne, H. T. 

Mersden, C. W. 

Butler. G. P. 

Marsden, H. W. 

Caltlirop, C. W., Surgeon- 

Martin, James. 

Major. 

Marot, Madamo. 

Campbell, W. K. 

Marstor, G. H, 

Caryl, Miss. 

Masetti, Nina. 

Clery, Leon. 

Mathews), C. A. P. • 

Cox, Capt. 

McMahon, Miss. 

Crove, W 

Melde, C. 

Currie, John. 

Mcldram, .f. T. 

Czerwenka. Mr, C. 

Meyer, Arthur. 

Dampier, L. 

Mouradian, J. 

O'Fadna. J. L. 

Muiiro, A. 

Dias, J. F. 2 

None, D. J. 

Dolby, .1. E. 

Oldham, C. I, 

Doughty, C. E. 

Partridge, W. L. 

Doughty, F. K. 

Pirag, Jacob. 

Edwards, Lt.-Col, Sir P. J. 

, Proude, Mrs. 

Kvan, .1. B. 

Esibertsou, W. 

Ezra, £. 

Biith^nborg, Carl. 

Ferry, 0. 

Sanderson, Mrs. 

f erry, Charles. 

Sasson, Sir Edward. 

Foreman, John. 

dhephord, E. P. 

Pox. ». S. 

Shipley, Mrs. A. 

Francis, Jas. 

Sieoerg, Otto. 

Frost, A. 

Smith, G. 

Good, Mrs. 

Smith,K. H, 

Grant, A. 0. 

Bladen, H. 

Grun, Otto. 

Spinner, Bevd. W. 

Harris, C. S. 

Steele, William. 

Harris, J. 

Stevenson, Mrs. 

Harris, Mrs. C. 

Strongman, L. G. 

Harris, T. L. M. 

Stratford, P. W. 

Hill. MoCalmont S. 

Taylor, Mr*. S. 

Jlitchcook, W. M- 

Terry, Miss. £. 

Hoare, Miss. 

Toogood, F. A. 

Hobson, J. C. 

Ward. A E. 

Hough. A. 

Warder, K. W. 

Jjoward, H. S., Capt. 

Warren, T. J. Cary, Ksq. 

Ireland, W. DeCourcy, 

Webster, Capt. P. 

Irina, Auguste. 

Williams, A. 

Ivanbrough, F. W,, Esq. 

Woods, Miss. 

Jamie, U. M. 

Wyatt, Mrs. 


Regietered Lettere. 

Bell, H. J. Livermore, E. 

Guthrie, J. Nile, Edward Lawrence. 

Dine, Joseph. Saunders, Mrs. 

Leonard, C. B., Capt. 
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Unelaimtd Letter* Md im He Sarrtteipore Poet Oflee 
on tH 6tk 4prit 19 ^ 1 . 

Jordon, J. G- Pediieisoii. Jmom. 

Kennedy, T. W. Rydqnitt, 0. B. 

Mnthieion, J. 

B. Hrrrow, 

Pre<iid«nov ('oe^.inmt^r. 0*1owt:*n. 


Nuddea. Risers, 

Snport ekowinff tke tenet ieptke of tenter for tke teeei 
ending Prtdag. tke 27lk Mnrek 1H9I. 


Nine el 
rt»er. 


IMeeh of river. 


Leett 
depth of 
weter 

teuBd- 

ingi. 


RHUJon. 


rt. In. I 


-I 


Rnlr*nn6 from Qangei 
ThAiicw to Nurpur 
fi'rom Nurp«ir to Juniripur 
,, JunRipurto Bornftoipar 
,, Hfriittinpar to Outw* 

,, CatWM to Niiddeo 

Rntmice (ram Gangei 
Thonoe t« AkrlpdnJ .. 
AknR»nj to Janqiioa of tbe 
Bhvrub end Jelini^hi 
'I'liBiKW to Patkahen . 

PatVubarito Nuddee. 

Rtitrenoe from Oenpee 
I'heiioato Ohnypare .. 

Prom Ohny pare to Hhlkerpur 
„ Bliikarpur to Boelia ... 
„ Boalitt to ('hniidanga .. 
,, Chuedenge to Ki"jieu- 
ganj aod HatiskbaU... 


U 6 

t 3 


Tiktikipam. 
KanooporOe 
Fulud’iUgttv 
Bed u para. 
liovaosuiiBe. 


Percwepore. 

LaliiMfforo. 

Birpure. 

Gloied. 

Chypsra« 

Mepma* 

HaHpora. 

Bualmari. 


2 3 Chapra. 


Gangs Seadingt- 


Locality. 


.^ahebRanj 

Rampur Boalia 
Kntrancpof Bha- 
Baiures ...< pfiraii ••• 

Rntranooof Hny- 
rtib-Jelinffhi ... 
ICntronoe of Ma« 
tabHUira 

Bha^irati (iHrhtuunur 
Jelin^bi ... Kmhnaffnur 
Htirupfranj 
Matebauga Haiuikbali 


Date. 

Hour, 

Heiffht 

abovo 

sero. 

Hciifcht 

abovo 

mean 

Itfvel. 

3 

li 


A.M. 

Fnot. 

F«ot. 


38-S-ei 

6 

3'i2 

66‘68 

Rolow 





xero. 

2ft-3-91 

It 

1-14 

40*80 

Do. 

3(UI-91 

7 

406 

4096 


S8.S-91 

... 

604 

45'00 




4*00 



S0.Hv9l 

iii 

2*33 



27 H-91 


1 BO 




6 

2ft0 

000 


M-3-U1 

... 

i;9 

1:2*04 


C. E. LivBaAT, 

O.X.. 



JJett Oe •! — —-- - 

Berbiamporo, tho 30lh March 1891. 

Tax foltuvrincr Woathor Ppporte of the Benffal Motooroloaieel 
Dopartmont, iMued liy ordore of tho Hovortimcnt of Uentfal, can 

be sunplied to tho pulilio at the pricoa annexed ! , . , , 

liir -Bay of Bontnil Daily Report jfiviiig motoowlomoa. obMi^a. 
tioiia taken at 27 atatione on or near the coaal of the my, with a 
chart and aummary. This ia piihliahod in connection mth the 
Bay of Bengal Htorm Signal aorvvco. Tho report giving 8 a. a. 
obirvationa of the day ia distributed by poon in l-aloutta aoon 
after U A M Price to stihaoriborM in Calcutta Ha 2 per mcuaem. 

2iid —Bengal Daily Report containing obaorvationa taken nt 45 
moteorologicsl etationa In Bengal and Aaaani, and tranatnitted to 
Calcutta by woathor telogrtuus, with a brief summary of the 
weather m Bengal during tho proooding 24 houm The report 
oiviuir Uio 8 a.ii. oliaorrationa of oaoh day la printed lit time for 
tho ovontng mail, and ia dtalributed to aulwori^ra in Cajentta 
tho same evening. This report for the proaent ia only Publwhod 
daring tho aouUi-weat inonaoon, ».«. from about May 15th to 
Novombor 16 th, or thoroabouta. Vrioo Ra 2-8 iwr monaom, mclud- 


’"?~f^A°Wookly and Monthly Btatoraont of Motoorological 
ObaarVaUona taken at 49 obaorvin r atatioua, emd of rainfall rooori- 
od at 200 Bub-diviHiona.1 siatieiia, together with aummorioa of tho 
more important footuroa of tho motoorology of the past week or 
montli of the provimM, aud of tho distribution of the rmnfall ami 
ita variation from the iiortiinl. Price of tho Wookly Report, 
iticJuding postage, Ha. 6 per oiinum, payable in advance, and 
of the Monthly Summary Roport, I la. 2 por annum, payable in 

“^S’eriptions payable to the Metoorolorical Reporter to the 
Govomment of Bengal, 6, Kussol Street, Oaloutto. fer tile Bay of 
Bengal Dully Report, and to tho Acoountant and TroaHurer, 
Ben^ Secretariat, for tho other roporta. , 

At-bx. Pbdlbr, 

Motoorological Reporter to tho Govt, of Bougol, 


The Indian Ijaw Reporta. 

Pnblieked under AuUnority. 

Tax Indian Law Beporta, pnbliahad mdor the authority of the 
Qovemor-General in Counoil, appear in monthly puts, published 
aa apon aa poaaible after the nnt of ea«h month at Caloutta, 
Madras, Bomba}^ and Allahabad, and comprise four aeries—one 
for tke Caloutta Hitk Court, a second for tbe Madras High Court, 
a third for tho Bomoay High Court, and a fourth for the Allaha¬ 
bad High Court The oaeea hoanl by the Privy Council on appeal 
from eaoh High Court are reported in tho Series fur that High 
Court. Casas heard by the Privy Council on appeal from Pro¬ 
vinces in India not aubjoot to any High Court ore reported in the 
Caloutta Series. 

The Calcutta Series is distributed by the Bengal Sooroiariat, 
and tho Madras, Bombay, and Allahabud Series are distributed 
direct from Madras, Bombay, and Allahabad respootively. 

In aupersoBsion of tho previous advortisomente, on and from tho 
lat January 1889 the terms of subsoription and sale will be os 
follows for cuivent issues as woll as for back numbers of the 
Reports from 1876 

Ttrrnt of lultieriiilion payahlr annually in advance. 

For the complote series, occlvdiny pudayc. Its. 22-8. 

Without With 



postage. 

postage. 


Rh. 

A. F. 

Rs. A. r. 

For tho Caloutta Series 

10 

0 0 

2 8 0 

,, oBch of the Madroa, Bombay, and 



Allahabad Serias 

,, a part of tho Caloutta Berios pur* 
chased aoparatoly {tnclupive of 
poitaqc in nulia) 

6 

0 0 

7 0 0 

- 

I. 

2 0 0 

,, a I>art of oaoh of the Madras, 
and Allahabad Heries 




purchoB^ feeporatoly {iuclasiee of 
yoftagr in India) ... ••• 

.. 

• 

10 0 

The followini; is tho rate at which dodiictions 

will 

bo made for 

parts out of print and at which duplicate copies will bo supplied 
to Buhscribers when roquirod in place of copies lost in transit. 


For town. 

For umfasil. 


Ra 

A. r. 

Rs. A. r. 

For the Calcutta Series per copy 
,, each of the Mailros, Bombay, and 

0 

8 9 

0 10 ;{ 

Allahabad Berios }X)r copy 

0 

6 3 

0 5 9 

„ tho Calcutta Series. For tho year 
„ each of tho Madras, Bombay, and 

7 

2 8 

8 6 3 

Allaliabad Berios. For tho yoar 

4 

4 a 

4 11 3 


Persons desiring to subscribe for or purchase tho Re)Kirts 
should apply to— 

Siiporintoiident, Govommont Pross, Madras.. 

The Government Central Book Depot, Houibay. 

,, Curator of Government Books, Northwestern Provinces 
and Oudh. 

„ Superintendent of Government I’rinting, Bengal. 

Ordev» awl cubccnpltone far 1891 cliould he at onre reyictered and 
rnniHed hi/-mone^oinltr ^Hiyahlc tu (lie AecoantaiU and Trewtu 
Jlcuyal ISm-etariai, Calnttla. 


Advbutiskxkvtb will he received for publication on the 
wrappers of the Indian I,aw Reports, Caloutta Series, nt tin* 
following rates, payable in advaiieo ~ 



Ono 

poge. 

Half page. 

Quarter page 

one issue 

... Ka 

20 

Ra 

14 

Rs. 9 

three issues 

••• >t 

.5.5 

t$ 

36 

24 

six „ 

... ,, 

lUO 

if 

68 

„ 46 

nyie y, 

... ,1 

14.5 

it 

96 

„ 64 

twelvo ,, 

•at 

180 

it 

120 

„ 80 


SbvBRAi. volumes of tho BENGAL IjAW REPORTS, from 
August 18C8 to Dooeiiibor 1876, and FllbL BENCH BCLINUS, 
Parts 1 and II, are availablo at the fpllowiug rutoa 

Without po.stage. With postage. 
Re. A. r. Rs. A. 

Bengal Law Reports for one year .m 2U 0 0 22'8 0 

Single copies, Hs. 2 por copy. 

FuU Bench, Rulings Parts 1 and 11 ... 20 0 0 22 8 0 

Bongal Sccrotoriat Pross, 10, Lyon’s Range, Calcutta. 
Remittances to bo forwarded to the AccoiiiiUuit aud Treasurer, 
Bengal Swrotariat, W riters’ Buililinga, Culcuttn. 

Anmiial Statement of the Seaborne Trade 

and Navigation of the Boiig^ Presidency and‘of its Chief 
Port (Calcutta), and each of its Subordinate Ports (Chitta 
gong, Balasoro, Cuttaok, Puoroo, aud Mosaingunge 
Voltes 1 and IL Prioe Rs. 20 for 1689-00. Publisiiui 
at tbe I aleutiu Custom Uuiise. Previous years volumes c; 
also ho obtained at the same prieo. 

A Manual of Tibetan, being a Gujde to che 

CnlIiH)uinl Spooch of Tibet, in a scries of progressive 
Exercises, by Major T. H. L<*win, F. R. a. 8., of tint Boogal 
Staff Corps, Late Deputy Commissionor of Durjooling. 
J‘fice lit. 6: jiovtai/e, I! anna*. 

Copies are to be bad at the Ottico of tho Viroctor of Public 
Instruction. 
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BOOKS AND PUBLICATIONS 

fOB lALB BT THB 

S«irmnten>M of Sobt. Jpmtmfl, fnbi*, 

8, HASTINGS STREET. CALCUTTA. 

All Dooki pubUihdd hy the Saperinteiideiit of GoTerameot 
Printin^i India, can bo pnrchued either directly or thronKb the 
follDwing: or any other l^okeellori:— 

ASBVTa; 

Thacker, Spink A Co, 

... HigginlMtham A Co. 

( Thunker A Oc., Ld. 

I KHdliHbu Atiiiarum Sitgonu. 

... Cooper, Aladdon A Co. 

]fOTlCJC^~^Jtook» required Jdr jirtvttte wee om^ turn bn 
parvAofad. Appliaalioni whould be avaompanied by a re- 
Mitfanoe.anien it tk vithed that the boukt the*ld be tent 
by valne-papable port, ta wAicA oate, betidet the ordinary 
pottoge,an additional oharge uill be made for reoietration 
and eommiihion^ 

Sooir required for the public lereice thould be obtained 
through Loeal fjtovernmentt. 

(ST The amountx within parentherii are for packing a«d 
pottage, 

LEGISLATIVE DEPARTMENT. 

[Thcee hooka /except the Gonc.rul Acta for 1877—84, and the 
North-Wcalern Provinces and Ouilii Codea, of wliic.h iiocopi._ 
remain in stock) may be, ohtniiied iVoni the Office of the 
Supci'intcndeut of Guvcrumuul Printing, Mo. 8, liaatiuga •'street. 
Calcutta.] 


CALCUTTA 

MADRAS 

BOMBAT 
POONA 


I 


O—Statutes. 

The Statutes relation to India, Vd. 1.1881, from 
1286 to 1866. B«. 8 (18<i.) 

The Statutes relatinfir to India, Vol. 11, 1881, 
from 1866 to 1881. Re. S (laa.) 

Supplement to the Statutes reiatins to India, 
1881, Re. 8 («o.) 

M Bcellaneous Works. 

A Digrest of Indian Law Oases ; containing High Court 
Reporta, 1862-1886, and Privy Counoil Reportaof Appealf ■ 
from India. 1836-1886, with an Index of Coaea. Com- 
piled under th» ordera of the Gnvoriiment of Indie by 
JoajtPii VsKB WooPMA8,of the MUidle Temple, Bnrriater- 
et-J-ew, and Advocate of the High Court, Calcutta. In 
five volumea. 8n))er royal 8vo. Ita. BO per acts quarter, 
bound copiua, Ra. CB (Ka. 3-2y ; pivyebJo in advance. 

HOME DEPARTMENT. 

The Imperial Gazetteer of India, by w. w. Hoirisn 

rw ' o'»'ne«. Royal 8vo. Quarter bound. Ra. 48-8 

(Ka. 4-D) per act. 

Bel^ione of the Government with the Hill 
^bes of the North-East Frontier of Bengd, 
History of. By Anax. Maoxoszib, B.C.S. Super 
royal 8vo, full cloth. Ra. 6 (8o.) ' ^ 

Report of the Indan Factory Commission ap- 
pomted m September 1890 under the ordere 
of His Bxce^ncy the Governor-General in 
Council, •wth Proceedings and Appendices. 

heap., bourda. Re. 1. (4n.) e-t- 

REVENUE DEPARTMENT. 

A Diotionarylof the Economic Products of India. 

Hr I)n. Geo. WATT, C.I.E. 


THE INDIAN STATUTE-BOOK. 

llKTIBBD KdITION. 
royal clothe lottered* 

A—General Acts. 

The General Acts from 1834 to 1866, roviaed 

edition, 1H87. Ks. 8 (i2a.) 

The General Acts from 1807 to 1876, reviaed 
wlition, 1887. Ra. 8 (12«.) 

The General Acts from 1877 to 1881, edition 
1884. Ra. 8 (8a.) 

The General Acts for 1882, edition iSR.'i, Part I (con- 
tainiii|,^ Auts II tn XII^ boiii inclmivn)* its. K (Ha.) 

The General A.cts from 1882 to 1884, e<iiticm 1886, 

Part JI (cuiitaliim;; Act XIV :iiul fnlhiwiu^ Acta of 1882 
and the Acta of 1883 and ISS't). Us. 8 (7a.) 

The General Acta from 1885 to 1888, edition 

18Hfl, will) tuU (divonolo^icivl Tuhl« H fiiiowiti^' all Acts of 
tho liuvcrnor*(icnc»ul in Oouucil from 1834 1888, with 

their repealing uiid imiending ouiictiDents. Ka, H (Off.) 

Civil Procedure Code, Act Ko. I4 of 1832. in liida. 

Hujicr-royal 8vo., paper cover. Uu. 1-fi (()«.) 

Criminal Procedure Code, Act No. lo of 18S2. in 
Urdu. 8up(:r*ioyaI Hv<i., pujicr cover. Ite. 1-4 (6a.) 

B—Local Codes. 

The North-Western Provinces Code, 1886 , 

reviaet* editi'»n. Ka. H (12a.) 

The Oudb Code, 1886, reviaed edition Ka. 6 (6o.) 

The Madras Code, 1888, reviaed edition. Ra. 8 (lOa.) 
The Punjab Code, 1888, revisnd oJition. Ra. G (8a.) 
The Bengal Code. 1889-90, reviaed edition. Vol. 1 
coiitaimiig tlio Ueiigal •Re.guliiiioiia, tlie I.oeai Acta of 
tho Govornor-GeluTiil in Umineil mid tile Ui-gulntiona tuude 

uiujer 33 Viet., (Jiip. 3, in force in Bengal, with CTirono- 
Ingiciil Tiibioa niid an Appendix allowing the cnactmenta 
loe-ally ii'itiiiod under the Scheduled Uiatricta Act, 1874 
Ua. 8 (10a.) 

The Bengal Code, 1889-90, reviaed edition, Vol. II ; 
contnining the iiiiiepeaied Aeta of the Lieutcniint-Uuvcrnor 
of Bengal in Oouneil, with u Chronological Tahle and an 
appendix alicwiiig jilnce-a in Bengtd in wliicli eertain ^ the 
Ada Iinvci been brouglit into forec. Ra. 8 (Rc. 1). 

The Burma Oode, 1889, r^viAcd inliUoti. (j (8a.) 
The Boluchiatan Code, 1890- Ha. 4-8 tOa.) 

The Ot-ntral Provinces Code, 1891. reviaed edition 

Ka. 5 f»a.) 

The -Ajmere Code, 1879 Ka. 3 (Pa.) 

The Bombay Code. 1880. Ra. 8i i 2 «.) 

The Coorg Code, 1880. Ra. a (Cu.) 

Under preparation. 

The Assam Code- 

The North-Western Provinces and Oudh Codes 

reviwjd cditiou. ’ 


,u.r^/t/r*rr un jitconomio jfrod%et9. 

Publiahed under the authority of the Dovern.nent of India in 
tlio lievenue and Agricultural Department. 

The firat four volumea of tUia wmk lire now ready for 
iBHue. and intending aubaeribora arc invited to regiatcr 
toiir nnmea with the Superintendout of Government 
Printing, Caleutta. 

The .price to aiib-eriber. will bo in India Ra. 30 and in 
Kngligid 2 guiueiiB. payable in adennee, for the eotn- 
plete pet. An extra charge for pnekiiig and poatiige. will 
he nimle fiir till! set —111 liidiii, at 8 uiiiiaa per volume, 
and for Iingiand at 2 rupeea 6 aiiiMaper volume, 
tor copies bound in lialf calf m- half morocco, Ka. 6 .md 8 
aliillings ruMpeeiivoly will lie ebiirgod extra for the 
whole aeiB. 

.‘.No will te iteued lo non-tnltteribere fill ike 

plelr. anilna tingle vnlume wtll he ealit teparitMu Jhe 
tu n„n,euh,criher. w,ll be lt.. in anTsouLZ Z 

>ru ^^lit'’nd. i:icln»tve „f pnekma and jmeKiffe. Outneat lu 

“ 0,1 Architecture of Jaunpur, with Note. 

on /at,.nil,nil, Saliet-M.diel, ami otlier idaeea in tha M 
1. and Oiidli. Hy A. fouBEU, 1*1, D., willi drawiiiga I'lnd 

{ Corpus Inscriptionum Indicarum, V«i. i, 

tioiiB of Asoka. Ry A. CuMX/NauAM, L’.B.I. Snncrroval 
, 4t.., cloth. Re. 7 (12«.). ' “y**' 

Corpus Inscriptionum Indicarum, Vol. ni. inacrio- 

J. LKET, C.l.i,. buper royal 4to, doth. With nlatea^ 
Ra. 2.6 : without pbitca, Ka. IG (Ue. 1-8) plntoa, 

Bpigrapliia Indica, and Record of the Archeeoio- 
^cal Survey of India. In quarterly Parta. Edited 
by Jamkb Bukoebs, LL.I)., C.I.K. Parla I to VI 
riwly. Super royal, jiapor cover. Ka 8 (ga.) each Dart 

Art-Manufactures of India, being a brief accoun^'of 
the moat important urt-mannfacturea of India. Bv T * W 
Mukiiabji, F.L.S. Demy 8vo, doth bound, a/ g (Bo 1 
Indian Museum Notes— ’ * 

Vol. I, No. 1.—Notoa on Indian Inaoct PeaU 

v^ 1: 

VoL 1 No. 4.—Note, on Jniliim Koonomio Entomologv 

auir^TT ^ (*“•> '••''I' "“mber, 

OUlE in India. Somo account of. By J.Geo&hboa* ca 
Super royal 8vo, boarda,' Re. 1 (4o.) * ' ‘ 

Wild Silks of India. Hand-book of the ooBection illne- 
triiMve of the 111 the South Kensington Museum, with . 
catiilo.-ue of tho r.ollcetion and iiumornna illiiatratinn* 

By luoMAB Wabdlb, Royul 8 vo. board!, 12o, {2o,) 

FOREIGN DEPARTMENT. 

Just published. 

History of Services of Officers holding 
^tted appointments under the Fore! 
Department. U.rrected to l,t July 1890. hSjal 
8vo, liiiip cover. 12o, (a3.). ^ noyai 
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Western Tibet: A PrcMtioal Dictionary of the 

Language and CaatomB of the bio^ctB included In the 
Ladlk Wazarat. Hy CapTATir Raicbat. Foliticol 
Agent and Joint CommiaBionur in Lad&k. Uoyal Svo, 
cloth. Ub. i ) ( 6 ( 1 .) 

The Hunea and Nagyr Handbook. Being «n 

introduction to a knowledge of the Language, Uitce, Hnd 
Countriee of Hunza, Nagyr, and a ixkrt of Vasin. Part 
By G. W V. LnjiKan. Suiier royal 4to, cloth. E.«. 
(He. 1.) 

Selections from the Letters, Despatches, and 
other State papers preserved in the Foreign 
Department of the Government of India, 
1772—1*786. ^ditod by (iiio. W. PoiBKEST, B.A, Ii: 
thruu vriluuieH. Price per set. Ha. 12 (lie. 1-12). 

Mission to Yarknnd. Report of a. in 1873, witl 
photographf. By Sib T. 1). PoBSITH, K.C.S.I., C.B 
Demy 4to, full cloth. R«. 12 (Ru. 1). 

Western Yunan. Report on the iilzpedition to, 
vid fihamu, 1871. By JonK Akubbbob, M.D. Super 
royal 8vo, full cloth. Rb. 4 (8a.) 

FINANCE ANDOOMMEROE 
DEPARTMENT. 

OivU Service Reerulations. embodying the Civil Pny 
and Acting AlloHancu; Leave; Pension; aud Travcdling 
Allowunee i<egnl.'itioiiii. First editic'n, corriictcd to Isl JUay . 
1889. Super roviil 8vo. cloth. K«. 4-8 (10a.) I 

.** List t]f Corrections to the above are svpplied per anHvmforSs. 2 

Light-houses and Light-vessels in British India, 

List of, uj) to end of 1889, 10th issue. Super royal Svo, 
stiff cover. K 1 (2 n.) 

Civil Account Code, Volume I, Part I. Fourth edition 
corrected to 3Uth J uno 1886. Super royal 8vo, hoards 
Ro. 1 (4a.) 

(Corrections to the above are sold at la, per list. 

Pari 1 contains all thaf is f/eHeralli/ useful to the Public 
Part 11 is for the guidance of Treasury Officers. 

MILITARY DEPARTMENT. 


P" D. OodejVol. VI. Tables of Salariet. Royal 8vo. 
KIb 8 ( 80 .) 

Th 0 above volumffg ars in s«p 0 r rof^l %vo, futloioth* 
Forms referred to in the P. W. D. Code— 

I, k.i)rniB i to 46D. Aea:onuts of Sub-divisioual 
Omeurs and Exccutivo Engineora. Fcap„ boards. Ra. 4 
(lla.) 

Part II A, Forms 46 to 100. Arc(rnntaof Examiner’s Office. 

Fcap., boiirda. R.i. 4 (12a.) 

Part n IJ, Irrigation Forms. Feap., hoards. Its. 3(7a.) 
Part III, Miseollaiioous forms 106 to 147. Law Forms A 
to Q. Rs. 3 (7o). 

Railways in India, Administration Report on 

the, for 1880.81. Fcap. Rs. 2 (Ka.) For 1883-84, Part 1. 
Re. 1 (3a.) Part II, Rs. 2 (10a.) For 1884-86, Part I 
Re. 1 (8a.) Part 11, Rs. 2 (8a.) For 1886-86, Part 1 
Uc. 1 (Oo.) I’nrt 11. Rs. 2 (R«.) For 1886-87, Part I 

B(>. 1 (3a.) Pnrl II, Rs. 2 (8n.) For 1887-88, Part I 

Ro. 1 (3a.) Part 11, Rs. 2 (8a ) For 1888-8S, Part 1 

Re. 1 (5a.) Part 11, Hs. 2 (8a.) For 1889-00, Part I 

Re. 1 (5o.) Part 11, Ks. 2 (8a.) 

T/ic (f^fovc are some of tho most imjwrtant puh~ 
licaliims avatlahfv.. Complete Catalo^uc,^ of all hooks 
kept in stoek can he Had Jrai of vhnr^e on appUraiton, 

Notice, 

N«)Ti('R i.'j liort'hy p-iven thiit ilio terms ft>r tbo purchiLSo of 
>u1»Ii«*atJ0iis from tlio J>on> 4 ‘;il .Socrotarint I’russ, e.vofjpt /b/* (loveni- 
ociit. »)r oincos iinilur tho contrul of (suiernmont Otticors, 

ro .Mrietly cash, aiuJ on no ollior terms wil] .-iny ptihlifuitiou hu 
.suiipUciI, or .'idvcrtisumojit, uotico, kv.y in.surtcii iu citiiur of tho 

Ju llio oaso of in.sulvrnoy nolicos, cash must 1*0 .sent wHh such 

imUees when ftirwanled by Mofinsil courts <>r otJ'ieo.s, and for tlio.so 
forwarded by tbe Olbeial As.-iitrnoo cash be paifl on proseiif-a- 

tion i.f luonioratubnu of ctiht by tlju Accountant and Trea.'mror, 
J{en;.nil SecrctiiHat. 

Ib-niiilanees in ]io.-t.a 5 ru stamps .sbonhl be neeompaniod by an 
additiun of «»no uunaiii the rupee on aceoimt of duicoimt. 


lodiasD. Army List, imbli.sbcd every qnsirter. Super royal 
8vo, paper cover. l*rice 1’h. 3. (IJy post Us. 3-7.) 

■r Ou'inti to tin- incrensp in f/ip hulk of ihv new- Intlinn Ai'nifr Lint 
hft the int'orporntion oj' pm'fion of llu Hombnu nntl Motlras 

Army Linln^ it is yrilrrvtl hy fkv MUitury Dt partmonf Hint Ihv prim 
of the puhliention Ir raim 1 frum AV. i!/f» /^n. .*?, or 7»*.s*. ft-7 ^'// 
pnyahle in adoaHca. This orJvr ivill take vJJ'iol from tho \s( of April 
1890. 

Army Regulations (India). Rnyai 8vo, full cloth— 
Vol 4.— PAV UODK. I’iirt 1, For British Troops 
Rs. 3-8 (lOa.) 

Vol. I.—PAY t;OI)K. Part II. For Native Troops. 
Uc. 1-12 (da.) 

Supplement to above, Fund Regulations. Rc. 1-8 

(2a.) 

Vol. 11.—DISCII’LITTK. In two parts, inb'rleiivcd. Rs. 3 
each pivrt(8a. each). In one volume, uot iutcr- 
leavcil. Its. 4-8 (10a.) 

Vol. Ill.—EyClPMK.N'J', iulciloived. Rs. 4 (12a.) Out 
of print. 

Vol. IV.—Piirt lI..-n!!P.NANCE .STOItE.S. Re 1-8 (5a.) 
Vol. V.—COMMISSARIAT TltANSPOUT. Part 11. 

Re. 1-8. (-lo.) Out offprint. 

Vol. VT.—MEDICAL. *118. 2 (I'Oa.) 

Vol. VII.--DUKSS. UB.3(0rt.) 

Vol. Vlll.—VETERINARY. .Ko. 1 (ia.) 

Vol X.—Part I—PASSA(iKS—.'-ea, Ra. 2 (4a.) Inter¬ 
leaved. Us. 2-8 (5a.) 

Vol X.—Part II—PASSAUES—INLAND. Rs. 3 (5o.) 
Interleaved. Us. 3-8 (7«.) 

Vol. XL—CLOTHINO. Parti. RvitishTroops. Rs.2(6ff.) 
Military Account Code, 1890. i^nper myai evo, 

lK)ttrcl8. bn, 3 (IO 0 .). 

Classified List and Distribution Return 
of the establishment of Military Works 
Department, correctod l»» 3lst De^iCiuher IbUO. ilojial 
8vo„ paper eover, 4rt(Irt.) 

MARINE SURVEY DEPARTMENT. 

SailinflT Directory, I 1 : India, Africa, and South 
America,with Charte. (b. vowmandki' A.T), Tati.ob, I.N„ 
F.R.Q.S. Super roy»! <"• VO. rlcth. Kh. Ifl 

PUBLIC WOuiCW DEPARTMENT. 

P. W. D. Code, Vol. 1 . ‘.iiinoml Uof'ulations, 6tli edition 
Kuyal 8vo, lU. 3 inU-rU'iivcd, IIb. 3-12 (10a.) 

P. D. Code, Vol. Hi. ^tafe Htiilwayu under ^'onstruc- 
tiou, 3rd edition, 18tt7. Iloyal 8vo, Ks. 'X (4a.) ; inter¬ 
leaved, Kfl. 2-8 (Oa.) 

P, D- Code^ Vol. IV. Accounts of Open Lines of Statt 
Railways, 1884. Iloyal Hvo, full cloth. Hb. 3 (6a.); inter¬ 
leaved, Ki. 8-12 (10a.) 

P. W. D. Code* Vol. IV. Aecountb of Open Lines of 
State Railways. llliKp t. ^nmings. Uoyal 8vo, board* 
120. (2a,) ; intcrieavtd, i ■ 


Apjilication.s for AcIm of tho LciriNJativo Connei! 

rctjuired on tlio ]>nbHt* sorvicn .sboiihl nddrc7!.s<*d to tho UKfn.s- 
TH.\U, t»f the I.ejri-’lulh’e DojKirl.UK’id, (Jovrrnmont of Umi-r.-il. 

CojiM’s ni*c nvailablo r<»r imivliD-rO ni Al ksnils. TiiaoIvEII, fcji'JNK 
AND (.Jo., UoMiniiuont (.'jih’id La. 


Notice. 

I*..r/#/'2JV/tE 18SG.—Tho subscription to. nnd pnsta^ro for, tlio 

ttif'fth: will bciK'cforlb bu at tho folluwiji>; rulo.-s, pavixblo 
in tidvunce: — 

I''or (ft!' A/o/Vf.v.sfV. 


Kiitiro Oaxette 

Vo.st4U*’4t 

Snpploiiu-iit- 

Pari" I tir 11 

Part lA 

P-statro 
Part 115 

Pii.-stajvo 


7Vr annum. I 

Per 

‘.nnuum. 

Rs. 

A, 

e. 

J 

t-S. 

i. 

1'. 

1.') 

0 

0 ! 

1 Parts* TTl, IV, V, 




5 

0 

0 

j mid VI 

5 

0 

0 

6 

0 

0 

Po.sl.'t ^--0 ... 

2 

8 

0 

3 

0 

0 





.5 

0 

u 

i Kor a single copy— 




o 

8 

0 




2 

0 

0 

Kntiro (hizcfcto 

0 

8 

0 

1 


u 

' PostH‘’'0 

0 

2 

0 

3 

0 

0 

8ui»plcmL*nt 

0 

■1 

0 

o 

0 

0 

* Po^t^l”■0 

0 

1 

0 


Paris 1, lA, T15, Tl. HI, IV, V, and VT us also iinjiorbint. rules 
ami 1 aiuiti ftir 4 sheets or under, with au additional 

chnr^^o of 1 amia for every 4 sheets in oxecsei of 4. 


Postage one anna. 

T'or Vah'sHa. * 

Tlio same mtos as those for tho Alofnssil, with tho exception of 
tho chargu for jiostngo. _ , 


* Containing tho Acts and Dills of tho Legislative Councils of 
India and Bungal. 


Note.— Rato for ailvortisomonts in tho VaicaHa (laeettt — 

Full pngo, por issuu ... — Rs. 20 

Half ,. „ ... ... .. 10 

Ca.sual advortisoments, 4 annas per lino. 


Notice. 

It is horehy notifiod, t’>r general information, that siibsciiptions 
to tho comploto serit.'s of the Indian Law Iteixwts should he. regis¬ 
tered during tbo first throe months of each eultflidar year. ,Sub- 
scribors are tbomroro reiiuostod to send in their sJihscriptiojis for 
I tho comploto series Ixiforo the 3Ist March in each year. Tlioso 
I who register their niimos after that date will understand that 
opios will be supiiHod only if available. 

Til- Ust of Book« BVBllBblo tor at tho •oerotarlat 
Vroaa -win In IBtnxe ba pnUlalied onoa only In aassh luonth. 

■paxe ooplea of tbo Uat -win, Bowavar, bo kept In 
Btook rasUlp fbr laana on raoalpt of appUeattons for tliom 
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PART III. 

^rts 0f ilgt §£ii0al fenril. 

GOVERNMENT OF BENGAL. 

LEGISLATIVE DEPARTMENT. 


[Second Publication.] 

This following Act, passed by the Lieutenant- 
Governor of Bengal in Council, received the 
assent of His Honour on the IGth March, 1891, 
and having been assented to by His Excellency 
tfie Viceroy and Governor General on the 23rd 
idem, is hereby published for general informa¬ 
tion :— 

ACT No. I OF 1891. 

An Act to amend the Public Demands 
, Recovery Act, 1880. 

Wberbab it is expedient to amend the Public 
Demands Recovery Act, 1880; It is hereby 
enacted as follows — 


1. This Act shall be read with, and taken as 
_ ^ , part of, the Public Demands 

CoTiHtruction and com* h iooa i ‘a. 

moncomtint. KtiCOVcrj^ 1380 j And it* 

shall come into force from 

the date on which it may be published in the 

Calcutta Gazette with the assent of the Governor 

General. 


2. In section seven for “ the Collector of the 
Amondmeiit ofsoclionT. district ” read “ Collector”. 


3. All certificates roads before the passing of 
„ . this Act under the provi- 

by oi Section seven of the 

Public Demands Recovery 
Act, 1880, by a Collector as defined in section 
four of that Act, shall be as valid as if made by 
the Collector of the district. 


Calcutta ; 

The 2Glh March 1891. 


} 


C. IL'REILY, 

Asautant Secretary to the Govt, of Bei^al, 

Legialative Department. 
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PART I. 

debits anlr '§uviimmd»(§oimot of 

ORDERS BY THE LIEUT-GOVERNOR OF BENGAL. 


No. 29A. 

Obhbbal. —TAe 6tA April 1891.—Baba Obioash Chorn Malliek, Deputy Magistrate and 
Deputy Collector, Baraaet, 24>Pergaaaah8, is allowed leare for three months, under article 291 
of the Civil Service B>egulatiou8, with effect from the STlat instant. 

llai Kali Pado Mookerjee Bahadur, Deputy Magistrate and* Deputy Collector, on 
leave, is posted to the 24-Perganaahs, and is appointed to have charge of the Baraset 
sub-division of that district, daring the absence, on leave, of Baba Obinash Churn Mnlliok, 
or until further orders. . * 

7Ae 8f A April 1891.—Babu Isban Chnnder Sen, Deputy Magristrate and Orputy Collector, 
Mozufferpur, is allowed leave for one month, under icicle 291 of the Civil Service Begulations, 
in extension of the leave granted to him under the order of the 16th Pebruary 1891. 

The 9th April 1891.—Babu Khudiram Poddar, Sub-Deputy Collector, Rungpur, is 
allowed furlough for three months, under artidie 871 of the Civil Service Regulations, 
in extension of the furlough granted him under the order of the 29th Novemher 1890. 

TAe llfA April 1891.—Babu Juggobundho Khan, Deputy Magistrate and Deputy 
Collector, on leave, is posted to the Sadr station of the district oi Faridpur. 

Mr. W. H. ThooBSon, Deputy Magistrate and Deputy Colleotor, Hughli, is transferred , 
to the Sadr station of the district of Burdwan. , 

TAe 18fA l«9l.*—Babu Parbati Churn Boy, Deputy Magistrate and Deputy Col¬ 
lector, Dacca, is allowed leave for one month and five days, under ^ article 291 of the Civil 
Service Regnlations, with effect from |ih6 date on which he may avail hiipself of it. • 

Babu Aiuarnath Bhattachaija, Second Personal Assistant to the C^mmissitmer, Presi¬ 
dency Division, is allowed leave for one month, under article 291 of the Service 
Regnlations, with effect from the 20ch mktaat,or such subsequent date as bo may 
seif of it. 
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.Mr. Vf. H. P’Oyl]r» M!«p«tiate and Collsotor, Moaofferpor, it allowed leavii for two 
monM 4id iridibr article 291 of the Cl# Senrioe BegiUationt, with effect fretm the 

1st May 1891. 

Mr. H. J. McIntosh, Officiating 9dijiit-Mil|iihnte;tuid Deputy Oollector, Sewan, Sarun, 
is appointed to act as Magistrate aM Oolleccot clf Moanfferpar, daring the absence, on 
leave, of Mr. 'W. H. B'Oyly, or hh# further orders. 

Mr. N. BonhaiU'Carter, Officiating Joint*Magisttiite inid Deputy Collector, Gopalganj, 
Sarun, is also appointed to have charge of the Sewan Bttb.diviBioa of that district, daring the 
absence, on deputation, of Mr. H. J. McIntosh, or until ftirther orders. 

The following Officiating Deputy Magistrates and Deputy Collectors are nested to the 
Sadr stations of the districts mentioned opposite their names 

M^l^Shaik Abdnll# .;. ... ... ... Shahabad. 

,Bibu rrbdidtlih Kath Dull Jessdre. 

'Miiiilvi Syed Ali HdssCin MozuBhrpur. 

Babu Brojo Durlab Uazra Howrah. 

„ Nobin Chunder Ker 24-Pergunnahs. 

„ Prosonno Kumar Das Gupta Dacca. 

„ Jogendro Nath Sen Purneah. 


Babu Raj Mohan Chakravarti, Deputy Magistrate and Deputy Collector, Faridpur, it* 
appointed temporarily to have charge of the Madaripur snh.diviaion of that district, with 
effect from the date on which he joined his appointment. 

The ]4fA April 1891.—Captain W. F. Whitehead, Presidency Volunteer Reserve Battalion, 
is allowed leave of absence for four months with effect from the Ist proximo. 

Manivi Hushmut Hossein, Sub*Deputy Collector, Patna, is appointed to act as Special 
Deputy Collector on butwara work in that district, vice Maulvi Shaik Abdallah. 

Mr. J. Scobell Armstrong, Collector of Customs, Calcutta, is allowed leave for 
six months, under article 348 of the Civil Service Regulations, with effect from the 2nd May 
1891. 

Mr. H. W. Gordon, District and Sessions Judge, Sarun, is allowed furlough for six 
months under article 340(d) of the Civil Service Uegulations, with effect from the 7th 
May 1891. 

Mr. H. F. Matthews, District and Sessions Judge, Jessore, is appointed to act as 
District and Sessions Judge of Sarun, daring the absence, on furlough, of Mr. H. W. Gordon, 
or until further orders. 

Mr. J. Windsor, Officiating Joint-Magistrate and Deputy Collector, Bettiab, Chumparun, 
is allowed leave for three mouths, under article 291 of the Civil Service Regulations, with 
effect from the 6th proximo. 

Mr. H. R. H. Coxe, Officiating Joint-Magistrate and Deputy Collector, 24*Fergunnahs, 
is appointed to have charge of the Bettiab sub-division, in the district of Chumparun, daring 
the absence, on leave, of Mr. J. Windsor, or until farther orders. 


Ecclbsiabtical. — The ll/d April 1891.—The Bevd. Francis Frederick Longman, Pastor 
of the London Mission Chapel at Hastings, Calcutta, is hereby authorised, under section 6 
of Act XV of 1872, to solemnise marriages between persons one or both of whom is a 
Christian or are Christians. 

He is also appointed to be Registrar of Births and Deaths under Act VI of 1886. 

The 13/d April 1891.—The Revd. J. H. Taylor, Chaplain of Howrah, is allowed furlough 
for one year, under article 647 (a) of the Civil Service liegulatious, with effect from the date 
on which he may avail himself of it. 

Jails. —The 10/A April 1891.—The services of Mr. W. Leonard, Superintendent of the 
Central Jail, Bhagulpur, are placed at the disposal of the Government of India in the 
Home Department. 

Sar»eon-Major W. Beatson, Civil Surgeon of Bhagulpur, is appointed to have executive 
charge of the Bhagulpur Central Jhil, in addition to bis own duties, during the absence, 
on deputation, of Mr. W. Leonard, or until further orders. 

Rboistration. —The 14/A April 1891.—Babu Bijai Govinda Chaudhnri, who was under 
order dated the 6th June 1890 appointed on probation to be Rural Sub-Registrar of 
Molnahat, in the district of Khulna, is confirmed in that appointment. 

Maulvi Muhammad FazaloolIalUB appointed to be Rural Sub^Registrar of Jehanabad, 
in the district of Gya, vice Maulvi S^hau Ali Khan, resigned. .. 


Education. —The Srd April 1891,—Babu Brij Bans! Sahai, b.l., is appointed to be 
Law Lecturer in the Patna College, with effect from the Ist instant, vice Babu Nobin 
Chandra Dey, resigned. 

The 13/A April 1891.—Bftbu Madhu Sudan Das, Law Lecturer, Ravenshaw College, 
Cuttack, is allowed leave without allowances for twenty-eight days, with effect from 
the 4th instaut. 

Babu Jogeswar Chunder, H.A., B.L., is appointed to act as Law Lecturer, Ravenshaw 
College, Onttack, during the absence, on leave, of Babu Madhu Sudan Dhs, or until 
further orders. 
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Ms 14lA JigtHl 1891**^ltf. W. fi. G'#yther is •ppointsd to bo 
fit tliO off Mooogeoioiit of the 2oologieal Qardens, Alipor. • 


Member 


The following aotificetitm is repnbluhed from the Attorn Qutette 

Me. 2fl0lQi—5PA* \St April 1891.—Mx. S, H- W. llslrymple-Clark« Dietriot Snperin- 
teodent of Police, Lakhimpur, is deputed temporarilj on epaoial dntj to Golagkat. 


JoHK Edoab, 

Chief Step, ft the Govt, of iSeepaf. 


BEVENOB Department—(FORESTS). 


NOTinOATION. 

, TAe 6fA April 1891.—In anpersesaion of the notification, dated the 19th June 1885, 
published at page 583, Part I, of the Cb/euf/a Gazette of the l7th idem, the Lieutenant- 
tiorernor is pleased to direct that the Forest charge, hitherto known as the Oaijeeling 
Division, shall be abolished, and that the Daijeeling, Enrseong, and Teesta Subdivisions of 
the said charge shall from this date form three separate Forest Divisions to be called the 
Darjeeling, Kurseong and Teesta Forest Divisions respectivelj. 

O. E. Buokland, 

_ Offff. Seep, to the Oovt. of Bengal. 


NOTIFICATION. * . 

The 9th April, 1891.—In continuation of the notification, dated the 3rd December, 1881, 
published in the Calcutta Gazette of the 21st idem, the Lieutenant-Qovernor directs the 
extension to the district of Singbhum, in the Chota Nagpore Division, of the following rules 
for the prevention of fires. The season during which these rules will hold good will be from 
the let Jannarv to the 1st July in each year:— 

1. Any person living in the vicinity of a Government Forest Reserve, or occupying or 
using land in such vicinity, and desirous of clearing by fire any standing forest or grass land 
near that Reserve, iu a locality from which such fire would be likely to endanger the Reserve, 
shall observe the following rules :— 

(1) .—He shall give notice of at least one week to the nearest Forest Officer, ranger, or 

forester of his intention. 

(2) .—He shall clear a belt of land at least 20 feet broad on the side of the land which 

he proposes to burn nearest to the Forest Reserve. 

(3) .—.He shall choose for such burning a day or time when a high wind is not 

blowing. 

(4) .—He shall light the fire in a direction contrary to the prevailing wind. 

2. Any such person desirous of burning, on laud adjoining a Forest Reserve, wood, grsss, 
weeds, or other cut material, shall collect that material into heaps, and burn it separately 
in snch a way that the fire may not endanger the Forest Reserve. 

3. Any person collecting inflammable forest produce, such as grass and bamboos, on 
land adjoining a Forest Reserve, and any holder of a permit to collect such materials from the 

• Forest Reserve, shall stack the material so collected in an open space, us far removed as 
possible from tbe’forest. 

4. All persons travelling on roads passing through or along the boundary of a Forest 
Reserve shall camp only at such places as may be cleared and set apart for the purpose of 
camping-gronuds by the Forest Officer, who shall yearly publish a list of such grounds in 
the vicinity of the Reserve. Camping at other localities than those so set apart is forbidden; 
and all persons so camping shall light any fires they may make for copidng os other 
purposes in such a way as not to endanger the Forest Reserve, or the buildings or property 
on the camping-ground, and they shall extinguish all such lires before leaving the camping- 
ground. 

5. The carriage of burning wood, fire-brands, or torches, through or along the boundary 
of any reserved Forest, is prohibited. 

C. E. Bccki.anu, 

O^g. Seep, to the Govt, of Bengal. 


REVENUE DEPARTMENT,—OPIUM. 

The Slh Afril, 1891.—Mr. O. A. C. Qennoe, Assistant Sub-Deputy Opium Agent, Bebar 
Agency, who was granted leave for one year under article 369 of the Civil Service Uegnlat^ns, 
"under the orders of 14th March, 1891, reported his departure from India ou the i5th 
March, 1891. 

The %th April, \S9\. —Mr. E. A. Gennoe, Assistant Sub-Deputy Opium Agent, vBehar 
Agency, Who was allowed leave fof six months under article 370 of the Civil (Service 
Regulations, under the orders of the I4th March, 1891, reported his departure from India on 
the 15th March, 1891. 



NoanpiaiTioir. 

Tha 7th April 1891.'—Undar Mction 3. Act XII of 1880 (an Aot for the appointitteiit 
of peraons as Qazia), the Lientenani-OoTernor has been pleased to grant a sained ^lioense) 
-to Monlaie Abdnl Mejid, appointing bim Qaai of tba&a liakbipara, in tbe district of 
Noakbidi, for tbe oelebration of marriages and tfae pecfarmanee of dtbar rites and eenmonies 
when application is made to him to perform any such fdnotions. 

• Soms Enoaa, 

CMtf 8eoy. to the Govt, of Bengat. 


NOTIFICATION. 

The7th April 1891.—Under section 3, Act I (B.C.) of 1876 (an Act to provide for the 
voluntary registration of Mahomedan marriages and divorces), tbe Lientenant-Govemor 
has been pleased to grant a license to Moulvie Abdul Majid, anthoriring him to register 
Mahomedan marriages and divorces, and to exercise the other functions of a Mahomedan 
Registrar within the police station of Xiukhipara, in the district of Noakhali. 

John Edoak, 

Chief Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 14/& April 1891.—Under section 3, Aot I (B.C.) of 1876 (an Act to provide for 
the voluntary registration of Mahomedan marriages and divorces), the Lieutenant-Oovemor 
has been pleased to grant a license to Moulvi Sersjul Haq, authorizing him to register 
'Mahomedan marriages and divorces and to exercise the other functions of a Mahomedan 
Registrar within the police stations of Khulna and Baitaghata in the district of Khulna. 

John EnoAK, 

Chief Secy, to tie Govt, of Bengat. 


PUBLIC WORKS DEFABTMEMT,—BEMGAI.. 


Local Commumoations. 

The loth April 1891. 

No’ \Z\.—Declaration.—Vlhetetin it appears to the Lientenant-Govemor of Bengal that 
land is required to be taken by Government at tWe publ'O expense for a public purpose, viz. 
for tbe construction of the Bengahi ghat road in tbe villages of Bishunpur Suppi or Barafai 
Chintamun, Maniari, Basaut* and Tola Dbeng, pergunnah Bnbra, tappa Chumparun, zillah 
Mozofferpur, it is hereby declared that for the above purpose a piece of laud measuring, more 
or less, 110 bigabs 7 cottahs and 4^ chittacks of standard measurement, bounded on the 
north by the river Bagmatti ; on tbe east by the zemindary lands in mouzas Bishunpur Suppi, 
Maniari, Basant and Oheng in pergunnah Babra, tappa Chumparun ; on the south by the 
Sisoula road in Maniari, Bishunpur, pergpnnah Babra, tappa Chumparun; and on tfae west 
by zemindary land in mouzas Oheng, Busant, Maniari Suppi in pergunnah Babra, tappa 
Chumparun, is required within the aforesaid villages of Bishunpur Suppi, Barabi Cfaiutamuu, 
Maniari, Basant, and tola Oheng of mouza Bengahi. ’ 

This declaration is made, under tbe provisions of section 6 of Act X of 1870, to ail 
whom it may concern. 

Establishhent. 


The 18th April 1891. 

No. 132.—Adverting to the notification of this Department, No. 103, dated the 2Srd 
ultimo, Mr. A. J. Oldham, Executive Engineer, 2nid grade, is appointed to officiate as Uoder- 
Secretarr to Government in the Railway Branch, with effect from the afternoon of the 13tb 
April 4891. . 

2. Mr. Oldham was attached to the Public Works Secretariat from tbe4tb to tbe 13th 
instant on special dul^. 

JNo. 133.—Mr. C. L. Fouracres, Assistant Locomotive Superintendent Eastern Bengal 
State Railway, is granted extraordinary leave without allowances for one month, with effect 
from tlie 12th April 1891, in continuation of the two months* privilege leave granted to him 
in Manager's notification No. 17, dated the 11th Pebritary 1801. 

Ac. 134.—^The notification of this Oepariment, No. 81, dated the Slat January W 
eppointing Mr. C. A. White as Executive Engineer of the Second Ceioutta Divmon ia 
cancelled. . » " 

No. 135.—.In modification of the notification of this Department. No. 75 dated tiu, 
26tb February 1891, Mr; C. A. White, Executive Engineer, on special duty, » transfenred to 
tbe Brahmini-Byturni Division. 

The lith AnHl 1691. 



Crnxi BriLpiNOf. 

' %ffA ^HllSnr 

2fo. lS9.’v^i)«ehr^!io^,^Whfa^ it to the Llenten«nt.Oov:ernor ol Bengal 

that land ia required to be*takea by .Oovernment at the pnhUo expenae for a pnblie 

E nrpoae, ▼!«■> for the improTement of the mcoeaB from the Sewan Sttb<diviatonal Officer's 
nngalow to the ■nh'^divisionai ontoherries in the town of Sewan, peignnnah Barra, stllah 
Sarun* it is hereby doclar^ that for the above purpose a piem of land measnring B40 feet 
in Jeneth and varying from 40 to '210 feet .in width, containing an area of 1 sore 2 roods 
and 26^ poles, more or less, bounded on the north by the cultivation of Sepati Aherin and 
Bryomohan Noniab, on the east by Sewan-Iiokrie road, on the sonth by the compound of 
the police bkngalqw and the Sub-divisional Officer's bungalow compound, and on the west 
by the Suh-divisional Officer's bunje^alow compound, is required in Sewan sub-division, in the 
district of Samn. 

This declaration is made, uudsr the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

P. J. JonKSTONB, 

• Offif. Secretary to the Qovt. of Bengal. 


Ibbioation. 

The \4>th April 1891. 

No. IS?.---Declaration .—Whereas it appears to the Lieutenant-Governor of Bengal 
that land is required to ba taken by Government at the public expense for a public purpose, 
WE., for No. 16 Distributary of the Kendrapara Cana), it is hereby declared that for the 
above purpose a pieoe of land 2 miles 2 furlongs and 180 feet long, and averaging in width 82 
feet, measuring 7 acres 3 roods and 26 poles, more or less, of standard measurement, com¬ 
mencing from monzah Kalpara, pergunuah Lahakhand, passing through mouzah Shamgnria, 
and terminating at mouzah Birsoti, pergunuah Tlkan, iu the district of Cuttack, is required 
within the aforesaid villages. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

No. 188.— Declaration .—Whereas it appears to the Lieutenant-Governor of Bengal that 
land is required to be taken by Government at the public expense for a public purpose, vis., 
for Branch C of No. 16 Distributary of the Kendrapara Canal, it is hereby declared that for 
the above purpose a piece of land, 1 mile 3 furlongs and 120 feet long, and averaging in 
width 35 feet, measuring 5 acres 1 rood and 14 poles, more or less, of standard measurement, 
commencing from mouzah Kalpara, pergunnah Lahakhand, passing through mouzahs Nankar, 
Sekonderpur, and terminatiqg at mouzah Shamgudis, pergunuah Tikan, in the district 
of Cuttack, is required within the aforesaid villages. 

* This declaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

C. W. OniiiKa, 

Offg. Joint-Secy, to the Qovt. of Bengal. 


GOVENBNMET OF BENGAL—MARINB DEPARTMENT. 

NOTIFICATION No lOlMne. 

The lOfA April 1891.—The following notification No. 1216, dated the 4th April 1891, 
from the Government of Bombay, and its enclosures, regarding the enforcement of the B. 
Quarantine Kales at Aden, Ferim, and the Somali Coast against arrivals from Calcutta, ia 
published for generah information. 

C. W. Qdltno, 

, Offg. Joint-Secy, to the Govt, of Bengal. 

No. 1216, dated Bombay Castle, the 4th April 1891. . 

From>~W. L. Habtst, Esq., Acting TJnder-Secretary to the GovernbieDt of Bombay, 
General Department, 

To—Xbe Secretary to the Government of Bengal, Marine Department. 

In continuation of my telegram of the 30th ultimo, I am directed to forward herewith, 
for the information of the Government of Bengal, copy of a Bcaolution of this Government, 
No, 1213, dated 4tb instant, and of the notification issued thereunder, regarding the 
enforcement of the B. Quarantine Buies at Aden, Ferim, and the Somali Coast against 
arrivals irom Calcutta. 


Quoranf ine .* Impoeilion qf — at Aden^Perim, and the Somali Coaet against arrivals from 

Calcatta. 

No. 1213. 

Gimbbai. DaPAXrifBNT. 

Bombay Castle, 4th April 1891. 

, .Telefram from the Ooverniaent of India, Home Department, dated 8rd April 1391 — 

** Number 115, Sanitary. Your telegram 30th ultimo. Oovernor-Gfoneral ia 
Council sanctions as a temporary measure the issue of rules eimilar to tiuMo issued 





HOTIFICATfON, 

Tie 7th ApriSl 1891.—Uad«r ««etion 8. Act TLW of 1880 (wa Act for tha of^rntmont 
of persona as Qasis), the Lieutenant-Governor has been pleased to grant a saiuid (lioense) 
to Moulvia Abdul Mijid, appointing him Qaai of. tbaaa Lukbipara, in the Aistrict of 
Noakbali, for the celebration of marriapres and the pasformanne of other rites and oersmonies 
when application is mado to him to perform any such functions. 

. doKN Enoaa* 

Cki 0 f Seoff. to the Sovt. of Bengal. 


WOTIPICATIO^If. 

The 7th April 1891.—^Under section 3, Act I (B.C.) of 1876 (an Act to provide for the 
voluntary registration of Mahomedan marriages and divorces), the Lientenant-Goveraor 
has been pleased to grant a license to Afoul vie Abdul Majid, authorizing him to register 
Mahomedan marriages and divorces, and to exercise the other functions of a Mahomedan 
Registrar vrithin the police station of Liukhipura, in the district of Noakbali. 

John Eogar, 

Chief 8ecy. to the Govt, of Bengal. 


NOTIFICATION. 

The 14/A April 1891.—Under section 3, Act I (B.C.) of 1876 (an Act to provide for 
the voluntary registration of Mahomedan marriages and divorces), the Lieutenant-Governor 
has been pleased to grant a license to Aloulvi Serajul Haq, authorizing him to register 
-Mahomedan marriages and divorces and to exercise the other functions of a Mahomedan 
Registrar within the police stations of Khulna and Baitaghata in the district of Khulna. 

John EnoAS., 

Chief Secy, to the Govt, of Bengal. 


PUBLIC WORKS DEPARTMENT,—BENGAL. 

Local Commumoations. 

The 10/A April 1891. 

JVo.* 131.—Dec/flra/ion.—Whereas it appears to the Lieutenant-Governor of Bengal that 
land is required to be taken by Government at tWe pubhe expense for a public purpose, viz., 
for the construction of the Bengahi ghat road in the villages of Bishunpor Suppi or Barahi 
Chintamun, Maniari, Basant* and Tola Bheng, pergunnah Bnbra, teppa Chumparon, zillah 
Mozufferpur, it is hereby declared that for the above purpose a piece of laud measuring, more 
or less, 110 bigahs 7 cottahs and chittacks of standard measurement, bounded on the 
north by the river Bagmatti ; on the east by the zeroindary lands in mouzas Bishuopur Suppi, 
Maniari, Basant and Dheng in pergunnah Babra, tappa Chumparun; on the south by the 
Sisonia road in Maniari, Bishunpur, pergunnah Babra, tappa Chumparun; and ou the west 
by zemiudary land in mouzas Dheng, Basant, Maniari Suppi in pergnnnah Babra, tappa 
Chumparun, is required within the aforesaid villages of Bishunpur Suppi, Barahi Chiutamun, 
Maniari, Basant, and tola Dheng of mouza Bengahi. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

Estabushubnt. 

The 18/A AprU 1891. 

No. 132.—Adverting to the notification of this Department, No. 103, dated the 23rd 
ultimo, Mr. A. J. Oldham, Executive Engineer, 2n|d grade, is appointed to officiate as Uuder- 
Secretary to Government in the Railway Branch, with effect from the afternoon of the 13th 
April 1891.' 

2. Mr. Oldham was attached to the Public Works Secretariat from the 4th to the 18th 
instant on special duty. 

No. 133.—Mr. C. L. Fouraerra, Assistant Locomotive Superintendenl^ Eastern Bengal 
State Railway, is granted extraordinary leave without allowances for one month, with effect 
from the 12th April lh91, in continuation of the two months’ privilege leave granted to him 
in Manager’s notification No. 17, dated the 11th February,1881. 

Ao. 184.—The notification otitis Department, Nev ^1, dated the Slat January lest, 
appointing Mr. C. A. White as Executive Engineer of the Second Caloutta Division, iz 
cancelled. 

No. 135.—In modification of the notification of this Department, No. 75, dated the 
26th February 1891, Mr. C. A. White, Executive Eugineer, on special duty, is transferred to 
the Brahmini-Byturni Division. 

The Uth April lb9l. 

No. l36.—Mr. 3. O. Mills, Assistant Engineer, 1st grade, has been granted by Her 
Majesty’s Secretary of State for India a further extension of six months’ leave on medical 
eertifiegte. 




Git» B^DlLptira*. 

No.* 139.-irtIko^atito^.'---WhtBS^ it ,to the Lieateoent'OQTernor of Bengal 

that V««l ie requii^ to be*takea by Qprernment at the pablio oxpenee fojr a public 
purpoM, Tia., for the improTement of the aooeea from the Sewau Sub-diviaional Officer’s 
bungalow to the sub'^ivisionai cutehenies m the town ,o£ Sewan, pergunnah Barra, sillah 
Samp, it is hereby declared that fur the above purpose a piem of land measuring 540 feet 
iTt length and varying front 40 to 210 feet in width, containiner an area of 1 acre 2 roods 
and 26| poles, more or less, bounded on the north by the cultivation of Sepati Aherin and 
Bryomohan Noniafa, on the east by Sewan>Lokrie road, on the south by the compound of 
the police bkngalow and the Sub-divisional Officer’s bungalow compound, and on the west 
by the Sub-divisional Officer’s bungalow compound, is required in Sewan sub-division, in the 
district of Saran. 

Tbis declaration is made, uuder the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

F. J. Johnstone, 

• O0^g. Secretary to tlie Qovt. of Bengal. 


Ibkioation. 

The 14rA April 1891. 

No. 137.— Declaration .—Whereas it appears to the Lieutenant-Governor of Bengal 
that land is required to bs taken by Government at the public expense for a public purpose, 
vis., for No. 16 Distributary of the Kendrapara Canal, it is hereby declared that for the 
above purpose a piece of land 2 miles 2 furlongs and 180 feet long, and averaging in width 32 
feet, measuring 7 acres 3 roods and 26 poles, more or less, of standard measurement, com¬ 
mencing from mouzah Kalpara. pergunnah Lahakhand, passing through mouzah Sbamguria, 
and terminating at mouzah Birsoti, pergunnah Tlkan, in the district of Cuttack, is required 
within the aforesaid villages. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

No. 138.— Declaration .—Whereas it appears to the Lieutenant-Governor of Bengal that 
land is required to be taken by Government at the public expense for a public purpose, viz., 
for Branch C of No. 16 Distributary of the Kendrapara Canal, it is hereby declared that for 
the above purpose a piece of laud, 1 mile 3 furlongs and 120 feet long, and averaging in 
width 35 feet, measuring 5 acres 1 rood and 14 poles, more or less, of standard measurement, 
commencing from mouzah Kalpara, pergunnah Lahakhand, passing through mouzahs Nankar, 
Sekonderpur, and terminating at mouzah Shamgudis, pergunnah Tikan, in the district 
of Cuttack, is required within the aforesaid villages. 

* This declaration is made, uuder the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

C. W. OnniKO, 

Offg. Joint-Secy, to tlte Qovt. of Bengal. 


QOVENRNMBT OF BENGAL-MARINE DEPARTMENT. 

NOTIFICATION No lOlMne. 

The lOlA April 1891.—The following notification No. 1216, dated the 4th April 1891, 
from the Government of Bombay, and its enclosures, regarding the enforcement of the B. 
Quarantine Rules at Aden, Perim, and the Somali Coast against arrivals from Calcutta, is 
published for generah information. 

C. W. Odlino, 

Offg. Joint-Seeg. to the Govt, of Bengal. 

No. 1216, dated Bombay Castle, the 4th April 1891. . 

Fxom-»W. L. Hauvbt, Esq., Acting XJuden-Secretary to the Governfaent of Elombay, 
General Department, 

To—The Secretary to the Government of Bengal, Marine Department. 

In continuation of my telegram of the 30th ultimo, I am directed to forward herewith, 
for the information of the Government of Bengal, copy of a Resolution of this Government, 
No. 1213, dated 4th instant, and of the notification issued thereunder, regarding the 
enforoement of the B. Quarantine llules at Aden, Ferim, and the Somali Coast against 
arrivals from Calcutta. 


QiMranritie.' Impoeilion qf — tU Aden^ Perim, and the Somali Corut against arrivals fngp 

Calcutta. 

No. 1213. 

GeNSKAI. DirARTMBNT. 
Bombay Castle, 4th April 1891. ■ 

Telegram from the Government of India, Home Department, dated 3rd April 1891 —• 

** Number 115, Sanitary. Your telegram 30th ultimo. Governor-General in 
Council sanctions as a temporary measure the issue of rules similar to thole issued 
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on the SOth Jannary last under Seotion 1* Aet I of 1870. against arrivals from 
Calcutta at the port of Aden. Please wire date of notification publishing the rules 
an4 send copy as tiieir republication in Oasette of India is necessMy.'^ 

BBsobirrioM.—A notification should be published in a Bombay Government Gazette 
Extraordinary bringing the B. Quarantine Bales into operation at Aden. Perim. and the 
Somali Coast against arrivals from Calcutta. 

2. Copies of the notification shoald be forwarded to the Political Besident. Aden, and 
the other officers and departments concerned, for information, in continuation of Government 
Besolution No. 11S6, dated SOth ultimo. Copies should also be forwarded to the Govern- 
meats of India, Bengal. Madras and Ceylon, and the Chief Commissioner of B^ma. 

‘ W. L. HABVEY, 

Acting UnderSeeretary to Oovemment. 


NOTIFICATION. 

Gbnbrai. Depabtmbnt. 

Bombay Castle, 4)th Jpril 1891. 

No. 1213.—In exercise of the power conferred by Act I of 1870, the following Rales 
for Quarantine against Cholera have been made by the Government of Bombay with the 
previous sanction of the Governor-General in Council: they have effect from the 29th ultimo 
m the Pprts of Aden, Perim, and the Somali Coast as a temporary measure:— 

I. _ The commander of every vessel, including bnggalows or other native craft arriving 
from Calcutta, shall, before entering the harbour, indicate by signal the port from which such 
vessel has come. 

II. —Such conamander shall not, except as hereinafter provided, allow any communi¬ 
cation either with the pilot boat, except orally, or with the shore, or with any other vessel 
or boat in the harbour. 

III. —Immediately on arrival the commander shall cause the letter B of the Commercial 
Signal Code to be hoisted, and shall keep the said flag flying daring his stay in port or 
until authorized by the Health Officer to haul it down. If communication with the shore 
is not desired, the vessel shall anchor at such p|[aoe as may be pointed out by the Port 
authorities, having regard to the season of the year. If communication with the shore is 
desired, the Health Officer shall go alongside the vessel, and, after all necessary enquiries, 
shall direct the commander to talte the vessel to the quarantine anchorage duly appointed 

notified in that behalf by the Resident, there to remain for a period of seven days from 
the date of Arrival, or for the shorter period prescribed in Rule IV, and undergo disinfection, 
which should apply as well to crew, passengers, efieots, and suspectible goods. 

IV. — If the Health Officer of the Port has sufficient evidence that no cases of a sus¬ 
picious nature have taken place on board during the voyage, and if the vessel is, besides, in 
good hygienic condition, the duration of the quarantine will be diminished according to the 
following scale ;— 


After eight days of voyage 

• • • 

... Six days of quarantine. 

Do. nine ditto 

• s e 

... Five 

ditto. . 

Do. ten ditto 

• S v 

Four 

ditto. 

Do. eleven ditto 

• • • 

... Three 

ditto. 

Do. twelve ditto 

s • • 

... Two 

ditto. 

Do. thirteen ditto and upwards 

... Twenty-four hours of quarantine. 


V. r^If daring the period a vessel is at the quarantine anchorage aforesaid any case 

or cases of cholera should occur on board, the said vessel sh'ill remain in quarantine for m 
period of seven days from the date of the last case occurring, and be subject to ail the 
prohibitions provided for in Rule III. ^ 

VI. —When any vessel has been placed in quarantine as aforesaid, the Health Officer 
may direct the removal of so many of the passengers and crew as may not be snfiPering from 
illness, and whose services may not be required on board the vessel, to such particular spots 
as may from time to time be selected by the Resident as places of quarantine, there to 
remain for a period of seven days. If a case of cholera occurs among such passengers and 
crew during any such period, they shall remain in a place of qdlinintine for a period of 
fifteen days from the date of the occurrence of the last case of such illness. 

VII. —Any mails or cargo which may be brought by any vessel so arriving shall be 
landed under such precautions as the Health Officer may deem necessaiy to prevent the 
spread of the disease, 

VIII. —It will be the duty of the Port Officer to facilitate the conveyance to all vessels 
in quarantine of such supplies of provisions, stores, and other articles as may be required by 
those on -board. Such supplies will be placed on the boats of the vessels in quarantine, to be 
subsequently removed by members of their crews. 
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IX. ->An Tcnelt M-riving »t Adea.Fcwim, and the Somali Coart, which may have commn- 
nioated with veasela coming 4xom Oalcotta, ahall be subjected to the same quarantine as 
vessels arriving at Aden, Ferim, and tlhs Somali Cqaat from Calcutta. 

X. —^All vessels which have undergone quarantine in the manner above prescribed should 
have the fact clearly stated on their bills-of-health. 

£jf order of Mwo^lUmfig the Qctvemor in Comeii, 

G. W. VIDAL, 

Acting Chief Secretary to Government, 


OTIFIOATION No. lOSMne. 

The \Slh April 1891.—In accordance with the provisions of section 69 of Act IV 
(B.O.) of 1867, the following abstract of the estimates of receipts and expenditure of the 
Chittagong Port Fund for the year 1891-92 is published for general information 

Ahetraot of the SeeeipU B^enditure of the Commissioners of the Port of Chittagong for the 

year 1891-92. 


BacaiFxt. 

MariiM— 

Partdaca . 

VaM ana nnni— 

Water . . 

HoormK ta8» . 

liioenw* „ —. ». 

Moiacally toll receiiits. 

Other laeft end tlnofl ... ... 

baiKlry receipts ... ... 

Oontriuution by Filotege Fund 


Totail 


Opening balanoe 

QahBS Totai. 

IXFSaBlTDBB. 


Itefund .. 

Adminiitmtiou . 

Ij»« and JueUCB . 

Polhw . 

«>tlloo esIshHehment. 

Vessels and beats . 

Semaphore establiahment . 

Baibour Hasb.r’s boat establishment 
Tidal Observatory estsblisbiuoiit . . 
Lichthuuse establiabmout ... .. 

noiscally toll establishnient 
Misoetlaneaus establiahnieut 
liisunilaueoua . 


Total 


. Public Works . 

Closing balance 
* Gkahu Totai 



1 

ISBO-U. 

j 

)881.8X. 

1 

Aotuslt. 

Banctloned 

Six months' 
ooiuols. 

Bovised s,t|. 
mats. 

Budgst Dsti. 
mate os sp. 

proTfd by 
Govoromant. 


JU. 

Sa 

Bs. 

B*. 

Us. 

... 

S8,8S4 

36,600 

10,852 

30,600 

• 

3ti,tAe 


4,271 

8,600 

606 

3,600 


... 

8,S(l7 

7,000 

2.029 

7,1X10 


••• 

174 

210 

140 

210 



460 

R60 

178 

560 


.. 

262 

250 

131 

250 


... 

8,8.1 

3,581 

2*749 

4,»ll 

3*48] 



2,000 

1,000 

2,000 

1.000 

... 

60.^9 

63.701 

17.78* 

6A701 

61,141 

... 

67.l»8(a) 



90,197(9) 

79.788(0) 

•• 

i.»Am 

63,701 

17,784 

>,44gS98 

],».9e9 


1 

122 

60 

17 

60 

60 

... 

9,0.» 

10.35.Y 

3,161 

12*188 

0,740 

... 


50 


60 

50 

... 

i,200 

1.200 

000 

1,2U0 

1,200 


1,6R2 

2,514 

1.3R0 

4.097 

2.761 


S,740 

6,579 

3,0U7 

0,749 

6,642 

... 

144 

1 144 

09 

144 

144 

•• 

218 

400 

100 

400 

480 


lfi9 

25.8 

124 

25;{ 

253 

... 

6»311 

7,170 

3*145 

7,170 

11.470 

•• 

852 

420 

171 

420 



1,602 

S.HO 

148 

330 

'sso 

... 

i 7.601 

22.135 

3,240 

26,016 

6.606 

... 

33.980 

51.708 

15.212 

69,970 

41,716 

... 


700 


5,134 

800 

•«. 

90.197(a) 


... 

79,788(0) 

89,414(<l) 


1,24.177 

02,408 

16,212 

1*44,SOB 

1,31,939 


* (a) Does not inolude Es. 20,200 invosUd in Government secnrlties. 


W. B. Bkstic, 

Undersecretary to the Govt, of Bengal. 


The 14M April 1891. 

No. lOS/J/arine.—Under the provisions of section 7 of Act IV (B.(’.) of 1887, the . 
Lieutenant-Governor is pleased to re-appoint Mr. E. Good to be a Commiasi iner of the 
Fort of Chittagong. Mr. Good is also re-appointed to be Vice-Chairman of the Com¬ 
missioners. 

tic. 104Marttte. —In exercise of the powers conferred upon him by section 6 of the 
Indian Ports Act, 1889, the Lieutenant-Governor is pleased to make the following rules, 
under sub-section 1, clause (o) of that section, for regulating the emoloymcnt of persons 
engaged in cleaning vessels, or in working in the bilges, boilers, or double bottoms of vessels 
in the Fort of Calcutta :— 

1. No inaster or ofiBicer for the time being in charge of, or doing duty on board, any 
ahip shall, on and from the 1st day of April to the 31st day of October inclusive, employ, or 
cause to be employed, any European seaman or apprentice in cleaning or painting vessels 
between the hours of 9 a-m. and 4 f.h., uecessitatiug the direct exposure of such seamau or 
apprentice to the rays of the sun 

2. Masters of vessels requiring work to be performed in bilges, boilers, and double 
bottoms shall take precautions to enapre that working in such places is free from all danger 
before tbe men are sent into them. 

C. W. Odlino, 

Offg. JointSecy, to the Govt, of Bengal. 
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CIOVBBNMBNT OP BENaAL,~MABINE DEPARTMENT. 


• * [Third Pablioation .3 

NOTIFICATION No. SOSfamo. 

following draft of nika, which it is proposed to issne under 
section 29 of Act VI of 1884 (as amended by Act XIII of 1891), for the grant of certificates 
cerangs ai^ second clara engine-drirers of inland steam-vessels, is published for 
f/. *^fi, rulen will bo taken into consideration on the expipf of a month 

r m be date of their first publication in the Ouleuita Qasfitte, and the Lieutenant-Governor 
will receive and give due attention to any objections or suggcBtions which may be made by 
any person within that period. 

J. M. MoNaina, Oo/., a.*.. 
Secretary to the Government of Bengal. 


1. A certificate of service will be granted to any person who has served as a serang or 
Man engine-dnver of an inland steam-vessel btifore the first day of April 1890, and who, in 
the opinion of the Local Government, is qualified for the duties which such certificate will 
entitle him to perform. 

Tfy certificates of service must be made upon the appropriate form 

[Cmi^ate of Service l]j, and must be submitted to the Port Officer of Calcutta, together 
wi h the applicants testimonials and any other evidence which they may have to offer in 
respect of their qualifications. 

3. A fee according to the following scale shall be paid for each certificate of service• 


Rb. 

Serang ... ... ... 5 

Second class engine-driver ... ... ... ... .5 


4. Certificates of service shall be made and issued in the forms hereunto annexed, 
j r o* “ervioe shall be made in duplicate, and one copy nba ll be 

thi'port OffiM? Sf cilcJ?to ®ertifi®«‘te, end the other shall be kept and recorded by 
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Form A. 

« 

fB the Sonimrable the Uientenant-Sobemoi of feitgal. 

•ohemmtnt at Cerfifitste of J^erfiia 

SentpU. 

^ AS 

% 

SERANG- Of AN INLAND STEAM-VESSEL UNDER ACT VI OF 1884. 



it hat been proved to the satirfdetion ef the Local Government that yon have served as Serany qf an 
land Steam-vessel bqfbre the first day of April 1890, and that you are qualified to fulfil the duties of Sevang ef an Inland 
eam-vessel, I do hereby grant you this CERTIFICATE OF SERVICE as such Strang. 


Oimn under my Hand and Btal. 


By order of the Government of Bengal, 


hit- 


day of - -- - 


18 


Vnder-Secy. to the Govt, of Bengal. 


Endorsement on Form A. 

t 

|o. of Ceidtficafe^HHr 


tetrer - ■ ton qf - hy caste • 

atei* and Place of Birth showing Viliage, Thana, and District 

stidence showing Village, Thana, and District - 

eight -—— -—- 

trtonal description, statii^ particularly any permanent maths or tears - 

gnadure -—-----— 

Any Serang who fails to deliver ssp a Certificate which hat been eaneelled or suspended it liable te a penally not ereeeding 
*.600. • 

N. B.—Any person other than the owner thereqf becoming possessed of this Certificate it required to transmit if fiertiwith te 
w Government qf Bengal. 

leeued at Chsleutta on the -——- day qf -18- 

Begistered, 

Port OJfieSr ef Calcutta. 

• Uneh knmm (iBeti; mart ba OUhed m «ha bwt infonnrtioii or oridMiee aTmiabhi. 





•sbetmunt 


iE!(rl&ab d 


SECOND CL\SS ESOINE-DBIVER OP AN INLAND STEAM-VESSEL UNDER 

act VI OP 1884. 



it Aa« bean proved to the eatUfaetion the Local Oovernment that you hifve eerved at Bngine-d 


ef an Jnl md Steom-veeea before the fleet dafl'of April 1890, and that you are qualified to fulfil the dutiee <fi Second Olaee Ek 
driver tfi an Infa nt 'Steam-veeeel, I do hereby grant you thie OEBTIFIOATE OF SEE VICE ae eueh Second date Engine-dt 


Given under my Hand and Seal, 


By order of the Oavemment qf Bengal, 


Thy* 


- day of- 


* 

18 - 


JJnder-Seey. to the Govt, of Be 


Endorsement on Form B. 



0f Certificate 



ptearer -»«» <f- ---- ^9 ' 

Datd'* and Ptaee gf Birth ehowing Village, Thana and District 

Besidenee showing Village, Thana and District - - --- 

t , 

Height ----. 

Per«oiM< deseription, stating particularly any permanent marks or. sears - 

Signature- ---- 

Issued at Caleutta on the - ----—..—; ^ 

Any Engine d r i ver who fails to deliver up a Certificate which has been eaneetted or suspended w liable to a penalt 
eaoeeding Ms. 600. 

N. B.—Any person other than the owner thereof becoming possessed of this Certificate is required to tpanemU itfi^higUh i 
Govematent of Bengal. 

BegUterei, 


Port Qfieer qf Qsleutta, 
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NOTIFICATION No. 81 Marine. 

The 30<A March 1891.-»-The following draft of rules, which it is proposed tp issue under 
section 29 of Act VI of 188i (as amended by Act XIII of 1891), for the grant of certificates 
of competency to aerangs of inland steara-veasels, is published for general information. 
These rules will be taken into consideration ou the expiry of a month from the date of 
their first publication in the Calcutta Gazette, and the liicuienaut-tJovcrnor will receive 
and give duo attention to any objections or suggestions which may be made by any peraon 
within that period. 

J. M. McNeilb, Col., B,E., 

^ Secretary to the Government of Bengal. 


' (Qualifications for (Certificates of Competency as Strangs. 

1. (Candidates must make their applications upon the appropriate form (Exn. 24) which 

. must be filled up at the Port Office. * t . * o ^ i 

2. Examination in colours. —All candidates for certificates of competency must first be 

exaniiiied in colours. , . , , , , , , 

3 A candidate for a certificate as scrang of an inland steam-vessel must not be less 
than twenty-one years of age, and must produce satisfactory certificates of sobriety and 
inlellisencts and that he has served one year on a stcam-vcssel, and shall be examined 
Dim wee as to his knowledge in the following subjects:— 

The rules of the road. 

The management of small inland steam-vessels. 

4. The fees are as follows :— 


Serang ... ••• ••• ••• ••• p 

Renewal of a certificate ... ••• ••• ••• d 

5. Certificates of competency of serangs shall be made and issued in the forms 

hereunto annexed. . „ , , . , ^ . i. n u 

6. Every certificate of competency shall be made m duplicate, and one copy sball be 

delivered to the person entitled to the certificate, and the other shall be kept and recorded 
]jy the Port Officer of Calcutta. 




Ijto. of fetifotc 

Bearer - —--- son of —----—- hy easio- 

J)ale* anH JPlace of Sirth showing Village, Thana and District - 

Residence showing Village, Thana and District - 

Jleight -—- 

Vcrsonal description, stating particularly any permanent marks or sears — 

N’o. of Register Ticket - 

Signature ---- 

Any Serang who fails to deliver up a Certijicate which has been cancelled or suspended is liable to a penally not essse 
Jls OOO. 

N. B.—Any person other than the owner thereof becoming possessed of this Oertijioate is required to transmit it forthwith 
Government of Bengal. 

Issued at Calcutta on the -^ day ef -^—18-. 

Registered, *’ 



* If not k&owp eiAOtly miul be tUted on the best hiforaeMoa or ovidesce araileVSe. 


JPort Offleer ef Cal 
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ITOTIFIOATION TTo. 82 Marino. / 

The 30/A March 1891.—TI^/s following draft of rules, which it is proposed to issue under 
section 29 of Act VI of 1884 (as amended by Act XIII of 1891), for the grant of certiKcutes 
of competency to second class engine-drivers of inlaud steam-vessels, is published for general 
information. These rules will be taken into consideration on the expiry of a mouth 
from the date of their first publication in the Calcutta Gazette, anA the Ideutimant-tiovernor 
■will receive and give due attention to any objections or suggestions which may be made 
by any person within that period. 

^ ' J. M. McNeilb, Cot., R.B , 

^ Secietari/ to the Governuienl of Bengal. 

Qualifications for Certificates of Competency as Second Claes Enyine-drirers. 

1. Candidates for examination must make their application upon the appropriate 
Form (Exn. 36), which must be filled up at the Port Office. 

2. A candidate for a certificate of competency as second class engine-driver must have 

attained the age cf twenty-one years. . u 

3. He must have served an apprenticeship of at least four years ii ni Indiu, or three 
years in the United Kingdom, and have servetl for one year in the engine-room of a steamer. 
^ Or he must have beeu ono year principal tiudal in the engine-room of a steamer under a 
certificated engineer or first class engine-driver, or have been for one year in charge of the 
engine of a factory or mill under a European manager or engineer. 

4. He must pass a vivd voce examination before the Hoard of Examiners as to the work¬ 
ing of an engine and the use of its different parts. ... , 

5 He must be able, if required, to show his practical qualifications by one week s trial 
in a steamer after fulfilling the other tests to which he will be subjected. 

6. The fees are as follows :— 

Us. 

Second class engine-driver ... ... ••• 

Ucnewal of a certificate ... ••• ••• ^ 

7. Certificates of competency of second class engine-drivers shall be made out and 

issued in the forms hereunto annexed. , ,, , , • j i- .. j i ii i 

8 Every certificate of competency shall be made m duplicate, and one copy shall be 
delivered to the person entitled to the certificate, and the other shall be kept and recorded 
by the Port Officer of Calcutta. 
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(Gobcvnnitnt of 
ttcng.il. 


J3tj the J)onoiivablc the Jicutcmxnt-Sobcvnav of Bengal. 

Cwtiftcate of ^Itomi'efoticg 


AS 


SECOND CLASS ENGINE-DRIVER OF AN INLAND STEAM-VESSEL UNDER 

ACr VI OF I5'd4. 



6X!ilItCtCit0 it /tag heen ri-juirteil t>j Ihc LicHtenint-Governor qf Bengal that yuu. har.e heen found, qfter examin 
m, dull/ qualified to fiitfil iho duties of Se.rond Class Biigiite drirer of an Inland Steam-vessel, I do herehit, in pursuance 
rf YIof 18S-i, grant yon this CERTIFICATE OF COMPETENCY as such Second Class Engine drieer. 


Gii'cii under in;/ Hand and Seal. 


litj order of the Oorerument of Bengal, 


Uuder-Seeg. to the Goct. of Bengal. 

his --- dag of _ 18 - 






'iearcr _ son of ___ fy caste _ 

Oatn* and Place of Birth shmeing Village, Thaua and District _ 

Besidence shoteing Village, Thana and District - 

llcigi t ______ 

Personal description, staling particularly any permanent marks or scars 


\o. of Register Ticket. 


Signature - --- 

Any Second Class Engine-driver who fails to delioer up a Certificate which has been cancelled or suspended is. liable to 
penalty not exceeding Rs. 500. 

N. B.—Any person other than the owner thereqf becoming possessed qf this Certificate is required to transmit it forthwith 
the Oovemment Bengal. » . 

Issued at -Calcutta on the _ day of _18 

Registered. 

Port Officer qf Calcutta. 


• If not known oxaotly, muit b* stated on the beet Information or STidenoe available. 


Calcutta Gaaette, tha lit April 1991. 


, ftWfeon Matty XaI MookirJ«if i« «(»]ill0M|M 

of tw Morfb fiabartwA Bot^ial ia tb« tie* Auittaai 

BwmMHi' J«ilab Eritto ttifOMri dMtatMtd. 

« He, 4B0t, tffl/tfrf VMi AfrU 1901—Aimt««t Snrfeoa 0«p«l CHnuniar * CTi «ttw jw , 
*r«seher of Anatooiy and Surgery, Medio*! Sohoo(, Daeos, i« allowed leave lor aixtjr day* 
under article 291 ot the Civil Service jOegulationa. 

A. Hruoff, U.O., 

hupeetor-Qeneral of CMl Satpitelt, Bm^el. 


HIGH C OURT N OTICES. 

NOTIFICATIOIT. 

Th* undermentioned Mukhtar bavin* withdrawn the aecnrity depoaited by him under 
the ftulea of the Oouit hae crated to be Mukhtar of the High Court on its Appellate Side 
Hie certificate baa been cancelled and hia name removed from the roll— 



No. in list. 


Golam Nabi Khan 


No. in Begieter. 


9 of 1888. 


By order of the High Court, 

High Cookt, the 9th April, 1891. __H. W. C. OaBunhyv, KepUllrar. 

NOTIFICATION. 

Tbs security deposited on behalf of the undermentioned Mukhtar having been with¬ 
drawn and he havtng faiUd to deposit a fresh security under the Rules of the Court, has 
ceased’ to be Mukhtar of the Iliah Court on its Appellate Side. His certificate has been 
cancelled and his name removed from the roll— 


No. in list. 



No. in Register. 



By order of the High Court, 

High Coost, the 9th April, l'' 9 L _H. W. C. OaBwpurf. Segietrur. . 


SherifiTs Office, the 1st April 1891. 

Notice is hereby given that the Second Criminal Sessions of the year 1891 of the 
Hiah Court of Judicature- at Fore William in Bengal for the Town of Calcutta and 
Partorv of Foit William, and the places subordinate thereto, will be holden at the Oonrt- 
house in the Town of Calcutta, on Wednesday, the twenty-ninth day of April instant, at 11 
o’clock in the forenoon, and so on from day to day until the said Sessiona be over. And it 
ia hereby proclaimed that all peisons who will prosecute any of the prisonera to bo brought 
up for trial at the said Sessions be present then and there to proseente. 

Mahohbo Fubbock Sh4h, Sheriff. 

wjtfhin, vR «rt»i ontlw >ail Atetet \ 

sweiw ««in mtrsew R w ^iTwtsinr «m 

« ’•INTRI CElElWTlt ftTT? 'WT ’itWI 

a*c*i 'it'Elar af&o'TJ ct * 1^ orf^tR? wKr o’rw *111 n 

^ wfsi^itit^ art Rtcif? ortwtsj^ ^ iirs»i NtW? fv^ 
fidoRw CTf-fiR An A«ifm Erttf ¥J1 artcomf ct, or ^rf ai jrf y 

wCTfm ca!\aiat?t filftw hfnuw utltlil trfSmi 

«lwiW» in, 


TREAStr^JfOTICEa 

‘ Bibu Pbakabh Cp*T»D»* SiNOHA, Deputy Ooilector, has been temporally placed 
in charge of the Tipperah Treasufy, and antburised to draw bills oif other treasuries.. • 

W. OtoBAH, Offg. Cemm sfieMT, 

COHiia.’s Orwoi, Ohitiaooso, me 9th April 1891. 
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iGobrvniitent of 
iCcngal. 


the 3)(rnom‘ablc the pcutcnnnt-iSobcvnov of f cngnl 

t 

Ccrtififiitc of €oin|ftfiicg 


AS 


Sl'X^ONI) GLA8S F.NGINE-DIUVKR OF Ax\ INLAND STEAM-VESSEL UNDER 

ACT VI OF Ls'84. 


s:o 


fitlhcrciis It fian hren rijiorietf tn thv Liculcnmt-Ooi'trnot' of JHeiigaf that you iitee bcfii found, afttf txami 
hull, dull/ ijuu/ifird tii fidjil Uic duticH of Scmiid C/iist Engine drher of an Inhtnd Steam-vessel, I do herehii, in pursuance 
.del VTof \9,%i, grant yon this CERTIFICATE QF COMTETEXCY as such Second Class Engine-driver. 


Tig order of the Gorernment of Bengal, 


Girrii under mg Hand und Seal. 


Under-Secy, to the Govt, of Benga 

2 his -- dag of -- 18 - 



of 


Bearer 


son of. 


_Jig caste _ 


Daicf and Place of Birth showing Village, Tltana and District - 

Besidcnce showing Village, 'Thana and District - 

ITciglt t _—- 

Personal description, stating particularly any permanent marks or scars 

Xo. of Register Tickets --- 


Signature 


Any Second Class Engine-driver who fails to deliver up a Certificate which has been cancelled or suspended is liable 
penalty not exceeding Es. 600. 

N. B.~Any person other than the owner thereqf becoming possessed of this Certificate is required to transmit it forthur. 

the Government (f Bengal. * 

.*• 

Issued at-Caleutta on th e __ day of - ^ -18-. 


Registered. 


Port Officer of Calcuti 


* If not known oiaotly, mint b« itated on the beat intomuitlon or aTidenoe arailabta. 


Calcutta Gaaettc, the let April 1891. 



mtn, asKOAki 

i ' t ^ i " 

iir«(>4li8ww»X%« Hh Jl^t tivrffwm Motty Idd MoukeijacTM 

tftiatf iirttfi^imft oMhm ot tn« Hotithitl in tks 24>pBfgaBiii^ Asiwtoat 

SOf^ nvwt, dBOMmi. 

JV'«. 480ft, IBMi Afr4l 1891 •^Awntent SnifeoB Ospftl Ohtmtfn- ^ O tWf tt Bf j w, 

Tea«h«r of Auttooijr «nd Surgery, Hediosl School, Baoo*, ia alloved Imtc for tirty day* 
ttoder artiele 891 dt the Civil Service Eeguletioni. 

A. HruoK, ir.s., 

^ In^eetor-Oeneral of CMl SatpUaU, Brngmi, 


* HIGH COHRT HOTlOEa 

• NOTIFICATION. 

Tk> andermrotioned Mukhtar hatiue withdrawn the aecurity depoiited by him nnder 
the Bulea of the Court has ceased to be Mukhtar of the High Court on its Appellate Side 
His certificate has been cancelled and his name removed from the roll— 



No. in list. 


tiolam Nabi Khan 


High Court, the 9fA April, 1891.__ 


No. in BAgiater. 


9 of 1888. 


By order of the High Court, 

H. W. C. OannninT, He^lrar. 


NOTIFICATION. 

Thb security deposited on behalf of the uodermentioned Mukhtar having been with¬ 
drawn and he having faihd to deposit a fresh security under the Rules of the Court, baa 
oeased’to be Mukhtar of the IIMh Court on its Appellate Side. His certificate has been 
cancelled and his name removed from the roll— 


No in Register. 



By order of the High Court, 

High Court, the 9lh Apnl, ls91. H. W. C. CauNDurv, Sepietrar. 


Sheriff's Office, the 1st April 1891. 

Notice is hereby given that the Second Criminal Sessions of the year 1891 of the 
High Court of Judicature- at Fort William m Bengal for the Town of Calcutta and 
Factorv of Fort William, and the places subordinate thereto, will be holden at the Court¬ 
house in the Town of Calcutta, on Wednesday, the twenty-ninth day of April instant, at 11 
o’clock in the forenoon, and so on from day to day until the said Sessions be over. And it 
is hereby proclaimed that all (icisons who will prosecute any of the prisoners to be brought 
up for trial at the said "Sessions be present then and there to prosecute. 

MAnoHBD Furkocx Sbsh, Bherif. 

■tfs’e wrtfhkN, TIN Nt*l WtfftN TWfl I 

TPitstft ««1I1 Nitt^cT or NTwtmir WmH sc»fF -w 

A AwrfNi tTcn? «mr Aitirttfr w jtIot* 

eecN icAW ctnI ii elS'ATg tins ASt or cTifNsttTrs ^ c-nr ni ns 
^ nncs NfitAiAts itt CNtcifs wfwtTi^ Nts tin iir&i Titcei? ft|«hr 
fstlimil CTlf^T*! AWS ¥ft 1 CT, CT TnpPi NifiP CTtN 

wciliis fiNCTi cA^emtiTi efswA «t«ts 1 utTs ^ Tignr srtf^ 

CNtNANl At* tf» » Tutors Vik *rtN, "Ifiw I 


TREASimy NOTICES. 

Babu PasKASH CpANnaA SiMSBAy Deputy Collector, has been temporaijly placed 
in charge of the Tipperah Trcesufjr,«ud authoriaed to draw bills oif other treasunis..* 


OoMME's Orviot, CaiTTAao.so, tne 9th April 1891. 


W. Oldham, Offg, Comm matter* 
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Depow OoLLBCTOa Babo Atal BsBABt Maitba has heeti placed in charge (of the 
Salpaigoreff Treasury from 26th March 1B91, and auihoruetfl to draw bills on other 
treasuries. * 

• E. K. Lowis, Commitnoner. 

Oouica/a Offiob, Rajshahtb Divn., JAnPAiGoaes, the 8/h April 1801. 


EDUCATIOl^^ DEPARTMENT, BENGAL. 


Yearly Examination for Fourth Qrade Accountants. 

Tbb yearly examination of candidates for the fourth grade of Accountants, Public 
'Works Department, will be held at the Civil Eugineeiiug College, Seebpore, on Monday and 
Tuesday, 1st and 2nd June 1891, at 10>30 a.m. 


SUBJECTS. 


Writing (neatness, clearness and rapidity) 
Dictation (spelling, punctuation, &c.) ... 

Arithmetic (whole course) 

Mensuration (a) (whole book) 
Book-keeping (6) ^Meroantile) 

Total 



Pull marks. 

Minimum 

marks. 

e 

100 

50 


100 

50 


240 

160 

s 

60 

SO 

• 

100 

50 


600 

40U 


Minimum reijuircd in all 
papura collectively'. 

(a) Todhunter’ii Mensuration for Begynnors. 

{») ;; Book-keejung ” by Ball and Hamilton. 

“ Book-keeping” by double and single entry by W, Inglis (Chamber's Educational Course). 


The marks gained by candidates who fail will not be published. 

1. The examination is held annually at the Civil Engineering College, Seebpore, on 
the first Monday in June. The examiuatiou will be conducted either at the College or by aii 
Examiner, Public 'Works Accounts (iucluding Railway and Telegraph), in Bengal, Assam, 
and Burmah only. 

Candidates will not be examined in any of the Calcutta OfTire^. 

2. ('andidates noi in tiovernment employ who wish to be examined at the College must 
forward their appliuations direct to the Principal; those employed in (government offices 
through the bead of their office, who will forward the application lo the Principal. 

All applications must reach the Principal 30 days before the date of examination. 

8. The candidate should apply to an Examiner of Public 'Vl’orks Accounts not later 
than 80 days previous to the date fixed for the examination, and obtain his consent to con- 
dnet the examination if examiuatiou ai the College is not convenient. The application must 
be forwarded by the candidate, not direct to the Principal, but through the Examiner. 

4. All applications must be accompanied by a fee of Ks. 10 and the following certi¬ 
ficates. 

Certificates may be submitted in original, or true copies attested by an officer of the 
Engineer or Accounts Branch, but none will be returned;— 

(1) Certificate of good character signed by applicant's immediate official superior, 

or by the instructor under whom be has been educated, or by some other 
superior under whom he may have been brought up or employed, or to 
whom he may be well kuown. (This certificate must have special reference 
to the two years immediately preceding the application). 

(2) ^ Csrtifioate that candidate is under 25 years of age (not required if candidate is in 

* ' 'permanent Government employ, or an employ^ under District Boards). 

(3) Certificate that the application is in candidate's handwriting. 

It will rest with the Principal of the College, on a consideration of these certificates, 
to decide whether the candidate shonld be registered for the examination or whether his 
application should be rejected. 

5. Copies of examination papers are not procurable except those that are issued for 

examination. These need not be returned. * ' 

6 . Each examination is complete iMitself. A candidate who has failed in an exami¬ 
nation, and presents himself for examination on a subsequent occasion, must undergo the 
lull examination, and furnish a fresh fee and certificates. 

7. Passed candidates should apply, not to the Principal of the College, nor to the 
Accountant General, Public Works Department, but direct to the Examiner of Public 
Works Accounts iu the Province or Railway under whom they may desire to be employed. 

8 . It must be distinctly understood that the passing of this examination does not give 
any claim to an appointment, and that in making appointmenta reference will be given to 
qaalified persons who are already employed in the Department. 

* 8, P. Downing, 

Principal^ Civit Engineering College. 

SaaaroaB, the 6th April 1891. 
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- Subordinate Educational Servloe. j 

The 8th April 1891.-—Bubu Debendra Natb Bhattacharjea, m a., Lenterej in the 
Ravenshaw College, Cuttack (class V), having returned to duiy on the forenoon of the Slat 
March last, the unt spired portion of the leave granted to him under the orders of the 30th 
January 1891 is canCfUed. 

Habu llaj Krishna Bose, Bieventh Assistant in the Office of the Director of Public 
Instruction (class VII), is allowed leave of absence for two months, under article 294 of the 
Civil Service Uegulatious, with effect from the 9tb, instant, or such subsequent date us he 
may avail himseli of it. 

3’he lOM April 1>'91.—Babu Bhagwan Prasad, Deputy Inspector of Schools, Patna 
(class III), is allowed leave of abseaoe for one and three-fourths mouths, under article 391 
of the Civil Sdl vice Regulations, with effect from the 25th May next, or any subsequent 
date on wliich be may avail himself of it. 

Babu Barabans 8abai, Departmental Sub-Inspector of Schools, Patna {substantive 
pro tempore in class VI), is appointed to act as Deputy Inspector of Schools, Patna, in 
addition to his own duties, and also to act in class V, during the absence, on leave, of Babu 
Bhagwan Prasad. 

Mr. D. D. Dutt, M.A., Lecturer in the College classes of the Betbune Girls'School 
(class V), is allowed leave of absence for three mouths, uuder article 872 of the Civil 
Service liegulatiuns, in extension of that granted to him under the orders of the SGih 
January last. 

A. Croft, Director of Public Instruction. 


List of Candidates who have obtained Upper Primary Scholarships in the Debar 
^ Circle for 1891. 


l^ame. 

Gobardlisn Lnl 
Prayiij? Lai 
Avadcsh Singh 
Piraiigi Lai 

Birkeshor Singh 
Parmanund IVw’ari 
Gourimaiii itakshit 
(lanjia Singh 

Gokid Chand 
Avadii Beliari Lai 
Warsali Husain 
Abdul Hallz 

Jaloswar Prasad 
Beni llai 
Durga 11am 

Kowal Prasad 
Mahendra Sukttl 
Mosaheb I'liakur 

Itamjivan Sah « 

Udit Narayan 
Kamkbelawau Rai 

Jangli Singh 

Tula Krishna Choudhuri 


Cbhedi Sahu 
Mir Mahbub Ali 
Jaiim Gir 
Akhar Husain 

Jagodi^h Prasad 


Ram Gobinda Potdar 

Akhil Chandra Saba 
Pran Krishna Thokdar ... 

Taraprnsanno Rai. 
Mangohinda Bhattaeherjee 
Gobinda Prasad Singh • ta 


Patra. 


Hamc. 

Ram Bahai Lai 
Baboo Lai 
Hauhku Pande 


Gya. 


School. 

Alumgunj U. P. 

Bankipur U. 1'. 

BaragaonU. P. 

Patuah IT. P. 

Bori U. P. 

Goh U. P. 

Gya Girls' U. P. 
llati U. P. 

Shahabap. 

Babhuoul TT. P. 

Bnxiir Jubilee U. P. 

Bbadwar U. I’. 

Karanserui U. I*. 

Sabcit. 

Bareja TJ. P. ■ Lalji Lai 

Bhalua U. P. Kamla Towari 

Gudribazar U. P. , 

Crumpabck. 

Bettinh Municipal U. 1*.' Sukdeo Lai 
Nagdaha U. P. 

Pakaria U. P. 


Jagdeo Singh 
Hiraman Lai 
Bhagwan Ram 


Ram Tupsi Ram 
Gopi Ram 
Shoo Ratan Lai 


ifathsargunj IT. 
Manik (Rak IT. 
Pathrahi U. P. 

JogiaraU. P. 
Kurson U. P. 


Siiigheswar Singh ... 

I 

MoZtJVFliHPPB. 

P. ■ flandkishore Lai 
P. Mari Rasayan Towari 


Babhangawan IT. P. 
Barahpitra TJ. P. 

Belhar G. P. 

Khanjarpnra U. P. 

Mokobyb. 

Dahya U. P. 


DcBBHAiraA. 

Uachkor Prasad Tha- 
kur. 

Drigpal Singh 
Bhaoabpdb. 

Banka Rai 

Parsan Lai Misra ... 
Mohamad W afid ... 


\J • 3C* 

Mansurchuk U. P. 


BelliaU P. 
Dusgaon TJ. P. 


Abdul Ali 
Mobil. Jjal Misra 
Ganga Modi 

PcBiritAB. 

Liladhar Mandal 
Alaknath Mowar 


Bagdohari G. P. 
I icbjore G. P. 
Geria G. P. 


SONTBAL PbbOUNHaHS. 


Maldah. 


MahondraLal .Mandal 
Krishna Chaudra 
Marudi. 

Biram Marudi 


School. 

Islam pur G. P. 
Warachi G. P. 
Kazipur G. P. 


Koch G. P. 
Manhi G. P. 
Shalipur G. P. 


Misirtola G. P. 
Pakri G P. 
Sabyar G. P. 


Hosepur G. P. 
Bouiachapar G. P. 


Piirsowni G. P. 
Piprakhem G. P. 


Repura G. P. 
Sherpur G. P. 


Warianagar G. P. 

Khalispur TL P. 

Makundpur G. P. 
Mirj'inhat G. F. 
Purani G. P. 


Sadanandnur G. P. 
Shornia IT. P. 
Togra G. P. 


Kamalpur G. P. 
Mednipur G. P. 

Kumirdaha G. P. 
Kumrabad G. P. 

Taljhari Aided Missii 


Satiah Chundra Gliose ... Bakhra G. P. i Rara Narayau Gas ... Shamondi G. P. 

Hari Prasad Maujhi ... Bhaluka G.P.. ,1 • . 

C. A. Martin, ll d., 

Bamkifor, the Ilf A April 1891. Inspector of Schools, Behar Circle. 
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ORDEqiS BY THE VICE-CHANCELLOR AND SYNDICATE OF THE CALCUTT/ 

UNIVERSITY. 


The undermentioned candidates have passed the B. A. Examination 

This Hsl is arranged t n alphabetieal order. 


Abdul Hamid 
Adhya, Mohanbihari . 
Acarwala, Dhannu Lai 
Aich, Raniapraaad 
A. S. H. Hossain 

Balaji Jairam Jndhao 
Bandyopadtiyay Bamapada. 

„ Bara nasi . 

„ Baaanta- 

kumar. 

10 „ Chunilai . 

Jojffschan- 

dra. 

Kedarnath 
No. I 

„ Narendra- 

nath, 

„ Puriiaclian* 

dra. No. 2 
„ Sarada- 

kanta. 

. Sriiiibas 

Barmu, Harachandra 
Baau, Bunkimehandra 
„ Goshtliabihari 
Hemchandra 
„ Kamakhyaprasad 
„ Narendrachandra 
„ Satisebandra 
Bhadra, Sihendranath 
Bhar, Nagendranath 


30 


40 


Bhattacharyya, Aksliay- 
kumar. 

Bcaim.idhab 
Bh.ibataran . 

Uaibachan- 
dra. 

„ Nagendra- 

nuth. 

„ Satisebandra 

Bhaomik, Rajanikanta 
Bhuniya, Upi*ndranath 
Brahmachari Saratebandra . 

Cbakrabartl, Anantakiiinar . 

„ Hagalaprasad . 

Kaliprasanna . 

Purnachandra. 

Chanda, Kaliprasanna 
Chattopadhyay, Akshay- 
kiimar. 

„ Bhupatinalh 

„ Bipinbibari. 

„ jnanendra- 

nath 

„ Jyotiudra- 

moban, 

„ Manrii'ibnn. 

„ N irajkumar . 

„ Niri\,dch.andra I’rcsidency College. 

Chattopadhy.ay, Sasadhar Metropolitan Institution. 
No. I . 

„ Satisebandra 

Chaudhuri, Banawarlial 

„ Rh.ibanigobinda. 

Kamal 


Presidency College. | 

Metropolitan Institution. 
Presidency College. j 

Teacher. 

Free Church of Scotland’s Institu¬ 
tion and DuR College. 

Morris College, Nagpur. 

City College. 

Presidency College. 

Ditto. 

Ditto, 

Berhampor College. 

Ripon College. 

Metropolitan Institution. 

Ripon College. 

Dacca Cajlege, 

Ditto. 

Rajshahye College. 

Metropolitan Institution. 

Ripon College. 

Ditto. 

Victoria College, Couch Behar, 
Presidency College. 

Ditto. 

Ripon College. 

Free Church of Scotland's Institu 
lion and Duff College. 
Metropolitan Institution. 

Ripon College. 

Ditto. 

City College. 

Genera! Assembly’s Institut'nn 

Free Church of Scotland’s Institu. 

tion and Duff College. 
Victoria t’ollegc, Cooch Uehar. 
Teaclier. 

Hiighli College. 

Dacc.a College. 

Metropolitan Institution. 
Krishnagar College. 

Metropolit.an Institution. 

D.aoca College. 

City College. 


Ghosh, Anilchandra , 

„ Bipinbihari . 

I ndranarayan . 

„ Paresnath 

Prasannakumar 

„ Sasankakumar 
Taraprasanna . 
Ghoshal, Nilmani 
8 o Gopal Keshav Garde . 
Goswami, Nalitmobun 

Guha, Gopalchandra . 

„ Jnanendrirchandra 
II lyotindrachandra 
„ Kunjahihari 
Hajari, Kesablal 

Jacob Elijah , 

karmakar, Kumudnath 


I 90 


Metropolitan Institution. j 

General Assembly’s Institution. j 
Patna College. { 

I 

1 

Free Church of Scotland’s Institu¬ 
tion and Duff College. 

Ripon College. 

Metropolitan Institution. 


6 o 


70 


Das, Abhaypr-asad 
,, Hemendranath . 

„ Jogeschandra 
,, Kartik 

Syanisundar 

Dasgupta, .Suryyakanta . 

Datta. Asutosh . . • 

,, Atulchandra . . 

Nagendrachandra . 
] ibanbala . . 

Saradaprusad 

De, Abinaschandra 
„ Mahimeb.'indra . 

Nilmanlchand . ■ 

„ Pantialal 

D’Sylva Elphinslone . . 

Ganesh Habaji Ekbote , 

Gangopadhyay K.srunakanta 
,, Mohitinuhan 


Hughli College. X20 

Presidency College. 

General As,sembly’s Institution. 

Patna College. I 

Presidency College. ' 

D.acca College. | 

Ripon College. i 

Hughli College. « 

P.atna College. | 

Bishop’s College. I 

Berhampiir College. i 

Hughli College. ! 

St. Xavier’s College. ‘ 

Bethune College. 130 

Free Church of Scotland’s Institu 
tion and Duff College. 

Presidency College. | 

Ditto. I 

Ravcns.iaw College. | 

Presidency Codege. 

St. Xavier's College, 

Hislop Cnllege, Nagpur. 

Dacca College. 

Mbtropolitan Institution. 


Kesheo Bhagavant Vyava- 
harc. 

Kshetr.abhash.an Prasad 
Varma. 

Lala Mritunj.iy Lai 
Maliadeo Krishna Pndhyc . 
Maitra, Akshaychandra 
Majiimdar, Gangacharan 
„ Prasannakumar 
Mallik, Hcmktimar . . 

„ Indumadhab . 

„ Napliarlal 
Maiilik, Satisebandra . . 

Maung Kyi O . . . 

Mirza, Muhammad Fasceh . 
Mitra, Anantanuth . , 

„ Basantakumar . 
Binodchandra , 
Jajneswar . . 

Muhendrakumar . 

„ Surendranath . 
Muhammad Zahir , . 

Mukhopadhyay, Adharchan- 
dra. 

„ Charueban- 

dra, No. i, 
Charueban- 
dra. No. 2 . 
„ Debend ra- 

nath. 

„ Harcndra- 

krishna, 

„ Joy tin dr a- 

' nath. 

„ Kalipada . 

„ Nagendra¬ 

nath, 

■I Nilmani 

„ Rakhaldas , 

„ Rammohan 

„ Satisc li a n- 

dra. 

Siddheswar 
„ Sure n d r a- 

nath. 

4 I, , Tarapada . 
N.'ig, Nisikknta . . . 

Nandi, Atulkrishna . . 

• • 

Narayan Krishna Hardas 
Navaratna Lai . . , 

Pal, Kaliprasanna . 

Palchaudhuri, Satisebandra . 
Palit, Biharilal . 
Perasharam Krishna, H. 
Purushottara Ganesh, P. '. 
Rajkrishna Bahadur . 

Raj Kishore . . 

Ramaprasad , 

Ray, Amritalal . , . 

„ Anukulchandra, No. 3 

„ Chandicharan . 

„ Harendrakrishna. . 


Free Church of Scotland 
tion and Doff College, 
Ripon College. 
Metropolitan Institution. 
Ditto, 

Free Church of Scotland 
tion and Duff College. 
General Assembly’s Insti 
City College. 

General Assembly’s Inst 
Jabalpur Coltege. 

Free Church orScotland' 
tion and Duff College. 
Victoria College, Coocb 
St. Xavier’s College. 
Patn.i College. 

General Assembly's In.st 
Free Church of Smlhand 
tion and Duff College 
Jabalpur College, 

Free Church of Scotland 
tion and Duff College, 
llislop College, Nagpur. 

Patna College, 

Metropnlifcin Institution. 
Morris College, Nagpur. 
Presidency College. 
Rajshahye College. 
Dacca College. 
Presidency College. 

St. Xavier's College. 

Citi College. 

Presidency College. 
Rangoon College. 

Patna Coll age, 

Dacca College. 

Teacher. 

Presidency College. 
Metropolitan Institution. 
Ditt 

General A.ssembly’s Insti 
Free Church of Scotlanc 
tion and Duff College. 
Ripon College. 

Metropolitan Institution. 

Ditto. 

Ditto. 

Presidency College. 

General Assembly’s Inst' 

Metropolitan Institution. 
Ditto. 

Free Church of Scotland 
tion and Duff College. 
City College. 

Ripon College. 

Teacher. 

Hughli College, 
Metropolitan Institution. 

Victoria Coltege, Cooch 
Presidency CoT'ege. 

Free Church of Scotlanc 
tion and Duff College 
Hislop Coltege, Nagpur. 
Patna College. 

City Co” „ 

General Assembly’s Inst 
Ditto. 

Hislop College, Nagpur, 
l^itto. 

Patna College. 

Ditto. 

St. Xavier’s College. 
City College. 

Free Church of Scotland 
tion and Duff College, 
Ripon College. 
Metropolitan Institution, 
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140 Ra;, Jnanchandra 

II logiQdrftDftth « 

„ Kshetramohan . 

„ Manimohan . 

„ Tripuracharan . 
Raychaudhuri, Makbanlal 
Saad Abul Fazail • 
Sadhu, Rajendralal 
Saha, Bamacharan . 

„ KamalkrUhna . 

{JO „ Prankrishna • 
Sarkar, Debendranath 
„ ^gindranath 
„ Prakaschandra 
„ Saiibhushan . > 
Sarma, Chandranath , 
Sen, Akshaykumar . 

„ Banamali . 

„ Baradakanta . 


Preaidency Colley. 

Metropolitan latiitution, 

Dacca College. 

Patn^ College. 

Ripon College. 

City College. 

Presidency College. 

Hughli College. 

Dacca College. 

Ripon College. 

City College. 

Metropolitan Institution. 

City College. 

L. M. S. Institution, Bhowanipur. 
Patna College. 

City College. 

Dacca College. 

St. Xavier’s College. 

Teacher. 


Sen, Kesablal . 
160 „ Kunjabihari 

,, Madhusudan 
„ Rakhaldas , 

„ Sasadhar . 

„ Satischandra 
„ Syaniacharan 

Sikdar, Bidhubhusan 
Sinha, Hiralai , 
Som, Nandalal . 

^ed All Mozhar 
170 Ta, Jadunath , 
Tewari, Mangobinda 
Vaughan, J. E. , 
Vethakan Yesudian 
Yadeo Wasudeo. 


Ripon Colsge. 

General Assembly’s Institution. 
Presidency College* 

City College. 

Teacher. 

General Assembly's Institution. 
Free Church of Scotlnnd’s Institu¬ 
tion and Doff College. 

Gcnenal Assembly’s Institution. 
Hughli College, 

Free Church of Scotland's Institu¬ 
tion and Duff College. 

St, Xavier’s College. 

City College. 

Metropolitan Institution. 

St, Paul’s School, Darjeeling, 
Bishop's College. 

Hislop College, Nagpur. 


The undermentioned candidates have obtained Honours in the B. A. Examination 


These lists are arranged in order of merit. 


(C) 

indicates ist Division 

in Chemistry and Physics. 

(E) 

It 

II 

i> 

„ English. 

(H) 

II 

II 

>• 

„ History. 

(M) 

}| 

If 

»i 

„ Mathematics. 

(P) 

l» 

It 


„ Persian, 

(L) 

II 

»| 

II 

„ Latin. 

(Ph) 

II 

*1 

M 

u Mental and Moral Science. 

(-*!) 

>1 

rl 

II 

„ Sanskrit. 

(') 

II 

2nd 


„ Chemistry and Physics. 

n 

II 

II 

>« 

„ English. 

(h) 

It 

II 

II 

„ History. 

fm) 

II 

II 

M 

„ Mathematics. 

(P) 

II 

II 

II 

„ Persian. 

0 

fl 

II 

II 

„ l.atin. 

(P*’) 

It 

II 

It 

„ Mental and Moral Science. 

w 

II 

II 

It 

„ Sanskrit, 


Enolisii. 


Second Division 

I Ghosh, Surendranath . Presidency College, 

f Basu, Debendranath . . City College, 

t ^ay, Sureschsndra . , Presidency College, 

4 Haidar, Benodbihari . . Ditto. 

5 Durjan Lai _ . , , Jabalpur College. 

6 Dhundi Raj Ramkrisbna Hislop College, Nagpur. 

. Chandekar. • , 

7 Ttvidalc, K. W. . . , Presidency College. 

8 Lala Digambar Lai . , Ditto. 

9 Mukhopadhy.ay, Tarapada . Ditto. 

10 Basu, Atalbihari . . Ditto. 

( Basu, Bhupendraknmar . Ditto. 

11 j Biswas, Upcndr.anath (m) . Ditto, 

(, Datta, Bamapiada . . Ditto. 

14 Chakrabarti, Sudarsan (e) , Ditto. 

f Chandra, Upendranath . Ditto. 

* I Syed Abdul Salek . . Rajshahye College. 


Second Division. 


Mukhopadbyay, Nandalal 
(H) (ph). 

Sarfcar, jadunath (H). 

Sen, Manasaranjan (s) 
Chattopadh)ay>, Liditmoban 
„ Lalbihari (s) 

Bandyopadhyay, Jaygopal . 
D.atta, Dinanath (ph) . . 

Abdul Kadir . . . 

Ghosh, jogeschandra . . 

Chattopadhyay, BIjoygopal 
(s). 

Bandyopadhyay, Asutosh . 
Arulanantham A, D. . 

Biswambhar Nath . ■ . 

M ukhopadhyay, Jyotindra- 
nath (s). 

Chakrabarti, Sudarsan (c) . 
Cuba, Aswinikumar . 

Das, Anukuicb.nndra . 

Chaudburi, Srischandra 
Bandyopadhyay, Nanigopal 

Ray Laiitmohan 

Honours in 


Presidency College. 

Ditto. 

Ditto. 

Hughli College. 

Presidency College. 

Ditto, 

Hugliili College. 

Presidency College. 

Ditto. 

Metropolitan Institution, 

General Assembly’s Institution. 
Bishop's College. 

Patna College, 

Presidency College. 

Ditto. 

Metropolitan Institution. 

Dacca College. 

Presidency College. 

Free Church of Scotland's Institu¬ 
tion and Duff College. 

Patna College.. 

Persian. 


First Division. 

amil Akhtar • • ■ Patna College, 

ihaikh Muhammad Abdul Ditto, 
laldm. 


Second Division. 

/asi Ahmad . . . Presidency College, 

lubammad Zahar Alam . Free Church of Scotland's Institu¬ 

tion and Duff College. 

Honours in History. 

First Dimsion. 

ukhopadhyay, Nandalal Presidency College. 

(e) (ph). 

•rkar, Jadunath (e) . . Ditto. 

Second Division, , 

stt, Manmathamohan . General Assembly’s Institution. 

Honours in Physics and Chemistry. 

First Division, 

f, Cbamchandra (m) . Preaidency College. 


Honours in Mathematics. 

Second Division. 

I Ray, Charuchandra (C) . Presidency College, 

a Biswas, Upendranath (c) . Ditto. 

3 Mitra, Sriscli.andra • . General Assembly's Institution. 

4 Ray, Rajanikanta . . MctropoliUin Institution. 

5 Das, Kailaschandra J, . Presidency College, 

g f Basu, Pr.imathesw.ir . . City College. 

I Swaruakar, Nagendranath . Ditto. 


I 

3 


I 

3 

4 

5 

6 

7 

8 

9 

10 

11 
13 

«3 

>4 

«S 

lO 

»7 


1 


3 


3 


4 


5 

6 

7 

8 


Honours in Sanskrit. 

First Division. 

Misra, Ramaballabh . . Patna College. 

Narayan Dajiba Wadegaon- Hislop College, Nagpur, 
kar (ph). 

.Second Division. 


Chattopadhyay, I.albihari (c) 
„ Bijaygopal 

(e) . . . 

.Harsahai Lai . 

Sen, Manasar.anjan (e) 
Mukhopadhy.ay, AmritaliJ . 
Samanta, j.agadbandhu .- 
Shankar Madhava Hark.irey 
Mukhopadhyay, Jyotindra- 
nath (c). 

Mitra, Rrishnagopal . 

Ray, Tarananda 
Sarkar, Jyotischandra 
Bandyopadhy.ay, Gobinlal . 
Madhava Moreshivar lam- 
dar. 

Chakrabarti, Biharilal 
Mitra, Bankimbihkri . 

Sen, Rashih.ari . 
Chattopadhyay, Narendra- 
krishna. 


Presidency College. 

Metropolitan Institution. 

Patna College. 

Presidency College. 
Metropolitan Institution. 

Ditto. 

Morris College, Nagpur. 
Presidency &llege. 

Hughli College. 

General AssenItJiys In.stitntion. 
Krishnagar College. 
Presidency College. ^ 

Morris College, Ntigpur, 

Krishnagar College. 

Presidency College. 

Ditto. 

Ditto. 


Honours in Pbiiosophy. 
Second Division. 


Mukhopadhyay, Nandalal 
(H)(c). 

Bandyopadhyay, Albion Raj- 
kumar. 

Narayan Dajiba VVadegaon- 
kar (S). 

Chattopadhyay, Manmatha- 
nath. 

Ray, Dnrgailas . , . 

Das, Ragaiamohan . *, 

Datta, Dinanath (e) . , 

Raychaudhuri, NaJininath . 


Presidency College. 
Ditto. 

Hislop College, Nagpig. 

Metropolitan Institution. 

Presidency College. 

Ditto. .* 
Hughli College. 
Presidency College. 


Senate House, 
Tit* jth April, tSot. 


A. M, NASH, 

Ofg, Rtgistran 
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ORDERS BY THE VICE-CHANCELLOR AND SYNPICATE OF THE CALCUTTA 

UNIVERSITY. 


The following candidates have passed the First Examination in Arts 


First Divisom.- 


1 Sen, Priyanath . 

2 Chandra, Hrishikes . 

3 Riiychaudhuri, Muralidhar . 

4 Sarkar, Ksliitischandra . . 

5 Mukhopadhyay, Kaiiichaiidra 

6 A. K. Faziul Hat) , . . 

7 Chattopadliyay, Debendranath 

S Basu, ^tUchandra . ■. 

9 Bhattacharyya, Hiralal , , 

i BUwas, Satisebifndra . 

Daa, Amarnath . . . 

12 Palit, Anathnath . 

13 Ghosh, Kshetranalh . , 

14 Soiigupta, Upcndramahaii 
f Chattopadhyay, Durgacliuran. 
i Mukhopadhyay, Hariprasanna 


/n Omlcr 

Presidency College, 

Hughli College. 

Presidency College, 
linngabasi College. 

Hiighli College. 

Calcutta Madrasa. 

Presidency College. 

City College. 

Metropolitan In.stitution, 
Presidency College. 

General Assembly’s Institution. 
Presidency College. 

Brajainohan Institution, Barisal. 

1 Inghli Crdlege. 

Presidency College. 

Kipon College. 


0/ Merit. 

17 Sen, Mohitkanta . 

Q C Mukhopadhyiiy, Jyotischandra 
„ I’hanindianatb 

20 Raha, Hemantaknmar . . 

21 Ray, Narendranath . • 

( Das, Jagatchandra , . 

^ ^ Datta, Rameschandra . . 

24 Muhammad Akhtar 

25 Sarkar, Sarasilal , . . 

26 Sen, Chandrasekhar . 

r Bandyopadliyay. Durgadas . 
27? Muhammad Amir . , 

(. Mukhopadhyay, S.aratchandra 

30 Sengupta, Jyotirindranath 

31 Uasu, Narendranath , 


Metropolitan Institution. 
Presidency College. 
Patna College. 
Presidency College. 
Hughli College. 

Dacca College. 

Ditto. 

Patna College^. 
Presidency College. 
Hughli College, 
Presidency College. 
Patna College. 
Ktishnagar College. 
Dacc.i College. 
Presidency College. 


Second Division. 
In Alphabetical Order. 


Abdul A*i* 

Abdul Had! . . , 

Adhikari, Kaminikuinar 
„ Phanibhushan 
Af/alur Rahaman 
Ahmad Mir 

Aininui Islam ... 
Ash, Kedarnath . 

Badri, Pershad . 

10 Bagchi, Pra iludlachaiidra , 
Balgovind Snkut . . 

Balwant Saliai . ^ . 

Bandyopadliyay, Asutosh 

„ C'haruclian- 

dra. 

„ Kanialcs- 

chandra. 

,, Manimohan 

„ Rajanikan- 

td. 

„ Rajenilra. 

cliundra. 

„ Hasikuhan- 

dra. 

20 „ Sahayrain . 

„ Sasiliala 

Basak, Rajendralal 
Basu, Deheiulranath . 

„ Harilal 

„ jitendranath 

,, K.iruiiamay 

„ Manmatliachaudra 
„ Nalinikania 

,, Pranki.sor 

30 „ Radhiitapras.'-rl . 

„ Sachinilran.itU . 

,, Srischandra , 

Bhagwan r.asacl „ 
Bhattacharyya, Dasarathi . 

„ Girijacharan 

Kokileswar . 
Bbaumik, Syamakis.ir 
Brahmachari, Upendranath 
Brahmadeva, Nar.-ryaosinha 
40 Brown, ]o.sephine . , 

Chakrabarti, Abinaschan- 
dra. 

„ Adharcban* 

dra. 

,, Baikimtha- 

nath. 

,, Durg.'ichiran 

„ Durgadas 

„ Gopalchan- 

dra. 

„ Madhusudan 

„ Paramsiikb . 

„ Pornendu 

50 „ Snicndranalh 

,, Surendraiidth 

Chandra. Ellon . 
Chattopadhyay, Akhilkmnar 
„ ytswiiiiku- 

mar. 

„ B.iiiiap.ad.t , 

,, Haususwar 


Dacca College. 

J.ilialpur College, 
lagan Hath Cbllege, Dacca. 

Metropolitan Institution. 

Calcutt.i Madrasa. 

Uehnr National College. 6a 

Calcutt.i Madra.sa. 

Cit.V College, 
labalpur College. 

Presiiiencv College, 
jabalpur College. 

Patna College. 

Krislinagar College. 

Presidency College. 

Krislinagar College. 

70 

Metropolitan Institution. 

Sanskrit Co.lcge. 

Dacca College. 

Ditto. 

Hughli College. 

Helhiine College. 

lagannath College, Dacen, 80 

1 .. M. S. Institution, Bhowanipur. 

City College. 

Hughli College. 

General Assembly’s Institution. 

Dacca Cullege. 

Ditto. 

Presidency College. 

Dacca College. 

Presidency College. 

Free Church ot Scotland’s Institu- 90 
tion ittid Duff College. 

Patna College. 

Hughli College. 

Ditto. 

Sanskrit College. 

Dacca College. 

Hughli College. 

Patna College. 

Rangoon College. 

Krislinagar College. 

City College. 

too 

Rajshahye CoIIegre. 

Dacca College. 

Iluglili College. 

Dacca College. 

fagannath College, Dacca. 

Burd'.van Raj College. 
l).ic<-a College. 

Ripon College. I to 

Victoria College, Cooch Behar, 
Beiliune College. 

Rajshahye College. 

Metropc'iitan lustitution, 

Presidency College. 

BurdwttD Raj Cullege, 


Chattopadhyay, Jyotishchan 
dra. 

„ Nngendra- 

nalh. 

„ Panchkari . 

„ Upimdra- 

ch.iridia. 

Ch.mdhuri, Anathnath 

,, Chandrasekhar 
,, Ciupanchandr.a 

Das, Aksh.aykuinar 
„ Atulkrishna 
„ Basantacliandra . 

„ Bisweswar . 

^ „ Kulabhushan 

,, I.akshinicliaran . 

„ Rasikcliandra 
,, Saradananda 
Daschaudhuri, Brajetidralal 
,, Hemchaiiih; 

Dasgupta, Atnlcliandra 
„ Hemchandra 
„ lliranyakumar 

„ Upeiidramolian 
Datta, llarisch.andra . 

,, Maliendrariath 
„ Praniodcliandra 
,, Rajbihari 
,, Satyendra 
„ Upendranath . 

De, Bijaykrishna 
„ Purnachandra 
,, Sasimohan 
Deb, Iswarchandra, . 

„ laniinichand 
„ Syamacharan 
Farnandez, Charles . 

Gangopadhyay, Giribihari . 
„ Khagendra- 

iiatb. 

Ghosh, Asutosh . 

„ Brajendrakumar 
„ Horipada 

J ajneswar 
ogindranath . 
Kuila-schandra 
„ Lalitmohan 
„ Nitaicljuran . 

„ Radkambhan . 

„ Sasikumar 
Ghosbal, Priyanath . 
Goswami, Brajagopal 
Guha, Durgamohan . 

Cuba, Jnanranjan . 

„ Satindranath . 
Gupta, Bijaykumar . 
Guptabbaya, Surendranath 
llajra, Saratchandra . 

i og Lakshman Shridhar 
ohn, William S. . 
Kashinath Waman K. 
Kuch, Ramkrishna, 

Kudrut UUah . . 

Lalia, Amritalal. , > 


Ripon College, 

Uttarpara College. 

Utt.irpara College. 

St. Xavier’s College. 

Pro.sidcncy College. 
Hilgl'.li College, 
hietropoli'.an Institution, 
jag.iiin ith College, Dacct 
City College. 

Presidenev College, 
Albert College. 
Brajunudmii Institution, f 
Ditto. 

D.'icc.'i College. 
Presidenev College. 
Uaec.a College. 

Metri'polit.in Institution, 
rincen Clollege. 

General Assenihly’s Insti 
Kiishiiagar Coliege, 
l.ngannalh College, Dace 
Metropoliian Inst'tutioB. 
Kavensh.nw College. 
Albert College. 

Daeea College. 
Presideney Co'iege, 
Uttarpara College. 
Presldimey College. 
Daee.'i Cotiege. 

General As.ssmbly’s Inst 
Dacca College. 
Pie.sidency College. 
D.acc.a College. 

St. Francis de Sales' 
Nag|)ur. 

Dacca College. 

General Assembly’s Inst 

Ripon College. 
Hrajamohan Institution, 
Free Church of Scutlanc 
tion and Duff College 
Hughli College. 
Krisbnagar College. 
Br,ajamohnn Institution, 
Presidency College. 

City College. 

Ravenshaw College. 
Dacca College. 

Ripon College. 
Presidency College. 
Brajainohan Institution, 
Dacca College. 
Brajamohan Institution, 
City College. 

Rajshahye College. 
Presidency College. 
Morris College, Nagpui 
'reacher. 

Jabalpur College. 
Herhampur College. 

Beh ir National College 
Free Church of Sc< tlar 
tion and Duff CoUpgc 
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> I] 

Lata Trilok Kath 
Laxmi Narayan Agarwala 
Madhaw Ganesh Mungre 
120 Majumdar, Abhaykumar 
„ Aonadaprasad 
Mallik, Manmathanath. 

„ Sisirkumar 
Mangesh Kesheo Muugro 
Masudul Husain 
Mathura Nath . 

Maulik, Brajaballubh . 
Middleton, Herbert . 
Miller, R. E. . . 

130 Mitra, Akshaykumar . 

„ Asu‘osh . 

„ Baiuandas . ' 

j, Chandrakanta 
„ Hemchandra . 

II Jogiodranath . 
Muhammad Abdul Kadir 
Muhammad Abdui Samad 
Muhammad Abul Barafcat 
Mukhopadhyay, Aghor 
chatidra 

140 II Brajalal 

,, Hcmarita- 

kuinnr. 

,, Janakinath 

Inanei Jra- 
luith. 

Loknatli . 
M.*tninatha* 
nadi. 

Prarnfftha- 

nath. 

SjJtischan- 

dr;t. 

Sdalclian* 
dn . 

Mukhuti, Mahendcanath • 
Pal, Madanmolian 
Pan, Rs'idJiikapad.'i . 
Parhi, Uasarathi 
Purshottain VisliiUl Joydad. 
Rakshit, Kalimohan . 

Rayi Jyotindranarh * 

,, Muhiinin<»ban . 

„ Satiscliaiidra 
Raychaiidhufi, Bliujan^a* 
dbar. 

Sadnya, Kedarnath . 

Saha» Kchabtai . 

Saiiyal, Momautakumar , 
Sarkar, Panchanan 

„ liajaiuratijan . • 

„ Rainoschandra 
Sen, Anan^amohan • 

,, Bepinbihari • 

„ Dwarkaiiath • • 
f, Homantakumar • 
ft 1v£^''^rauath , • 

,, Kalimohan • 

„ Kumudkanta • . 

„ LalUmohan . 

„ Nalinikaula 
Sengupta, Hanklrachandra . 

Khagendrannilt . 
ff KHshnachandia • 
Sheo Ram Ganosh 
Shridhar Hhicajee Gadgil . 
Smart, J. B. 

Stein hoff, Bertram Godwin 

Syed Aliu Talib 
„ Ata Husain • 

Izhar HftHnain . 

„ Muhammad Naqi 
Trimbak Tatiaji Korke 
Umakant Sadashiva « 
Vaughan, B. 

' Young, Margaret Amy 
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Metropolitan Institution. 

Jabalpur CoHege. 

Ditto, , 

Rajchandra College, Barisal. 
Hughli College, 

Ditto. 

St. Xavier's College. 

Jabalpur College. 

Cnicutt i Madrasa. 

J’atna Collfttfo. 

Herbampur Ctdlege. 

St. Paul's School, Darjeeling. 

.St. Xavier's College. 

Burdwan Raj College. 

Hughli College % 

Rajshahye Ct)llege 
Patna College. 

Free Church of Scotland's Inslitu 
tion and DuflF College. 

Burdwan Raj College. 

Jabalpur College. 

Ditto. 

Patna College. 

Bcrhuinpur College. 

Presidency College. 

Ditto. 

Ilrtghli C'diege. 

Presidency C«>llege. 

City Co.lege, 

Albert College. 

Uttarpara College. I 

I . . M. S. Institution, Bhowanipur. 

I 

General Assembly’s Institution 

Midnapur C<»II(}ge* 

Jaganiuith College, Dacca. 

J 111^:1 !i College. 

U.ivensliaw College* 

J. ib.'dpur Colh'ge. 
iVosidency College. 

Urtjslialiye Ct»ilege. 

Bnulwan Rhj Cidle^e. 

i.i College, Cooch Behar. 
City Coll ;ge 

n.Tcca Col’ege. 

IJugliii College. 

CiU College. 

Bang.ib.'isi College. 

Ditto. 

R.'ijsliiihve College, 

R.ijclian Ira College, Barisal. 

Dit'o. 

Hrajamohan Institution, Barisal. 
Raveush'uv College. 

Pie-iidrnoy Ct»llege. 

miohan Institution, Barisal. 
Vici<iri.i C^>llrge, Naral. 
Brajamolian Institiiiion, B.irisal. 
Virtorsa College, Naral. j 

San>k:|l College. ! 

P.tHta College. ■ 

Burdwan R.'»j College, I 

Ilislop College, Nagpur. 

Ditto. 

Rangoon College. 

St. Francis de Sales College 
Kanpur. 

fabaipur College. 

Patna College. 

Ditto. 

Ditto. 

Jabalpur College. 

Morris College, Nagpur. 

St, Paul's School, DarjedKng. 
Jabalpur College. 


Batdeo Sahai 

Balkrishna Wasudeo Kar* 
dale. 

Banamali Sahai • 

Baudyopadhyay, Akshay¬ 
kumar. 

Asutosh . 

Atulkrish- 

na. 

20 „ Bidhubhtt* 

shan 

,, BIharifat • 

„ Bijaykiimar 

„ Harudhan. 

„ Hariniohan 

„ Hiidaynath 

Kalidas . 
„ Lnlitmo- 

hun. 

„ Manmohan 

„ Manoranjaii 

30 „ Mathura* 

nath. 

„ Nagendra- 

tiHth. 

,» Nagendra- 

nalh. 

„ Nilratan 

„ Rajcndra* 

nath. 

Saradapra* 

s.*inna. 

Satis- 

chandra. 

„ Siddhc.s- 

war. 

Sudhanya- 

kumar. 

Suryya- 

kanm. 

40 „ Syamlal • 

,, Tarabhu- 

shan. 

„ Tarakumar 

„ Upeiidra- 

nath. 

Bardhan, Asutosh . * 

Barman, Bibhutibhusan • 
Baruya, KanakU! • 

Hasak, Sasibhu'>han • 

,, Syamacharan • 

BasluVuddin Ahm.id . 

B asu, Abinnschandra. . 

Amritalal . • , 

Basantakiimar . • 

Bhiipendrakumar . 
Binodla) . , . 

Chnruchandra . 


Third Division. 


/» A/pAi 

Abadut ull.'ih 
Abdur Ruhim 
Abu Imam Fazlur Ral.im 
Adhya, Kailaschandra. 
Ager, Frank Erncbt . 
Ajodhya Prasad » 
Auant Copal Bhojraj • 
Arathoon, M. S. 

Arjad All • 

) Bagchi, Anukulrli.sndra 
», Dinanath 
tt Jnanendranarayan 
Baksiy Satischandra . 


lAritca/ Order* 

Dacca College 
Calcutta M.adrasa. 
Hughli College. 
Midnapur ColJ' ge. 
Ravenshovv Coliego. 
Patn.a College. 

Morris College, Nagpur. 
Armeniin College. 
Calcutta Madrasa. 
Krishnag.ar College. 
Ril»on College. 
Prcsidt'jicy College. 
Hughly College. 


Charuprabha 
Girindranath • 

Girindranflth . 
Hemangaktimar 
€0 ,• Netnendrakumar 

,, Jat'mdraniohan . 

„ jnanendrakumar 

,1 Joge.schandra 
.. Mahcndrachandra 
„ Nalinikaiita 
„ Karendrnkrishna 

„ Pramadakanta . 

„ Priyanath 
„ Rakhalraj . 

70 » Ramendranath , 

„ Sanatchandra . 

„ Saratchandia • 

,, Sarbntosh 
„ Sasikumar 
„ Satischandra 
„ Satischandra . 

„ Satyendranath . 

„ Sitalchandra 
„ Sitanath . 

80 ,} Snschandra • 

„ Sufondranath , 

„ Surendranath . 

„ Upendrachandra 
,, Upendranath . 
Batabyal, Rajcndranalh 

Bhadiiri, Bircndralal .• 
Bhairo Prasad • • 

Bhatta, Nabagopal • 
Bhattdcharyya, AmLlkacka* 
ran. 

90 ft Dibakar • 


Behar NatiJnal College. 

Morris CoUJge, Nagpur. 

Behar National College, 
Metropolitan Institution. 

Midnapur College, 

RIpon College, 

Albert College. 

City College, 

Ripon College. 

Metropolitan Institution. 

St. Xavier's Odiege. 

Generiil Assembly’s Institution. 
Albert College. 

Ripon College. 

City College. 

M.^tropiditan institution. 
Uttarp.ira College. 


Albert College. 

Free Church of Scotland’s In.sti- 
lion and Duff College. 
Brajainohan Institution, Barisal. 
jagannath College, Dacca. 

Albert College. 

Dacca College. 

City College. 

J.agannath College, Dacca* 

Rajchandra College, Barisal* 

Albert College. 

Krishnagar College. 

Victoria College, Cooch Behar. 
Victoria College, Naral. 

Jiganiiath College, Dacca. 
Burdwan Raj College. 

General Assembly’s Institution. 
Metropolitnn Institution. 

General Assembly’s Institution. 
Victoria Coliego, Cooch Behar. 
Ripon College. 

Hughli Cu...fge. 

Albert College. 

St. Xavier's College. 

Raven'^haw College. 

Free Church of Scotlands* Institu¬ 
tion and Duff College. 

Bethune College. 

Free Church of Scotland’s Institu¬ 
tion aad Duff College. 

City College. 

Dacca Coltege. 

Jagannath College, Dacca. 

City College, 

Jagannath College, Dacca. 

L. M. S. Institution, Bhowanipur, 
jagannath College, Dacca, 
Metropolitan Institution. 

Oetieral ^sbfftly’s In.stitution. 
Dacca College. 

Jagannath College, Dacga. 
Metropolitan Institution, 
jagannath College, Dacca. 

St. Xavier's College. 

Ditto. 

j.igannalh College, Qacca. 

Ripon C'dlege. 

I'VeL* Clmseh of Scotland's Institu¬ 
tion and Duff College, 
jagannath College, 

Metropolitan Institution. 
Brajamohan Inibtltution, Barisal. 
St. Xavier's College. 

Victoria College, Narnl. 
Metropolitan Institution, 
Rajchandra CoIlegS, harisal. 

L. M. S. Institutifm, Bhowanipur. 
Free (Church of Scotland’s Institu¬ 
tion and DiifT College. 
Presidency. Cojlege 
Tcjn.irayan jubilee College, Bha- 
gaipnr. 

Victoria CoFegc, Coach Behar, 
Teacher. 

Burdwan Baj College. 
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100 


Bhattachftrjrya.^'faraclhon 
aripada 
.eadischan- 
c dra. 

„ Jagatchandra, 

S(. 

>1 Jogindranalh 

» jogindranath 

n Jogindranath 

Krishnadhan 
„ Nanilal 

„ Panchanan . 

„ Phanibhushan 

„ Sashtliicharan 

„ Sureschandra 

„ Trilociian 

Bbauroik, Cobindasundar . 

„ Kedareswar 
Bhulawan Lai 
Bisbundeo Narayan . 
Biswas, Abbaycharan . 
no „ Bakulal . 

„ Brajendrakumar 
Gopeswar 
Gosbthabihari 
Isanchandra ■ 
Prasannakumar 
Satischandra . . 

Srihari . 
Sriramchandra 
Boudvilla, F. J. S. • • 

ISO Bral ma, Rajaninalh . 

BtaV macbari indubhushan. 
Chakrabarti, Anantamohan . 

„ Atuichandra . 

„ Bhabanikisor . 

„ Binaychandra 

„ Binodbiliari . 

„ Harakumar 

Haramohan 
Indubhushan . 
130 Jogeschandra . 

Kailaschandra 
Kailaschandra 
Kshirodkiimar 
MatangichSran 
Pramal lianath 
Prasannakumar 
Pratapchaiidra 
Rajanikanta . 

Ramanimohan 
140 Rambhusban . 

Rasiklal 
Saradindu 
(‘aratchandra . 

,, Saratchandra . 

„ Sasibhushan . 

„ Satyasaran 

Chandra, Arunoday . 

„ Lakshmichandra . 
Chattopadhyay, Ambikacha- 
ran. 

„ Binodbihari 

„ Bipinbihari 

„ Debendra- 

chandra. 

„ Debendra- 

nath. 

adugopal . 
nanendra- 
asvii 

„ ' Jogindra*uath 


ISO 


Bnrdwan Rm College. 

Berhampur College. 

Jagannatb College, Dacca. 

Chittagong College. 

Victoria College, Cooch Bchar. 

City College. 

Sanskrit College. 

Dacca College. iSo 

City College. 

Hughli College. 

Metropolitan Institution. 

Victoria College, Naral. 

Hughli College. 

General Assembly’s Institution. 

Victoria College, Cooch Bchar. 
Jagannatb College, Dacca. 

Teacher. 

Pa.na College, i go 

Dacca College. 

Ripon College. 

Presidency College. 

Metropolitan Institution, 

Burdwan Raj College. 

Ripon College. 

Burdwan R.aj College. 

Victoria College, Cooch Behar. 
Krishnagar College, 

Ripon College. 

Rangoon College. 200 

nrajauioh,m Institution, Barisal. 

Patna College. 

Jagannatb College, Dacca. 

General Assembly’s Institution. 

Victoria College, Cooch Behar. 

Ripon College. 

Rajchandra College, Barisal. 

General Assembly'.s Institution, 
Jagannatb College, Dacca. 

Brajamoban Institution, Barisal. am 
City College. 

Jagannatli College, Dacca. 

Brajamolmn Inslitiiiion, Barisal. 
Metropolitan Institution. 

Jagannatb College, Dacca. 

Hughli College. 

Dacca College. 

Jagannatb College, Dacca. 

D.acca College. 

Ravenshaw College. 

Albert College. 

Rajshabye College. 

Dacca College. 

Ditto. 

Ripon College. 

Burdwan Raj College. 

St. Xavier’s College. 

Hughli College. 

Metropolitan Institution. 

Teacher. 


i6o 


Kisorimohan 

Krishnachan- 

dra. 

Krishnalal . 

Kumudbal- 

labh. 

Manindra- 

nath. 

Matilal 

Purnachan. 

dra. 

Radhabinod 

Rajendra- 

lal. 

Rajendra* 

nath. 

Ramgopal . 

Ramkrish- 


170 


Rishiiidra- 

chandra. 

Sarateban- 

dra.. 

Sarateban. 
dra, No. 1. 


Ripon College. 

Metropolitan Institution, 

Free Church of Scotland’s Institu¬ 
tion and Dull College. 
Metropolitan Institution, 

Albert College. 

General Assembly’s Institution. 

Tejnarayan Jubilee College, Blia. 

gal pur. 

City College. 

Burdwan Raj College. 

Hughli College. 

Uttarpara College. 

Krishnagar College. 

Dacca College. 

Teacher. 

Ripon College. 

Burdwan Raj College. 

City College. 

Krishnagar College. 

Berhampur College. 

Burdwan Raj College. 


Chattopadhyay, Saratchan. 

dra. No. 3 

Chaudhur}, Harijiada . 

„ Nalininath 

„ Rajballabh 

„ Satischandra 

„ Surendranath 

Clihotey Lai K. . 

Das, Ambikacharan 
„ Apurbanarayan 
„ Bipinbihari, 

„ Brajabhushan 
„ Brajanand 
„ Gobindachandra 
„i Haladhar . 

Hrishikes . 

Janakinath 
Jogeschandra 
„ KedarnatU 
„ Krishnachandra 
„ Lalitkumar 
„ Lalltmohan 
„ Manmohan 
„ Manmathanath 

„ Nagendranath 
„ Radhikamohan 
„ Satischandra 
„ Taranikanta 
„ Upendranath 
Dasgupta, Ramanimohan 
Datta, Adh.arlal . 

„ Asutosh . 

„ Aswinikumar 
„ Atulkrishna 
„ Atollcuin.ar 
„ Bliairabchandra 
„ Binodbihari 
,, Bipinbihari, No. 

„ Bipinchiindra 
„ Brajabailabh 
„ Chandraknmar 
Chandrannth 
Chandraprakas 
Charuchandra 
,, Uebetidtachandra 
„ Jogeschandra . 

,, Jogeschandra . 

•I jogindranath . 

„ Kaniinikiimar . 

„ Kasiswar 

K.shirodchandra 
,, Kuniudmohaii 
„ Mnhendranath 
„ Matilal 
„ Nabiiikrishna 
„ Sachindranath 
De. Am.arcliandra 
Bimalucharan 
Chandrasekhar 
Haridas 
Isanchandra 
Kedarmth . 

Kunjakisor . 

Kunjalal 
Mahendrakumar 
Manmath.anatli 
„ Rajanikanta 
„ S.asibhushan 


Deb, Mohitkumar 
240 ., Radhanath 

Dhar, Harilal 

„ Mahendr.anath 
D. Laksliman Swami 
Dharamnath Sahai 
Diengdah, U. Raimohan 

Dora, Raghunath * 

Can, Satischandra 
Gangopadhyay, Asutugb . 
„ Jnanendra- 

nath. 

250 „ Jogindranath 

Ganpat Vinaik Kher . 
Ghosh, Akshaykum.ar . 

Anantagopai . . 

Asutosh . . 

Bankimcbandra . 

Baradacharan 
Bhupendranath . 
BliuShanrhandra 


330 


General Assembly’s Institution. ggg 
Metropolitan Institution. 


Binodlal 

Uakshinaranjan . 
Gopalch.andr.'t, No. 1 
Gopalchandra, No. 2 
Ilarendraiiath . 


P. 


Metropolitan Institution. 

Dltta 

Ditto. 

Burdwan Raj College. 

Albert College. 

Metropolitan Institution. 
Jabalpur College. 

City College. 

General Assembly’s Institui 
Metropolitan Institution. 
Ugannath College, Dacca. 
Ravenshaw College. 
Metropolitan Institution. 
Dacca College. 

Berhampur College. 
Chittagong College. 
Metropolitn Institution. 
Presidency College. 

Jagannatb College, Dacca. 
Ripon College. 

Jagannatb College, Dacca. 
Ditto. 

Free Church of Scotland’s I 
ution and Duff College. 
Ditto. 

Ripon College. 

Burdwan Raj College. 
Brajamohau Institution, Bari 
Burdwan Raj College. 

Dacca College. 

General Assembly’s Institute 
Hughli College, 

Dacca College. 

General Assembly’s Institutio 
Ripon College. 

Ravenshaw College. 

Hughli College. 

Jagannatb College, Dacca. 
Ditto. 

Burdwan, Raj College. 
Metropolitan Institution. 
Jagannatb College, Dacca. 
Ditto. 

L.M.S. Institution, Bhowanip: 
Presidency College. 

Dacca College. 

Burdwan Raj College. 
Midiifipnr College. 

Dacca College' 

General Assembly’s Institutio 
lagannath College. Dacca. 
General Assembly’s lostitutioi 
Ditto. 

Burdwan Raj College. 

Ripon College. 

Hughli College, 
jagannatb College, Dacca. 
Ditto. 

Ditto. 

Ripon College. 

J.igannath College, Dacca. 
General Assembly’s Institutio' 
Jagannatb College, Dacca. 
Presidency College, 

Dacca College, 

Ripon College. 

Patna College. 

Free Church of Scotland’s Ins! 

tion and Duff College. 
Presidency College. 

Jagannatb College, Dacca. 
Free Church of Scotland’s Ins! 

tion and Duff College. 
General Assembly’s Institution 
Morris College, Nagpur. 

Patna College. 

Free Church of Scotland's Inst 
tion and Duff College. 
Ravenshaw College. 
Metropolitan Institution. 
General Assembly’s Institotiol 
Ripon College. 

General Assembly’s Institution 
Kislop College, Nagpur. 
General Assembly’s Institution, 
Beihampur College. 

Albert College. 

Midnapur College. 

L. M. S. Institution, Bbowanipi 
Presidency College. 

Free Church of Scotland'a Insti 
tion and Duff College. 
Burdwan Raj College? 

Ditto. 

Victoria College, Naral. 

Ditto. 

Jagannatb College, Dacca. 
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Gbeth, Jofindrtehandra 
„ JywndramohBn 
„ Kalipada • 

„ Kriahnaknmar 
„ Kshirodehandra 
„ Manindranath 
apo II Nalininath 

„ Rajehandra . 
Satibhashan . 
Satischandra . 
Surabala 
Surendrakriahna 
Sureschandra . 
Ghoahhajra, Kantiehandra 
Gopat Kaabinatb Gotwalke 
Gopi Nath . 
aSo Gorakh Prasad . 

Goswami, Bipinbihari. 

,1 Manmohan . 
Gaha, Abhajrkttmar . 

,1 Bipiaehandra . 

„ Jagadischandca. 

„ Jogeschandra . 

',i Sasankamohan 
Gupta, Abinaschandra 
I, Basantakumar 
ago ,1 Bipidbihart > 
Bireswar . 

I, Kesablal. . 

„ Purnachandra . 

„ Rajkumar 
Hajra, Debetidranath . 

„ Prasannakumar 
Haidar, Bhupeswar^ . 

„ Sitakanta 
Harcourt, Charles Herbert 
300 Ishtiyaq All 
lagmohan La] 
laisri Prasada 
itbandlian L,al . 
ogeshwar Nath Mattay 
wala Pranada 
kaviraj, Dnrarkanath . 
Kamala Pati 
Kar, Nandakumar 
Karinakar, Gopinath . 

310 Kashi Nath 

Kesb Narayanprasad . 
Kesheo Ramchandra Pure 
hit. 

Kesheo Ganpatrao Khapre 
Korban Ullah . . 

Krishna Prasad . 

Krishna Pratap . 

Kunj Bihari Lai Kayastha 
Kusari, Chintaharan . 

Laha, Nagendranath . 

3ao Lahiri, Asmosh . 

„ Narendranath . 

„ Satischandra . 
Lakshman Prasad 
Laha, Saratchandra . • 

Madak, Raghunath 
Maiti, Aghornath 
Maitra, Nagendranath 
„ Radharaman . 

,, Taraknath 
330 Mali, Hridaynath . 

Majttmdar, Anandachandra 
„ Basantakumar . 

I, ladukrishna 

,1 Jyotindramohan. 

,1 Kaminikumar . 

„ Kshitindranath . 

I, Lalitmohan . 

I, Nandalal . . 

,1 Nutbihari . 


340 „ Paresnath . 

II Rameschandra 
Maliik, Saratchandra . 
Mandal, Purnachandra 

Manuk, Mack Walter * 
Marsh, J. A. 

Maalik,Jyotindrachandnt 
MauagSah Kho 
Mazam Ali Khan 
MashajrulHaq . 

3 JO Mitra, Abinaschandra. 

» Asntoah . 

” ®**®“takumar. 

,1 Bijaykrishna . 

** Bi"»ykrishna 
M Giriischandra 
M Hemcbandra 


. City College. 

Ditto. 

, Burdwan Raj College. 

, General Aasembijr's Institution. 360 
, Metropolitan Institution. 

. Krishnagar College. 

HugU College. 

Albert College. 

Ripon College. 

Ditto. 

Bethune College. 

General Assembly’s Institution. 
Kavenshaw College. 

Berhampur College. 

Jabalpur College. * 370 

Patna College. 

Ditto. 

Uttarpara College, 

Presidency College. 

Dacca College. 

Chiitagong College. 

Jagannath College, Dacca. 

Metropolitan Institution. 

Jagannath College, Dacca. 

Ripon College. 

General Assembly’s Institution. 
Jagannath College, Dacca. 

Ilugli College. 

Rajshahye College. 

Victoria College, Cooch Behar. 
jagannath College, Dacca, 

Victoria College, Cooch Behar. 380 
General As embly's Institution. 
Krishnagar College. 

Dacca College. 

Jabalpur Cuflege. 

Ditto. 

Teaclier. 

Behar National College. 

Patna College. 

Ditto. 

Ditto. 

Burdwan Raj College. 

Patna College. 

Dacca College. 

Rajehandra College, Barisal. 

Patna College. 

Ravenshaw College. 390 

Jabalpur College. 


Morris College, Nagpur. 

City College. 

Tejnarayan Jubilee College, 
Bhagulpur. 

Patna College. 

Jabalpur College. 

Metropolitan Institution. 

General Assembly's Institution. 

Ditto. 

Bangaba'i College. 

General Assembly’s Institution. 

Patna College. 

Rajehandra College, Barisal. 400 
Krishnagar College. 

Bangabasi College. 

MiBnapur College. 

Metropolitan Institution. 

General Assembly’s Institution. 

Free Church of Scotland's In 
stitution and Duff College. 

Dacca Collei>e. 

Jagannath College, Dacca. 

Brajamohan Institution, Barisal. 
Berhampur College. 410 

Jagannath College, Dacca. 

Burdwan Raj College. 

Rajshahye College. 

St. Xavier's College. 

Free Church of Scotlaud’s Institu* 
tion and Duff College, 

Ditto. 

Chittagong College. 

Berhampur College. 

Free Church of Scotland's Institu¬ 
tion and Duff College. 4U0 

Armenian College. 

Rangoon College, 

Ripon College. 

Rangoon College. 

Callcutta Madrasa. 

St. Xavier’s College. 

Burdwan Raj College. 

Albert College. • 

Presidency College. 

Free Chu ch of Scotland’s Institu- 430 
tion and Duff College, 

Morris College, Nagpur. 

Burdwan Raj Coliege. 

General Assembly's Institution. 


Mitra, Hintal . 

„ Jatindramohan 
w Inanendranath . 
Manmathanath 
Nagendranath 
Narendranath 
Pasupati . 
Surendranath 
^amapada 
laraknath 
Upendrachandra 
Momtaz Ahmad 

Muhammad Ismail, No. t. 

I Mukhopadhyay, Abinaschan 
dra. 

» Asutosh, 

No. I. 

„ Bhabataran 

„ Bipinbihari 

,, Chandra- 

bhushan, 
f, Chandra- 

nath. 

H Girindra* 

oath. 

„ Harendra- 

kumar. 

u Haricharan 

,, Jogindra- 

nath. 

„ Jyotindra- 

mohau, 

„ Jyotindra- 

uath. 

II Jyotindra- 

nath. 

„ Keiublal . 

„ Kisori- 

mohan. 

„ Manindra- 

nath. 

„ Manmahan 

„ Manmahan 

,, Nalinikanta 

„ Nirsingha- 

prasad. 

„ Parama- 

nanda. 

„ Prabhat- 

kumar. 

„ Prukash- 

chandra. 

„ Praphttlla- 

‘ Chandra. 

„ Purindra- 

mohan. 

„ Ramtaran . 

„ Sasibhushan 

„ Sitanath 

„ Tinkari 

Mostaphi, Jyotischandra 
Nag, Mahendranath . 

Nandi, Nutanchandra 
Narayan Bapuji Bodhan- 
kar. 

Narayan Pande. •. . 

Niyogi, Narendranath 
„ Sasidhar 
„ Umeschandra 
Pai, Abinashchandra 
„ Bipinbihari. 

„ Narayanchandra 
„ Nilratan 
„ Saratchandra 
„ Saratchandra 
„ Surendranath 
Panda, Shanker Nath 
Pande, Bankabihari 


„ Srinath Prasad 
Pautusz, A. C. . 

Pereira, Rupert Gersid 
Purohit, Rameschandra 
Purushottam Yadao Rao 
Ragho Prasad, No. i . 

Rai Baban Lai . 
Ramasray Prasad 
Ramchandra Dajee Taray 
Ramcharan Lai . . 

Ramkishor Lai . . 

Ramnandan Sahai , . 
Ray, Abinaschandra . 

„ Asutosh . . 

„ Basantakumar . 

„ Chandrabhushan 
„ Himansukumar 

Jyotlq^ranath . ' 


PresidAcy Collage. 
Daccabllege. 

I^tna College. 

Presidhney College. 

Hughll College. 

General Assembly’s Institution. 
St. Xavier’s College. 

City College. 

General Assembiy's Institution. 
Behar National College. 
Berhampur College. 

Free Church of Scotland’s Insti* 
ttttion and Duff College. ■ 
Patna College. 

Berhampur ullage. 

St. Xavier’s College. 

Burdwan Raj College. 

Victoria College, Cooch Behar. 
Krishnagar College. 

Ditto. 

Ripon College. 

Dacca College. 

City College. 

Metropolitan Institution. 

L. M. S. Institution, Bhowanipur. 

Ripon College. 

GeSerat Assembly’s Institution. 

Hughli College. 

Metropolitan Institution. 

Free Church of Scotland’s Insti- 
tu'.ion and Duff College. 

Ripon College. 

Jagannath College, Dacca. 

Hughli College. 

Ditto. 

Berhampur College. 

Patna College, 

Ripon College. 

Ditto. 

Genertd Assembly’s Institution. 

L. M . S. Institution, Bhowanipur. 
City College. 

Ripon College. 

Patna College. 

City College. 

Jagannath Cotiege, Dacca. 
Chittagoiw College. 

Jabalpur uiiege. 

Patna College. 

Hughli College. 

Victoria College, Cooch Behar. 
Jagannath College, Dacca. 
UttfFl^as.Cullcge. 

City t.ollege. 

Metropolitan Institution. 

Burdwan Raj Colleget 
Albert College. 

Chittagong College. 

Metropolitan Institution. 

Jabiilpur College. 

Tejnarayan Jubilee College, Bha* 
galpur. 

Bebar National College. 

Teacher. • 

St. Xavier’s College. 

Chittagong Collegft 
Hislop Cidl’ige, Magpn^ 

Patna College. 

Beiiar National College. 

Patna College. 

Morris College, Nagpur. 

Patna College. 

Ditto. 

Behar National Cotiege. 

Burdwaii Uaj College. 

Victoria College, Cooch Behar. 
Krishnagar College. 

Berhampur College. 

Free Church ol Scotland’s Iiisii-' 
tution and Duff CoUeite. 

Burdwan Raj College. 
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lUf, KiMuiteiM . 

II KaHftttwt^tl . 

•I LaluhhiiWUiTiiWii 
■ I, LftHttnohaa . * 

n Mihlrnath 

,1 ' "NaiUninat^ . 

440 „ N«.Hnchandm . 

H Nibaranchandra 

„ Radhakinkar 

„ Satiachandra • 

„ Srischandra 

. Raychaudhuri, BipinbihafI 
„ laminikanfa 

„ Prakaachaa- 

dra. 

„ Saratcliaa- 

dra. 

Roybishun Shewak 
450 Sadashive Narayan Sbrouty 
Saha, Akshaykumar . 

„ Brindabancbandra • 

„ Debnath . • 

„ Lalitbihari 

„ Nabibaks . . . 

„ Kadhikanath . . 

Sakhawat Hoasain 
Samanta, Bankubihari 
Sant Das . . • • 

460 Sanya), Apurbachandra 

„ Bhabataran 

„ Bhubaneshwar 

„ Binodbihari 

„ Nrityagopal • 

„ Taraknath . . 

Sarkar, Annndacharan 
„ Asutoah , 

„ Bidhubhnshan. 

„ Brajamohan . . 

470 » Goshthabihari 

„ Hariprasanna . 

„ Kaliprasanna . 

„ Lakshminarayan 
„ Lalitmadhab . . 

„ Lalitmohan, No. f . 

„ Lalitmohan, No. 3 • 

„ Prannath . . 

„ Raghubir . 

„ Sastbhushan . 

480 „ Satischandra . . 

„ Surendranalh . . 

Sarma, Dwarakeswar . ' 

„ Saradacharan . . 

Sen, Basantakumar . . 

„ Biiaykumar . • 

„ Binaybhushan . . 

„ Bipinbihari . . 

„ Chandrakisor . 


General AueRibly’t lulitation. 
Burdsraa Raj CoUege. 

Hugh)! College. 

General Aseembly’a Institutioa. 
Patna College. 

City College. 

Dacca College. 

Brajamnhan Institution, Barisal. 
Hiiglili College. 

City College. 

Krishnagar College. 

Brajamohsn Institution, Barisal. 
llughli College. 

Burdwan Raj College. 

Metropolitan Institution. 

Behar National College. 

Morris College, Nagpur. 

Free Church of Scotland's Institu 
tion and Duff College. 

General Asscmbly’.s Institution. 
Jagannath College, Dacca. 
Metropolitan In.stitution. 
Rajshahye College, 

Hughli College. 

Teacher. 

General Assembly's Institution. 
Patna College. 

Free Church of Scotland’s Institu-I 
tion and DufP College. 
Rajshahye College. 

Patna College. 

Presidency College. 

Albert College. 

General Assembly’s Institution. 
Ditto. 

City College. 

Uttarpara College. 

Ripon College. 

Burdwan Raj College. 

General Assembly’s Institution. 
Rajshahye College. 

Midnapur College. 

Burdwan Raj College. 

City College. 

Ditto. 

Victoria College, Cooch Behar. 
Burdwan R.aj College. 

Ripon College. 

J.sgannath College, Dacca. 

Victoria College, CiKich Behar. 
General Assembly’s Institution, 
Jagannath College, Dacca. 

Ditto. 

General Assembly’s Institution. 
Burdwan Raj College. 

Brajamohan Institution, Barisal. 
Victoria College, Cooch Behar. 


Sen, Debendranath , < 

490 „ Hemantakumar 

„ Ja^disahandra 
„ lasadanandan 
» Jaygopal 
„ logindrakumar . 

„ Lalitmohan 
„ Niikantha . 

„ Prasaimakumar . 
u Rajanikanta 
„ Rasikehandra 
500 „ Saratchandra, No. I 
„ Saratchandra, No. 3 
„ Saratchandra 
„ Srischandra 
„ Sureschandra 
„ Suryyaaumar 
„ Upendranath 
Sengupta, Bhupalchandra 
„ Bimalaprasanna 

„ Kshetranath 

510 „ Satyacharan 

Sethna, Di.sabhoy Cursetjee 
Shaik Baharam AH 
Shehabuddin Muhammad 
Abul Quasim. 

Sherafat Hossain 

Sikdar, Piyarimohan . 

Sil, Sudainchandra 
Sinha, Annadaprasad 
,, Atulkrishna 
„ Awadhbihari . 

530 „ Banwarilal 

„ Bholanath 
„ Gopimohan 
jt fyotindrAnfttli • ■ 

„ Krishnajiban . 

„ Lalasiba Gnnrisankar 
„ Purnachandra 
„ Ramnihar 

Sinheswar Prasad 
Som, Mohendrachandra 
530 Sri Narayan . . . 

Sur,eHaratichBndra 
„ Kaiidas . 

„ Saratchandra 
Syamnandan t'ahai 
Syed 2 ainnddin . 

%ed Zulfaquar-uddin Hyder 
Tampoe, Samuel D. . 
Vasudeo Govind Apte . 
Wamati Narayan Dharap . 
S40 Wasudeo Balwant Patwar- 
dhan. 

Wikrainanayaka, E. B. . 
543 Yadao Shankur Rao Jamdar 


Sbnatb House, 

tkt fth AprU^ligt. 


fP 


Berbampur College. 
Rajchandra College, Barisi 
Presidency College. 
General Assembly’s Institut 
Presidency Cojlege. 

Dacca College. 

Presidency Colldjfe. 

Ripon College. 

Jagannath College, Dacca. 
Rajshahye College. 
Brajamohan Institution, Bai 
Metropolitan Institution. 
Ditto. 

City College. 

Ditto- 

Bangabasi College. 
Chittagong College. 
Jagannath College, Dacca. 
Bangabasi College. 

Albert College. • 
Bangabasi College. 

City College. 

St. Xavier’s College. 
Calcutta Madrasa. 

Ditto. 

Free Church ofSootland’s In 
tion and Duff College. 
Ripon College. 

Metropolitan Institution. 
Genernl Assembly’s Instituti 
Metropolitan Institution. 
Tejiiaran Jubilee College, BI 
pur. 

Presidency College. 
Metropolitan Institution. 
Presidency College, 

General Assembly's Institutic 
Behar National College. 
Midnapur College, 
Berbampur College. 
Tejnaryan Jubilee Co 
Bhagr Ipur. 

Ditto. 

Jagannath College, Dacca. 
Patna College. 

Behar National College. 
Hughli College. 

Uttarpara College. 

Behar National College. 
Patna College. 

Behar National College. 
Trinity Collide, Kandy. 
Canadian Mission College, In 
Ilislop College, Nagpur. 
Ditto. 

Wesley College, Colombo. 
Morris College, Nagpur. 

A. M. NASH, 
Ojffg. XigUtrar. 






miL 
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Orders hj ihe YicerOliaDc^or and S^dicate ot the Cialotttt;^ Uoif^ity. 


Tbb andermehtioned candidates have passed the B. L. Examination : 
Fibst Division. 


In order of emrit. 

Sved All Belgrami 

31113*8, SatisoAsndra ... 

Mitra, JyotiBcbaBdra, Ko. 2 ... 

Kand Kishor Lai 
Muhammad Habibullah * 

Bai Bebiprasad 

Bar, Praaannagopal 
Jadnnandan frasad 



Sen, Jogindraknmar 
I GSiattopadfayay, Xiemchandra 

f Abdul Wajid 
\ Siva Fnsad 
Barkar, Kumndnath 
I Ziiyogi, Santchandra 


Patna College, 

Metropolitan Institu¬ 
tion. 

Metropolitan Institn- 
tion. 

Patna t'ollegp. 

City College. 

Morris College, Nag¬ 
pur. 

Bipon College. 

Patna College. 


SicoND Division. 
In order of merit. 
r Ghosh, Nagendranath 

CLaha, Syamlal 
Das, Mahendranath 
Deshpando, Krishna Govind 

Bandyopadhyay, Jyotindranath ... 

C Adhikari, Gopeschandra 
< Makhan Lai ^ 

(.Niyogi, Jogindraknmar ... 

^Bandyopadhyay, Haranehandra ... 

I Mnkhopadhyay, Santosimath 
i Sanyal, Baidyanath 
(,Sukul, Hiralal 
Sen, Anantakumar 
Saha, Qaneschandra 

^Gangopadhyay, Bidhuhhushan 
\ Maitra, Syamacharan ... 

V,SukheBwaT Prasad 
Coollo, Wultop A. 

Bandyopadhyay, Hemnath 

(■ Das, Knniabihari 
(.Niyogi, Udaychanilra 
r Goswami, Eunjabihari 
j „ Umeschaudra 
(.Bay, Nikhilnath 
rBasu, Umapada 
1 Chaudhnri, Sitalehandra 
(Sinha, Biswanath • •a 

( Majnmdar, Umeschaudra 
4 Sanyal, Badhikaprasad 

• 

Syed Ghani Hyder 
rBandyopadhyay, Jhnlanchandra 

(.Sanyal, Ohandramay 
Bhadhuri, lodubhusan 
Pal, Amritalal 

( Banwari Lai 

Oangopadhyay, Adharchandra 
Mnkhopadhyay, Saratchandra 
Bal, Bajendnfal 
Ghosh, Annadaprasad 
Mallik, Prasaddas 
Mitra, Nabinkrisbna 

^Thakur, Narendranath 
J Anup Narsyan ... 

( Mitra, Chandicharan 
Bhaduri, Bamehandra 
Chakrabarti, Nanilal 

Sen, Ambikaprasad . ' ... 

r Uay, Eedarnath 


Metropolitan Institu¬ 
tion. 

Ditto. 

Ditto. 

Muir Central College, 
Allahabad. 

Metropolitan Institn- 
tiou. 

City College. 

Bipon (College. 
Metropolitan Institu¬ 
tion. 

Ditto. 

Ditto. 

Dacca tVllego. 

Morris College, Nagpur. 
City College. 
Metropolitan Institu¬ 
tion. 

Bipon College. 
Afetropolitan Institu¬ 
tion. 

Patna College. 

Bipoa College. 
Metropolitan Institu¬ 
tion. 

Ditto. 

Bipon College. 

City College. 

Bipon College. 
Krisimagar College. 
Bipon Cnlloge. 

Ditto. 

Bavpnshaw College. 
City College. 
Metropolitan Institu¬ 
tion. 

I’atna College, 
h^otropolitan Initita- 
tion. 

City College. 

Bipon College. 

Ditto. 

Patna College. 

City College. 
Bavenshaw College, 
Dacca Collogo. 

City College. 

Bipon College. 

Mol ropolitan Institu¬ 
tion. 

Ditto. 

Patna Collegp. 

City College. 

Bipon College. 
Metropolitan Institu¬ 
tion. 

Bipon College. 
MetropoUlau lustitu- 
tion. 

Bipon College. 

Ditto 

City College. 
Metropolitan Institu¬ 
tion, • 

Bipon College. 
Metropolitan Institu¬ 
tion. 

Dacca College. 

Patna College. 

Bipon College. 

City College. 


r Chattopadhyay, Jyotisprasad 
A9 j Gokliaie, Gaugadhar Bai want 
( Mukhopadhyay, Srischaudra 

63 Basu, .Jnanendranath 
f Mitra, Nareschandra 
“ t Hay, Kalikumar 
( Bhattaoharyya, Saratchandra 
65 s 

(.P. Biyaz Uddin Qnazi 

67 Ghosh, N risinhachandra 

r Bandyopadhyay, Defaendranath 

68 Sarkar, Asutosh 
(.Sen, Umaebaran 

C Mitra, Nonikumar 

n] 

( Bivauandan Lai 

78 Mitra, Annadaprasad 
7A Das, Debendranath 

.. ( Bandyopadhyay, Baghunath 
( M. hlanzar 
.( Ghosbal, Manmohaa 
77.] 

(.Bay, Prasannakumar 

79 „ Saradaprasad 
60 Chakrabarti, Hrisikes 

fBandyopadhyay, Kedarxath 
i „ Sibnarayan 

81 ( Mallik, Amritakrislma 

I Mukhopadhyay, Pramathanath 
(Sen, Dakshinaranjan 
„„ I Basu. Brajeiidrakumar 
° J Ghosh, Adharchandra 
88 llajra, Eedarnath 

f"Bandyopadhyay, Akilohandra 
89Basu, Bujendranath, Ao. 1 
l^Das, Mayadbnr 
go f Baiiijiwan Lai 
(, Bay, Amulyauath 

94 Mitra, Jogindranath 
9,5 Mukbo)>aahyBy, Eedarnath 
96 Datta, Anilobandra 
07 Bandyopadhyay, Upeudiauath 

98 Syed Ghalib Hasnain 

99 Dcbaki Nandan 

f Baiak, Bebatimohan 

100 4 Chattopadhyay, Nanilal 
(.Sinha, Srimohan 

108 Ghosh, Brajalal 

'Dasv Gobindachandra 
„ Maniklal 
„ Prasannakumar 

101 ^ Majumdar, Tarinieharan 
Bay, Suresobandra 


LBayohandhuri, Saratchandra • 

I Das, Sibkrishna 
Hukhopadhyay, Saradacharan 
{ Ali Karim 
I Sen, Bamcschandra 


110 

112 

114 


fBaliram Narayan, Doshmukh 
Chaudhnri, Bakhaldas 


l^Samanta, Manohar_ 

117 Mitra, Eunjabihari 

( Barman, Amarchandra 

118 ] Chaudliuri, Knnjamohaa 
(. Sinha, Baikunthanath 

121 Datta, Satyakrislma 

122 Mnkhopadhyay, Nagendranath 

123 Ohoshal, Eshetrana(h 

124 Chakrabarti, Jogeschandra 
(Oangopadhyay, Anisprakas 

126 { 

( Mukhopadhyay, Bhutnath 


Swan Hovsx, Jpril 1891 


> Bipon College. 

Agra College, 
hlelvopolitan Institu¬ 
tion. 

Ditto. 

Ditto. 

Bipon College. 
Metropolitan Institu¬ 
tion. 

Bipon Collego, 
Metiopolitan Institu¬ 
tion. 

Bipon College. 

Ditto. 

Dacca College. 
Metropolitan Institu¬ 
tion. 

Patna College. 

City College. 
Metropolitan Institu¬ 
tion. 

Hughli College. 

City College, 
Metropolitan Institu¬ 
tion. 

Bipoa College. 

Ditto. 

City College. 

Bipou College. 

Di'to. 

Ditto. 

City College. 

Bipon College. 
Berhampnr College. 
Bipon Collogo. 
Metropolitan Institu¬ 
tion. 

C’By College. 

Bipon Collet. 
Bavenshaw College. 
Patna College. 
Metropolitan Institu¬ 
tion. 

Ditto. 

Patna College. 

Bipon College. 
Metropolilan Institu¬ 
tion. 

Patna College. 

Ditto. 

Bipon College. 

Ditto. 

City College. 
Metropolitan Institu¬ 
tion. 

Bipon College. 

Ditto. 

Jagannath College, 
Bi^n College. 
Metropolitan Institn- 
tion. 

College. 

Ditto. 

Ditto. , 

Patna College. 
Metropolitan Institu¬ 
tion. 

Morris College, Nag¬ 
pur. 

Metropolitan Institu¬ 
tion. 

Bipon College. 
Metropolitan Institu¬ 
tion.^' ^ 

City College. 

Bipon College. 

City College. 

Mo^ College, Nag¬ 
pur. 

Bipon College. 
Metropolitan Institu¬ 
tion. 

Bipon College. 
Metropolitan Institu¬ 
tion. 

Bipon College. 

A. M. NasB, 

Offff. Begietrar. 
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OTIFICATIONS OF THE BOARH OF REVENUE. 


No. 452B. 

Nones i» hereby giren that the Fifth Ssie of Opiam, the ProTieioa of ]688«89, 
will be held at the GoTerament Opium Salesroom, No. 2, Bankahall-street, nn Mondar, 
the 4tb May 1891, at 11 a.m., and will comprise 4,750 chests, via.— 

Oheata. 

Opium manufactured at the Patna Factory ... ... 2,250 

Ditto St the Ghsaeepore Factory ... ... 2,500 

8 —- 

Total ... 4,750 


2nd.—^The general conditions of the sale now advertised will be the same as nsaal. They 
may be ascertained by reference to the Notification issued on the 27th November 1890, and 
pnbUa^ed in the Government and Exchange Gaxettee^ or on personal application at the 
Office of the Board of Kevenne. 

drd.—The latest dates for deposit nd clearance will be the 9th and 19th May 
1891 respectively, that is to say, no Bank of Bengal Receipts, Uoverument Promissory 
Notes, or other public securities that may be tendered for deposit io redemption of 
Promissory Notes given by purchasers iu the sale-room will be received after 1-30 r.K. 
of Saturday, the 9th May .1891, and no Bank of Bengal Receipts iu full payment of 
lots will be accepted after 3-SO p.m. of Tuesday, the 19th May 1891. 

4<A>—addition to the quantity above advertised for sale, the following quantities, 
more or less, of the Opium manufactured at the Patna and tihazeepore Factories will be 
brought to sale up to December next, about the dates apecified below. The Board of 
Revenue, however, reserve to themselves the right of altering these dates should circumstances 
render it expedient to do so :— 


Datbs. 

Hanufsetured st 
tbe I'atna. Factory, 
about oheata. 

Hanufaoturod at 
tbe Qbaceepore 
Factory, about 
che^. 

Total, 

about obesta. 

• 

On or about Wednesday, Srd June 

1891 ... 

2,250 

2.,500 

4,750 

On or about Thursday, 2nd July 

97 ... 

2,250 

2,500 

4,750 

On or about Monday, Srd August 

$7 • • • 

2,250 

2.500 

4,750 

On or about Wednesday, 2iid September 

» ••• 

2,250 

2,500 

4 750 

On or about Thursday, Ist October 


2,230 

2,500 

4.750 

On or about Wednesday, 4th November 

If 

2,250 

2,500 

4,750 

On or about Wednesday, 2ud December 

97 

2,250 

2,500 

4,750 

Total 

a • • 

15,750 

17,500 

33,250 


By order of the Board of Revenue, L. P., 

K. O. Gdfta, Seeretarg, 

BoAan or BxvxMva, L. F., Fort Wii.uaii, the Slat March 1691. 


No. 381 A. 

NOTIFICATION. 

LAND HEVENTTB^ 

(Benesl Tenancy Act.) 

The Hon'hle F. M. Hax.i,idat. 

« , • 

Dated Cajfiutta, the IZth Aprii 1891. 

Thb pnce-Iists of staple food-cr^s in the local areaV of Bengal, prepared 
under section 39 (1) of tne Bengal Tenancy Act, VIII of 1885, for the period 
from Ist October to 31st December 1890, having’ been approved by.the Board of 
Revenue, are published for general information under sub-section 4 of that 
section. 

By order of the Board of Revenue, L.P., 

C. W. BOLTON, 

0/fff. Seerefary 
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TfiS 16, mu 

'rtee-lM (rftot'O 0 / ttaph faoi-onqn in iht keal anaa of Bongnl, propar^ under aeetion 89. 0 / tht Bengal Tenancy Act 
{So. VIII) if 1884, fcr t^te motUA< from October to December 1890. * 


PATNA DIVISION. 


1 

' • 

» 

4 


1 ** 

7 


9 

10 

TBIOT. 

LooAlareM. 

r 

Marta at whieh 
pricua were taken. 

Staple food-crop or 
. crop*. 

Market day* for the prepara¬ 
tion of prico imhi. 

QUARTITlEa PBK RPPBB IB 
BKHKa or 8U TULAHB 
Uubfaby’b WalDItT. 

Se| 

ut. 

iMl 

■S’"'®'® 

' 

Kxiiabm 

October. 

Novem¬ 

ber. 

Decern. 

ber. 







8. c. 

Be C. 

8, 0. 

8. c. 





r 

J/akoi up-land ...^ 

. . . ( 

Ill IS 

17 1 

U 6 

18 8 


f 

Sudder suMivuiOD .. 

Patna ... 

•1 


Ifft of eMCh month .{ 






1 



t 

Rice low-land ... J 

i 

15 9 

IS 4 

16 4 

IS n 


1 



f 

Makai up-Iand ...) 

.V. f 

18 12 

1« 8 

18 2 

18 «i 


1 

Birh ditto 

Barb 

-1 








1 



1 

Rice low-land ...) 

(. 

16 14 

19 10 

18 2 

17 14 


TA 



( 

Wheat ap-laiid ..A 

. ( 

le 0 

17 8 

17 6 

16 14 




llefaar ... 

...■? 

i 

Ditto .< 









1 

Hiee low-land ...J 

( 

in 11 

18 4 

18 4 

17 III 






Barley up-land ..A 

. f 

18 8 

18 0 

13 S 

18 2{ 



Dinipora ditto 

Dinapore 


i 










(. 

Hioe low-land „■} 

(. 

14 8 

14 12 

IS 0 

14 12 






Wheat np-land ..A 

( 

Id 0 

in 8 

*16 4* 

13 14] 



dodder gob^ivirioti ... 

Oya 

•i 

} 

lat Sunday of every month... < 









1 

Eioe low-land ...) 

1 

14 A 

14 S 

19 8 

IS 15 





r 

Wheat up-land ...t 

f 

18 0 

18 0 

17 0 

17 I0{ 



Nomd* ditto 

Nowada ... 

•1 

r 

Laat Friday ditto ... < 









t 

Bioo low-land ...) 

(. 

I!l 8 

20 0 

£1 0 

20 I3t 





( 

Wheat up-Iand ..A 

f 

16 0 

IS 0 

16 4 

-IS 6| 



dehanobed ditto 

Jehanabad 

•1 

r 

let Monday ditto ...< 










Rice low-land ...j 

(. 

IG 8 

in 9 

18 9 

17 VI 






Wheat up-land ..A 

( 

I» 2 

18 IS 

19 6 

19 ]| 



AorutiKabad ditto 

AnruDipibad 

...\ 

- . , . f 

tat Sunday ditto ...t 









1 

Kloe low-land ...J 

t 

18 8 

18 12 

18 0 

18 91 






Wlioat np-butd ..A 

( 

16 8 

1« 0 

IB 8 

IS III) 


f 

Sadder lub-dlvisian ... 

Aruh 

...} 


let Saturday ditto ...< 









1 

Eico low-land ...} 

( 

16 19 

It 14 

16 to 

16 0 





r 

Wheat up-J®**'*® 

f 

1 

15 8 

16 0 

16 8 

IS S| 

• 


Bunr, ditto 

Kuiar 

J 

■■ i Red ... 

latTliumday oitlu ...-{ 

16 B 

IS 8 

16 B 

1.6 8 


ABAS 



1 

Rice low-land 

1 

16 0 

n 0 

16 8 

16 8 





f 

Wlioitt up-land ...') 

( 

, in 0 

16 5 

17 2 

in 7i 



Hutweram ditto 

.Saamrain 


f 

Ditto ditto ... t 









t 

Rice low-land 

1 

14 8 

16 0 

19 10 

in n 





( 

Wheat up-Iaiid ...) 

( 

16 0 

in 0 

in 0 

16 0 



Bhabooah ditto 

Ilhaboaah 

1 


Ditto dillo 









1 

Rico low-land ... ) 

i. 

19 0 

16 0 

17 0 

16 0 





( 

Mukai up-land ..A 

f 

17 0 

19 8 

19 0 

18 8 



Sudder •ub.diVMioii ... 

MoruSerpore 

...^ 


iIVtb of each month. < 









(. 

Rioolow-Und 

t 

14 0 

IG 0 

16 6 

IS 7) 






^ ifakai np-land -A 

( 

22 0 

21 8 

22 10 

22 0| 


mt- 

Soetamarhee ditto ... 

Seetamarhee 


{ 

2nd Sunday of i-acb month < 








• 

( 

Riee low-land .. ) 

( 

17 6 

16 4 

20 8 

IB Ot 





( 

IfaAMki up-Uud ...*) 

. f 

Id 12 

18 0 

18 8 

17 12 


i 

Uajoepora ditto ... 

Hajeopore 

••■1 


27th of each month. < 









i 

Riee low-land ...} 

1 

a H « 

14 10 

16 B 

IB 3) 





( 

Jfurwa up-laad 

( 

26 g 

27 IS 

28 9 

27 11 



Sadder lub^iriaion ... 

Durbhanga 

•i 


S5tb ditto . < 









1 

Kioelow-Iaiid ...i 

t 

in IS 

17 « 

18 6 

17 8) 





( 

jlTurtoa np-land ...1 

r 

3U 6 

• 30 0 

■2r*o 

29 2 


ZVMQA. ...• 

Hadbubani ditto 

Madhubani 



Ditto ditto .< 






1 



t 

Rioe low-land ...3 

i 

in IS 

23 0 

19 4 

19 5) 


1 



f 

Makai up-land 

( 

19 0 

18 8 

20 0 

19*21 


1 

Tajpora ditto 

Samnatipore 

...{ 


Ditto ditto . < 









1 

Rioo low-land ...} 

i 

16 4 

Nil. 

16 0 

16 2 





( 

kfukat np-land ...') 

f 

sa 0 

90 6 

29 0 

21 131 



Sadder aab-dlvUion ... 

Motihari... 

-1 


lit Sunday of the month ....< 









1 

Bieelow-bmd 

t 

IS 8 

14 8 

11 0 

16 10) 


fABVXr 














( 

Makai up-butd ...'> 

< 

26 8 

20 0 

21 0 

22 8 



Bettiah ditto 

Bettiah ... 

-1 


lot Friday ditto ... { 









1 

Rioe low-land 

1 

21 0 

19 0 

21 0 

*20 S| 





r 

Makai np-land ... t 

f 

18 0 

18 4 

18 8 

,^18 4 



Sadder lub^iviiiaa 

Obupra 

...i 


lith of each month. < 









1 

Rioe low-land ...) 

1 

11 4 

11 6 

n 13 

11 8) 


L 

• 


( 

Mahli np-land 


17 12 

17 12 

17 12 

1? 12 


f .. 

1 

1 

1 

0 

a 

Heergasgo 

•i 


lat Tueoday of eaeh month... { 






1 



( 

Rioe tow-land ...) 

1 

18 2 

14 3 

16 ll 

14 101 





f 

Makai up-land ... 't 

r 

17 13 

16 10 

IT it 

17 0) 


i 

SewBD ditto 

Sewan ... 

...^ 


lot Monday ditto ....{ 






1 



1 

Riee low-land ...3 

1 

15 7 

• 

15 2 

16 0 

IS 81 
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BHAGULPOBE DIVISION. 


DllTBlCT. LomI UMI. 


Marti St wh ioh Staple rood.erop or Market da^i for the prepara- 
prioei were taken, crope. tIOn of price>iiita. 


QPAirTiTim rx» mvtmb n 

eiEBB Of BO TOLAXB 

CoHfAsy’g vaiosT. 

October 

Morem- 

ber. 

Deoem- 

ber. 



{,'1 Sudder inb-diviiton ... I Monghyr 


UosanTtl ... < Beguaerai ditto 

i 


V. Jamui ditto 


Bftnkft ditto 


Bhagulpori •< 


Muddvhpun ditto 


I Soopole ditto 


( Suddor subadivuiion 


POSKBA Arroreah ditto 


t KisaengunRO ditto 


Malpa ••• District ol Uftldab 


Brgusorai 


r Sudder aub'divtsion .. Bhagulporo 


I Muddchpura 


r I Wh(‘at np-land 
I' Kioolow'lsnd 
r { WhoBt up'land 
U Kico low-land 

I 

f Wheat n|)-l«nd 
(. Uiflo lowdatid 

{ Makai up-land 

Rice low-land 

( iiakai up*)and 
•tA 

V Eire low-land 
f Alurwa up-land 
Eieo low-land 
c .YfK9*toa up-land 
C Hion low-laud 

{ WluMit up-lnud 
I Eice l<iw-lnnd 


Kiwengunfffl 


^ Wheat np-land 
X Rico low-land 

{ Wheat uivlatid 
Eioc low-land 


Uahanpur ... Eico 


^ 7th ol evory monln. 

I 35th ditto . 

I let Tuesday of every month 

^ 2nd Monday of each month... ^ 

^ Ditto ditto 

^ Ditto ditto ...^ 

Ij Ditto ditto ...-1^; 

^ I Last day of the mouth ... 

> Last market day of each < 
) month. V 


evory montn ... 


135th ditto 


} ? 


Ditto ditto 


... I Snd Monday of each month ... 


CHITTAGONG DIVISION. 


CHiTTaaoHS 


( Sudd 
C Ooi’i 


Sadder aiib^iviaioii Chittagong 
Ooi’i Bniar ditto Cox’i Bazar 


Ditto ditto 


MoaKBAlLT. 


I ('Amim') , 

Sudder lub^firiiion KalitaraliAt . | Rieo >... Last Monday or each month | 

I (.Alia J C| 17 8 


Penny ditto Penny 

Sudder aub-diviaion Commilluh 


TrPFBBA ...^ Brahmiiiiberiah ditto Brahmuiiberiah... Do. 

I 


Chandporo ditto Chandpore 


Ditto ditto 

Ditto ditto 


BURDWAN DIVISION. 


15 lA 

10 4 

17 0 

17 0 

18 7 

17 It 

18 2 

Nil 

19 0 

71 4 

10 0 

17 la 

IS 5 

10 S 

IS 0 

18 6 


Sudder lub-diviaioii 

Burdwun ... 

Rico 

18th of every month . 

15 

0 

15 12 

16 a 

Ronoegunge ditto 

Raneegungc 

Do. 

17th ditto . 

17 

0 

17 

Q 

IS 0 

BiriDWAa ... < Cutwa ditto 

Cutwa 

Do. 

Wediieadsy which ii7me(1iatel.v 
preiHidi— the lath, 'or falls on 
the Itth of each inonlii. 

14 

8 

16 

7 

U 5 

Culna ditto 

Culna 

Do. 

17ih of every month ...»•■ ... 

U 

5 

14 

9 

16 IS 

Sadder inb.diViMan... 

Midnapoie 

Rico 

and Baturday of evory mouth 

16 12 

18 

0 

ao 0 

Ghattal ditto 

(?]iatta! 

Do. 

Isi of each month . 

14 

0 

, 16 

0 

16 IS 

MinilAfOBK ...■) ipumlook ditto 

Tumlook 

Do. 

Srd Wodneaday of overj' month 

15 

<» 

16 

s 

17 to 

Contai ditto 

Contai 

Do. 

.. 1 asth of each month 

18 

8 

IM 

0 

IS 0 

f Sadder anthdiriaion... 

Soory 

.. Rice . 

asird ditto . 

16 

8 

18 

0 

10 s 

BaunsROoM ...4 

(, RampomUkt ditto ... 

Rampore Hkt 

.. Do. . 

lal market day after the 15th 
of each mouth. 9 

16 

3 

17 

8 

17 8 


17 ( 
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BURDWAN DIVISION~«)fic/M*rf. 


1 

a 

• ' 

S 


6 

R. 


1 

9 

16 







QuAHTirni PKB BPPia ii 








' Market daya for the prepeiu. 

aKKKI O* 80 TOI.aRI 
COMPAHI’I WiraHT. 





lAXs1»r«M. 

Marta at whioh 
prioei ware taken. 

fltaple food«rop or 




_ 

Dtntiot. 


oropt. 

tios of prico.iUt«. 












October. 

Boimni* 

her. 

Deoein- 

ber. 

3cp«a 

|l.SI 








8. c. 

B. 0. 

8. c. 

8. 0. 




Rudder mb.*TUIon ... 

Hooirhly . 

Rice . 

tnd Tbnnday o( etoh month... 

18 6 

13 a 

14 1 

13 4 




Sommpore ditto 

Bhnddetaur 

Ho. 

Ditto ditto 

14 4 

14 0 

U 9 

14 9| 


qoooHi.r . 


JohanAbftd ditto 

Jebaiiabed 

Ho. 

Ditto ditto 

16 0 

16 13 

16 8 

14 7 




Howrah ditto 

Mohiaree 

Do. 

Ditto ditto 

IS IS 

18 14 

16 0 

14 3i 




Ulnberiih ditto 

Ulnberiah 

Do. 

Ditto ditto 

14 0 

14 8 

14 8 

14 Oi 



f 

Rudder TOb4ivi«ion ... 

Bankoora 

Rice . 

SOlh of the mnnib . 

18 U. 

17 la 

18 12 

18 6| 


Bankooba . 

1 

BiBhenpore ditto 

BlMboDpore 

Ho. 

Ditto . 

17 8 

18 0 

81 0 

19 3| 

• 





RAJSHAHYE DIVISION. 





a 


f 

Rudder .ubJiiviaion... 

Ueanieab. 

Rice . 

liast Priday of every month ... 

10 0 

» 

16 2 

*10 8 

16 14 


Bajssastb . 

•1 

Nowvotig ditto 

Nowftong. 

Do. 

lAHt Wednesday of every 
month. 

14 4 

10 14 

16 4 

U 121 



1 

Xattore ditto 

Nattore . 

Do. 

Last duy of every month 

IS 6 

17 4 

IB 0 

16 4 


PUBlfA 

... 

Hiotrict of Piibna 

Pubna . 

Rico . 

Ist Tuesday ditto 

10 6 

14 8 

14 8 

14 13 



f 

Rudder >nb-diviaion 

Ilangpure 

Rice ... . 

Ind Saturday ditto 

IS 6 

14 7 

16 6 

16 6 



1 



fAmun 

and Wednesday of every 
month. 

r 18 0 

13 0 

17 8 

14 0) 



1 

Nolpbamari ditto ... 

Nelphamari 

Do.^ J... 

C&tta ...) 

1 JO 0 

16 0 

18 6 

IS 3 


EcitapOKB .. 


Kurigaon ditto ... 

Kurimon. 

Ho. 

4ifa Saturday of every month 

12 0 

11 0 

11 0 

11 Oi 






(Amon .. ■) 

lat Friday ditto 

r 10 0 

11 4 

16 0 

13 1| 




Qynbuuda ditto ... 

Oyabaada 

“'’•{au. ...}■■• 

in 4 

16 0 

Ml 

13 8 


PlHASXrOSI 


Diatriet of DinaRopora... 

Kailway B*aar 

Hat. 

Bogru . 

Rico . 

lei Sunday ditto 

16 14 

18 6 

10 1 

18 Cl 


BOdBA ... 

... 

Diatrictof Bogra 

Rice . 

1 st market day aftor the 1st of 
eacl) month. 

15 10 

16 15 

16 6 

18 list 



DACCA DIVISION. 


f 

Sudder sub-division 


Dacca . 

Bioe . 

1st Sunday of every month ... 

14 3 

14 0 

16 8 

14 9 

• 

Nanungunge ditto ... 

Mnddergniige ... 

Do. . 

Monday following the Sunday 
selected for Mirkadim. 

13 12 

14 6 

15 » 

14 81 

Dacca 

Mantokgtingo ditto ... 

UnnickRuiiRn ... 

Do. 

1 st Suuday of every month ... 

13 7 

L3 8 

18 1 

14 0 






• 

y 14 3 

14 1 

15 6 

14 91 




H unshir n&t 

Do.j }... 

Ist Saturday ditto 

C 15 3 

1.. IS 

\il . 

17 0 


Hunahigunge ditto.... 











fAinun ...t 


f 14 3 

14 11 

16 3 

14 11 



l 

HirkwUni. 

Do.J {... 

•Aus ...) 

Ut Suuday ditto 

t 10 0 

17 12 

Nil 

16 14 




.Amun 


f 10 0 

r"i6 a, 

16 0 

IS 101 


Sadder sab-diviston 

Furreedporo 

Ru» ( >... 

Idu. ...J 

8 nd Wednesday of every 
month. 

1 U 11 

Kil 

Nil 

13 11 

ICBUBDPOSX 

Goal undo ditto ... 

GoAlundo 

Do. . 

Ist Wodoesday of every montti 

18 0 

14 8 

14 D 

IS 101 


Hadaripore ditto ... 

M.dnripore 

Do. .. 

8 nU Saturday of every month 

13 0 

17 « 

18 0 

16 0 


Sadder sub-division 

NnainbAd 

Rice . 

2nd market day on the 3rd 

11 6 

12 4 

16 0 

13 Si 




week of every month. 






1!AngAil ditto ... 

KagniAri 

Do. 

. Amun ...) 

IdAst market day of each 
month. 

11 8 

. n 1 

13 4 

10 0 

14 4 

•12 12 

13 0 

11 4i 

MxmiMKtin 

JamalporB ditto ... 

Jnmalpore 

Do.{ J... 

lAut .. J 

let Saturday of every mouth... 

1 13 5 

11 4 

13 6 

12 10 







ms. 





rAmuu ...) 


1 IS 8 

13 2 

IS-’^' 

IS 4| 


Kishorogunge * ditto ... 

Kishnr^nge ... 

’^•{au. ...}••• 

8 rd Thursday ditto 

X 14 14 

17 6 

17 4 

1C 8 




(Amun ...'} 


^ 12 12 
i 16 B 

n 13 ' 

16 1.3 

13 13} 

1 

Netroknna ditto ... 

Netrokonn 

Do.i \ .. 

Iaus ... ) 

HtSalurduy ditto 

13 f 

Nil 

14 9 

BACKpidvaoi 

Sudder sub-division 

Patuakhally ditto ... 

BurriaAl . 

PAtUAkhtlly 

Rice . 

Do. . 

Saturday. Snd week of the 
month. « 

Tuesday ditto 

18 0 

12 0 

13 4 

.13,3 

12 6 

17 8 

13 4i 

It 31 

Peroiepore ditto 

Peroupote 

Do . 

Ditto, ditto 

12 0 

h 12 

14 3 

13 10| 

V 

Dakhin Bfaabaapore 

sab-divisifn. 

Bholn . 

Do. 

Moaday, Srd week of the 
month. 

IS 4 

IS 4 

16 8 

14 5S 
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t£ 


peesidenoy division. 



1 

t 

3 

1 * 

1. 

6 

7 

a 

’ 9 




. 





QuAKTRim PIB BCPia IS 










BBBBS 07 8U TOXAES 
COMPAHT'S WSIOBT. 

Ikfi 


msTuoz. 

liOCSlSTMI. 


' Btanle food-oron or 

Market dayt for the prepara* 
t}onor|nioe.iiats. 

1 




s.3ii 

BS 

pricttt woru taken. 


OTopi. 

1 











October. 

Kovem- 

ber. 

Deoem* 

ber. 

SS"" 

Jill 








< 

B. 

C. 

s. 0. 


8. c. 


r 

Buddsr aub-dlTWon ... 

Brrh.mpora 

Bioa 

.. 

30th of every month . 

14 

8 

16 0 

m 

15 1S| 


UOO^BBSA. 1 

lAlbtsb ditto 

Lolbagb . 

Do. 

. 

1st Mondi^ of eaoh month... 

14 

8 

16 0 

is 0 

U S{ 


Kudi ditto - 

Kondi . 

no. 

. 

4th Saturday 

ditto 

19 

8 

.SO 0 

19 0 

19 S 


1 

Juagypore ditto 

Jongyporfl 

Do. 

. 

1st Tuesday 

ditto 

Id 

0 

16 0 

19 0 

17 0 


' 

Bndder oub’dlvti^on ... 

GcMiree . 

Uice 

. 

Srd Wednesday 

ditto 

14 

0 

U 8 

IS 6 

16 16 



iUmchot ditto 

Banagbat. 

Do. 


Srd Monday 

ditto 

14 

3 

16 3 

16 a 

14 131 


MreasA ...' 




rdmun ... 


( 

IS 

0 

IS 0 

14 0 

IS 6i 


Ueberporo itto 

Kaliobuur 

Do. 

Lau. ..." 

Ditto 

ditto 

14 


14 0 

16 0 



% 


1 

0 

14 51 






'Amun 



13 

6 

IS 6 

18 6 

IS 0 



Cliniiduig.;Utto . 

Chuadanpta' 

Do. 

Srd teturdsy 

ditto ... < 

13 


14 6 

14 B 

14 l| 





(Aim ... ) 


i 

6 






Amnn .. % 


ditto ... ^ 

1 12 12 

16 0 

16 IS 

14 a 


( 

Kontatea ditto 

Bdmdurkhali ... 

Do. 

Srd Monday 



Nil 

Nil 





^Aus ... ^ 

13 

3 

13 8 






jAmun ... 1 


t 

MU 

Nil 

14 3 

14 3 



Suddor rab-divitk>B ... 

ileiwore . 

Bice 

Monday. Slid week of every < 



IS 6 

Nil 







^Aus ... 1 

month. 

K 

13 

0 

IS 11 






'Ainun ... 1 


( 

Nil 

16 11 

U 11 

15 11 



KusU ditto 

Narail ... sai 

Do. 

'rhursday. 

ditto 



Nil 

Nil 






Iaub ... ’ 


i 

IS 18 

13 12 








{ 

IS 

0 

16 0 

15 0 

14 2 


lafsosi 

Hogoorob ditto 

^agoorah 

Do. 

Aut .,.J 

Ditto, 

ditto ... ^ 

13 

2 

Nil 

Nil 

13 2 






rAittun 



Nil 

Nil 

15 0 

15 0 



Jhontdob ditto 

Jhanidah. 

Do. « 

Aus " 

Ditto, 

ditto ...<1 

IS 

0 

13 8 

Nil 

•IS 12 






rAmun ... 



IS 

6 

IS 12 

13 5 

IS ISf 


1 

Boagonf ditto 

Boogong. 

Do. . 

f... 

Mondsy, 

ditto .../ 



14 8 

17 is 






Lau. ... f 


l 

13 14 

15 6 



Sodder tubodiTiiioD ... 

Chetl. HSt 

Rioe 


Snd Wednesday 

of every 

18 

6 

14 2 

14 11 

14 1 







month. 








Bonitat, l>um>Dum, and 

Baraaet . 

Do. 


Lut Friday of etch mouth ... 

11 14 

13 2 

16 4 

13 IS 

’ 

4.Puoirs> 

Barnwfcpore tubnliTi' 
•ioiu). 











VASI. 













Dloinond Harbour iub> 
diviiioD. 

Mugra Hit 

Do. 

. 

Sod Thurnday of every month 

16 16 

15 4 

17 IS 

15 S 



Bttttirbat •ob^iiTition... 

Baduria Baraon... 

Do. 

. 

2nd Tuesday 

ditto 

IS 

* 

14 0 

16 0 

14 «1 



Budd«r •ob'dirisimi ... 

Kboolna . 

Rico 

... ... 

Ut Wednesday 

ditto ... 

13 IS 

IS 6 

14 3 

13 1| 


tXVOUTA 

SitUim ditto 

Batkbira ... 

Do. 


lit Tnewtoy 

ditto .» 

18 

3 

11 10 

IS IS 

1« s 



BagiTbat ditto ... 

Bagfrbat. 

Do. 


1st Wednesday 

ditto ... 

u 

e 

11 2 

16 0 

18 S| 



ELECTION OF MUNICIPAL COMMISSIONERS. 


, EEBATUM. 

1m the notificatiou, dated 24th Pebruary ls9I, publiahed at page 267, Part I of the 
Calcutta Gaaelte of the 11th ultimo, notifying the namea of the elected Commissioneri of the 
Arrah and Sanaeram Municipalities, in the district of Shahabad.VorShah Hamid Hossein, 
Native Doctor and Zemindar," under the Jtead Arrah Municipality," read “ Shah Hamid 
Hussan, Pleader, Munsif's Court." •? 

C. C. STBVBNa, Commieeioner. 

PaTNa Cui(MK.’8 OrriCB, tie 3rd April 1891. 


NOTIFICATION. 

It is hereby notified for general information that at the general election held on the 
13th December 1890, the following gentlemen were, under section 14, Act HI (B. C.) of 
1884, duly elected Commiasionera for the Dumraon Municipality, in the district of 
Shahabad:— 

Ward No. I. 

Rai Jai Prakash Lai Bahadur. | Babn Kunwar Jawahir Sinha. 

Ward No. IL 

Mnnshee Jfta ml a gan Lall. | Munahee Mathnra Prashad. 

Quasi Mohamed Baei. 

Patna Oomi».'s Omct, Bankipobb, the 3th AprU 1891. 


C. C. Stbtbns, Commr, 


















The Calcutta Gazette. 


WEDNESDAY, APRIL 15, 1891. 


PART lA. 


#r2rers anb Ratifications (iobcrnraent of |nfiia. t^c. 

[^Reprinted from the “ Qauette of IndiaJ*'^ 


The following orders issued by the Government of India in the Home Department are 
republished for general information. 

JoBN Edqak, 

Chief Secy, to the Oovt. of Bengal. 
NOTIFICATIONS. 

. J ODICI&I.. 

The 9th Aprit 1891. 

Vo. 478.—Mr. C. H. Hill took his seat as an Officiating Judge of the High Court of 
Judicature at Fort William in Bengal on the afternoon of the 25th March 1891. 

Ecclbsiabtical. 


The 9th April 1891. 

Vo. 101.—The right Reverend the Bishop of Calcntta has granted to Mr. C. H. Reily, 
Registrar of the Diocese of Calcutta, leave on medical certificate for one year, with 
effect from the 9th' April 1891, or from the date on which he may be relieved of his 
duties. 

No. 102.—The Right Reverend the Bishop of Calcutta has appointed Mr. T. A. Pearson, 
Barri«ter>at>Law, to officiate as Registrar of the Diocese of Calcutta during the absence 
on leave of Mr. C. H. Reily, with effect from the 9th April 1891, or from the date on which, 
he assumes charge of his duties. 

The \9th April 1891. 

Vo. 107.—The Reverend Alexander Still, an Assistant Chaplain of the Church o: 
Scotland on the Bengal Ecclesiastical Establishment, reported his arrival at Calcntta on thi 
afternoon of the 24th ultimo. 

C. J. Ltall, 

Secretary to the Government of India. 


The following orders issued by the Government of India in the Finance and Commerci 
Department are republished for general information. 


John Edoas, 


Chief Secy, to the Govt, of Bengal. 


NOTIFICATION. 


Lbavb and Appointhhnts. 

The IQ/A April 1891. 

Vo. 1520.—Mr, J. H. Cooke, Officiating Deputy Auditor General, is granted special 
leave on urgent private affairs for six months under article 348, Civil Service Regulations, 
vnth efihet from the 9th May 1891, or any subsequent date on which he may .avail bimsel: 
of it. 
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[Fast 1A 


Statistics a sp O ommeb cb. 

OVSTOICS. 


TAm eth April 1891. 


No. 1430.—In exercise of the powers conferred hy section 19A, sub-section (2), of the 
Sea Gustoms Act, 1878 (as amended by section 11 of the Indian Merchandise Marks Act, 
1889), and sections Ji9 and 20 of the Indian Merchandise Marks Act, 1889 (as amended by 
Ac!t IX of 1891), the Governor-General in Council is pleased to make the subjoined roles 
and orders: 

1. Piece-goods, such as are ordinarily sold by length or^by the piece, shall be deemed 


to include woollen goods of all kinds and the 
namely :— 

Cambrics. 

Checks, spots, and stripes. 

Chudders. 

Chudder Dbooties. 

Dhooties. 

Domestics. 

Doorias. 

Drills. 

Jaconets. 

Jeans. 

Dappets. 

Lawns. 

Lenos. 

T Cloths at 


undermentioned descriptions of cotton goods, 

Longcloths. 

Madapollams. 

Mulls. 

Muslins. 

Nainsooks. 

Printers. 

Prints. 

Sarries. 

Scarves (Bklai). 

Sheetings. 

Shirtings. 

Tanjibs. 

Twills, 
d Mexicans. 


2. Other classes of piece-goods shall not be detained if unstamped ; aud unstamped 
cotton and woollen piece-goods imported fur private and personal use and not intended for 
sale shall not be detained if the Customs Collector is satisfied that they are actually not 
intended for sale. 

3. Jfixaminations of packages to ascertain whether the goods mentioned in rule 1 are 

stamped-shall be made at frequent intervals, at the discretion of the Customs Collector, and 
either under his personal instructions, or under general orders and instructions given by 
him to an Assistant Collector. t 

4. The piece-goods contained in the packages so examined need not be examined when 
found to be stamped to test the accuracy of the stamping, except ou information received, or 
when the Customs Collector has reason to suspect that the stamping is false. 

5. All measurements of piece-goods shall be made on the table. 

6. Yarns need not be examined or measured except on information received, or when 
the Collector has reason to suspect that the trade-description is false. 

7. An examination of yarns to teat the accuracy of the description of count or length 
shall be made in the first instance up to the limit of one bundle in the consignment. 

8. If on such examination the difference between the average count or length and the 
described count or length is in excess of the variations permitted in paragraphs III and IV 
of the Notification in the Some Department, No. 1788 (Judicial), dated the 4th December 
1890, the importer may require a further examination to be made up to the limit stated in 
rule 9. 

9. The test to determine count and length of yarns shall be apulied as follows :— 

One bundle should be taken from any bale in the consignment, and each knot in the 
bundle weighed. From the knots so weighed should be selected the heaviest knot, the 
lightest knot, and the knot which approaches most closely to the standard weight of a knot 
"''of yarn of the particular count under examination. 

[By standard weight is meant the weight which the knot of yarn of the described count 
should he if the length of the hank is correct, e.p. a knot of No. 20 of ten kanks to the 
kuot should weigh eight ounces.] 

The heaviest knot should then be selected from the knots so weighed, and each -bank ic 
it weighed, the heaviest and lightest hank,, and also the hank which approximates mos^ 
closely to the standard weight, being selected. This process should be repeated with the 
other two weighed knots. « 

There will then be nine h«nks to be dealt with, three from each of the three knoti 
weighed. .... 

These nine hanks should then be tested on the wrap-reel. If on such test the differeno 
between the average count or length aud the described count or length is in excess of th 
variations permitted by the notification quoted in the preceding rule, the process may n 
repeated, if the importer should require it up to the limit of one per cent, of the who! 
number of bundles in the oousignment; but no more extended examination shall be mad 
unless the importer agrees to pay the cost thereof, in which case an examination may h 
made up to the limit of ten per cent, of the bundles In the consignment. 

The Customs Collector may require from any informant a security not exceeding fi^ 
hundred rupees. If the Collector should be satisfied that the information given is wilful 
false, the security shall be forfeited. 

J. P. Fu».at, 

Secretary to the Govt, of India, 



15, 1891. 


The Calcutta 

WEDNESDAY, APRIL 
PART IB. 



ORDERS BY THE LIEUT.-GOVERNOR OF BENGAL. 


MUNIOIFAL AND LOCAL. 


NOTIFICATION. 

The 7th April 1891.—It is hereby notified that, under section 2.'?, Act 111 (B.(\) of 
1884, the Lientenant-Gorernor is pleased to appoint Dr. S. J. Mauook to be the Chairman of 
the Chvebasaa Municipality in the district of Siugbhoom. 

H. J. S. COTTOW, 

Secretary to the Govt, of Bengat. 


NOTIFICATION. 

The 9th April 1891.—It is hereby notified for general information that the Lieutenant* 
Governor intends, in the exercise of the power vested in him by section 8(1 of Act 111 
(B.C.) of 18H4, and in accordance with the recommendation of the Commissioners of the 
Sitamarhi Municipality, in the dist/'ict of Moaufl’erpore, made at a meeting, to sanction 
the levy by the Commissioners of a fee on the registration, uinler section l42, of all carts 
which are kept or habitually used within the municipality, at rates not exceeding those 
mentioned in section 143 of the Act, unless good reasons arc shown to the contrary within 
one month from the date of publication of this notification within the municipality. 

H. J. S. Cotton, 

Secretary to the Govt, of Bengal. 


KBliATUM. 

7Ae 9fA 1891. —In the notification, dated the’illrd February 1891, published at 
page 86, Part IB of the Calcutta Gazette of the 2jth idem, iHppointiii" certain 
gentlemen to be Commissioners of the Moheshpore Municipality, in the district of Je.sore, 
for Babu “ Jyotesh Chundra Mukerjee” read baba “Jyotirmaya Mukerjee.” 

II. J. S. Ottox, 

Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The 9/A 1891.—It is hereby notified that, under arction 23, Act lII(U.C.)of 

1884, the Lieutenant-Governor is pleased to appoint Babu Suresh {’hundra Da-s, Sub-diyi- 
■lonal Officer, Bougoug, to be the Chairman of the Moheslipure Aluuicipaliiy, iu tiie district 

ofJeasore. „ 

II. .T. S. ( orroK, 

Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The 10/A April 1891.—It is hereby notified that, under section 59 of Act 111 (H.C.) of 
1884, the Lienieuaut-Govcmor approves the election, by the Commissioners of the Purneah 
Municipality, of Mr. C. Vowell to be their Chairman. 

n. J. S. Cotton, 

Secretary to the God. of Bengal. 
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' i NOTinCATIOir. 

TAe lO/A j^pril 1891 .—It » berebjr Botificd that, ander section 69, Act III (B.C.) of 
] 884, the Ideutenant'GoTernor approves the election, by the Oommissioners of the Bassirhat 
A1unicipality,*in the district of the 24*Pergunnahs, of Babu Koylash Chundra Ghose to be 
their Chairman. 

H. J. S. COTTOK, 

Secretary to the Oovt. qf Bengal. 


NOTIFICATION. . 

The loth Jpril I891.—It is hereby notified that, under section 59, Act III (B.C.) of 
1884, the Liieutenant.Governor approves the election by the Commissioners of the Tumlook 
Municipality, in the district of Midnapore, of Babu Bajendra Lall Gupta to be their 
Chairman. 

H. J. S. OOTTOM. 

Secretary to the Uovt. of Bengal. 


EBBATOM. 

The 11/A April 1891.-—In the notification dated the 23rd February 1891, published at 
page 85, Part I B of the Calcutta Oazeite of the.25th idem, appointing certain gentlemen to 
he Commissioners of the. Debhatta Municipality, in the district of Ebuolna, Jar ** Baba 
Jotindra Nath Sarkar ** read ** Babu Jitendra Nath Sarkar.” 

H. J. 8. Cotton, 

Secretary to tAe Govt, of Bengal. 


NOTIFICATION. 

TAe 11/A April 1891.—It is hereby notified that, under section 59 of Act III (B.C.) 
of 1884, the Liitutcnant-Goveruor approves the election by the Commissioners of the Old 
Maldab Municipality, in the district of Maldah, of Babu Krishna Mohuu Das to be their 
Chairman. 

. H, J. S Cotton, 

Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The IZth April 1891.—It is hereby notified that, nnder section 69 of Act III (B.C.) 
of 1884, the Lieutenant-Governor approves the election by the Commissioners of the 
Burdwan Municipality of Uai Nolinaksha Bose Bahadur to be their Chairman. 

H. J. S, Cotton, 

Secretary to the Oovt. of Bengal. 


NOTIFICATION. 

The 13/A April 1891,—It is hereby notified that, under section 19, Act III (B.C.) 
of 1885, the Xiieutenant-Governor is pleased to appoint Babu Godadhar Das to bs a 
member of the District Board of Bogra, vice Babu Kadhs Roman Dbar, deceased. 

H» J. S. Cotton, 

Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The 13/A April 1891.—It is hereby notified for general information that, under Rule 64 
of the Rules framed under section 138 (a) of the Bengal Bocal Self-Government Act, 1885, 
the Lieutenant-Oovernor is pleased to fix Monday, the 8th June 1891, as the date for 
holding an election under section 19 of the Aot in thana Morretlguuge, in the district of 
Khulna, for the purpose of filling the vacancy in the representatioq of that thana on the 
Lioca! Board of Bagirhat caused by the death of Babu Mohim Chandra Qanguli. 

* H. J. S. Cotton, 

Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The IS/A April 1891.—It is hereby notified that, under Rule 7?'of th«t Rules made nnder 
clauses (A), (r;), (</), (e), (/), (A), (/), (y), (») and (/) of section 188 of the Bengal Ijocai 
Self-Government Act 111 (B.C.) of 1885, the Lieutenant-Governor is pleased to appoint 
Bbi Tara Pershad Mookfaerjee Bahadur to be Chairman, and Mr. R. Gboah to be the Vice-> 
Chairman, of the C.hupra Local Board, iu the district of Sm^n. 

H. J. S. Cotton, 

. Secretary to the Oovt. of BtngaK 
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• NOTIPICATIOIT. 

The 14ih April 1891.«—It » hereby notified that, under ■eetion 69 of Act III fB.C.) 
of 1884, the Lieutenant-Governor approves the election by the Commissiopers of We 
Hooghly aod Chinsurah Municipality of Babu Eshau Chandra Mitra to be their Chairman. 

H. J. 8. CoTTOK, 

Secretary to the Qovt. of Bengal. 


NOTIFICATION. 

T^e 14fA .4prt/189l.—Tt is hereby notified that, under section 59 of Act III (B.O.) 
of 188ijr the Lieutenant-Oovernor approves the election by the Oommissioners of the 
Sherepore Municipality, in the district of Mymensingb, of Babu Kailaan Chandra Nag 
to be their Chairman. 

H. J. S. Cotton, 

Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The li/A April 1891.—It ia hereby notified that, under section 69 of Act III (B C.) of 
1884, the Lieutenant-Unveriior approve* the election by the Oommissioners of the Kotrung 
Municipality, in the district of Hooghly, of Babu Korali Charan Moukerjee to be their 
Chairman. 

H. J S. Cotton, 

Secretary te the Govt, ef Bengal. 


NOTIFICATION. 

The 14/A April 1K91.—It is hereby notified that, under section 27, Act III (B.O) of 
1884, the Lieutenaut-Governor ia pleased to appoint Dr. K. A. Macrae, < iril .Surgeon, and 
Moulvic Abdul Ilye, Deputy Collector, to be Comniisaioneiv of the Motih^ri Municipality, 
in the district of Chumparuii, vice Dr. £. Bovill and Babu Bugboo Nuuduu L^, transferred. 

H. J. S. Cotton, 

Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The 14/A 4pril 1891.— It is hereby notified that under section 59 of Act HI (B.C.) of 
1884, the Lieutenant-Governor approves the electinn by the Commissioners of the Madaripore 
Municipality in the district of h'ureedpure of Babu Kheerod Chandra Boy to be their 
Chairman. 

H. J. S. Cotton, 

•Secretary to the Qovt. of Bengal. 


NOTIFICATION. 

The 14/A Aptil 1891.—It ia hereby notified that, under section 59 of Act III (B.C.) of 
1884, the Lieutenant-Governor approves the election by the Commissioners of the Noa- 
khally Municipality of Babu Kadbs Kanta Aich to be their Chairman. 

. H. J. S. Cotton, 

Secretary to the Government of Bengal, 

NOTIFICATION. 

TAe 14/A vifpri/1891.—It is hereby notified that the Commissioners, of the ^urseong 
Municipality ia the district of Darjeeling having at a meeting requested the l>ocal Ouvern- 
ment, under section 23 of Act III (B.<\) of 1884, to appoint a Chairman, the Lieutenant- 
Governor is pleased to supoint Mr. A. Earle, Joint-Magistrate and Sub-divisioual Officer of 
Kurseong, to be their Chairman. 

11. J. S Cotton, 

Secretary to the Qovt. of Bengal, 


DECLARATION. 

The 10/A April 1891.—Whereas it appears to the Lientenant-fiovernor of Bengal .sAhati 
land is required to be taken up by Government at the expense of the Saruii District Board 
for a public "purpose, vis., for the erection of the Maharajgange dispensary builoing, in the 
village Oangan Pashnovlei, pergunnah Bara, sillah 8aruu, it is hereby declared that fur 
the above purpose a piece of land measariog 16:i feet in length and 152 feet in*nridth, 
containing an area of 2 roods 16| poles, more ur less, is required. The land is bounded 
on the North by a village road; on the East by Maharajgange and Dburundha Feeder 
Road ; and on the South and ^eat by the land of Uboony Ru;^, Shyam ShuOUd/ir Sbahi, 
and others. 
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This declif ration is made, under tbd prtmsions of section 6 of Act X of 1870, to all whom 
it may concert. ^ 

This declaration supersedes that, dated the 26)li January 1891, published at pag« 14, 
Part IB of the Calcutta Gazett* of the 2Bth idem. 

. H. J. 8. Cotton, 

_ Secretary to the Govt, of Baagal, 


DECLARATION. 

The \^th April 1891 —Whereas it appears to the Lieutenant-Goirernor of Bengal that 
land is required to be taken up by Governmeut at the expense of the Motihari Municipality 
for a public purpose, viz., fur widening the road near Henry market in the village of 
Motihari, pergunnali Majbowa, zillab (.'humparuu, it is hereby declared that for the above 
purpose a piece of laud nieaisuritig, more or less, 2 cottahs and 6 chittacks of standard 
measurement, is required. "I he land is bounded on the West by field of Peer Ali, and on the 
North, East and South by public roads. 

This dcclarati >u is made, under the provisions of section 6 of Act X of 1870, to ali 
whom it may concern. 

H. J. S. Cotton, 

_ __ Secretary to the Govt, of Bengal. 


DECLARATION. 

The 14tA April 1H91.—Whereas it appears to the Lieutenant-Governor of Bengal 
that laqd is .required to be taken up by Government at the expense of the Calcutta Muni¬ 
cipality fi'T a public purpose, viz., night-soil oart dep6t, it is hereby declared that for the 
above purpose a piece of land. No. 12, lludge-Budge Road, in pergunuah Magurah, 
district 24-l’ergUDnah8, measuring, more or less, 4 bigalis 1 chittack and 25 square feet 
only, is required. The boundaries of the land are as follows On the North a private passage 
and portion of No. 12, Budge-Budge Hoad ; on the South No. 8. Bhookailash Road, portions 
of No. 12, Budge-Budge Rond, and Itudge-Budge Road j on the East portion of No. 12, 
Budue-Budge Road; and on the West No. 8, Bhookailash Road and portion of No. 12 
Budge-Budge Road. 

A plan and specification of the land are filed in the office of the Commissioners for 
public inspection. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. ^ 

H. J. S. Cotton, 

_ Secretary to the Govt, of Bengal. ■ 


DECLAIJATION. 

The \4th April 1891.—Whereas it apjicars to the Lieutenant-Governor of Bengal that 
land is required to be taken up Ijy Government at the expense of the Calcutta Municipality 
for a public purpose, viz. improving Baisluinpara Ist Lane, it is hereby declared that for 
the above purpos ■ pieces of lami Nos. G, Alipore Lane; 9, Diamond Harbour Road; 
1 and 1-1, lioorgapore Lane ; and J, 2 , 3, 4, 5, 6 and C-1, 7, 8, 9, JO, 11, 12, 19, and 20, 
Baistumpara 1st Lane, pcrgnnnah Magura, district 21-Pergunnah8, measuring, more or 
less, 22 bighas 6 cottahs and 15 chittacks only, aie required. The boundaries of the lands 
are as follows 

Portion marked A on plan .— On the North portion of No. 0, Alipore Road ; on the 
South and East Baistumpara 1st Lane ; and on the West Diamond Harbour Road. 

Portion marked li on plan .— On the North Baistumpara Ist Lane ; on the South portion 
of No. 9, Diamond Harbour Road ; portions of Nos. 10, 9, 5, 4, 8, 2, and 1 Baistumpara 1st 
Lane ; and portions of Nos. 1-1, Dnorgapore Lane ; on the East Alipore Road and Baistom- 
para Ist Lane ; and cm the West Baistumpara Ist Lane and Diamond Harbour Road. 

Portion marked C on fAan .— On the North portion of No. 14, Baistumpara Ist Lane; 
and on the South, East and Wei-t Baistumpara 1st Laue. 

Portion marked Jj on plan .— On ibe North |)oriion of No. 20 Baistumpara Ist Lane ; on 
tho South and West Baistumpara 1st Laue ; and on the East Alipore Lane. 

A plan and specifications of the land are filed in the office of the Commissioners for 
public inspection. , 

This dociaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. • 

H? J. 8. Cotton, 

Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The 13/A April 1891.—Sukur Manki, Headman of village Charaipir, in the Kolhan 
Government Estate, ia appointed to be a member of the Siugbhoom District Road Com¬ 
mittee. . • 

H. J. 8. Cotton, 

Secretary to the Govt, of Bengal. 



; ConBfCutir# 
Qumber. 
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[N.B.— Advertisements, Notices, &c., intended for insertion in this part of the Oasette, 
oanuot be received after Noon on Monday.] 


LAND SALE NOTICES. 


N otice is hereby given that the UDdermentionod plots of land, no longer required by Government, situated along the 
East Indian liaiTway, in the district of Monghyr. will be put up to sale at one o’clock r.K. on Wednesday, the 6th May 
1891, corresponding with the 12tb Bysach 1298, Fasli, at Monghyr. 

The purchasers of the several plots of land will be subject to the following conditions :— 

lat.—The purchasers will have no power to make any cscavations on the land nearer than three feet from the 
foundation. 

2»d.—If tho amount of purchase-money does not exceed Ks. 100, the whole amount must be paid down at once. 

Srrf.—If the amount of purchase-money exceeds Ks. 100, one-fourth of the amount mujt be immediately deposited. 
If the balance be not paid by noon of the fifteenth day after the sale, reckoning the day of sale as one, or if 
that day be a close holiday, then by noon of the first succeeding ofiice day, the sale shall be cancelled, the 
sum deposited being forfeited to Government, and tho lot i^iu put up for sale at the risk of the defaulthig 
purchaser, after issue of advertisement as in tho case of original sale. 

The plots of land will be sold revenue-free to the highest bidders. 

BtA .—That purchasers shall be put in possession on receipt by the CoUector of the orders of the Board confirming 
tho sale. 


Name of 

Penrunnah 
and mou- 
aoii. 

Number of 
mile on 

Situated on 
which side of 
the Jiailway. 

Approximate area 
of lot in biffhae 
and in acres. 

Land KXci.vi>Br» xuom 

8AIB BBOW BACH 

IfOT. 

Commoncement 
and terminaiiou 
of lot. 

1 

diatriot. 

whiob land 
ii situated. 

RdiBNon for 
cxclitiiion. 


1 * 

s 


r* 

6 

7 

^ i 

Monffbyr... 

PomiDiuih 

Balimabady 

mouKah 

Khagour. 

Between 
mile SAG 
aud S27. 

South 

B. K. cn. 
0 7 10 

A. B. r. 

0 0 IB'HS 


A. a. r. 

■ 

Betw«*en mile 826 
and 827. 

Do. 

Ditto ... 

Ditto ... 

Ditto 

0 7 0 

• 

0 0 l»^l> 


1 

Ditto 

• 


Boundary o( let. 


Nertli.—BSiWlndlaD Rail¬ 
way CoHipatiy’BTiiimi. 

Kttst Indian Rail¬ 
way Oompany'a land. 

Boat.-Public mad from 
I.akhiH«rai itation lo 
Shaikpurab. 

8nuth-—ahatlu Lai's pm- 
iM-rty. 

Morlli.-Beat Indian Kail 
way Company'a land. 

Houtli ■ Biiattu Lai hm.) 
dthiira’ lai.d. 

Kaat.a-Ksiil River. 

Weat.—Public road fmiu 
Lakhiaerui atatioii I" 
chaikhputs]). 


Monghyr, the llth March 1891. 


■ R. M. WattRB. OoUuctor. 
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"VrOTICE ii hereby giren, under aeetious 6 nnd i3, Act XI of 1869, that the andermentionttl eatatec, or aharea 
of extatea, inf -be diatriot of Bba^pore, will be put up for aaie at the .Colleotor’a office of that district on 
20th April 18UI, corresponding with 38ih Chaet 1398 (P.S.), for arrears of revenue and other demands, which, 
by the JKegalations ana Acts in force, are directed to be realised in the s«me manner as arrears of revenue. 

When in columns 5, 7. and 9 of the appended statement it is stiled that only a shore is to be sold, a separate 
account is kept for such share, and the other share or shares in the estate are excluded from the sale:— 




NaraA of mohffil 
and pei^minitb. 


9 Bftodtfopore. poiYcnn- 
imh Kiiavutpttre. 
thttiin dultougatige. 


tliana. llankn. 


1 ^ 

4 

B 

' 8ndder 
jumma of 
whole mehal. 

Whothr^r 
the whole 
ebltito is 
to be sold. 

f f only a share 

In If rm N<ild, 

siioctdo 'tion oi 
saoh «hare or 
sbsnM. 

1 

Rr. a. V. 



951 15 0 1 

1 


The residuu 

1 ijmnli shnro <»t 
' wh'ch 9>M>ariito 
ncuuiint ban not 
bei'u onotied. 

10 gtli'UllS !«)iare 
iiifU'/ah Piiir. 10 
gttiiJaH Jliujhn, 
1«» aiiiidatt Mukf. 
sar. and lOgiuidiih 
Knf timr. 

10 gHiida- Pair, 10 
gatidaN 'RafatiMii-. 
find 10 giindat 
Makesttr. 

1,706 13 0 

1 


% 

*lhe riHiilue itmu- 
li share of 

Kopurati* aoouuiit 
h’lH not iMNtn 


1 

OINtllfid. 


• 

NaiMMOf 
propiiotora of 
property to 
be sold. 

If only a 
Rharo iM to 
be Hold, the 

Kiidiier 

Jiimina of 
Huoh share. 

Hirjoo Mahton and 
otlierH. 

Uh. a. f. 
6 S 3 0 

'^harafat Mossain ... 

9 0 0 

Naraingh Prosad 

.viisra. 

9 0 0 

Kh> dan IaeI and 
others. 

323 3 0 

A. A. 


to bt» Ikold. to 6e *old, th* 

ih« nmnira H du« 

due *«»» 

from it. 



Bhagiilpore Colloctoreto, the 12th March 1H91. A. A. Wack, Collector. 


N OTIOK is liorcby given, under seetimis »> and IH, Act XI of 18^», that the undermentioned estates, or shares of 
estates, in the district of (dinmparuii, will be put up to sale at thu Cullector’s office of that district on the 
loth April i891 for arrears of revenue. 

Wneo in columns 7 and of the appended statement it is stated that only a share is to bo sold, a separate 
account is kept for such share, and the other share or shares in the estate arc excluded from the sale:— 


Name of mehal anill 
iS?. pergmmah. ' 


Sndder 
juiiima of 
wholu 
eatuto. 


Whf>tlmr I 

i tllH Wiioio I 
I eatulrt iH Ui I 
be Hold. 


If oiil.v a wharo in 
bo Hold, 

on ' f 

Hitch Klniro or 
i(b»rcii. 


Namri of proprietor of 
proiMM‘i> lo bo sold. 


Hmirewtotio IfonlvaHhara 

unlfi thA owbUtt H to bo 
Hoiu. . ,, iMtobbflold. 

Huddorjnu,. .JllaMdue tJui arream 
‘"".ulnr’' t". duefremit. 


6IS Mehai Rhat, par- 
guunah Mebsi. 


16a. Chnknaha 
afias Man Obua* j 
naha. 


8a. Tnouxah Clink 
Naaiba. 


8a. motiKah Par- 
sooranipore. 


Ida. Uohfti khas ... 


Babu Shnm NaodaTi Sinah 
„ Jltiru Sintfh. 

MtiHHifi.ML Muiiro tp Kticr. 

B .i.'ib HiM orNj Nhudan 
Sin-ib. 

Kajiili I>po Xantliiii Hingh. 
Hiibii Shitiii Niindan Singh. 

Rhui Nuiidun Singh. 
Rajah shenrnj NNttlanSitiah 
1)00 Naiidan •Sin-ih. 
HftiHcatTnit MutiMKip Koor 
Kaiiili Shouraj Nautiun 

Smuh. 

Rajah l>(*o Nandan Singh. 
Balm Sham .SaTid.>ii Sim h. 

„ Uiini Nnndan Singh. 
MuHSainut ^lanmop Kfa^r. 
Haj'h Shouraj JNanUan 

Singh. 

Kiijah Nandan Hingh. 


701 10 9 


Cbucnparun CoUootoratx?, Motihari, the lOlh March I89J. Snso Xandan Lal Uot, Djr. Collector in charge. 


Notice. 

I T is hereby notified that in tho following case which has been instituted under Act Vll (B.C.) of 18S0, 
in w'hieh the hceretary of State for India in Council is decree-holder, the shares, right, title and interest of the 
judgment-debtor, as stated below, will be sold on the 7tti 18B1 for the realization of arroar oosses at 

Mymeiisingh Cortiiicaie Collector's OfBoe under section 287 of Act XIV 1882, 


Non her of 
eaao. 



N amber 
of estate. 

Name of mtate 
and porgonnah. 

1 

s 

86 

Barabaxar Zomin- 
dari. 

_ 


wbether the 
entire ealate 
or Mhare of 
estate ih tu 
bo sold. 



Desoripiion of Nhan> Jgame of the proprietor 
which iH to be wtiose share m to bo 

sold. soldi. 


The right, title and 1. Syed Hosan Jan, hitn- 


The amount 
of olaim for 
which the 
sale to 
reciuired. 


inwrpst of thu judg- 
meut-dubtors. 


Dated Myrnencingh, the 7th April 1891.’ 


self and mutrdian of Synd 
ObiHltiilH, Hyod AS'ifiii la, 
Khoeriiessa £h:*iun. 
Amina ivlmtun. iiosui- 
raiinosR-A K hatnn. 

2 . Kaohhi MallllO•«^a Kha* 
tun» wife of dyed liomn 
Jan. 


JirsN Samkab bxir, CertiaoBte CoUeotor. 
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N otice is hereby pnn. mider seotion 6 of A«t IX of 18M, that the j 1 

dUtriot of the ad-Pergonaih" 'will be put up for sale at tL •*•*’*.^ ****** the 

UBth April 189! for arrears of revrniia which feU due on the 18ih Jaanary 1891°*°*^" OBee of that district on the 


- 



Towji 

Mo. 

Name of tnohal 
and perguncitth. 

Siidder 
Jnmnut of 
wliolo estate. 


e 

Rs. 1. r. 

47 

Pergnnnab Maffoom, 
kisiiiue Boiporti and 
others. 

8,067 0 4 



Jf only ftiham M ^ 
to be sold, sp4*oi- «»nio of proprietor 
tloation i»f siioh pro|>oMy lo be 

■b»re or shares. 


Clan* L-^P0iman«nU 
llf-nettlmf JUntate. 


If tho whole 
estatdi is 
to bostild, 


W only a 
share is 
to be sold. 


-- — ""-aa, lu ne eoia, 
the NiTAMrs the umars 
ana from due from 


K«. A. p. a,. 4. p. I a, ^ j, 


Parffiinnah Mmtonra, S,0S7 6 4 Kzcindinir .harx. u- j 

ki....ue Roiporo and nndw ""■*'■»»» Si 

otAien, SfUJHon 70. Act Vir 

of 1K70. the resi. 
dnary share pity> 
msr a revenue of 
Hh. l,S 63 . 7 > 2 i. 

24-PcrBiiimal.H (-..ilocto.ate, tlio 24th February 1891. T. Inoua. Covtd. D^cJlIr. j 


_ i-">loc.o.dto. tl.o 24th February 1891, T. Inoua. Covtd. Dy. 5JiTr. in~ch.r;';:To, ~5;;„~ 

TWOTICE is hereby aivcn, under Ae. tionA « end 13, Act XI ot 1858 timt tbe T T” - 

m! AI-nKhyr. will be put up for Adlo'at tho^ollei)rTorileo‘^ortl‘7'd-’'* 

^ May 1891, for arrears of revenue ..nd other domnuds, which, by the Ue«ulaiionH and r ‘ district on 

to be roalixed in ilie s«ine manner as ari-cara of revenue. ^ ® Acts in force, are directed 

When in coliimnM 6, 7, and 9 of liie aptHmded starement it in sinfA/l rkaf i. 

a^unt in kept for such sh are, a nd t he ot^jr sh^or slmrcM^n the osUto\rc ShX^ffrom * ^purate 


Towji Name of molial and 
No. pergunnuii. 


Kuddor 

jiiiiMna 
ot WiiOlo 


Wht*thep If only a shnm Is 
tho whole to bit soid, speoitl- 
eatiiti* is catinn of miioIi 
to be sold. ehai'e or ahnros. 


Names of propnetors Mold. llh> 
of pi'opvrty to bu solu. siMiler jum 
um of Hiiuh 
share. 


1/only a 

shnrti iH to bn **^tb0whol« If only s 

Mold, llh» ♦fd-aioisio sIiMN‘iatobe 


Us. A. r. 

080 Eoaulpur Bbatoni. ulu 1 0 

pni'giii'nah t’harki •. 

822 Sinvhnul, pergunudi CCS ]4 0 

Mallei. 

850 Qanga Pmsad, per* 6S8 5 0 

gunnuh Malki. 

850 I Ditto ditto ... 088 S 0 

1451 Bhowanandpur alios 1,16G 13 0 

Bamdnori, perguii* 
nah Mallei. 


1451 Ditto dittn ... 

2779 MnhiuddiniiAKur Ka¬ 
rikh, porxunnali 
Amerfchn. 

5084 DUra Hhahead atr 
Damdiima alius 
Ralihtipiir, pnrsun- 
nsbBiUt^a. 


l.lflO W 0 
604 il 0 


.Mim«iamut Rundnrbati 

14a. 13d, lo. It. .. Ubnlti Miiknr- 

jV». Mannanr of l«u. 
dra I'rokaali Misser, 

lid. l&.ldf, Sr. Op. Ktini Siiixh, &c. 


8a. Sd. idf. ISr. 
5a. 8d. 2o. ... 


8d. 2r. Idl. lo*. 


Madan Motiaii La) 

&o. 

Forinof pnipriobir 
Khoodnr Hinuli : 

pro)iri**ior 
lAi) by (Mir* 
oloine at a iVvtmne 
sail* on STth .\iav 
INtsi: his has 

*••■1 Ih'hii tt'KistpitMi. 
Muiioo 8itiL'li, &c‘. 


He. A. r. 
h.'iS 13 0 

602 S 0 


HH 6 0 
287 15 0 


bo hold, 
the arrears 
due from it. 


He, A. r. 


ului « V w»»-"ou rotten, *0, 

^?Itw‘in**’ Hoh‘‘» dingh, Ac 

ihrt. lura. 


»oid, the 

arr^Nisdiie 
from it. 


Hs. A. r. 
171 U 0 


87 14 0 
86 5 0 


20 13 0 
12 8 0 


1,187 14 0 Whole 


Kesbo Bihari Dal 


-J--- «._I_L_ 

Mopghyr Collcctorate, the 20tli Man h 


• K. M. Wailkk. Collector, 


-—— ■■ ^_ _«.rv*fiCObUr. 

arOTICE is hereby uiven, under section (5, Act XI of 1860 Act VFT nf ifii-a ...j a i rr 

.... ^Srrd'r^,;teir..‘srcs, 

of ™.. ood o„,.u o,r 

__ _ Mehal Noabad. . 


Ho. of Ko.of AAAir.I A«K .MOIIAT (IP AUni.MKS PUK 

gi^fn depeii. Nattmnf doftmltinff tenure “""uai. bsntaj« wuicii tiik tksi'ii: akk 

■instar dent with its situaiion. —___ *"* " t'*- 

tenure. | -—p - —- 

___I «fnt. j CesABA. j Total. 

Mnutnh Tekniff. K»- A. P. fie. a. p. k,. a. p. 

lesi os, Th.tna iskaar, 

J:.. phfihf*k Taluk Than Cbou> i aiy on nx i,a « 

63S dhiipiln. H»1 falnk Srinmti ® ® 64 14 6 1,217 0 0 54 14 0 1,271 14 6 1 

Tha^ Uhowtihnrain. 

Jfonaa& Pafiti, 

^ i hnna Homu, 

. Taluk iirupi Hmikar, JJoidya 1.491 4 a aoa 

93 nath Ouuooiigoo. ^ ® 0 0 74 5 6 j 419 6 6 


TlfR AMOUNT (»P ARniMffK FoU 
WUICII THE TK.MMI: :; aUW 

TO na « j.o. 


Rsjkabks. 


3fftutoh Teknaf. 
7'ktna I'skiiar, 


Utmzah PutUi, 

Hit 8« - . . JSfimw. 

-jjjj— ... «S6 0 0 ,7 l« moo 30 6 0 163*6 « 

Mrmaah RojakknH^ 

lAA BftK « I 

a«6 Hal Taluk H«rid..sBitimrdar I.IJS 0 0 60 7 6 867 0 « 8 0 6 806 9 , 


.Tlio entire tenurea will b. 
! .old. 


Chittagong CoUsolorate, the Ist April 1891 . 


E. W. C AII.TXX, Offg. Collector. 






























344 


THB OALCfOm. GASESSm tm. 




N OTICB m IvireW giv^B, tmder leptiont 6 and 19i Aot XI of lSt9i t!»t tibo nademoBtioiuKl astaias, <9 iban 
of aatBtaa.ui tne diatriot of'taaion. wiU be patB^foraala at w Cdliaotor's ottoa of tbrt diitriai 
April 1891, oorrotponding with 8rd %nkb. 1898 (B S.), for arrean of rbranoa and otiter demanda, whtoh, tb 
Begulationa and Acta m force, are directed to be tealiaed ia the aane maimer as arrears of NTeane. 

When in oolumn^p 6. 7, and M of the appended statement it is stated that only a share is to be sold, a saparat 
account is kept for such share, and the other share or shares in the estate are excluded from the sale 


3 

s 

s 

1 ‘ 

5 

0 

7 

s 

B 

Tovii 

Mo. 

Kaiiia of nif^fkl and 
por^uiumli. 

Bttdder 
JutuniH uf 
wbolo Dfitato. 

1 Wbf*thi‘r 
tbo wboltt 
OMtatf* ifi to 
be Hold 

If only a ihare 
tN to lie wid. specN 
fiemionorsuoli 
dhareor iiharea. 

Kamofi of 
l»*opnptof« of 
proporvy to be told. 

If only 
a share t» to 
be giitdis tbe 
«uddei 
jumma of 
such share 

1 If tha 
wholoMifaM 
u to bewld, 

thnamwn 

due from 
it. 

If only 
aahan la tc 
be sold, till 
ureandm 
from It. 



Its S P 



Ray Sunmdra Nath 
Cnaudbury end 

Ua. a. P 

Ka. a. P. 

Bi. a. r. 

11s 

Alamtnir UiidB Buchia 
tanu, pereunoali 

1.041 2 8 

Whole . 

• 


468 10 0 



M ahamedaahi 




otheni. 




3»8 

KaohitbenM. perKiin* 

1»373 1 4 

Do 

, 

Ditto ditto 

aa 

MS 1 6 


19 & 

nst^aldi 

IfMlnupur tanif, per- 

tS9 1 7 


Hisra No. 1 

Jadabendra Baan and 

80 S 6 


18 to 8 

ffunnab Habamcd- 
sahi 

Rulanur taraf, pgi< 




othi 18. 




Hi 

eai 10 h 

W hole 


Rav Mnrendra Nath 
Ohaudhtuy and 

... 

887 an 


ffuiinah Mikhanied* 


«ah) 




riOieiA 





Srintmnnr taiaf. 

039 1 0 


Hisra No 1 

Mudliu Sudan Baknhi 

62b 1 0 


170 11 1 


at nitali laafpui. 



and otheiB. 



4831! 

lUitbuiuithpur ticrar. 

1.189 15 0 


.. No 5 

Uineah Chandra Mitra, 

118 16 11 


84 14 0 


perauiiunn Mitlabur 

1 



Mnni^r 

Beni Uodbub Dabo 




408)) 

Hubra Manja. pergun- 
wUi bahajml 

509 5 (f 

U hok 


” 

237 14 0 

. 

5084 

B>r»i Uania. 
nah fiahajtal 

4.(Ntl 15 n 

lio 

• • • 

Mahnniia Jaimdindra 

aaa 

i.est 3 3 

... 





Kai Biihadia 



5046 

Chapra, iieigiumoh 

066 10 10 

Uo 

, 

Kainiin ^unUaiy DaNya 


31 S 8 



HahamedMhi. 




and others 





tTessoro CoUoetor’s Office, dated the 12th March 1891. K B 11 ABBia, Collector. 


Notice under Rule 19, Section 11, Part 1. 

I^OTIOK is hereby giron that tho louse of the land specified in the schedule hereunto annexed, and of which the 
plan IS open to inspeelion at the office of the Comuiissioner of the Sunderbaiis, has bc« n applied for by Budra 
Karian Jotirbllushun, and will be sold at 12 o'elock noon on tho 3rd August 1891, Monday, the 19th Srabun 
1298fi.S., at tho Sunderbans Commissioner's Office at Ahpore, unless meantime tho tale is stopped or postponed in 
consequence of o]g.im8 or objections under Act XXill of 1863 (to provide for the adjudication of claims to waste 
lonos), or owing to any other cause 

2. 'Ihe lease of the land will lie granted subject to the conoitions which are specified below, as well as to tho 
general terms annexed to the rules lor tho sale of leases of waste lands in the Sundorbans cd tho 24>PergunnahB, 
Khulna, and Backergunge, dated lith November 1879. 

Condition*. 

That the land shall be subject to all existing rights of way and water and other oasements. 

That the right of using all streams and channels in any way navigable shall lie reserved to the public, and also 
the use of a tow-path, not less than 26 feet in width, on each side of every such stream and channeh 

That no chaige will be made fot wood and timber standing on the land at the tune it is leased, nor for any 
wood which may be cut and burnt to effect dearanees, or which may be used on the land But for wood and timber 
exported for sale, a duty shall be levied at such rate and in such manner as may from tune to time bo presoribed by 
Government. 

That the Government reserves to itself the right to all minerals on the land, together with snch rights of way 
and other reasonable facilities as may be requisite for working, getting, and carrymg away snob minerals. It also 
retains its proprietary right in the land, and only confers on me lessee an occupancy right which shall be hereditary 
and transferable. 

Schedule 


Number of Lot. 

District, sub-division, 

ihana. j 

Area. 

Boundaries. 

I 

Lot‘No. Ill, 2nd portion 

£4-PergunDah8, Diamond 
ilarbour, Bultanpur. 

m 

1 • 

Bigbas. 


6,UOO 

North.—Bj the Gheebatee or Ealeonsgenee Gnng. 

£a\t. -By an uuagmary line drawn firam .a pmnt 
on the bonks of the Gheebatee or Kalee- 
nagenee Gang to a point on tho hanks 
of a khal nsmg from tho Geapati khal 
^ or creek. 

South.—Bf a khal rising from the Geapati khal or 
cro6k. 

B'esf.-—By an imaginary line drawn from a point 
on the banks of the Gheebatee or Kali- 
nagonee Gang to a point on the banks 
of a khal rising froni the Geapati khal 
or creek, and mim thence the said khal 
till it meets the Geapati khal or wreak 
and a portion of the Geapati khal or 
creek. 

As shown in Mr. Sunderbans Commissioner Elli¬ 
son’s map of season 1890-91. 


J. £lxj 80 ii, Cammisnaaer, Sonderhans. 

Sunderbans Commissioner's Office, Camp Xhnina the 1st April 1S9L 
























Notioe muter B\de 19, Section ZI, Part I. 

■VrOnCE i8 hereby given the lewe of the lend edified in the aehednle hereunto annexed, and of which 
XI the ^an is opM to insMotion at the o^e of the Oommissioner of the Sunderbads, hat been applied 
forbyPuniBhushun Newgiand othera. attd^UbeeoldatlSoclock noon on the 6ih July 18»J. Monday tho 
2Srd Assar 12»8 B.S., at the Svndorbws Oommwfioner’s O^o at Alipore, unless meantune the saie is stopned or 
postponed in consequence of oJauns or objMtions under Aot ZXllI of 1863 (to pioride fol the adjudication of 
claims to waste lands), or owing to any other cause. ** •mvm w 

a. The lease of the land will ^ granted subject to the oonditions which are specified below, as well as to 
the general terms annexed to the rules for the sale of leases of waste lands in the SunderWs of the 24.Perininnnhs 
Khulna, and Baokergungo, dated 12th Morember 1878. ° ' 

Conditions. 


That the land shall be subject to all existing rights of way and water and other easements. 

That the right of using all streams and channels in any way navigable shall be reserved to the public as 
also the use of a tow-path, not less than 28 feet in width, on each side of every such stream and channel ’ 

That no charge will be made for wood and timber standinsr on the land at the time it is leased, nor for anv 
wood which may bo cut and burnt to efliot clearances, or which may be used on the land. Bnt for wood and 
timber exportt-d for sale a duty shall bo levied at such rate and in such manner as may from time to time be 
prescribed by Government. 

That the Govemmont reserves to itself the right to all minerals on the land, together with sneh rights of 
way and other reasonable facilities as may be requisite for working, getting and carrying away such minerals 
It also retains its proprietary right in the land, and only confers on the lessee an occupancy right which shall be' 
hereditary and transferiible. 

Schedule. 


Number of Lot. 


District, sub-division, 
thaua. 


Area. 


Boundaries. 


Lot No. 240, .south portion Khulna, Baghat, Bompal 


Bighas. 

4,800 North .—By an imaginary linp drawn from the 

mouth of the Geramail khal risinir 
from the Cliachan Gang to a point on 
the bonks of the Passar river. 

Hast .—By portions of the Mirgamari and Chachan 
Gangs. 

South .—By portions of the Mirgamari Gang and 
Passar river. 

TTesf.—-By the Passar river. 

As shown in Mr. Kunderbans Commissioner 
Ellison’s map of season 1890-91. 


J. Exubon, Commissioner, Bunderbans. 
Sunderbans Commissioner’s Office, Camp Khulna, the 1st April 1891. 


Notice under Buie 19, Section II, Part I. 

T^OTIOE is hereby given that the lease of the land specifi •<! in the schedule hereunto annexed, and of which the 
-1-V plan is open to inspection at the office of the Coramissioiier of Sunderbans, has lieon applied for by Deno Nath 
Dass and others, and will be sold at 12 o’clock noon on the 6th July 1891, Monday, the 23rd Ashar 1298B.S., at 
the Sunderbans Commissioner’s Office at Alipore, unless meantime the sale is stopped or postponed in consequence of 
claims or objections under Act XXIII of 1863 (to provide for the adjudication of claims to waste lands), or owing 
to any other cause. 

2. The lease of the loud will be granted subject to the conditions which are specified below, as well as to the 
general terms annexed to the rules for the sale of leases of waste lands in the Sunderbans of the 24-Pcrgunnahs 
Khulna and Backergungo, dated the 12th November 1879. 

Conditions. 

That the land shall be subject to all existing rights of way and water and other easements. 

That the right of using all streams and chiinncls in any way navigable shall bo reserved to the public, as also 
the use of a tow-path, not less than 26 feet in width on each side of every auch stream and channcL 

That no charge will bo made for wood and timber standing on the land at the time it is loosed, nor for any wood 
which may bo exit and burnt to effect clearances, or wliick may be used on the land. But for wood and timber 
exported for sale, a duty shall bo levied at such rate and in such manner as may from time to time bo prescribed 
by Govornment. ^ 

That the Government reserves to it.self the right to all minerals on the land, togellior with such rights of way 
and other reasonable facilities as may bo requisite lor working, getting and carrying away such minerals. It 
also retains its proptietnry right in the lands, and only confers on the lessee an occupancy right which shall ba 
hereditary and transferable. 

Schedule. 


Number of Lot. 

District, sub-division, 
thaua. 

Area. 

Boundaries. 

Lot No. 240, middle 
portion. 

Khulna, Baghat Bampal 

• 

Bighas. 

6,000 

North .—By an imaginary line drawn "west from 
the mouth of the ITlukatta khal, rising 
from the Nora Chilla khal kn a^wint 
on the banks of the Passar river. ^ 
It'osit.—By portions of Nora Chilla khal and 
Chachan Gang. 

South .—By an imaginary lino drawn from the 
mouth of the Geramara khhl, rising from 
the Chachan Gang to a point on the 
banks of the Passar rivor. 

Jjre.r#—By tho Passar river. 

As shown in Mr. Sunderbans Commissioner 
Ellison’s map of season 1890-91. 


J" PtLlsoN, Commissioner, Sunderb.'i.i..,. 
Sunderbans Commissioner’s Office, Camp Khulna, flie l»t .'\pril 1S:1]. 







Notice u&der Rule 19, Section H. Fart I. 

'VTOTICE it herebj gtTeo that the lease of the land tpeoified in the tchednle hecennto annexed, and of which 
■Li tlie plan it o*^n to inspection at the office of the Commissioner of the Sanderbans, has been applied for hr 
Aughor Nath Mitter and others, and will be sold at IS o'clock noon on the 6th July 1891 (SSrd Ashar 1298 B.S.;, 
Monday, at the Sanderbans Commissioner's Office at Alipore, unless meantime the sale is stopped or postponed in 
noaspquenoe of claiiiai or objections under Act XXlll of 1883 (to provide for the adjodication of clams to Waste 
lands), or owing to any other cause. 

8 . The lease of the land will be granted subject to the conditions which are specified below, as well as to the 
general terms annexed to the roles for the sale of leases of waste lands in the Sundeibans^of the 24>Pergunnahs, 
Khulna, and Backergunge, dated 12th November 1879. 

Condition*. 


That the land shall be subject to all existing rights of way and water and other easements. 

That the right of usinv all streams and channels in any way navigable shall be reserved to the pnblio, as also 
the use of a tow>path, not less than 26 feet in width on each side of every such stream and channel. 

That no charge will be made for wood and timber standi^ on the land at the time it is leased, nor for'any 
wood which may be out and burnt to effect clearances, or which may be used on the land. But for wood and timber 
exported for sale, a duty shall be levied at such rate and in such manner as may from time to time be prescMibed 
by Government. 

That the Government reserves to itself the right to all minerals on the land, together with such rights of way 
and other reasonable facilities as may be requisite for working, getting and carrying away such minerals. It also 
retains its proprietaiw right in the laud, and only confers on the lessee an oeoupancy right which shall be here¬ 
ditary and transferable. 

Schedule. 


Number of Lot. 

District, sub-division, 
thana. 

Area. 

Boundaries. 

Lot No. 240, north por¬ 
tion. 

Khulna. Baghat, Eampal 

Bighas. 

6,000 

JVortA.—By the Nora Chilla khal. 

Eoet.—-By the Nora Chilla khal. 

South.-~By an imaginary line drawn west from 
the mouth of the Ulukata khal rising 
from the Nora Chilla kbal to a point 
on the banks of the Fassar river. 

Wett.—'Bj the Passar river. 

As shown in Mr. Sunderbans Commissioner 
Ellison’s map of season 1890-91. 


. J. Enusoir, Commissioner, Sanderbans. 

Snnderbans Commissioner's ('fficc, fiamp Khulna, the Ist April 1891. 


T 


Notice under Rule 19, Section n. Part I. 


OTICE is hereby given that the lease of the land specified in the Schedule hereunto annexed, 
1' the plan is open to inspection at the office of the Commissioner of the Sundorbans, has be< 


and of which 

. . . been applied for 

by Kali Oopal Mozoomdar and others, and will be sold at 12 o'clock noon on the Srd August 1891, Monday, the 
19th Sraban 12P8B.S.. at the Sunderban Commissioner’s Office at Alipore, unless meantime the sale is stopped or 
postponed in consequence of cl ims or objections under Act XXlll of 1868 (to provide for the adjudication oi claims 
to waste lands), or owing to any other cause 

2 . The lease of the land will be granted subject to the conditions which are ^eoified below, as well as to the 
general terms annexed to the rules for the sale of leases of waste lands in the Sundarhahs of the 2l-PergannahB, 
Khulna, and Backergunge, dated I2th November 1879. 


Condition*. 

'I hat the land shall be subject to all existing rights of way and water and other easements. 

That the right of using all streams and cliannela in any way navigable shall be reserved to the public, as 
also the use of a tow-path, not less than 26 feet in width, on each side of every such stream and channel. 

That no charge will be made for wood and tim'oer standing on the land at the time it is leased, nor for any 
wood which may be eut and burnt to effect clearances, or which may he used on the land. But for wood and 
timber exported for sale, a duty shall be levied at such rate and in such manner as may from time to time be 
prescribea by Government. 

That the Government reserves to itself the right to all minerals on the land, together with such rights of Way 
and other reasonable faoilitios as may be requisite for working, getting and carrying away such minerals. It also 
retains its proprietary right in the land, and only confers on the lessee an occnpancy right, which shall be here¬ 
ditary and transferable. 

' Schedule. 


4 

Number of lot. 

District, sub-division, 
thanna. 

Area. 

Boundaries. 



Bighas. 


Lot No, 226, Srd portion .. 

Khulna, Pykegacha 

6,000 

Jvorfh,«-Bv portions of Kalikabari and Khntakhali 
khals, and an imarinary line drawn from 
a point an the bonks of the Khutokhali 
khal to a point on the banks of the 
Landobc khu. 

J^a*t .—the Landobe kbal. . 

South .—By the Landobe khal. 

IFsaf.—By the Kalikabari or Bnreer Damon 
khal. 

As shown in Mr. Sundarbana Commissioner 
Ellison’s map of season 1890-91. 


J. Etusoit, Commissioner, Sunderhans. 
Sunderbans Commissioner’s Office, Camp Khulna, the 1st April 1891. 




















‘Mottee lO. fieotioa ir, Fiait I. 

TCrOTiCB U hereby pTWi «»it libe lewe^of the l^d raeeified fn the tchedale hereunto annexed, and of which the 
pl^ ii.opeo to ia*p 60 feM» .Et we office of O oiaj aa l egioner of the Saaderbaas, has been applied for by 
Pranhurry Shudder and otheni, and will be •old Ot 12 o clock noon on the 8rd August 1H91, Monday, the 19th 
Srabun 1298 BeS., at the Siwderbiw ppmimstioner e Offl ee at Alxpore, unless meantime the sale i| stopped or post- 
poaed in consequence of olainis or objections under Act XXIIl of 1863 (to prdyide' for the adjudication of claims to 

waste lands), or owing to any ow^cIms^ 

2. The lease of Uio land will giJhntiBd bubjeot to the condiUons which are specified heiow, as well as to the 
senersl terms annexed to the roles for wd tale of leases of waste lands in the Sunderbans of the 2d*Scrauiinah9 
Khulna, aud Baekergun.;,. dated ISth November 1879. 

ConiitioMt. 

That the land diall he fulneot to all existine right, of way and water and other easements. 

That the right of using all atreams and ohannels in any way navigable shall be reserved to the public, 
as also the use of a tow-path, not less than 26 feet in width, on each side of every such stream and channel. 

That no charge will be made for wood and timber standing on the land at the time it is leased, nor for any 
wood which mav be cut and burnt to effect clearances, or which may be used on the land. Bat for wood and timber 
exported for sale, • duty shall be levied at such rate and in such manner as may from time to time be prescribed 
by Government. 

^at the Government reserves to itself the right to all minerals on the land, together with such rights of way 
and other reasonable facilities as may be requisite for workinu, getting, and carrying away such minerals. It also 
retains its proprietary right in the land, and only confers on the lessee an occupancy right which shall be hereditary 
and transferable. 

Sehemue. 





„ . c T 1 District, sab-division. 

Number of Lot. thana. 


Khulna, Pykegatcha ... 6,000 North.—'Ey the Churra Bajna khal. , 

JEcut .—By the Passar river. 

South.—By a portion of the Landobe khal, and 
an imarinary line drawn from a point 
on the banks of the Landobe khal to 
a point on the banks of the Khntakhuli 
khal and a portion of the said Khuto- 
khali khal. 

Wett.—By portions of the Ealikabari and Buring- 
tana khals. 

As shown in Mr. Sunderbans Commissioner 
Ellison’s map of season ISOO-Pl. 


J. £iii.isojr. Commissioner, Sunderbans. 
Sunderbans Commissioner’s Office, Camp Khulna, the 1st April 1891. 


Notice tmder Buie 19, Section II, Part I. 

N OTICB is hereby given that the lease of the land SMcified in the schedule hereunto annexed, and of which the 
plan is open to inspection at the office of the Commissioner of the Run lerbans, has been applied tor by Joy 
Uopal Mozumdar and others, and will be sold at 12 o’clock noon on the Srd August 1891, Monday, the 19tb Srabun 
1298 B. 8 ., at the Sunderbans Commissioner's Office at A.lipore, unless meantime the sale is stopped or postponed in 
consequence of claims or objections under Act XKIII of 1863 (to provide for the adjudication of claims to waste 
lands), or owing to any other cause. 

2 . The lease of the land will be granted snbiect to the oonditions which arc specified below, as well os to the 
general terms annexed to the rules for the sale of leases of waste lands in the Sunderbans of the 24-Perguuuahs, 
Khulna, and Backergunge, dated 12th November 1879. 

Condition*. 

That the 1 wd shall be subject to all existing rights of way and water and other easements. 

That the right of using all streams and channels in any way navigable shall be reserved to the public, as also- 
the use of a tow-path, not less than 26 feet in width, on each side of ifvery such stream and channel. 

That no charge will be made for wood and timber standing on the land at the tiipo it is leased, nor for any 
wood which may bo cut and burnt to effect clearances, or which may bo used on the land. But for wood and timber 
exported for sale a duty shall be levied at such rate and in such manner as may from time to time be proscribed by 
Government. ' 

tko Government reserves to itself the rights to nil minerals on the land, together with such rights of way 
and other reasonable facilities as may be requisite for working, getting, and carrying away'such minerals. It also 
retains its proprietary right in the land, and omy confers on the lessee an occupancy right which shall be hereditary 
and transferable. t 

Schedule. 


Number of Lot. 


Distiiet. sub-division, 
thana. 


Boundaries. 


Lot No. 226,1 st portion i Khulna, Pfkegatoba 


Bighas. 

6,000 


North .—By the Chura Bajooa khal. , 

Eaatt.—By the Huringtana khal. 

Sooth.—By the Dhon Khali khal, an imaginary 
lino drawn from a point on the banks of 
a khal rising from the Dhon Khali klial 
to a point on the banks of a kltal rising 
from the Kolikabari or Burcer Damon 
khal, the said khal and portion of Kaii- 
kabari'or Burocr Damon khal. 

We*t .—^By tho Chura Bajooa khal. * 

Ajj shown in Mr. Sunderbans Commissioner 
KUison's map of season 1890-91. 


Sunderbans Commissioner’s Office, Camp Khulna, the 1st April 1891. 


J. Euxson, Cconiuissioner, Sunderbans. 














I T is bereby notified that the following properties belobgioe to tlie jadgmeat>debton, (W. B. Fincb end 
Mr. J. J. Finch) will lie sold by public suction by the Nasir ox the District Judge of Tirhoot on the 15th April 
1891 in the conrttbonse in execution of decree bio. 40 of 1889 in re Baboo Bbola Persad and others, decree* 
holders, versut Mr. W. B. Finch and others, judgmentidebtors, for rMlisation of decree-debt, £g. 6,014>2-1. 


L 


Serial 

number. 

1 

1 

biamo of the Tillage with pergunnah. 

• 

Area. 

i 

Government 

rerenne. 

Extent of 
share to be 
sold. 

Estimated 

value. 

1 

Mouzah ShahpurlTndi, asli with dalchli. 

A. S. F; • 
1,016 1 12 

Bs. A r. 
876 9 0 

lOa. ISff. 1*. 
7r. 8p. 

8 a. 2e. Ih. 2p. 
12 p. 8 p. 

Bs. A P. 
26,000 0 0 

2 

pergunnah Sanaa, bearing former towji 
bio. 7966, within the jurisdiction of 
pClioe-station Dulsingh Sarai, district 
Dnrbhunga. 

Mouzah Shahpnr Dndi, asli with dahhli, 
pergunnah Sarisa, bearing former towji 
No. 3054, within the inrisdiction of 
polioe-atation Dulsingh Sarai, district 
Dnrbhunga. 

146 0 2 

178 1 8 

7,000 0 0 

je 




(.80-1) 


OiBis Ckaksba Chaudebt, Subordinate Judge. 


Statement of the Affairs of the Bank of Bengal for the week ending 7th 

April 1891. 


Capital paid up 
Keaervo Fund 


LIABILITIES. 



Br. a. T. 
... 2 , 00 . 00,000 0 0 
47,00,000 0 0 


Pubiio PopoRiti at Head 

Office . K». 02,27,634 4 2 

Ditto ditto at Branobee „ 1,39,54,908 12 1 
Other Depusite at Head Office and Branobee 

Bank Post Bills, fco a ««e m* eee eee 
Suodriri ... ••• ••• ••• 


] 2,31,82,.543 0 3 

* 6,30.64,833 14 3 
9,44,454 13 11 
24,62,207 5 10 


ASSETS. 


(loTemment Securities . 

Other authorised Investments . 

Loans on Oovemment and other authorised 

Saourities . m 

Aooounta of credit on ditto ditto . 

Bills disoonntod and purchased. u, 

Balanoos with other Banks . 

Bullion . 

Dead Btook. 

Stamps ... ... ... ,,, 

Sundries ... ... ,,, 


Bs, a, 
86,83,647 0 
74,31,860 4 


r. 

0 

0 


1,01,10,147 16 d 
61,64.172 16 1 
2,67,04,462 6 3 
8,2.5,791 16 6 
10,61,218 4 8 
12,25,406 7 6 
11,861 6 3 
16,32,207 10 8 


Cash and Currency Hotes 
at Head Office ... Bs. 2,49,40,669 
Cash and Currenoy Notee 
at Branobee ... ... „ 1,65,82,873 


6,28,30,666 5 4 

9 2 

[4,16,23,432 12 11 
3 9) 


Bupees ... 10,43,64,099 2 3 


Rupees ... 10,43,64,099 2 3 


Baitk or BBwaAt, 
Calcutta, 8th April 1891. 


F. T. LswTS, Offg. Chief Aeett. 
Bate for Demand Loans, 4 per cent. 
Poroontags 62*1. 


By order of the Oireotore, 

W. D. Crciokbhank, 
Soorotaryand Treasurer. 

(29-1) 


APPENDIX B. 

Abstract of the Tartition Fund of District Durhhunga for the year 1890>91 prepared as required by 

Act VIII (J5.(7.) of 1876, Section 48. 

Bs. A. T. 


EacBirrs. 

Bnlanre in hand on 1st April 1800 
lieceived on account of estate 


Its. A. r. 

... 8,054 U 5 
10,240 2 11 


Total 


18,295 1 4 


DlSBTTBSBHBlITa. 

Contribution towards establishments 
employed in the Commissioner’s office 
under section 38 of the Act ... 

Salary of Deputy Collector employed 
under eootion 48 of the Act 
Salary of district 
under section 88 df the Act 
Cost of establishments employed under 
section 87 of the Act «-• ... 

Contingent expenditnre ... 

Balance in baud on gist March 1891 

Total 


3,992 

2,021 


8,863 
263 8 
4,166 IS 


0 

1 

1 

0 

2 


13,295 1 4 


DnibhuDga Collectoratc, the llth April 1891< 


(4W) 


Q. J. B. T. Daltoit, Collector. 
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Oudh Forest Department. 

BAHRAMGHAT DEPOT. 

Om TH> OUVB AHD RoHILKHAlTD BaIIWAT. 
IPBOM this d«t«i the prices of sAJ beams and Brant¬ 
'll lings supplied from this dop 6 t will be as follows 
Bnaais.—21 feet length, at Bs. 2-10 per cubic foot. 
22 „ 2-12 

2S .. 2-14 

24 » i» 3 

Above the length given two annas per foot run will 
be charged. Any inches over the foot will be charged 
as a foot. 

SoAMTunoB—Froii. 12 to 20 feet, at Rs. 2-8 per o. ft. 

Under 12 and over 7 „ 2-4 „ 

Under 7 feet „ 2 „ 

The above prices arc for ordinary building purpose 

For Planking Sleeyert, Ac., special rates will be iixed 
by agreement. 

The liepartment will still take orders for bnildings all 
over at Rs. 2-4 per cubic fo<it, provided the scantlings 
are taken in fair proportion. 

Setond and Third Clatt Timber will be sold and price 
fixed by agreement. 

Anction Sales will be held from time to time to clear 
olT stock. 

For further particulars apply to the OfBcer in charge. 

By order of the Oonsorvetor of Forests, N. W. 1', 
and Oudh, Oudh Uircle. 

Kanbya Lai., 

finb-Assistant Conservator of Forests. 

Bahramgliat Division. 

Bsnramghat, the 1st April 1886. 


Reduction in the Price of the Pure Sulphate 
of Quinine 

MaNUKACTUIHSD at TUE liJSNOAT. GoVEENJffKlfT 

C'lSK’HKNA i’LANTATlON. | 


O N and after 1st. April 1891 the price of this qmnine 
will bo as follows: — 

1 Found tin lls. 16, or, post free. Its. 16-12. 



Analysis shows this quinine to ho of the pnrest 
manufacture, and it is guriraiiti'cd to ho free from 
wilful mixture with the iiii'orior alkiiloids. Cinchonine 
and Cinchoiiiiliue. It is for sali‘ only (.o Coveriiment 
oflicers, and only for cash, and may ho had from the 
Superintendent, Boiaiuc Garden, Sochporc, near Cal¬ 
cutta. It can he had cither while or eoloun-d pink. 


Reduction in price of Cinchona Febrifuge. 

I ^ROM Ist Ajtril 1891, and until further orders. 
Cinchona l''ehrifu,''e can ho purchased by all 
Government oflicers aiKl l.y any one f.>kin ..5 fen. pounds 
at a time, from the Si*|jeri«tcn leut, lloianio Garden, 
Calcutta, at the followin .4 raies. Four onneo tin 
Bs. 2-8; eight ounce tin Us. 6 ; one pound tin Us. 10. 
The general public cm ho supfilicd by the Snporinfen- 
dont. Botanic tinrdeii, for rush on/i/ at the uiideriiotcd 
rates;—I’er four ounce tin Ks. 3; per eight ounce tin 
Kb. 6 ; per jionnd tin Us. 12 . Tids niedi-ine is also sold 
by the principal Knrepesn and Kntivc druggists in 
Calcutta. J’osiago four uunns per 4 onneo tin, eiglil 
annas per 8 ounce tin, and twelve annus per pound tin, 
in addition to the foregoing rat, a. 


Notice. ^ 

EEGD. 

T DO heroly declare, advertise and publish for the 
A information of the public that my new Pewter 
ohankba, hearing the above cuooanut registered trade¬ 
mark, is my own property, which has been invented by 
mo and registered. An 3 ' one other than my duly aulho- 
nsed and appointed agents found to prepare the same in 
India or elsewhere, or make any imitation thereof, will 
be prosecuted according to law. 

Gibisb Chanoua Dabs, Bhowaniporo. 

6 , (UiHudra N atli Chatterjee’s Street. 

Bhowaniporo, the 16th .VI arch 1891. { 1110 — 2 ) 


Wanted 

By the Tippcrali District Board— 
rpIWO Overseers, salary Us. 6'J and pony allowance 
A Rs. 30. Id list hold a foreman mechanic’s or upper 
subordiQute'ii cortifii*ato from tli« St*el»pore CoUcjjo, and 
possess oxperieiieo of road mating and bridge works. 

Two Sub-Overscers, salary Rs. 30 and pony allowance 
Rs. 16. Must road and write English, know surveying, 
levelling and draftsman's work, and must have oxiieri- 
ence of road making and masonry works. 

The above Overseers and Sub-Overseers will be 
appointed on trial. If after ono year their services are 
approved of, the appointments will become pp<mancnt, 
and uniter t|ic rules the a])poiutmcMl.«, in the first, instance, 
will be snhjcet to a Government ('ivil Surgeon’s certifi¬ 
cate of fitness to perform <>ut-door works. 

I'pply to the District Kngineer, Tippernh, up to 20tli 
April, witli copies of tc.stimonials, giving age and state, 
meut of last employment, with date and cause of leaving 

Pbeo Natu Chose, District Engineer, Tipperah. 

Dated Corailluli, the 3rd April 1891. (11—2) 


NOTICE. 

In tho Court of the District Judge of 
Bhagulpore. 

Collector of Monghyr, d"crec-liolder. against Shib 
Prasad fiarayan .''ingh, a/ius Uhakoury Singh, and 
Beedesri Prasad Narayan Sin^h.of Bishuupur Norhnn, 
a!ius Rainghur, porgunnah Sarasu, zillah Dur- 
bhunga, judgment-debtor.s. 


T O bo sold by tho Nazir of the Distiiet Judge’s Court, 
Ithaguljiore, at 10 A Af on the 4ih May 1.S9I, at 
the civil court-house at Bliagulpoio, tho right title, and 
iritere.>.t of the jndgmciit-dehtors in the f llowing proper¬ 
ties for the satisfuciiou of tho judgment-debt of 
Us 3(Mi 8 : — 

Lot No. 1.—1 anna 6 gnndas 2 couries 2 karants in 
taliika Amjudpiir, asli and dakli. No. 1178 of the 
revenue roll if the M.'iighvr Collcctorato. The annual 
revenue puyahlo for the entire esial.c is Its. 1,016-4. 
Property if Jiegdesri Persad Ntrayan Singh, judg¬ 
ment-debtor. 


Let No 2 —1 anna 16 gamlas 2 conrics 2 dants in 
taluka Amjudpar, a>li iind iliikli, Er.iatjiur, within the 
suh-divisioii of Itcgiiseria, No 1178 of tin- |•cvelluo roll 
of the MonghyT Collectorafo. 'J'he annual rovinuo pay¬ 
able for the entire estate is Rs. 1 .( 216 - 1 '. , 

C. A Wilkins, District .fudge. 

(28-1) 


Income-tax Notice. 

T he persons name-.l in the list, which is op“ncd for 
inspection at. the Ineomc-tax Olliec, No 16, Strand 
Road (Cusloiii House), are hereby irifurtned that they 
have been assessed under Part IV of the Second 
Schedule of Act .11 of 1886 for the financial year 1891-92, 
according to the particulars specified therein, and they 
are boreby required to pay tho ainoimt of the tax to tho 
Treasury Ofliecr within sixty days from tho date hereof, 
or to apply to me w'itiuu thirty days from such date to 
have tho assc.ssment reduced or cancelled, failing which 
they will bo prcccoied c.g'iir'st as the law provides. 

Sanupiiri) ,1 IfiMiT, Collector of Income-tax. 
Income-tax Olliec, 16, tStrand Road, Custom House, 
the Ist April 1891. 


B 


HABA NATH R.AY, u.r.., intends to apiily for 
enrolment as a V nkecl of tho iliglt Court. 

(1144~4) 


In the Court of the District Judge of 
Onupra, Saran, 

EXECUTION C.tSE 6o. t'O op 1890. 

Maharaja Sir Lachhmeshar Singh B.iliadur, k.c.t.b., of 
Darhivinga, decrcc-hohlcr. ver-ms Uaghoonaudon 
Bingli of Malkhachak. judgment-debtor. • 

N OTICB -• 

I S boreby given that the right, interest, and title of tho 
judgmeni-di'htor out of 6 karaiits 13 uiasants II 
decimals 13 kag. ami 6 lihag of mouzah Saleh pore 
Piprn. pcrguntiah Kasmar, zilhdi Saran, hearing towji 
No. 3179, a'.d jama sndder Us. 7^6-ii-9. situate within 
the juri-dictiiiii of thana Dighwara and suh-rogistry 
oHiee Ciiupra, will be sod by public auction on the 
4 th May 1891, al 6 am., by the Nazir.of this Comt— 
estimated value Us. SCO. ’ * 

H. W. Qokdon, Dislnot Judge. 

(35—1) 
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In tha Courfc of the Subordinate Judge of 
^ Rajshiihye. 

EXECUTION CASE No. 94 of 1890. 

Raneo Mouii.dra Mohinj Deby, decree-bolder, versut 
Moo.ook Chand Ray and othera, executors to the 
estate of late Loke Nath. Ray, judgment-dobtora. 

T O be sold in the above case by the Nazir of the 
Diatriot Judge's Court, Rajahuhye, at 12 o’clock 
A.M. on the Ifith April 1801, for realization of 
Rs. 5.025-5-n, the right, title and interest of late Loke 
Nath Jtay in the following properties 

1. Tlireo annas ten gandas share in the zemindari 
right in the tuouzahs in lot Gopalpur, pergunnah Svkar- 
pur, bearing towji No. 686 in Maidah Collcctorate ; 
sudder jiniimn Rs. 43-3-6 for the share; registration 
oilicc M alduh, station Maidah, zillah Maidah. 

2. Three annas foiirteon gandas three cowries one 
and one-fourj^ kng share in the zemindari right in the 
mouzalis in lot Rajdole, pergunnah Sikarpnr, bearing 
towji No 680 in the Maidah Oollectorate ; sudder jiimma 
Rs. 06.3-8-6 fur tlie share ; registration oUico Maidah, 
station Maidah, zilluh Maidah. 

3 One anna soventcon gandas throe kags share in the 
zeinindiiri right in the moiizahs in lot j’athar Agrai, 
p(‘rgnnioili Sikarpnr, bearing towji No. 6K7 in tbe Maldalt 
tJolleetoriite ; sudder jnmtna Rs. 3,*19J-6-4i for the 
share ; rogistrutiou oHico Maidah, station Maidah, 
z llah Mitidjh. 

4. 'I'bree annas ton gandas share in the zemindari 
right ill the jiiuuzahs in taraf Nyamatpur, cergiinniih 
Siknrjmr, towji No. J89 in the Mnldali Colleetorate; 
siidoer juinnia Its. 410-12-0 for tlio share, registratiou 
ollico Maidah, station Mnldah, zillah Maidah. 

6. Three anuHs ton gandas share in the zemindari 
right in Kal'iieghi and other mouzahs therein, pergunnah 
Sikarpur, towji No. 138 in the Maidah Colleetorate ; 
sudder jiimiua Rs. litO-l-O for the share ; registration 
olliee Malduh, station Maidah zillah Muldali. 

0. Three annas Vn gandas share in the zemindari 
riglitin the monziihs intnraf Salinpur, pergunnah It akjole, 
towji No. 1-3 ill the Miilduh Colleetorate; sudder juiiiuia 
Rs. ‘.)7-l l-t for the share; registration otiloe Maidah, 
stulioii Maidah, zi.lali Maidah. 

7. Three nniiBS ten gandas share in the zemindari 
right ill Taj niir and other mouzahs therein, pa’guiinaii 
Jt.ilijole, towji No. 234 in the Maidah Colleetorate; 
sudder juiiiriia Rs. 33-5-2 for the share ; registration 
olllce Muldah, station Maidah, zillali Maidah. 

8. One anna fifteen gandes share in the zemindari 
right in lh<- mouzahs iu taraf Piirulia, pergunnah Kakjole, 
toH ji N'o. i.9> 111 the Muldah Collrctoratc ; sudder juirinni 
for (he sixteen aiiniis Its. 1,317-12-0; registration uiUcc 
Maidah, station Malduh, zillah Mu duh. 

y. annas ten gandas share in the zemindari 

right in 'iraf ttaraipurii, pergunnah Blialia, towji No. 12 
ill the JMaldah Oolioctorato ; sudder juinma Rs. 81-9-6 
for t he share; registration oflice Maidah, station Muldah, 
zilluli Maidah, ‘ 

10. Jvight annas share in the zemindari right in the 
mouzahs 111 (ok turuf Alampur, the northern portion of 
lot Raiieeliali, pergunnah Sersnhabad, towji No. 3 i.i ; 
STulder jiiiiiu.a Rs. C03.2-0 for the slinre ; registration 
oUiee JMaldah, station Aiiildiih, zillah Maidah. 

11.- 'J'he putnee right of throe annas in the following 
9 iiielials and ]iurus : — 

Towji No. 686, lot Gopalpur ; No. 688, lot Rajdole ; 
No rS7, lot Tathar Agiiii ; No. 189, taraf Nyamiit- 
piir ; N'o. 138. mouzah Kiilmeghi, all these in ]iorgunnah 
Kil.arpiir ; and No. 123 in taraf JS-ahapiir; No. 234, taraf 
Tajjnii'; '' o. 196, taraf Tarnlia—thesemohals in ^ergun. 
mill KalijOie; and No. 12, taraf Haraipnra and o^ers in 
pergiiiiiijili lilialia, the registered piitnidar in the zemin¬ 
dar s slirista heing Into Loke Nath Ray, the malikana 
being JIs 3.129-16-0, and the zemindars being Barasvati 
Dtbya and Lebendra Narayau Ray, 

Buaoawan Chandre Cjiattbbxbb, Sub-Judge. 
Ramp re-lieaulcab, the 9tli April 1&91. (34—1) 


In the Court of the Subordinate Judge of 
Gy% First Oourr, Gya. 
EXECUTION CASE No. 208 OP 1890. 

Ray Sham Eishan Das, decree-holder. vertuH Chotoy 
Narayau Singh and Rani Ratan Koor, judgment- 
debtors. 

'ItO be sold in the above execution ease by the Nazir 
_A of the District Judge’s Court of Gya at 6 o'clock 
in the morning on the 4th May 1891 the foil-wing 
properties of the jadgment-debtors for realization of 
Rs. 31,787-16— 


BHrift! 
nil in- 
iMir. 

Nairn'S of TnouEnhs 
sitnatio in nieiiul 
lieykooli. pwrjriin’ 
n>i)i t'anarii, 
district Gya. 

Qnantiiy of 
jnc1tfni£nt> 

Nliam to bo 
Bold. 

Tiiwji 

iinm- 

Ikt. 

1 Govern* 
mont 
rovemio. 

1 

Value 

ati oatimated 
by decree- 
tiuldvr. 



AtimiiS. 


Tta. ' 

Rh. 

1 

De.vknoli khss 

1(S 

4100 

24,7M3 1 

fi.tKlO 

2 

]>iUa apptTlutninpv 
to mt'hal iM\vkoo>i. 

1U 

4l<»0 

2l,7H3 

5,0u0 

3 

Maimmadpoie ap- 
nei’tJkiiiirifr to me- 
IihI Doyko li. 

Itf 

4100 

21,7S3 

o.ooo 

4 

l)iidan|K>ro oppor- 
t'lmmir to melial 
PcyKouli, 

10 

4100 

84,788 

o.oeo 


The proptirtics sought to bo sold are mortgaged in the 
deeree. (:10—1) 


Notice. 


T enders are invited for mining lease of the Mica 
Mines in the iindei'inentioiied villages, situated in 
and outside the Governnienl Re.serve Forest in Kodorma 
Government Estate. 'J'hesc mines arc at present worked 
by Messrs. tUnestien and tloiiipiany and Mr. li. 
Friiiser. and (he terms of their lenses will expire on the 
30ih September 1891 and 31st August 18'.il, resper- 
tively. 

2 Tbe eondilions of the lease will be found at pages 
1918-I(J62 of I’ait 1 of the Vitlcutla (Jazeite of 12th 
Deecnioer 1888. 


3. Tlie tenders, whiili should he super.seribcd “Ten¬ 
der for Mica Mines in Kcileniia.” will be received by 
the Deputy Oomini.ssi.nier up to lOtb Afiiy 1891. 

4. The undersigned does not bind bimself to accept 
tlie liigbest offer. 

NAillts or Vir.tAOEs. 


Insi<fc the licxerre bovixt. 


1. 

Bnrnlsnd. 

9. 

I’hnindiidhaa. 


Dlisrau. 

10. 

Ea.iru.hi. 

3! 

I3ianipadlh. 

11. 

Kharakthumhi. 

4. 

'Taiaghati. 

12. 

Sid will and. 

6. 

.Jamoiite. 

13. 

Karanitaui. 

c. 

Karipiihri alios Mog- 

14* 

Kuril aria. 


laniaran. 

16. 

Sapiilia. 

7. 

Kiiko Kiidar. j 

16. 

M eghatari. 

8. 

Durbasha. 




Oitlside (he Reserve Forest. 

1. 

Mahiiataiid. 

3. 

Bishenpore. 

2. 

Siuiratari, 

4. 

lllshniiikur. 


6 . Meghatari. 


0. H. G.veumtt, Dy. Co 
Unzaribagh, the 7tb April 189J. 


Wanted 

B y tbo District Hoard, Shuhabud, a temporary Sur¬ 
veyor. .I'robaibio duration of appointment one year. 
Salary Rs. &'• per metisein ; no iibowanecs. Must be 
a passed student of oiip of tbe recognized Engineering 
Cl lieges. Applications with copies of ieslimouials, which 
will not be returned, will be received by undersigned 
up to 1st of May i’9i. The successful candidate will 
bo required to join Itis appointment hniiiudiutely. 

U. Ed'wabds, C.R., District Engineer, Shababad. 

( 40 - 2 ) 


S ^AMLaL J'AS, B.t., intends to be enrolled as a 
Yukeei, High Court, Calcutta. 


S ATI'4 ClI aNDUA MUKHKRIT, m.a.. b i... intends 
to apply for ourolment as V akil of the High Court. 


(32-4) 


(37—4) 
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I T is hereby notified that in the following case, which has been institnted under Act YII (B.C.) of 1880 
in which the Secretary of State/or India in Council is decree-holder, the share, right, tifle and interest of 
the iudgment-debtors, as stated below, will be sold for the realieation of arrear cesses on the 18th May 1891 
at the Furreodpore Collector’s Office under section 287 of Act XIV of 1882. 


Number of Number of Name of (Mtetoandj ""entire 
O.UB. eetate. perKunnah. 


WtieOior the 
entire rNtato 
or Mharo <tf 
esfatH iH to be 
(K>M. 


Deerrlption 
of share which ii 
to bo sold. 


Name of Jiid^enl- 
debtor whom* ehare is 
to bo Moide 


Thn stnnnnt 
of clHim 
for which tlio 
silIo is required. 


1029 of 18$0.90 


Rs. A. P. 

Taluk Amanullsh. 1,9»8 9 9t Share 
perKUimah JoImU 
pur. 


The r’lKht, title Joirondra Nath Roy, 
and the interest. l*ulin Bi'hsri Itcy 
and others. 


Rs. A. r. 
e49 0 6 


Furroedpore CoUeotArato, tho llih April 1891* 

Notice 

I S hereby given that the iron shop which has hitherto 
been carried on at No. 21-11-6. Ilarmatta Street, 
Calcutta, under tho name and stylo of liaiu Churn 
Showoo and Sons, by Srimati Oliamp'iinoni Ltossi, oxe- 
cutrix to tho estate of Bam Churn Showoo and Bohary 
Xiaul Nundy in copartnership, hus been taken over by 
Bohary Laui Nundy alone. Tho interest of the said 
estate of Ham Churn Showoo, doeeusod. in the said shop 
and tiled hut having ceased on and from tho 26th Chyet 
1297 B 8., and tho said Srimati Champaiiioni Uossi 
having executed a release rcs|M‘<!ting tlio said shop in 
favour of and having sold the said tiled hiit to the said 
Bohary Lanl Nundy, the said shop will henceforth bo 
carried on by Bchary Lnul Nundy as the sole proprietor 
thereof, no one else haring any eluim, righi, title or 
interest whatever in the said shop and tiled hut since 
tho above dale. 

BisHAny Laui, NttxVdt. 

(33-1) 

Oaution. 

T AKK notice that by deonm of the lliuh Court made 
in appeal from original decree in suit No. 338 of 
1888, Chunder Kant Mookerjec and throe of his co¬ 
sharers, defendants, appellants, and 8reeuaut.h Boy and 
Others, plaintiAs, rcsjwndents. J share of aeniinilari 
Eadoorgaehee, which was mortgaged wiih the plaintiffs 
pending partition suit, was directed to he sold for llie 
mortgagee,, and suhseiinent to the said de.’rec hj' partition 
tho said J- share of Hadoorgacheo was allotted to Kadhu- 
nath Mookerjee, and in lieu thereof sliare of Booru- 
ntojoomdar lias boon allotted to ilu* defendants, and by 
operntiou of law the plaintifl's are entitled to transfer 
their lien from J share of Badoorgnehoe to J share of 
Booraniojoonrdar in the district of BaeUergnnge, and for 
that purpose the ])laintiff8 are about to iiistitiito a anil. 

If after this notice any jicrs-n ileitl wilii or take any 
moHgago or purediase ^ the said sluire of l^oora- 
moioomdar, he will do so at his risk and subject to the 
lien of the plaintiffs. 

Mookbbjt St Dell. Attorneys-at-Law 
and Attorneys for iiabu Srccnauth 
Boy and others. 

6. Old Post Office Street, Calcutta, the 13ili April 
1891. (38—1) 

Arcuttipore Tea Oompany, Limited. 
Notice. 

rpiIB Adjourned Ordinary Annual General Meeting 
A of Shareholders of the ai>ove Company will be 
held at the Bogistered Ollioo of the l ompany. No. 7, 
Church Lane, Calcutta, at noon of 'J-liursdiy. the 23r<l 
April current, for the purpose of receiving the Directors’ 
Be^rt, passing the Aecounts to 31st Deceralier ISi'O, 
and transacting such other business as may bo brou-ht 
before tho Meeting. " 

J. MACKri,trcAN & Co., Soeretaries. 
Calcutta, the 1.3th April i891. (36 - 1) 

la the Oourc of the Diatriot Judge, BirbhumT 

Shaikh Nabihox, an insolvent. i 
jVIS hereby given that on the ItilJi .January 1 
Tu- -o !. SJtwxh Nabiliux of Ktinnipur, within the ! 
MuMifi of Suri, district Birbhiim. wn.s declared by this | 
ourt to be an insolvent, and discharged under acetiou I 
361 of tho Civd Procedure Code ' 

u,*i.i .. , J. VVuiTMoEB, District .fudge. 

Birbhum, the 20th January 1891. (822 ^3) 


T. L. Jehkinb, Collcetor. 

_(41—1) 

INSOLVENT NOTICES. 

In the Court for the Jtelitf of Insolvent Debtors at 
Calcutta. 

In the matter of Sbwdosb Kootaby, of No. 1.3, Cro.ss 
Street in the Town of Calcutta, dealer in corals, carry¬ 
ing on business at No. 13, Cross Street aforesaid, 
under the name and stylo of Bewduss Koolary, an 
insolvent. 

On Friday, the Srd day of April instant, it was on 
the petition of Suddasook Koolary, a creditor of the 
said insolvent, adjudged that the said Sewdoss Kuotnry 
bath committed an act of insolvency under tho provisions 
of the Act XI Vic., (.'hapter XXI, and by snollier order 
of the sumo date the estate and effects of the said 
insolvent were vested in the Official Assignee. 

C. F. Piittti', Attorney. (18—2) 

In the matter of Bamnabiin China, lately carrying 
on business at No. 22, Baja's XaIra in Burra Bnsar, 
as a denier in kerosine oil, an insolvent. 

On Wednesday, the 1st day of April instant, it was 
on the petition of JJurdiiil Snreka, a creditor of the 
said insolvent, adjudged that the siiid Biinuiurain China 
hath eomniitli-d an act of insolvency under the provi¬ 
sions of the Act XI Vie., Cliapicr XXI, and by another 
order of the same date the estate niul effects of tho 
sail! insolvent were vestea ill the Official Assignee. 

S. ,1. J.eslic & Sou, Attorneys. (ID—2) 

Tn the mailer of Mokau Khan, an insolvent. 

On Snlurda}', tin 21st day of March last, it was ordered 
that the inatlers of the petition of the siiiil insolvent 
be heard on Satiirday, the (!th day of .liino next, and 
thiit the siiicl insolvent do then attend to bo examined 
before the said Court. 

G. Temple, Attorney. (20—2) 

In the matter orBonmiT Poxon, an insolvent. 

On Tuesday, the, 2-llh d».y of Miircli last, it was 
ordered Hint the mstters of the jietition of the said 
iiiselveiit be heard on Salyvtlay. the 2iid day of May 
next, and that the said iii.solvcut do then attend to be 
examined before the said Court. 

Insolvent in jierson. (21—21 

Chief Clerk’s Office, the 7th April 1891. 

In the malfer of Sooi.tan Mbkhzah. an insolvent. 

Notice that an application for an «</ interim prot<tc- 
tion order has bi-en this day made by the said insolvent, 

' and that siieli ajipliention will he heard and disjiosod of 
by the Acting Commissioner of tlie In.solvent Court on 
Monday, the 20tli day of April instant, at the hour of 
half past Itt o’clock iu the foretiooii. 

(gf Any creditor of the said insolvent desirous of 
opposing stich ap)>liention must appear before the said 
Court at the time and place aforesaid. 

II. 0- Chick, Attorriev. (49»>-l) 

Chief Clerk’s Office, the 14lh day of April J891. 

Unclaimed Letters held in the Ou-ioutta 
General Post Offltte on 14tli 
April 1801, 

Agent. I’adris Hill Min- Indian Oondiuienl' Co. 

ing Co. Alnttfigiiig Agent, liotigal- 

Hiirke. \V., Esi). * Nagpur 'loal' C6, l,d. 

Coinell. Mrs. F. Sla^llllel^ e. S. 

Kditor. Masonic Ucrold. Siillick, K. 

J'.lsoii, A. \y. Tyrres, G. F. & Co, 

Frank, Emil. 
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LtUtrM marfcBi Can of “ Po$t O^Uo!' 


Aitchison, William. 

Lamt, G. 

Aldham, C. .1. ^ 

Lambert, J, T. 

Ancell, Frederick. 

Livermore, B. 

Bain, D. M. 

Lone, Mrs, 

Barwell, L. 

Luff, J. M. 

Batti, P. H. 

Mackenzie, A. 

Bee, F. R. 

Mann, G. 

Beier, Paul, Esq. 

Markham, A. B. 

Boyd, Miss J. 

Msrsdon, C. W. 

ituchanan, W. 0. 

Maraden, M. W. 

Bridle, T, 

Maitin, .lames. 

Browne, U. T. 

Marot, Madame. 

Byaii, H. 

Calthrop, C. W., Surgeon- 

Mai'stor, G. H. 

Masetti, Nina. 

Major. 

Matliews, 0. A. F. 

Campbell, W. K. . 

Molde, 0. 

Caryl, Miss. 

Meldram, J. T. 

Clery, Loon. 

Moiiradian, .T. 

Coc, P. H. 

Oldham, C. I. 

Co*, Capt. 

Partridge, W. L. 

0rich ton, J. B. 

Pirair, Jaeob. 

Crove, W. 

Protide, Mrs. 

Dumpier, L. 

Rainy, P. 

Eddington, A., Mrs. 

It -bertson, W. 

Edwards, Lt.-Col. Sir F. J. 

Rowland, H. 

Evan, -1. B. 

Kutlienborgj'Oarl. 

Ezra, E. 

Ryan, JJ. 

F. S. Squard. 

Sander, Angola, Signora. 

Ferry, C. 

Sanderson, Mrs. 

Ferry, Charles. 

Snssnn, Sir Edward. 

Foreman, J ohn. 

Shepherd, E. P. 

Fo*. R. S. 

Shipley, Mrs. A. 

Francis. .Ins. 

Sioberg, Otto. 

Fraser, J. 0. Mr. 

Smith, G. 

Frost, A. 

Sladeu, H. 

Good, Mrs. 

Spinner, Revd. W. 

Ilari'i.s, 0. S. 

Steele, William. 

Harris, J. 

Stevenson, Mrs. 

Harris, Mrs. C. . 

Stranginan, L. G. 

Harris. T. L. M. 

Stratford, F. W. 

Hayes. Capt. 

Tagor, F., Dr. 

Hill, MeCaliuont S. 

Tayli*r, Mrs. S. 

Hoare, Miss. 

Teriy, Miss E. 

Hobson, J. C. 

'1 homsou, Capt. 

Hogbtoii, Miss. 

Toogood, P. A. 

Huiigli. A. 

VV nrd. A E. 

Howard, II. S., Oapt. 

Warder, K. W. 

Inaubrough, P. W., Esq. 

Werner, Louis. 

Ireland. VV. HoCourey. 

WaiTOii, T. J. Cary, Esq. 

Irin.a, Auguste. 

Webster, Capt. F. 

Jamie, 1). M. 

Williams, A. 

.lenUinsi'n, J. 

Williams, C. C 

Kellwick, F. D. A., Esq. 

Wo. a, H. E. 

Kelly. B. 

KolYman, S. 

Zesmun, L. 

Tsctten, 

Tb-ll, 11. J. 

L. Comar. 

Guthrie, .i. 

Leonard, tl. B., Capt. 

Iline, Joseph. 

Livermore, E. 

Unclaimed Letters held in 

1 the Jiitrrackftore Post Ofic 

an the I'iUi April 1891. 

Ditmoo, Mrs. 

Show'er, G. H. T., Miss. 

Mutliie.sou, J. 

Toonison, #itmos. 

Nicholson, vV. 

Thoiuson. T. 

Pal. il. 

Tritton, 8. B. 

Reed, R. M.,Mr8. 

Yates, L. E. H. 


E IJcrroM, 

PrCBidt»noT I’omiiiaHitr, Oiiloiilta. 


Notification- 

ri^HK following nolifiealion is issupd as to^ho con- 
A ditious under which corre8))ondeiice ana parcels 
may be sent between India (including Burma) and ll»e 
Manipur Field Force ;— 

FROM INDIA TO TfIR FIELD. 

MuDR of ADDRFSSIMa COKUKSFONDBNCa. 
Correspondence posted in India for delivery in the 
Field should be nddre.sscd as follows ;— 

Jfor the Tammu Volatnn of the Force, 

A.B. 

Bcgiment, Battery, or Office, 

Manipur Field Force, 

Tammu Column. 


JFbr the Kokima Column <f the Faroe, 

A.B.' 

Begimeut, Battery, or Office, 

Manipur Field Force, 

Eohima Column. 

For the Silehar Column qf the Forve, 

A. B. 

Eegimont, Battery, or Office, 

Manipur Field Force, 
r Silehar Column. 

Mo post-town should be added to the address, and 
special care should bo taken to insert the Begiment or 
Battery with which the addressee is serving, or the 
s}Hscial appointment which ho may hold_ with the force, 
and to specify the proper column to which he is attached. 

WnAT MAT BE 8BBT, 

Unregistered letters, post-cards, newspapers, book* 
packets and parcels (private and service) may be posted 
in India for delivery in the Field. Full prepayment of 
postage is compulsory. Delivery will be made through 
ordcriioB. 

Fakcbls. 

Parcels will be delivered through the Transport De¬ 
partment. 'i’lie Post Ollico will lorward parcels from 
India to the Base Office, and its responsibility will cease 
there. 

Ko BnaisTBATioN, Inscbance, V 4 I,oe-patabi,b Post, ob 
Money Obdeks. 

Letters cannot be registered, nor can letters or parcels 
bo insured, for despatch from India to the Field. No 
article can bo iiccepied for desjnitch to the Field by 
value-payable post. Money Orders will not be issued in 
favour of payees in the Field. 

FBOM THR FIELD TO INDIA. 
f What mat bb sent. 

Unregistered letters, post-cards, and book-packets may 
be posted to addiesscc.s in .ndia. I'repayment of postage 
is oiiliorial, but if postage is not fully prepaid, the articles 
will be charged on delivery with double the deficieriey 
under the ordinary rule. No registered or insured 
letters or ordinary or insured parcels or value-payable 
articles will be acccjiled fur despatch. 

Monbt Obubbs. 

Money Orders will be issued on India at inland rates 
of eoiuiiii.ssion. lieuiittances by telegraphic Money 
Orders can also he sent on the ordinary conditions. 

FBOM ONE FIFLI) POST OFFICE TO 
A NOTH ER. 

What may bb Sent. 

Only unrogistered let ters, post-cards, newspapers and 
book-packets may be posted- at one Field Post Office for 
delivery from unothcr Fiehl Post Office. Full prepay¬ 
ment of postage is compulsory. 

OFFICIAL CORRESPONDENCE. 

From India to the Field must bo fully prepaid. 
Service parcels can bo sent. 

From the Field to India need not be stamped. Pos^ 
age at tlio prepaid rate will bo charged on delivery in 
India. Service parcels cannot be sent. 

From one Field Post Office to another will bo delivered 
free if properly superscribed and franked. Service 
parcels cannot be ^cnt. 

Service sUmps need not be carried by officers pro- 
I ceeding on Field service. 

POSTAGE STAMPS. 

Postage stamps, post-cards, and embossed envelopes 
can bo ptircliased at any Field Post Office. 

Officers Comuinnding British liegimeuts and Battones 
are looonimcnded t> provide themselves with a sufficient 
slock of 9-pies soldiers’ envelopes which are not sold at 
Post Offices and to replenish the stuck from time to lime 
through the Treasure Chest Officer. 

A. U. Fasshawk, Director-General of the Post 

Office of India. 

Calcutta, the 10th April 1891. 
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POSTAL NOTICES. 


Qauge Seadingt, 


H«iU for 


Datoof olooialt RdntobsrwMell 
■t Catontift. d«0|Mteb«d 


1891. 


Egypt, Snrope, Amoriea,CKpe 15tb April 
CulooiM turoutrh Uoitoii 
Kirgdon.. 

Ditto ditto ... 22nd 
Ditto (biiok-pukt oud pattom 2lat 
paokotaV 

Mauritiua, Mahd (Soycbollea), IStU 
Mnyotto, Noaai lj.r and 
Bdunion—8uj>|>k>niontary. 

Zanzibar, Mozambique, Dola- l5th 
goa Bay, Matal and Cape 
Culomua-Supplomontary, 

CeyloF, dtraitk iiettlemunU, 20Ui 
NetberUnde India, Labnan, 

Bankok (Siam), I’failippiiie 
Illands, Cbine amt Japan. 

Auitralia, Naw Zpalaud, and 20th 
Tnimaniz. 

Madras and Colombo ... 22ud 

Straits, China and Ja;Nin ... 16ih 

Koogoon and Moulmein ... lOtb 

Ditto ditto ... 17tb 

Akyab, Kyaukpyu, Sondoway IStb 
and Rangoon. 

Port Blair ... _ ... 2.'ird 

Itongoon and Moulmein ... 21»t 


PerP. AO. ataamer 
from Hombty. 

Ditto. 

Ditto. 

Ditto. 


Ditto. 


Ditto. 


Ditto. 

'er P. b 0. atoamer 
Mirtaporr^ 

Per »tr. iVingtang. 
Ditto Pulna. 

Ditto Paruw. 

Ditto JSiijilirale$. 

Ditto Maharani. 
Ditto C'auara, 


Bongea 


Bhogirati 
Jelinghi .. 


Uatabangtt 


bodlty. 

Date. 

Hour. 

Tiwght 

above 

Height 

Above 

nH«n 

sea 

luvel. 

i 

i 



A.M. 

Feet. 

Foot. 


Sahebgan] 

4-4.91 

6 

2*66 

Ori'84 

Below 

Rampnr Boalla 

4^01 

13 

1*26 

40*76 

xero. 

1)0. 

Entiunce of Blu- 






girati 

4^01 

7 

4*30 

49*C1 


Entrance of Bby 






ruli.Jelinghi ... 

4'4-D] 


0'42 



Entrance m Ua- 






tabnnga 

i-4-91 


4*62 



RiThampuT 

G.491 

12 


35 95 


KisUnaghur 

.3.491 


1*43 

Itr.il 


Hnrupgani 

4.4*91 

"ti 

l‘M4 

G*U 


Uanakbali 

4.4>Ul 

... 

1‘20 

13*06 



C. E. Liykbat, C.B., 
EnffTtf ^uddeij^ Mivers J)ivisio 7 tm 


Berhampope, tlio 6th April 1891. 


Nuddea Rivers. 


Sepori showing tho least depths of water for the week 
ending Fridapt the iOlh Ajiril 189J. 


The leltor*boY for inland articles ^Includin? articloa for 
Burma and Port Blair and for Ceylon b5' land route) will bo clooroci 
for the lost time for articlog without tlio late^fee at 7 P-M. preciioly, 
after which hour inland ietiors and papers fullv prepaid and hear¬ 
ing an Mitra posttice atamp of half-anna will ue reoeived up to 
7*a0 F.X. 

On the day of despatch of the Mail for Knrope, the letter-box 
for foreigrn articles will be cleared for the last time for artiolet with- 
oat the lato»fee at 8*30 F.M..I and late letfe a and papers will 
received up t.o 9 p.m. On other days tl<e lettor4>ox for foreign 
articles will be cleared for the last time for articles without the late- 
fee at 7 P.M., and foreign letters and papers fully propiid, bearing 
an extra stamp of four annas, will be received up to 7*30 p.m. for 
despatch by any Foreign Mails despatched the same night. 


E. Hutton, Presidency Postmaster. 
.General Post OfUcc, the 14th April 1891. 


Nanio of 
river. 


Beach of river. 


Kntrnnco from Osnges 

Th«m*o to ^urpur . 

Front Niirptir to .Tnngipiir ... 
Jiingipiir to Berliampur 
,t iterliauipur to Outwa ... 
,, Cutwa to Nuddea 

Rntrunre from Ganges 
Tliomu^ to Akrlgarij ... 
Akriganj to junction of fhn 
Hliyritb nnd Jolitighi 

Thminc' to Pntkabnri . 

l^ikaburi to Nuddoa. 

Kntra nee from Ganges 
'I honce W ('hiiypiira 
From Chnypura to Khikarpur 
.. Khikarpur to licmlta ... 
B<ailia to Cliun<langa ... 
Chtiadunga U) Kihsc'II- 
guuj and Uauskhah... 


Least 
depth of 

water Rsmabes. 
sound¬ 
ings. 


Kf. In. 

fi 0 , 

2 <1 Nimtet 

2 3 Kunoopore. 

2 0 I Palonparu. 

2 e Kc’tlolo. 

2 0 Doduoporc. 

G 0 

G 0 

3 C Kalmlanga. 

8 0 lialniisoi*e. 

S 0 JitfMire. 

0 (I Closed. 

0 2 ('hypura. 

0 G Megiiu. 

0 0 iltalepiira. 

2 G Seshnari. 

2 3 I Chspra. 


Nuddea Rivers. 


Gauge Readings. 


Report ehotoing the least depthe of water for the week 
ending Rridag, tk% 9rd April 1801. 


Name of 
river. 

Reach of rirer. 

Least 
depth of 
wator 
sound- 
iiigs. 

RjIMABXa. 



Pt. In. 


1 ^ 
1 i 

Entrance from Oanges 

Tbence to Nnrpur . 

Krom Nurpnr to Jungipur ... 
,, Juiinpurto Barhampnr 
„ Bernampnr to Cutwa ... 
„ Outwa to Naddaa 

4 G 

3 9 

2 6 

8 0 

9 

t 6 

Raiegungo, 

Kanonpore. 

I^itanpara. 

Kadoto. 

Patooly. 

f 

ks 

H 

•tii 

Rutrance from Qangei 

rhnuoe c<> Akrigani . 

Akrigan] to Junction of the 
Bb.vriib and Jelinghi 

Thence to Patkabari. 

Patkabari tp Muddea. 

« 0 

S 6 

S 6 

3 a 

8 

Chuck jahu. 
Luinagure. 
Badhanago e. 

- f 

. 

EnlMiiee from Qangei 

Tbeuoe to Chnypara .. 

Prom Chnypara to Shikarpur 
„ Bhikarpur to Boalia ... 
„ Boalia to Choadaw ... 
„ Ohnada^ to iTuura- 
gao] ABd HanikhMi... 

a 0 

0 8 

0 B 

0 0 

8 8 

8 8 

Cloeed. 

Chypara. 

Hegna. 

Pir^re. 

Boalmori. 

Ctutpra. 


I 


■< 

I 


b 

Bhagirati... 
J.lingbi ... 


Matabang. 


B.hebganj 

Uanipore Hnziia 
Entrance ol Bha- 
girati 

Bntrance of Bhy- 
rutojelinghi ... 
Entrance of Ha- 
tabanga 
Berhainnur 
K.iNbuaghnr 
HoroopgungO ... 
liauakbali 


Date. 

Hour. 

1. 

Height 

above 

mean 

sea 

level. 

5 

0 

M 

n 

n 

Pfi 

12.4-91 

A. M. 
6 

tSk« 

Poet. 

6.75 

Belnw 

11-4-01 

12 

1*8U 

40-14 

zero. 

Ditto. 

12-4.91* 

7 

8*60 ' 

48'Rl 


11-4-91 

... 

G'20 

44-00 


11-4-91 


4*48 



1.‘1.4.9I 

12 

1*<*»G 

85*46 


]n.4-0i 


1*4G 

10*36 


11-4-91 

"6 

2*02 

7*22 


11-4-l>l 

... 

2*C4 

13 49 



Fcbba CuANOBk Boss, Accountant, 
for Exe. Engr., Nuddea Rivers division. 

Berbsmpore, the 13lh April 1891. ti- 


A Manual of Tibetan, bei^ a Guide to th 

CoUo()uial Speecli of 'rfbot. in a zerioa of progrensiv. 
Ezerclsee, by Major T. U. Lewiu, v. R. a. a, of the Bengai 
Staff Corpe, Lato Deputy Cummuaioner ^f DarjeoUug. 
Price lit. 6 : postage, 3 annas. 

Copies are to bo bad at the Office of the Direeter of Publi. 
Instruetioa. , 
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BOOKS AND PUBLICATIONS 

fOB tALB BY THl 

^nDerinUnbent of 6oi)t. Bnnttn^, |nbts, 

8. HASTINQS STREET, CALCUTTA. 

All book* pnblUhed by the Superintendent of Oovernuieut 
Printing, India, can be purchased either directly or throngh tbe 
following or any otlier booksellers;— 


AaSHTS : 


CALCUTTA 
MAURAS 


Thacker, Spink A Co, 

... Higginbotham & Co. 

{ Thacker & Co., Ld. 

Kadliiibd Atinarain Sagoou. 
POOHA ... Cooper, Maddou A Co. 

NOTJOIC.—Books required for private aee only can he 
purchased. Applications should be accompanied by a re¬ 
mittance, unless it is wished that the books should be sent 
by oalue-payaHe post, in which case, besides the ordinary 
postage,an additional charge will be made for reoistraiiou 
and eommission. 

Books required for the vublie sereice should be obtained 
th-ough Local idooernments. 

The amounts within parenthesis are for packing and 
postage. 

LEGISLATIVE DEPARTMENT. 

[These books (except the (loncrol Acts for 1877 —84, and the 
North-Wostuf II Provincoa and Oudh Codes, of which no copies 
remain in atock) may be obtained from tlie OBlcc of tbe 
Superintendent of Quvcruinont Printing, No. 8, lliistiugs istroot, 
Calcutta.J 

THE INDIAN STATUTE-BOOK. 

Ksvireu Edition. | 


O—Statutes. 

Sup^ement to the Statutea relatinir to India, 

lool. Ri. 3 (6a.) 

M sceilaneous Works. 

A Dig'aat of Indian Law Oases ; containing High Court 
Rejiorts, 1862-1886, and Privy Council Reports of Appeals 
I from India. 1836-1886. with an Index of Cases. Com- 
piled under tho orders of the Goveriimcnt of India Lv 
JOSBPH Vkbii WooDiiAN, of the Middle Temple, Barrister- 
at-Liiw, and Advocate of the High Court. Calcutta. In 
five volumes. Super royal 8vo. Rs. 60 per sot; quarter- 
bound copies, lls. 55 (Us. 3-2); payable in advance, 

HOME department. 

O-azetteer of India, by w. w. HntiTBa 
(Rs 4-9) por's'et. 

Relations of the Government with thn Wiii 
North-East Frontier of Bengal 

History of. By Alki. Maokbnzib, B.C.S, Suncr 
royal 8vo, fuU cloth. Rs. 6 (8n.) “ onptr 

Report of the Indian Factory Commission an- 
Seotember 1896 undertK?dera 
the Governor-General m 
Appendices. 


Super royal Sro. cloth, lettered, 

A—General Acts. 

The General Acts from 1834 to 1880. revised 
edition, 1887. Ks. 8(12a.) 

The General Acts from 1867 to 1876, revised 
odition, 1887. Us. 8 (12a.) 

The General Acts from 1877 to 1881, edition 
1884. Rs. 8 (8a.) 

The General Acts for 1882, edition 1885, Part I (con¬ 
taining Acts 1! to XII, both iiicliisivc). Rs. 8 (8a.) 

The General Acts from 1882 to 1884, edition 1885, 
Part II (containing Act XIV and following Acts of 1882 
and tbe Acts of 1883 and 1884). Rs. 8 (7a.) 

The General Acts from 1885 to 1888, edition 

1880, with fnll Chroiiotogical Tables showing all Acts of 
the Uovcrnor.Qeiicral in Council from 1834 to 1888. with 
their repealing and amending enactments. Rs. 8 (Ca.) 

Civil Procedure Code, Act No. 14 of 1882, in Urdu. 
Super-royal 8vo., paper cover. Re. 1-6 (6n.) 

Criminal Prooeaure Code. Act No. lo of 1882. in 
Urdu. Super-ioyal 8vo., paper cover. Re. 1-4 (6o.) 

B—Local Codes. 

The North-Western Provinces Code, 1886, 

revised edition. Rs. 8 (12a.) 

The Oudh Code, 1886, revised edition. Rs. 5 (6a.) 

The Madras Code, 1888, revised edition. Us. 8 (10a.) 

The Punjab Code, 1888, revised edition. Rs. 6 (8o.) 

The Bengal Code, 1889-90, revised edition, Vol. I 
containing the Bengal Regulations, the Local Acts of 
the Ooveriibr-aciieral in Council and the Regulations made 
under 33 Viet., Cap. 3, in force in Bengal, with Chrouo- 
logieiil Tables and an Appendix sliowing the enactments 
locally notified under the Scheduled Diatricts Act. 1874 
Hi. 8 (10a.) ' ‘ *• 

The Bengal Code, 1889-90, revised edition, Vol. Ii • 
containing tbe uurepealod Acts of the Lieutenant-Governor 
of Bengal in Council, with a Chronologies! Table and an 
appendix showing places in Bengal in which certain of the 
Acts have been brought into force. Es. 8 (Ro. 1). « 

The Buniia Oode, 1889, revised edition. Rs. 6 (8a 1 

The Beluchistan Code, 1800- Rs. 4-8 (6a.) ' 

The Central Provinces Code, 1891. revised edition. 

Ai. 5 (oa.) 

The Ajmere Code, 1879- Rs. 8 (6a.) 

The Bombay Oode. 1880. Bs. 8 (I2a,) 

The Ooorg Code, 1880. Be. 2 (Ca.) i 

Under preparation. 

The Assam Code. 

and Oudh Codes, 


REVENUE DEPARTMENT. 

A Diotionary.'of the Economic Products of India. 
Bt Dk. Geo. WATT, C.l.E. 

Keporter on Beonomic Products. 

I Published under the mitliority of the (Jovornment of India in 
the Kcveime and Agricultural Dcparlmotit. 
llio first four volumes of this woik are now ready for 
iBsiie, and intending snbgcrihers are invited to register 
their names with the Superintendent of Government 
Printing, Calcntta. 

Tim pnee to suhsci ihers will he in India Rs. 30 and in 
Kiiglimd 2 guiuciis, payable i» adrance, for (he eoin. 
rtote set. All extra charge for jincking and postage will 
be niailu for Uio set—in India, at Saunas mr volume, 
ami lor England at 2 rnpees 6 aiimisper volume. 

For copies bound in half culf or Imlf mornren, Rs. 6 .and 8 
sliillings respectively will he cliargcd extra for the 
whole sets, 

utw be issued to no«.suhsc.rihers till the work is com- 
Ptele, audno stnuleridniiie jvill be told si fuiratclu. Ihr vr!rs 
‘gfi<;ii-'>f‘s<-rders wilt be Us. « in Judh., ami a guioe^ in 
rru tiarking and postage. " costa 

■^“®«.. Jaunpur. with Notes 

Oil ZiifarabuG, hu1iut‘!M:iliet, uitd other pLiees in the N VV 
1. and Oudh. By A. FrnKKii. J>l.. !>., pUli drawings and’ 
nrcbitcetnral de ' “ - ^ 

Rs. J6 (Ite. I.) 

Corpus Inscriptionum Indicarum, Voi i, Inscrin. 

turns of Asoka. By A. CeiiKiNauAM, c.fl.i. Sum.,, rov-l 
4to,olotb. Rs. 7(12a.). ’ royal 

Corpus Inscriptionum Indicarum, Vol. Ill, Inscrip- 
tioiis of the caily Out,la Kings and tliuir sneecssors. By 
J. I'^lutKBT, C.l.E. Super royal 4to, eloth. With nlatcs 

Rs. 26 ; without plates, Rs. 15 (Re. 1 - 8 .) ** 

Epigraplna Indioa.and Record of the Archseoio- 
gioal Survey of India. In quarterly Parts. Edited 
by Jambb Bpeqbss, LL.U., C.l.E. Parts I to VI now 
a X S?''®'"- f** 3 <3«.) each part. 

Art-Manufactures of India, being a brief account of 
the most important art-mauufacturcs of India. Bv T N 

MtritnABJi, F.L.S. Demy 8vo, cloth bound. Bs. 3 (5a 1 
Indian Museum Notes— ' 

Vol. I, No. 1.—Notes on Indian Insect Pests. 

Vo . I, No. 2.--Notes on Indian Economic Entomology. 

Vol. I, No. 3,—Silkworms in India. 

Vol. I, No. 4.—Notes on Indian Economic Entomology. 

Kpyal 8vo-. jtapor govor. Be. 1 (2a.) each number. 

SUM in India. Some account of. By J. GHoasBeA*. C.8. 

_ Super royal 8vo, boards. He. 1 (4a.) 

Wild Silks of Indisa-lTand-book of the eollcction iUns> 
trative of the, in the South Kensington Museum, with a 
catalogue of the collection and numerous illustrationa 
Wabdlb, Koynl 8vo. boards. 18a. (2a.). 

FOREIGN DEPARTMENT. 

I Just published. 

History of Services of Officers holding ga¬ 
zetted apporntments under the Forefim 
Department. Cmrected to lit July 1890. HoyS 
8vo, limp cover. 12a. (a3.). ^ 
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Western Tibet: A Practical Dictionary of the 
bun^iagc and Customs of the Distriets included in ihe 
Lad&k Wnzarat. Hy Captain II. Uamsat, Political 
Agent and Joint Commissioner in lludak. Koyal 8vo, 
cloth. Bs. 2) (Co.) , X, . 

The Hunza ana Nagyr Handbook. Berner »« 

introduction to a knowledge of tho Language, llnce. iind 
Countries of Hunza, Nogjr, and a part of Yadn. Part I. 
By O. W V. Lkither. Super royal 4to, cloth. Ks. 6 

O*® ! ) ^ j 

Selections from the Letters, Despatches, and 
other State papers preserved in the Foreign 
Department of the Government of India, 
1772-1785. Kdiu'd by Oiso. W. Koiibbst, B.A. In 
throe volumes. Price per set. Bs. 12 (Re. 1-12). 

Mission tolTarkund. Report of a, in 1873, wit! 
photographs. Bjf SXR T. B, PORflyTH, K.C.S.I., C.B 
Demy 4tn, fall cloth. Ks. 12 (Be. 1). 

Western Yunan. Report on the Blxpedition to, 
pid Bhamu, 1871. By John Anhkuhon, M.D. Supoi 
royal 8vo, full cloth. Ks. 4 (8a.) 

FINANCE ANDOOMMEROB 
DEPARTMENT. 

Civil Service Regulations, embodying the Civil Pay 
and Acting Allowanc,?; Leiivej Pension; and Travelling 
Allowance liognhitions. Pirst edition, corroetod to 1st May 
188R. Super roval 8vo. cloth. 118.4-8 (10a.) 

Aist fj/* Corrections to tho ahore arc snpptiett per annumforJts. 2 

Light-houses and Light-vessels in British India, 
List of, up to end of 1880, 10th issue. Super royal 8vo, 
stiff cover. H 1 (2 a.) 

Civil Account Code, Volume 1, Part 1. Fourth editioii 
corrected to 30th Juno 1880. Super royal 8vo, boards 
lie. 1 (4a.) 

Corrrrli'ons to the ahore are sold at la. per list. 

J‘art J contains atl that is generally useful to the Puhlic 
Pari II is for the guidanee of Treasury Cipeers. 


MILITARY DEPARTMENT. 


Indian Army LiBt> piibltBlied every quurtcr* Super royal 
tivo, paper cover. I'rico lU. 3. (Hy post Us. 3*7.) 

«ar Ovpinf) fo Ihe increase in ihe bulk of ihe wete Indian Jrmy List 
bp the ineorjwration of a laroe portion oT the liomhop and Madran 
j4rmp Lists, it is ordered bp the MUi/arp Department that the pries 
of the pnhlieniion he raised from Its. ^ to Ks. S, or Ks. .*(‘7 l>p post- 
'papahle in adoauee. This urder wiU take ejfccf from the "ist of April 
IKliU. 


Army Regulations (India). Royal 8vo, full cloth— 
Vol I.—PAY CODK. Part I. For British Troopa 
Rs. 3-8 (10a.) 

Vol. I.—PAY COUK, Part 11. For Native Troops. 


lie. 1-la (Ca.) 

Supplement to above, Fund Regulations. Rc. 1-8 

(2a.) 

Vol. II.—DISCIPLIKE. In two parts, interleaved. Rs. 3 
each paTt(8a. each). In one volume, not inter¬ 
leaved. Us. 4-8 (10«.) 

Vol. III.—EQiriPM KNT, interleuvcd. Bs. 4 (12a.) Out 
of print. 

Vol. TV.—Part II.—ORDH ANCK STOliES. Bo l-S (6a.) 

Vol. V.—COMMISSARIAT TRANSPORT. Part II. 


. Re. 1-8. (4a.) Out of print. 

Vol. Vt.-MEDICAL. . Rs. 2 (lOo.) 

Vol. vn.— DRESS. Rs. 2 (6a.) 

Vol. VUL—VETERINARY. Be. 1 (4a.) 

Vol X.—Part 1—PASSAGES—Sou. Ro. 2 (4o.) Intor- 
lonved. Us. 2-8 (5a.) 

Vol X.—Part 11—PA8SAOES—INLAND. Rs. 8 (6«.) 
InterleaviHi. Rs. 3-8 (7a,) 

Vol. XL—CLOTH INO. Part I. British Troops. Ra. 2(5a.) 
Military Account Code, 1890. Sopor royal 8vo, 
hoards. Rs, 3 (10a.). 

ClaasiSed List and Distribution Return 
of the establishment of the Military Works 
Department, corrected to Slot DcccmI.cr 1890. Royal 
8vo., paper cover, 4a(lrt.) 

MARINE SURVEY DEPARTMENT. 


Sailing Directory, Part I : India, Africa, and South 
America, with Charts. By Covkansbk A.D. Tati.ob, I.N., 
F.B.G.8. Super royal Svo. cloth. Bs. 16 (12a.) 

PUBLIC WORKS DEPARTMENT, 

P. W. D. Code, Vol. 1. General Regnlations, 6th edition 
Royal Svo. Ks. 8 (6a.); interleaved, Rs. 3-12 (10a.) 

P» "W. D. Code, Vol. III. State Railways under Constme. 
tion, drd edition, 1887. Royal Svo. Ks. 2 (4a.); inter¬ 
leaved, Rs. 2-8 (6a.) 

P. W. D. Code, VbL IV. Accounts of Open Lines of State 
Railways, 1884. Royal Svo, foU cloth. Bs,3 (6a.): inter, 
leaved, Rs, 8-12 (lOa.) 

P*W. D. Ood®, Vol. IV. Accounts of Open Lines of 
State Railways. Chap. I. —Earnings. Royal Svp, bosurds 
ISa. (8a.) { interleave, 14a, (4a.) 


P* W. D. Code, Vol. VI. Tables of Salaries. Rot-al Svo. 
Us. a (Sa.) 

•*« The abotie volumes are in super rouai Svo, futleloth. 


t* orme rererred to in the P. W. D. Code- 

l*wt if ]*-onus i to 461i. i$kCt*uutitR of Siih'diviHionul 
Ofilccrs and Execulivc Engiucors. Foap., hoards. Rs. 4 
(llo.) 

Part IIA, Forms 46 to 100. Accounts of Examiner's Office. 
Fcap., boards. Rs. 4 (12a.) 

Part II it. Irrigation Forms. Fcap., hoards. Rs. 3(7a.) 
Part Ilf, Mi«cclliiiieons forms 106 to 147. Law Forma A 
to Q. Rs. 3 (7a>. 

Railways in India, Administration Report on 

the, for 1880-81. Fcap. Rs. 2 (8a.) For 1883-84. I'art I, 


Re. 

Ke. 

Re, 

Ho. 

Ke 

Re. 

R.‘. 


(3a.) 

(3a.) 

(3a.) 

(3«.) 

(3o.) 

(r.a.l 

(5a.) 


Part 11, 
Part II, 
Part 11. 
Part II, 
Pan II. 
Part II, 
P.ut II, 


lis. 2 (10a.) 
Rs. 2 (Ha.) 
Rs. 2 (8a.) 
Rs. 2 (8a,) 
Rs. 2 (Ha 1 
Ks. g (8a.) 
R.S. 2 (8a.> 


For 1881-85. Part 1, 
For 1886-86, I'urt I, 
For 1886-87, Part I. 
For 1887-88, Part I, 
For 1888-80, Part I, 
For 1880-90, Part 1, 


The ahove are some of (ha most important. 
licathns avaifahln, C(*nipiJvta Cntirloifiifs of atl hunks 
kept in stock can he had fne if rhartiv i>n upfdivalinne 


Notice. 

Notice in horohy frivcii iliai tlio terms for tho pnv( )ia.« 5 o of 
XmblieationH from tlio lioiijral Sccrebiriiit I’rows, o^voi'nl ,/J»r Itoveru- 
ment oHic(H or ofliocs uiuli*r tlio ooiUrul of (tovorai>M*M»t ('Hiror?*, 
arc «trir<ly crfI), ami on no oflior terms will any )>uf>lu';ttion ho 
siipplic'l, or advcrtir«omciit, nutifo, &o., insortoil iu i ii|^t r of tlio 

(JllZOtlOH. 

Ill tho caso of in5«olvoney r.oliVo.M, on.sJi nnist 1 k^ acnl u itli Htirli 

notices when forwardtul by Mofu.ssil ctinrls or ofHooH, ami for Ihoso 
forwarded ))y tlio OlTicial AsHin'iioo oussh must bo paid gu ja-oKmita^ 
tioii of mornorandmn uf uo.st by tho Ai-countaut and Treasuror, 
Secretarial. 

lit initl uncus in ptistapTo stampK sbonltl bo aerompaniotl liy an 
aduitiou of ono auua in tbu nqioo on ucconut of discount. 


Apjdioaiion.s for Aols of tlio MoiifTal Ijcj^ndativo Coniudl 
rof|ujrod on tho srrvico Mhould be addiVK'^etlto tho llicuis- 

TMAii, Ollioo of tho liO'd^'iativo Doji.irtmont. (lovornrnont of iinufah 
('opies are available for pnivlui.so at Messrs, 'I'iiaokku, Stjnk 
AND Co., (bivcrauieitl !*laoo, Caleiitla. 


Notice. 

77,r 20)/,. Miirrt. 18^(1.—The snliseripli.>ii to, and postage for, Ihe 
Calcttfto ttiicittc will hoiioofoi'lh boat the foJlovvino raU-.^, payahio 
in advauco;— 

I'or the Mof'esitil. 



J*oramium. 


IVr annum. 


Ka. 

A. 

1'. 


Its. 

A, 

J’. 

Entire Gftr.otlo 

• • a 1 

0 

0 

P.-trLs* Til, IV. 

V, 



l‘oHtjijjro 

• at 0 

0 

0 

nnd VI 

... 5 

0 

0 

Su)i}tloi))C'nt. 

ti 

0 

0 

Post;\};o 

... 2 

8 

0 

l\lHbl}J(0 


0 

0 





PartH J or J1 


0 

0 

Per a copy- 

_ 



Postage 

2 

s 

0 





lA 

() 

0 

0 

JCiiiiro (biwtto 

... 0 

8 

0 

P- ftlatro 

1 

12 

0 

IN *.st:»t*o 

... 0 

2 

0 

Prtrt TH 

3 

0 

0 

8u|>plomout 

... 0 

4 

0 

PostllffO 

(> 

0 

0 

Pof'ta;.jo 

... 0 

1 

0 


Parts I, I A, IR, II. III. IV, V, an,l VI ns also irajiorlant roh-s 
anil exlraiftn, 1 niiiia for 1 shei-ls or iiiidor, with an additional 
chargu of 1 aima for every i shoots iu oxcos.s of 1. 


Po.stago ono anna. 
for Viilaitta, 

Tho same rates as those for tho Mofussil, with tho exception of 
tho charge for i>ostngo. • • 

* Containing tho Acta and Hills of tho Logislativo Councils,of 
India and lioogal. 


NoTK —Rato for advortiaomonts iu tho Calcutta Oaccllc— 

Poll page, per iasuo ... ... Ra. 20 

Half ,. „ ... ... 10 

Casual arlvcrlisemcnts, 4 annaa |K)r lino. 


Notice. 

It U hereby notiGod, for gi'ocral information, that aubaoripiioa .« 
to the comrdoto acriea of the Indian Tiaw Hoporta shoold bo regia- 
torod during tlio Grst tbreo owintha of each oalondar year. 8iib- 
seribers ore' tlicri'foro roipiostod to aond in thoir aobseriptiona for 
tlio eoniplcto serioa before tho 31st Muruh in each ,vo«r. Thoao 
who ro'ostur their naniua after that date will unuor^iiid that 
opios will he auppliod only if avuilablo, 

Sli. "UMi of Booka avuUaUe for aale at tka Baoxetartat 
VreBB will in fatnx. ba wtbUshad one. only in aaob month. 

Spare oopiaa of tho Zdot wiU, howavar, ^ kept in 
otook ready for isana on raoaipt of appUoationB for tbaa 
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List of Books for sale at the Library cf the Asiatic Society 
of Bengal, No. 57, Park Street, Calcutta, and obtainable 
from the Societfs London Agents, Messrs. Trubner and 
Company, 57 and 59, Ludgate Hill, London, E. C. 

BIBLlCrrUECA INDICA. 

SafuirU }5«riet. Es. A. 

Advnitn Brahma SuWhi, fasc. I—11 ® / 6 / each 0 12 

Atjni I’liraiia fHatw ), faxc. II—XIV / 6 / each ... 4 14 

Anil Uliaxhyam, fosc. 1 .. ... .. ... 0 6 

Aitiroya Ai-nnyaka of tlio Big VoJa iSans.), foso. I—V @ 

/(>/caiih ... ... ... ... 6 0 

Anhori.sni!< of fiiiiililya (Eng.), faa1 ... ... 1 14 

Ai>horisiu.s of tho Vofianta (Saui).), fuse. Ill, Y—XIII @ /6/ 
each .. ... ... ... ... 3 12 

AxhliLsAlisrilca rr.ajnit piirumit.'t, fane. 1—VI at /O/ each ... 2 4 
Asvaluyana (Jriliya Sittra, fiiHo. JI—IV («)/!/ ... ... 1 2 

Asvaviviilyaka, fasc. I—V@ /6/each.-. ... 1 hi 

Av.aihtna Kalpaluta by Ksbomoudra (.sans, anil Tibetan) 

Vol. 1, fiwc. I ... ... ... ... 1 0 

Bh.'tm.aii (banjL), faao. 1—VIII @ /O/ each ... ... 3 0 

liruiiina Hiitr^ Eng.), faac. I ... ... ... 0 12 

l■riha(lharala T’urilnam, faac. I . ... ... 0 6 

Briimt Aranyaka UimnUhail (Sans.), a o. VI, VII and 

IX (til /G/ each ... ... ... ... 1 2 

Ditto I Eng.), fasc. 11 — 111 frt)/fi/each ... 0 12 

Brihat Samhitii (Sans.), fasc. I—III, V—VII («), / 6 /each .. 1 II 

Cliaitanya-Ohandrodaya Niitaka (Suns.), fasc, II—111 (<5 / 6 / 

each ... ... ... ... ... 0 12 

Cliatiirvarga (Ihintainani (Sana.) Vols. I, f^pic. 1 —11 ; II, 

1—2.0 ; III, I’art 1, fasc. 1 -18,1’urt II, lash. 12,® j6/ 
each . ... ... ... ... 21 0 

Ohhitndogyri IJjianiahad (Eng.), fnao. .11 .. ... 0 0 

DaaariijKi, faao. II and 111 (»'/iJ/ ... ... ... 0 12 

Ucbliillya (Iriliya Siftra (.-sans.), fasc. 1—XII @ /O/ each ... 4 8 

Hindu Aatronomy (Eiig.), faac. 1- III @ .' 6 /each ... 1 2 

Khlannidhaha (Sans.), fasc. 1 and 1V / 6 /each ... 1 8 

Kiltantra (SiULs.), fuse, 1—VI @/12/each ... ... 4 8 

Katbn Sai'it S-Ogara (Eng.), fasc. 1-XlV @/12/ each ,,, 10 8 
Kanshitaki llrubrnan Up.aiiisliadH, fasc. II ... ... 0 6 

Kiirma I'urana (Suns.), fasc. f -Vfll (i? /(I/each ... 3 0 

Lalibl-Vistura (SaiiJ.), fasc. 11 —VI (w '(>/ ... ... 1 14 

Lslita-Vislnia (Eng.), fasc. I 1 1 1 iS , 12' each ... 2 4 

Madaua I’ltrijiita (Sana ), fasc. I--IV (Wl/ 6 ,'each ... 1 8 

Maniitikii Sangraha (Snn.s.), f.iac. f - II (SJ /li/ each ... 0 12 

MArkamloya I'unitia ( 8 an.s.), fasc. IV—VII ®/(>/each ... 1 8 

klArkandcya I’liJ-Ana ^Eag.), fasc. I ... ... 0 12 

kliiiiainsa Daraana (Sans.), fasc, IJ-—XIX @ / 6 /each ... 6 12 

Niirada I’aiiclianitra (Sans.), laac. IV ... .. 0 6 

Wltrada Snii'iti (Sans), fnac. I and III (j) / 6 / ... ... 1 2 

NuyavArtikam iSa'ia,). fuse. I ... ... ... 0 6 

Miriikla (Saus.), Vol. 1, fasc. l~fl ; Vol. II, fasc. 1-0; 

Vcl. Ill, fasc. 1—0; Vol. IV, lose. 1—@/O/each fasc. 8 10 
Nitisiira, or Tho J'lloinoiits of Tolity by Ivaiuatidaki (Sana), 
fas.-. 11-V @/ 0 / 9 ach ... ... \ 8 

b yitya Dorsnua (Sana.), fasc. Ill ... ... ... 0 6 

NyAya Kusaiiutnjali Prukaraiiam (Sana.), Vol. I, fasc. I and 

II 0 ,(0/ each ... ... ... 0 12 

Parisisiita IVrvan (Sans ), fasc. 1 -IV ® /O/ oacb ... 1 8 

PingaUi ChliandaU Sutra (Sana.), fasc, II - 111 ® /6i each ... 0 12 

Brithiritj IKisau (Bans ), Part I, fasc. 1, Part 11, fasc. 1— 

V (A)/(!/oiuih ... ... .. 2 4 

Ditto (Eng.), Part II,fuse. I ... ... 0 12 

PrAUrita Tjakshanam (Sana. I, fa.se. I ... ..18 

ParAsara Siiiriti (Sans ), lose. I —VII @1 /■>■' each ... 2 10 

ParAsara, I natitutos of (English) ... ' ... ... 0 12 

Brauta SAtra of Apaatiiiuba (Sans.), fuse. 1—XII @/O/each 4 8 

Ditto AKTiiUvana (Sana), fasc. 1—Xf fih/(!/ouch 4 2 

Ditto DatvAyana (Saiis.), fasc. I—IX ®/()/oach 3 6 

Ditto SA-ikliayaua (Sana, i, fa.se. I—V tgi /(!/ each 2 

Hama Veda SamhitA (Sana), Vols. I, fasc. 2—10 ; IJ, 1—6 : 

III. 1—7 ; IV, 1 -6 ; V l— 8 @ / 6 / 0 . 10 I 1 fasc. ... 1.8 8 

Bankhya Sittra Vritta (Sana.) faao. 1 and H @/G/each ... 0 12 
Bahityu Darpanii (Eng.) fa.se 1—IV @ 1 / 6 /each ... 1 8 

BAiikliya Aphorisms of Kupila (Eng ), fasc. 1 and IT © /o/ 

each ... ... ... ... ... 0 12 

Sarra Dorsnaa Sangraha (Sans.), fasc. II ... ..0 6 

Baukara Vi.iaya (S.aiis.), fuse. 11 and 111 0% / 6 / each 0 12 

Baiikhya I’ravacbunit Bhusbya, fuse. Ill (English preface 
odiy) ... ... ... 0 6 

Hri Bliiishyam (Sans.), faao. I ... ... ... 0 g 

Susruts SamhitA (Eng.), fasc. I and II (3) /12' each 1 8 

Taitliriya Aranya (Sana), fasc. I—XI A>/each ... 4 2 

Ditto BrAhmana (Sana), fasc. I—XXIV @/ 6 /each ... 9 0 

Ditto SamhitA (Sana), faac. II - XXXIV (@/H/eich ... 12 0 

Taittiriya PrAti.a.Akhya (Sana), foso. 1—III foi /o/ each ... 1 2 

Ditto and Aitoreya Upauishoda (Sana), faao. II and 
III , 6 / each ... ... ... « 0 12 

TAndyA¥rAhniana(Sans.), faac. I—XIXat/ 6 /oaoh . 7 2 

Tattva ChintAinaiii, faao. 1--X (Sana) @ /«/ each . 8 12 

Tul’sl SatW (Sana), fasc I .. .. 0 2 

Uttora N.aiahadha (Sana), fasc. Ill—Xlt @ / 6 / each 3 18 

UvAsagadosAo (Sana), faao. I—V (g/ 12 / ... 8 12 

VnrAha PurAna (Sans.), faac. I—VIU @/ 8 /each 3 0 

VAyu IhirAua (Sana), Vol. I, fasc. 1—6 ; VoL II, faao.’ 

1—7 @ / 6 / each faao. ... ... 4 

Vidmu Smriti(Sana), fare. I-II ^ 8 / 6 /each ... ■ ” 0 12 

VirAdAratnAkara (Sana), fasc. I—VII / 6 / ... 2 16 

VrihaunAradiya PurAna (Sana), fasc. I—V ® IGI 1 14 

Yoga SAtra of Patoniali (Sana. & Kng.l. faao. I—T a nit 


Tibetan Soria. 


Sher-Phjfin, fare. I - II ® /!/ each 
Ktogs hrjoA cfpag 6saip Akhri Bill (T 
Aloiugimamah, with Index (text), 


pog 6sam Akhri Bill (Tibetan and Sana.),fore. I 1 0 
ih, with Index (text), fasc. I—XIII ® /6/eaoh 4 14 


Arabic and Perduii. Seria. 

Afn-t-Akbari (text), fare. I—XXII ® 1/ each ... ... 22 

Ditto (Eng.), Vol. 1, fasc. 1—VII ... ... 12 

AkliarnAinah, with Index (text), fare. I—XXXVII ® 1/ 
oaeft -. ... 87 

BAdshAluiAmah, with Index (text), faao. I—XIX @ / 6 / each 7 
Beale’s Oriental Biographical Dictionary, pp. 291, 4to. ... 4 


I-IV ®/I9/each ... ... " ... 3 Q 

FutAh-nl-SIiAm Wuqidi (text), fare. I—IX @ / 6 / each ... 3 6 

Ditto AzAdf (text), fa.se. I—IV @ / 6 / each ... 1 8 

Haft AamAn, Hi-story of tho Peraiau Mansawi (text), fare. I 0 12 

History of tho Caliphs (Eng.), faso. I—VI @ ti‘2/ each ... 4 8 

l<ll>Aluamah-i-.]ahangiri (text), faao. I III @/ 6 /each ... 1 2 

Isabuh, with Suu|>loiiient (text), 49 fiac. ® /12/ each ...“36 12 
Mattair-ul-Umora, Vol. 1, fuse. I~IX ; VoL II, fuse. I—V @ 

/ 6 / each ... ... .. ... 4 5 

MaghAzi of Woqidi (text), foso. I—V @ / 6 / each ... 1 14 

Munl.ukhab-ul.TawArikli (text), fn.so. I —XV @ / 6 / each ... C 10 

Muntakhab-ul-TawArIkh (Eng.), Vol. II, fuse. I-IV (§ /12/ 

•- ... ... ... 8 0 

Muntakhab-ul-Lulvib (text), f.asc. 1 XIX @ / 6 / each i.i 7 2 

Mu’asir-i-’AlamgIrl (text), fasc. 1—VI @ /(it each ... 2 4 

Nokhl>at-ul-l''ikr (text), fasc. 1 ... ... ... 0 6 

NizAnil's KhiraduAmah-i-lakandari (text), fare. I and II " 

/ 12 / each ... ... ... ... . 1 

BuyAty’s Itijan, on tho Exegetie Sciences of tho Koran, 
with Sui.plomont (text), fasc. II—IV, Vll—X, @ 1 /each 7 0 
TubaqAt-i-NAsiri (text) faac. 1 —V ® /()/ each ... . 1 14 

,.^*'■'1° (Kng.), fasc. T—XIV @/12/each !.! 10 8 

Tiirlkh-i-PirAz Slialii of Ziaa-al-din Boriu (text), fuse. 

I- Vri (r/)/ 6 /oach " ... 2 10 

TArfkli-i-Baih.aqi (text), faac. I—IX at / 6 / each ... 3 6 

TAriliifhikh-(-Flims, of Slmma-i-SirAj A (If (text), fase. I—IV 
(<»} / 6 / each ... 1 5 

W/s o rUiinlo (text), ftisa I—V /O/ each .*.*! **’ 1 14 

Zafamaumh, Vol. 1, fasc. 1—9; Vol. II, fasc. 1—8, @ /(3/ 
oac.'- 6 6 

ASIATIC SOCTETV’S I’UBLTCATJONS. 

1. Asiatic Ukheaiichks, Vds. VII, IX to XI, Vols. XIII 

and X V11, and Vol,a XIX and XX ® 1 0/ each ... 80 0 

Ditto, Index to Vols. I-XVIII . ... 5 0 

2. PnocBKUi.'ms of tho Asiatic Society from 1.S65 to 1869 (inol.) 

@ /■)/ per Nil. ; and from 1H70 to date @ / 6 / per No. 


itll >'S), 1881 (7). 1882 ( 6 ), 1883 (S), 

1884 (0), 1885 ( 0 ), 18.86 ;8), (u^ \j |)or No. to subscribers and @ i /8 
por No. to non-Kulmoribora. 

N. Jit/urc^ encUMed hi hi^nchi’tn yivc iJie numher of in 

vaK'k Volnme. 

4. Contoiiary Review of tho Bosoarchoa of tho Society 

from 1874 -18s3 ... ... ... 3 0 


Yoga SAtra of PataiyaU (Sana. & Kng.), faso. I—V 
The same, boimi in (doth* 


a /i4/ 


Asiatic Society (Extra No , J. A. H. B., 1808) ... I 

Catalogue of Mammals and Birds of Burmah, by K. 

Blytli (Extra No., J A. S B,l875) ... ... 3 0 

Skotch of tho Turk! Language aii spoken in Eoatorn 
Turkestan, Part 11, Vocabulary, by 11. B. Shaw 
(Extra No J. A S. B., 1878) ... ... 3 0 

Introduction to llio .Vlnithi(i Language of North Bih^, 
by G. A. Oriorson —Part 1, Grammar (Extra No. 

J. A. S. B, 1880) ... ... I 8 

Port II, Chrostomathy and Vocabulary (Extra No., 

J, A. S. B.. 1882) ... ... 3 0 

6 . Ams-ul Musharrabin ... ... ... 3 0 

6 . Catalogue of Fossil Vertebrata... ... ... 2 0 

8 . Catalogue of the Library of the Asiatic Sooloty, Bent^ 8 8 

9. Axamiimtion and AuaJyRif} of iUo Mackenzio Manu* 

scripts by tho Kovd. W. Taylor ... 2 0 

10. Han Kooug Taow, or tho Borrows of Han, by J. 

Francis Davis ... ... ... 1 8 

11. IstilAhAt-us-sAffyab, edited by Dr. A. Sprongor, 8 vo. 1 0 

12. IiiAyah, a Comniontary on tho HidAyah, Vela II and 

IV @ 16/ each ... ... ... 32 0 

18. JawAmi-ul-'ilm ir-riyAzi, 168 pages with 17 plates, 4to., 

Part I * • ... ... .. 2 0 

14. Khi^nat-ul-’ilm ... ... 4 3 

16 . HabAbhArata, Vola III and IV @ 20/ oaoh ... 40 0 

16. Moore and UowitMb's Descriptions of New Indian 

Lepidoptera. Parts I—III, with 8 coloured plates, 

... @ ••• ••• 18 0 

17. Parana Sangraha, I (Markandeya I’urana), Sanskrit ... 1 0 

18. Sharaya-ool-IslAm ... ... ... ... 4 0 

19. Tibetan Diotiouary by Caonm de Kotos ... ”. 10 0 

20. Ditto Grammar ... . ... ... g C 

81 Vuttodaya, edited by Lt.-Col. G. B. Fryer 1.! 2 9 

Notices of Sanskrit Manuscripts, fasc. I—KXIII & 

1 / reoh ... ... ... 28 e 

Nepalese Buddhist Sanskrit Literature by Dr. B. L. 

Mitra ... ... ... ... ... g (j 

i ^ ohaquM money-orders, in, must be made payable 

to the “ Treasurer, Asiatio Booioty ” only, » 
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GOVERNMENT OF BENGAL. 

LEGISLATIVE DEPARTMENT. 


[Third Publication.] 

Tau following Act, passed by the Licutenant- 
Governor of Bengal in Council, received the 
assent of His Honour on the 16th March, 1891, 
and having been assented to by His Excellency 
the Viceroy and Governor General on the 23rd 
idem, is hereby published for general informa¬ 
tion 

ACT No. I OF 1891. 

An Act to amend the Fuhlic Demands 
Mecovery Act, 1880. 

Wbbbbas it is expedient to amend the Public 
Demands Recovery Act, 1880; It is hereby 
enacted as follows :— 


1. This Act shall be read with, and taken as 


CoDstruction and com. 
mencoment. 


part of, the Public Demands 
Recovery Act, 1880 j and it 
shall come into force from 


the date on which it may be published in the 
Calcutta Gazette with the assent of the Governor 


General. 


2« In section seven for “ the Collector of the 
Amendment of section 7. district ” read *• Collector". 


3. All certificates made before the passing of 
this Act under the provi- 
m^o’byl’oiiocton'*^^*" sious of section seven of the 
Public Demands Recovery 
Act, 1880, by a Collector as defined in section 
four of that Act, shall be as valid as if made by 
the Collector of the district. 


Calcutta ; 

The ZQth March 1891. 


} 


0. H. REILY, 

Assistant Secretary to the Govt, of Benfal^ 

Legislative Departimi^*^ 
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UBBRALITY OP RAJA NILMONI SINQ l>EO, ZEMINDAR OF PAOHBT. * 


No. 601, dated Calcutta, the 2nd April 1801. 

From—II. J. S. Coiton, Esq , Secy, to the Govt, of Bengal, Municipal Dept., 

To—The Commissioner of the Chota Nagpore Division. 

I AM directed to acknowledge the receipt of your letter No. 342LP>.« 
dated 24th March 1891, in which you report that, in lionourof the visit of the 
Lieutenant-Governor to the Purulia Municipality last year. Raja Nilmoni Sing 
Deo, zerpindar of Pachet, has made a gift of Rs, 5,000 to the Municipality to 
he expended in the improvement of the water supply of the town. 

2. In repU', I am directed to request that the thanks of the Government 
may be conveyed to Raja Nilmonj Sing Deo for his liberality. This letter will 
he published in the Calcutta Gazette. 
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Rainfall, Weather, and State and Prospects of the Crops. 

Statement showing Rainfall, Weather, and State and Prospects of the Crops in the different districts of 
Bengal, as reported to Government, during the week ending the \th April, 1891 . 


No. 


Rninfnll 

Oiitrict *nd date of nt Sndder] 

return. Stiitioniii 

incliea. 


Character of the wewtber and state and proapeeti 
of the crops. 


BBNOAL. 

Wsstsrn Districts. 

( 1 ) Bordwaa April 4, ’SI Nil Weather—hot. Froepects of crops fair. Prices of common rice:— 




Srs. 

Burdwan 

••• s 

... 17* 

Culiia 


. ... 1C f 

Cntwa 


164 fPer^Pae 

Bauigungc 

..a 

;;; is ) 


Baukoora ,, 4,’SI Nil Weal her-bright and warm. 7V7, cotton and other standing crops doing well. 

Pressing of siigarcniie is ovtci outturn csiimstud to be not more tlian 10 
annas. Kielus lire being prepared for tlie next eugsreaue crop. Common 
rice selling at 21 seers per rupee at Sadder and 184 seers at liishen]H>re. 

8 Birbhuia 4, ’01 Nil Hoj weather well sot in. No crops on the ground, but the land bus Iwii well 

ploughed. Prices of common rice range from IS to 20 seers per rupee. 

4 Hidnaporc „ 4, ’SI Nil IVcathor—becoming hotter every day. Indigo, boro, and rabi crops are all 

doing well. 


Hoogbly „ 4, 'SI Nil Weatlier- bright and rather cool for the time of year. First ploughing is still 

Serampore^ ... O'Ol progress. A good deal of dateagn was done to tlie rabi crojis by rain in 

Mareb. Prices of common rice : — 

, Srs. 

Sndder * ... ... . . 14 ^ 

Si rauiporc ... ... ... l.^J > per rupee. 

I JeliHUalind .. ... ... 174 ' 

Howrah „ 4. ’Sl| N” Weather- -reaxiiiablc. Outturn of sugareunc crop sutisfnebury. Sonic plnngh. 

iiig lor next paddy crop g<>ing on. Prire of cmiimnn rice IG seers per rupee. 

Centra! IHslriets. 

24-Perglis. April 4, '01 Nil i Weather—seasonable. I’rnsjici ts of crops good. Sugarcane is being pressed. 

Lands are being til.ed for ao» and juie crops. Prices remain uiieliaiigerl. 


I 1 



N uddea 

, 4 ., 'SI 

Nil Wcatber— hot during tlui day, cold at niglit. Harvesting of spring crops nearly 

linisiicd. Sowing of aun and oman going on. 


Kiioolna 

4. ’SI 

N’*I Wca!her - days L'ctting hot. Prospects of ioro coiiUnne good. Land is being 

! ])luuglied for aits and am an. * 

10 

Jessore 

4, ’SI 

Nil Weather—days liotj nights cool. .Sowing of,paddy in progress. Prospeets 

favourable. 

(11 

Moorsbodabad 

.. 4. ’SI 

N il Weal her—(easnnablo. Ilarvcsting and tlircsliiug of rail crops going oil. Pros- 

jiects fair. 

t 12 

U'lnugepni 

4. ’01 j 

Nil !*WeuUier—hot with wcstoily wind. Jntc and bhadoi rice being sown and ingar- 
j cane Iieing transplanted. Rain wanted. Price of rice both at Sndder and 

'rtiaknrgaon uiichunged. 

13 

Rajshahys 

„ 4. ’SI 

Nil Weather—hot and seasonable. JZait .crops are being harvested with moderate 

i^tniii. Caliivation of aMS and aman in lull piogress; also of sugarcane. 
Protpicts all round fair. 

14 

Rungpur 

,. 4, 'SI 

»r- 

Nil Weather—cord nights, but very hot st midday. Bigli winds prevalent. Aits 

riee has lieen sown. Prospeets generally favourable, 'lobacco and potat* 
will give exeellent resnlts this year. 

Ifi 

Bogra 

,, 4, *91 

Nil Weather—erdtiiig warm. Mornings rather eool. Cultivation of hind in pro¬ 

gress. Jnie and aus being sown. Sugaieann being traiispiaiited. Mabi 
crops being reaped. Ci uiuion riec selling at 18 seers per rupee. 

16 

Pubna 

4. -SI 

Nil Weather—becoming doily hotter. Cheena being reaped. Tobacco also being 

■ gathered. Plougliiiig for rain crops going on. 

17 

Darjeeiiiic 

4. -SI 

Nil WcnUier— fair. l.anda sre being ploughed for jute and bhadoi crops. Tobacco 

is being harvested. Slate of mustiiid is good. Potatoes still being planted. 

Pi uapt els good. 

18 

Julpigoree 

.. 4, ’91 

Nil Weather— getting warmer. Ploughing of land for bhadoi paddy, &o., going oa, 

> 1 ^ 'I'oi accu being bai vested. Prices stationary. 
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Ko. 


Oiftriot ftnd d«t0 of 
ratnrn. 


Rkinfall 
at Sndderj 
Station id) 
intibei.' 


ChoTooter of tho weather and etate and proenectt 
of the crops. 


BBNGAli— eoneludtd. 

JItuttrn DUtriot*. 


April 4, ’91j Nil Weather—seanonablo. Mustard and poises beiiiff patliored. Ploughioir for 

earljr rice and jute contiiiHGs. Prospects of crops good. Common rice is 
being sold at from 15 to J 7 seers per rupee. 


H 20 Farreedpur < „ 4, ’91 Nil 

s I 


o 


Si 

21 

Backergunge 

„ 4. ’91 Nil 


22 

Mymensingb 

„ 4, ’91 Nil 


/ 28 

Ihittogong 

„ 7, '91 »il 


21 

N'oakhoDy 

.. 4. ’91 

Nil 


26 

l^ipperah 

4. ’91 

Nil 

o 

' 26 

Chittagong Hill 
Tracts. 

2. *91 

Nil 

BBIIAIL 





f27 

Fsina 

4. '91 

Nil 


: 26 

«y* 

4. '91 

Nil 


29 

•Sbaliiibad 

1 

4, ’91 

j Nil 

H 

► 



j 

1 

Q 

( 


1 

1 


K 

14 

80 

UurbbaiiKH 

4. '91 ! 

Nil 


81 

ozaflerpur 

.. 4. '01 

Nil 


82 

Sarun 

4, ’91 1 

Nil 

i 

83 

CbumparuB 

.. 4, ’Oil 

Nil 

/ 

34 

Mongliyr 

.. 4, ’91 

Nil 

• 1 

ac 

36 

Bbagulpur 

.. 4, ’91 

Nil 

M 

‘ 


' 


5 ) 






86 

Pnrnaah 

.. 4. ’HI 

Nil 


37 1 

Ma'dah 

4. '91 

Nil 


38 Sonthal Ferghi. 
Jamtara 

.. 4, 91; 

|S< 1 

Nil 

014 


Weather—unusually cool at night. Harvesting of rail crops finished. State 
of ioro and Jali paddy fair. Price of rice stationary. 


Weather—hot. Prospects of raSi crops fair. Common rice selling at from U 
to 18 seers per rupee. 


Weather—liot during tlio day, cold at night. Prospects generally good. 
Prepanition of hind for am and jntu still going on. In some places Bowing 
litiB couiniunced. In Suddur cournc rice sells at 15 suers per rupee and in 
interior from 14 to IG seers. 

Weather—seasonahlo. Prospects of crops good. Prices somewhat higher than 
ln>t week. 

Wuatlicr—lint, Plougliing for a«» coiitiinies and sowings comiuAnocil. Uabi 
harvest practically over; general outturn about 8 auuas in Fenny and 101 in 
Sndder. 

Wcalber—bot and bright. Land lieiug prepared for aarand jute JJoro paddy 
promises well. Piitu'sstutioiiary. 

Woa'lier—liot tlironglioiit the week. Jam burning bas commeiiccil. Tobacco 
is being gniliered. Lainis are being pluiiglied lor aua paddy. Cumiuun rieo 
selling at 13 sccrs 5^ cliitlucks jier lupuc. 


I Weather—getting hot. Jtahi crops lieiiig harvisted iiinl tlircabcd. Cheena 
i ami HUgaivnne Iieing sown in places. Opiu n wcigliiuent will coinuivncc 
I from Ctli instant. Prn ea of feod-graius rising. 

I Weill InT—getting hot. Uea|>iiig and tliresliing of going on. Sowing of 
I Biigoresne still continues. Uiimago to rahi is esiimated at .more than 
i Gunuiis on lliu whole. Fricjs of lood-gruins rising every day. 

I Weiitlier—In t iiiid seasonable. Hiirvosling and tliresliing of rahi nearly over. 

I 1‘iiee of abeal snid to liiive rullen in Sassera ii mid liuxar and iiici eascd in 
Klmbiiali. At Arr.ih piice- have risen. Uioiigh fo -d stocks are not deficient. 

I 'I'lie rise is attriiiuted to tile vagaiies of tlic lianias. 

tt'eatlicr—days getting wiirni, iiigbts still eiKil. llarvcstiiijr of raAt in progress. 
Low lands iieiiig sown witli rice and uiung. ludigo being resawn. I’rices 
i remain st.itiomiry. 

Weiitlier—warm. Winds generally from west, but not strong. Uaii crops 
being liarvcstod everywhere, imligo ro-sowiiigs completed. 


Weather—hot and scnsouiible; west winds daily, llahi harvest 
! ludigo doing wi II. Opium weighiueiils cuuimeueed. 


nearly 


over. 


, Weather—getting hot; early mornings cool. West wind jlrevails. Harvesting 
I of rahi eoiilitiiies. Opium extracliotl and leaf weiglimcnts completeil. 

J I’rieus of foud griiiiis tending to rise. 

I Weatlier—grown very warm by day. Rahi crops still being burvested. 

j 

! Weatlier—seasonable. Rahi harvest pnsgresscs. Low lands being ploughed 
and many is being sown. 


Wiatbcr—getting warmer. Raiilnrvcft nearly over. Bhadoi sowings •still 
continue. Toliae.ijo and rape-seed progiessiiig well. 


: Weather—cool at night, but hot in tlie day. tlulheriiig of wheat and other 
I rahi cixii.s going on. Outturn of wlieiit is expected to bo about 11 annas. 
I’rospeets of olbor staiuling crops good. Common rice is 'selling at^fri iii 
14 to 21 seers per rupee. 

Weatlier—liot and dry. West wind setting in. Wlieat harvest nearly ovci ; 
ostimiited outturn in Piikoiir 10 utinils. Pnicos rising. Mahua has begun 
tu drop ; outtuiu still nneertuin, but may be better than was expi>cR.-d. 
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No. 

District and date of 
return. 

Rainfall 
at Sudder 
Station in 
inches. 

oaissA 


• 


! 39 

i 

a j 

i 1 

Cuttack 

April, 4 ’91 

Nit 

O 1 40 

Poorce 

.. 3, *91 

Nil 

1 

Khoorda 


012 

f 

Uanpnr 

... 

0-20 

\ 41 

CHtJTA 

KalaSiirc 

NAG POUR. 

4. ’91 

Nil 

South- Woot frontier 

Agenry. 


[ 

* i 
► 1 
s \ 

Hasaribagb 

April 4, ’91' 

Nil 

m 43 

Ijohardiigga 

4, ’91 

Nil 

o i 
»• . 

s 

Pa^amow (up to30th) ... 

0-77 

" 

Singbbooa 

„ 4, ’91 

Nil 

[ 45 

Manbbooni 

• 

’9J 

Nil 


Chkraeter of tha waother and state aid protpeota 
•of tbs oropt. 


Weotbeiv—ssagonablo. Cotton doing well. Lond U being prepared for the next 
paddy crop. 


Weather—■easoiiatle. Land* are being ploughed for the next winter crop. 
Dafua Cl op is thriving well. UiBceUaneoas crops doing well. Prise of 
eummon rice etutiunsry. ^ 

Weather—getting hot. Ploughing continues. Outturn of sugsrcane 131 annst 
expected. 


Weather—seasonable. Harvesting of rabi crops practically finished. A lose of 
2 to 4. annas caused by untimely rain and hail. Mahua still falling; a 12- 
nnna crop expectod. Poppy reported to have been damaged to the extent of 
H annas by hailstones. 

Weather—soasunublo. Hongbing of land for high lond paddy continues. Sabi 
crops are being cut all over the district. JIfaAua has been budly damaged 
by iho late iiuilstomis. 

Weather—seasanablo and getting hot. T ))0 only crop on the ground is sugar- 
ciine, which is reported to be in good condition. Iticc oii high lands being 
sown. Prices stationary. 

Weather—hot nnd^dry with west winds. Mahua being gathered; outturn from 
b to 12 annus. 


4 

Published for general ’n'ormation. 


Oai.cutta ; Revenue Dept., 

The 7th April, 1891. 


C. E. Buckland, 

OfTg. Bety. to the Govt, of Bengal. 




FBIOBS-OI7lltt£AT (BSTAIL) OP POOD-OKA.1W8, FIEKWOOO AND 8AXT IN THE 
mUD-QUABTBB STATION BAZAB.S OP THE DISTBICTS OF BENGAL 
DUEING THB FORTNIGHT ENDING THE 
Slsx MABCH 1891. 
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PltlCES-CUjRUSNT (retail) of Food-grains^ Firewood and Salt in the 


QUANTITIES PER RUPEE IN 


Rl0», BMT BOBT, Blo«, OOMMOV. {Sorghum Vulgar*.} 


I J P 
I h h 



t . li 

1 § i‘3 

I ll i 

£ il® I 5“ 



BENGAL. 
TVesiern Z>utrtcii, 


1 Bardwan 

2 Bankoora 

8 Boorblioom ... 

4 Midnapore ... 

6 Uoogbly 

6 Howrab ... 

Central Vittriels. 

(•aloutta 

7 24-rorg«nnab» 

8 Nuddoa 

9 Kboolna* 

10 Jofisoro 

11 Moorabadabad 

12 Dinagopor© ... 
18 Fajababyo 

14 Ilungpore 

15 Bogra 
1C Pubna 

17 Dttrjooling 

18 Julpigorc© 
Kattern VietricU^ 

19 Dacca 

20 Furreodpor© 

21 Jluckorgungo .. 

22 MymonsiogU 


10 13 10 11 14 0 


10 8 ilO 8 13 0 

1 

13 0 ,13 0 13 0 


... 8 0 I 8 0 


a 

Ch. 

S. 

Ob. 

8. 

Oh. 

a. 

Oh. 

4. Oh 

4. Ob. 

13 

8 

23 

8? 

17 

18 

16 

14 

... 


17 

8 

20 

0 

20 

0 

20 

0 



13 

8 

18 

0 

18 

0 

18 

0 

... 

... 

15 

0 

17 

8 

17 

8 

CO 

12 

... 




14 

0 

14 

0 

14 

0 

... 


11 

8 

15 

4 

15 

4 

16 

0 

... 





13 14 |12 13 16 0 

11 0 II 0 13 0 

11 0 10 0 16 0 


13 0 13 0 13 5 

i 

16 0 jl5 0 12 0 
IS 12 llS 12 17 4 


i i 

i i 


9 

6 

9 10 

9 

0 

8 

0 

46 

0 

8 

0 

13 

6 

13 

6 

12 

6 

• 


10 

0 

12 

8 

14 

0 

14 

0 

9 

0 

12 

0 

11 

0 

12 

0 

10 

0 

15 

0 

13 

3 

J5 

0 

16 

0 

13 

8 

9 

6 

9 

6 

9 

6 

12 

0 

12 

0 

12 

0 

h 

1 

2 

7 

6 

6 

12 

6 

0 

5 

(1 

6 

0 

8 

0 

9 

0 

8 

0 


13 15 

17 10 

16 0 


12 10 


14 0 


16 0 


16 0 


18 0 


15 12 


14 8 


16 8 


16 0 


12 0 


16 0 



7 20 4 


12 0 

12 0 

13 0 

13 0 

12 0 

' 


u 'lu V tv u Au v; la u 

i I ' I 

0 20 0 13 0 20 0 9 0 


15 0 

IS 0 

14 0 

17 0 

17 0 

15 0 

... 

... 

9 0 

9 0 

10 0 

16 0 

16 0 

15 0 

... 


3 14 

13 9 

12 8 

17 12 

16 0 

14 0 

... 


10 0 

11 4 

10 0 

13 0 

_ 

16 0 

13 0 


•• 


* Prcaciii return nut ruoctvod. 

A In the attbtlivia’ona the ivMtil prici'K oi mm it pc: rupoua •• : <-U«.lua lu ».. r>, <,utvirtt 11 aa4r4 2 cliittitckH, aud liaDFeguQiM 104 auurf 
B At U&l the retail price of salt is 9 Huorh p-r rujmu. * 

U in the tvUkKUvisions the roUiil pnccM of salt per nipoc ar* r—Oonbu 10 soora, Tumlook R floers, and Ohatal 11 seera. 

I> In the subdivisions the rcudl prices of salt pur rupee ore :• -Serauipure iOl sours tutd .lohanabad 11 suei's. 

E In tlio Mubdivinions the retail prious ot salt |>er ru^o are :—Harasut 10 seers, Jiussirbat 10 seers. Diamond Harbour 
(at Kulpibat) b seers, liarr.iokpor© 0 seers 2 chiLtaiiks, and Diiui-Dum 10 Hours. 

F In the subcliviaioa<4 the retail prices of salt por rupoo arc :-^K.oasiitea 10 sours, Meherporo 10^ seora, Ghooadaoga 10 seors and 
Hanughal 11 'soors. * 

G In the subdivisions the retail prices of salt per rupoo aro Mlhonidah 9 sears, Magurah 10 soors, Narail 0} soom, and Bougonr 
10 seers. • ^ 

li In the Mubdiviaious the retail prices of saH per rupoo are X’—'Lalbagh 10 soors, Kandi auorr, and Jungipore 10 soon. 





























SEEKS OF 80 TOLAH8. 


BaJRA or CCMBtl. 


(ftnnitetum tlfpko- 

idtum.)* (BlnuiiuCoroeaita.) 



e .8 5 

CU I 'n 


U i § i ' s «S § 

a- i £ 1*^- 


|3. CU.|8. Ch.ja Ch. S. Ch. 3. Ch.'S. Cli. 


10 0 10 14 1C 0 


... la 0 ]& 0 13 0 
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ythe Districts of Bengal on the Zist March 1891, 


WHOL.E8A1.K PRICES 
PER MAUND OF 40 
SEEKS. 


Fjbrwood. 



=i ll 


OIS'l'KIOTS. 


i s 
I *>5 
! S15 


£ .1 s 


BENQAL. 
tralcru Ditlriclt. 


Ob. 

Kn. ft. t». 

Kn. ft. f 

0 

3 8 3 

3 8 3 

0 

3 14 0 

3 11 0 

0 

3 10 0 

3 10 0 

3 

3 13 0 

3 13 0 

0 

3 9 b 

3 9 0 

0 

3 8 0 

CO 

CD 

ca 

4 

3 6 0 

! 

3 6 10 

4 

3 6 0^ 

3 6 o! 


Ctntral Ditlricls. 


I 0100 0100 010 12 10 12 10 4 3 6 0 3 6 o! 3 9 0 21-Perffnnnah». 
F 

. ... 9 1.3 9 13 9 13 3 12 < 3 12 0 3 13 0 Nuddoft. 


.. 180 O|,00 o| ... 9 0 9 0 


4 0 0 4 4 0, Khoolna. 


f/ liio Oico 0; 9 2 I 9 2 9 2 3 14 o' 3 14 0 4 0 n Jo-ssore. 


I 0 200 0 200 on 0 'll 0 10 12 3 10 0 3 10 0 3 12 (i Moorshodabad. 

ill ! 

1 0 100 0 ICO i. 10 0 10 0 9 8 4 0 0 4 o 0 4 0 0 DiiwRopore. 

I .1 ! I 

I 0 210 0 240 0 9 9 9 9 9 0 ' 3 13 4 3 13 1 4 2 8 Kajshaliye. 

Ik ! • 

I 0 100 0.100 0 9 C 9 C 8 11 4 12 0 4 12 0 4 8 0 Ruiiftporo. 

I 0 90 0 90 0 9 0 ! 8 13 9 0 14 0 (id 0 0 4 4 0 Baara. 

! L i i k! i 

■ 0 200 0 ao. 0 8 15,8 15 9 7 2, 8 14 0 3 14 0 3 l.l 0 Pubna. 

I I 

1 0 120 i. 120 o; 8 0 8 0,7 0 5 0 0 5 0 0 5 0 0 Darjoulinsr. 

I I 

) 0 20o 0128 O! 0 0 9 0 9 0 4 4 0 4 0 « 4 2 u .lulpigurea. 

i I i I 

Outrtcii 

W 

3 0.120 OilCO 0 9 12 9 12 9 8 4 0 0, 4 0 0 4 2 0,' Dauoa. - 

I o ! I 

3 0,120 0120 010 0 10 0 8 8 4 0 0, 4 0 0. 4 8 0, Furroedpore, 

I p II 

t 0120 0120 I 10 13 10 8 10 0 3 11 0 3 10 0 4 0 0; BackargHnga, 


9 8 10 0 0 4 4 2 0 3 11 0 4 3 0 Mymonsiiieh. 


1 At ThakurgROR tlio roiaii pnua ui mat is 8 gacra pop rnpeo. 

J In tUo aubaivUioiiii Uio rotail pricos of salt pop pupoo aro : — Nattopo 9 soer< and Nowgong 9 sooi-!i 9 cliittaclu. 

K In the Bubdiviiiiou* tho roudl prieoa of Halt por pupou aro : ■ Ctuibuiida 8 hoops, Kurij'pain 8 soors, and Nilpliamapi 9 Boor». 

I, At Sopajgnnge tho potail prico of salt is 10 soots por rupou. 

M At Silligari Uie wholosalu prico of salt is Rs. 4-4 jior nmuud. , 

N At Fallaoottn tho potail prico of salt is 8 sooro por riijwc. 

O In the aabdiyisioua tho retail pricoH of salt por rupee aro i—Manickgungo 9 seers, Munshlgun^o 8 odors 14 chittaoks, and 
Naraingungo 10 seors 11) cliittacks. 

P In tho sabdivisions tho rotail pricos of salt por rupoo ora Porozoporo 9 soors, I’atualchali 0 soi-rs, and Tllioia 8 seors. 

Q In tho subdivisions tho rotail prioss of salt por rupao ara KUhorogimgo 8 soors, dainalpolo 9 sooft, SUo. poro 8 sours, and 
Matrokoaa 8 soars. 











546- 
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PRICES-CURRENT {retail) of Food-grainOf Firewood and Salt in the Head-quarter 


QUANTITIES PBB RUPEE IN 


! Rio*, B»x BOB*. ’ Rio*, ooiaios. '(g^^*** 


DISTRICTS. 



I. f-s I 

i S B 

, 8 


5 S 

6 ■ 


ha 8 

I I 

s- II 

4lli 



Mailtm concluded 


23 Chitti«oiig* ... 12 0 11 0 

21 Noakholly . 

26 Tipperab ... 11 7 11 7 14 9J' 


26 Cbittagong Hill 
I Tract*. 


S. 

Ob. 

S. 

Ob 

6. 

Cb. 

S. 

Oh 

S. 

Oh 

vz 

8 

12 

0 



16 

7 

10 

8 

16 

0 

14 

0 

17 

0 

17 

0 

15 

0 

13 

5 

10 

0 

17 

11 

17 

11 

14 

9 

11 

6i 

12 

7 

13 

61 

13 

61 

13 

14 


■ a 

il ji 


Ob.iS. Oh. 


REHAB. 


27 1 Patna 

116 4 

(.12 6 

1 12 6 
White. 
10 12 

28 Gya 

14 0 

14 4 

29 Shahabad ... 

11 8 

11 8 

26 Durbbunga ... 

14 0 

10 0 

SI Hoxufferpore ... 

13 0 

12 0 

S2 Sarun ... 

16 0 

12 4 

S3 Chumparun ... 

14 0 

13 0 

S4 Mongbyr ... 

16 12 

15 12 

S5 Bbagulpore ... 

16 7 

12 10 

S6 Pumeah ... 

14 0 

14 0 

87 Maldab 

16 0 

11 0 

88 Sontbal Pergha. 

ORISSA. 

12 0 

12 0 

89 Cuttack 

13 2 

13 2 

40 Poore* 

14 7 

14 7 

41 Bolaaore 

16 0 

I6 0 


!H 

0 

11 

0 

10 

8 

18 

0 

116 

8 

18 

2 

15 

8 

10 

0 

10 


11 

8 

16 

0 

|16 

0 

17 

0 



9 

0 

9 

0 

9 

0 

15 

8 

16 

0 

10 

0 

17 

0 

11 

0 

11 

0 

n 

0 

14 

0 

|16 

0 

18 

0 



10 

0 

12 

0 

11 

0 

14 

0 

15 

0 

17 

0 





8 

8 

8 

8 i 

16 

0 

16 

8 

16 

2 



9 

0 

8 

8 

7 

0 

16 

0 

16 

0 

16 

8 



10 

8 

13 

10 1 

17 

13 

13 

10 

14 

11 

18 

14 

18 

14 





Now. 





Now. 



13 

4 

14 

8 

13 

14 

;15 

12 

17 

ll! 

17 

n 







Old. 





Old 







11 

6 





16 

2 



18 

0 

16 

0 

18 

0 

18 

0 

18 

0 

19 

0 



11 

0 

12 

0 1 

10 

0 

16 

0 

15 

8 

17 

0 



14 

0 

14 

0; 

13 

0 

il7 

0 

ll7 

0 

17 

0 



10 

8 

10 

8 

10 

8 

|18 

6+ 

18 

6 

18 

6 


... 

14 

7 

14 

7 

16 

12 

:21 

i 

0 

21 

0 

22 

10 



13 

0 

18 

0 

18 

0 

1 

21 

u 

21 

0 

Ll 

0 




20 14 


CHOTA NAOl’ORE. 

S0mU-Wt*t RVmltrr Agarntf- 


42 

Haxaribagb ... 

13 


1 11 8| 

13 

0 19 

0 14 

0 ,13 

0 

10 

0 

1 



! 

a. 1 

Ked. 

13 0 1 

15 


|24 





43 

Lobardugga* ... 

{ • 

*B 

Wbito. 

7 8 1 

9 

.} 

0 !24 

0 



44 

Siogbboom 

16 

0 

18 0 

10 

0 13 

0 20 

0 10 

0 

14 

0 

46 

Msmbboom 

11 

8 

11 0 

14 

0 




13 

0 


10 0 

10 0 

14 8 

14 o| 

12 0 

16 0 

13 0 

12 0 


Ordinary. 

116 8 116 0 
Courao. 

19 '0 19 0 

0 16 0 20 0 


* Proaout return not recooived. 

+ Price of common rice at Jajporo 22 soora 5 cbittauka and Kendrnpora 24 aeera 16 ohittocka per rupee 
K At Fcnni Hkt tbo rutoil price of aalt ia 8^ aeora per rupoe. 

B In Ae aulidiviaiona tbe retail prioea of aalt per ru}>oo aro :—Buxar lOJ aeera, Saaaeram lOJ aeera, and Bhabuah 10 I 

T In the autalivUiona tbe retail prioea of aalt per rupoe arc:—Ma-’hobani 11 aeera and Somoalipore lOpiean. 

V In tbo Bubdiviaiona tiu retail prioea of aalt per rupee oreUiyipore 10 aeera and Bitamorbi 10 aeon. 

Oalcutta, 

The 7th April, 1891. 
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VA* uv xvrJUiiaO* 


Bajba oh Coaso. 

' s e ^ s 

a> i S S 

d .S cl -S bo>^ 

1 I i la 5 8 J33 

5 I. li I I |i 

I -siii I ■siii 

S S5i55 £ ^5 SS 

£ !8 o cu o 

% 

W. Ch.lS. Ch.J3. Ch.|S. C!h.& ChjS. Ch. 


27 0 :23 0 2(J 7 

25 0|21 .1 ... 

22 0 22 0 22 0 

!2.5 0 23 0 28 0 




... 

... 


27 0 

28 0 

30 0 

••• 


... 


31 0 

40 0 


... 

... 

... 

... 

... 

_ 




, —:— 



Hots of Bengal on the ^\st March, 1891—(concluded) 


whoLksalk pjiidKS 
PKR JfAITNl) OF40 , 
SKKllS. 


DiaTUICTS. 


8; S R i! 


5 

. 2 r i 

£ 5“ 4 a 

3 S5 

C V,.. s 


.SH l-s ! 2 


Kmtcrn Dfi(ri«i,—eoricliidoil 

t.!b.,S rii.,S. rii.iS.Oh.l-i.l'ii. |8. Cli.|8. Oil. jits. A. p.'Hs A. p.lKs. ,.r. 


110 olllO 0| :i0 0 9 0 



3 M 0; 1 0 ol Chitlas 


!> 0 I 9 0 9 0 1 0 I 0 0| 4 0 oj Noakliolly, 

10 0 Im 0 9 5 1 0 o' 4 0 0 1 3 0! Tipiioriili. 


320 0 320 0l320 0. S 0 ; 8 0 8 0 4 8 0 4 S 0' 4 8 0; C3iH,la!rimK llili 

I I I I I I I I 1 I i'rac'U. 

BEHAR. 

0,120 0 130 0130 on 0 n 3 lO O 3 9 9 3 9 9 3 14 0 Patna. 

i I I I I > I I 

0 11) |||J0 ii'lOo (I 10 0 10 0 9 2 4 2 .0 4 2 n I 2 o'«ya. 

! U ! I : i j I 

0 100 moo 0100 010 S lO 8 lO 0 ' 3 11 3 3 11 3 3 15 0, Slialiaba.l, 

I i I T ! I I I I ■ I 

0 100 0180 o 100 on 0 II 0 10 0 j 3 8 0, 3 8 0 3 11 o' Durliliua-M. 


0 100 Ol.lO 0 100 011 0 11 0 !iO 0 3 11 0 3 10 3 3 12 oi Mozufferiuic 

i ! i : I I ! i I I 

8 ICO 0 100 "100 ' .10 0 10 4 I 9 8 3 11 0 3 13 C 4 1 0 .8anm 

: I I V i j i ! i j 

0 ;100 . ICO oll'io 010 0 10 0 10 0 3 13 0 3 13 0 3 14 o'Cuiiinnarui'. 

! i ' w i I i ^ 1 

I |11V 0 108 . jll7 "10 8^10 8.9 7 3 10' O^ 3 13 0^4 2 0! .Mongliyi-. 

3 101 0 Ml 8.170 12 10 8 10 1 ;10 1 3 12 0,3 12 0 .| o 0 llh.i.'ul-iorB. 

I I ! .\ i ! 1 

0 ,115 0 115 0130 090 90|9 0 1 34470 4 70 Purnoai) 

i I ' J ! ' 

.. I 120 0 120 ■ jioo I 9 8 9 8 J 9 8 4 0 0 4 0 o' 4 0 0 ; JlaMali. 

I i 1 I • ! i 

" l2uo 1 2 )0 o' 20 ') 0 9 0 ; 9 0 9 0 1 4 0 0 4 0 0. 4 0 o' Scntloil l’er„'li‘. 

01U.S8A. 


0 

SO 

0 

I bU 

0,11 0 n 

0 ill 

0 

3 12 

0 3 12 

0 3* 12 0 

i 1 

Cuttauk. 

7 

.80 

0 80 

0 80 

V 

oj 9 13 9 

13 n 

18 

3 12 

1 

0 3 12 

0 3 0 0. 

reorce. 



i 


! z 




i 

1 

: i 


M. 

iCO 

MilCO 

‘ liJ 

(ilo 0 jio 

0 10 

0 

3 11 

0, 3 11 

O' 3 I* 0, 

BuioMorc 


fllOTA NAGPOUE. 
South- West iFrontior A gewo. 

0 ,210 ii;s4' O|32i0 9 0 9 0|8 0 4 0 04 0 04 4 0 llajtaribajfU.* 


1130 ' 120 0 


4 1 0: 4 7 0 ! LoharUn^fgu. 


0 :i00 o'20l> • 240 0 9 0 9 0 ! 8 8 j i U 0 4 6 0 4 12 < Stngbiioam. 

0 00 02OO (■ 200 I 9*14 9 14 I 9 2 3 14 0 3 14 0 4 0 0 Manbhoom. 


iuxlt ia 10 aoora iMsr nipee. • 

W in tUo MuoaiviNHMin mi«» pricea of salt per nipco aro Bsgusorai soors and Jamui 9 seors. 

X At Kishengungo the retail price of salt Is 8 acors per nn>ee. 

Y At KboonlaU the retail price of salt is 1 i seers per rupee. 

Z At Bhuddruck the roUul price of sjvlt is 9 soors per nipuo. 

Z1 At Uoviiidpero the retail price of salt is 9 seers per rupee. 

FablUhed for general information. 

0. E fiUGKLAND, 

Ofg. Secy, to thg Govt, of 





SUPPLEMENT TO THE OALODTTA GAZETTE, APBIL 8,1891, 


PRICE8-0URBENT {yihoUtaU) of Food-graint^ Mrmoodt and Salt 



OaIiCVTTA, 

Tht nth April, 1891. 


Pramt ntura not receired, 




























iJowAn OB CuoLuu. Gumbo 

\(S„rihHm rulgare.) tgphBf 


' A ? 2 

I t .3 Mi 


■s fc*. «. 

O o 


1 e 

H 2 

2 2 

S’ “ . 

.3 .S s 

■g ■§ i 

I I- 

J. |j 

!s 5 * 


;it.A.r, B.i.p. K.A.P. R.a.p. R.a.i’.'u a f 

'll I ’ 

.2 0S2 0 6inil;i 8(3 0 42 10 


2 8 92 8 0,1 14 0 


Abbab OBTnim. 

Caiman Pba. 
Cigamu indiau .) 


Fibiwood. 


c I h i I L- g S’ L 

T" I ll I I fl I I fl 

I I P I I I P 

1 8 I'B I 8 I'S I 8 lo 

_ SB ^ _ tn ^ _ p< a Q _ 

. A. P. K.a.p. R.a.p R.a.p R a. p R.a.p R.a.p. R.a.p R. a. p. 

14734121306605705636030 10 3 10 2 Caloutte. 

M. ... ... ... ... ... 3 12 0 3 10 6 3 14 0 Sarajtfuag^. 

2 12 02 12 02 12 0030060040400400420 Daooa. 

3 12 08 12 03200800800^03 10 03 10 03 12 0 NorAin^ne*. 

... ... 064060 3 14 0400 ChitUicong. 

.„ ... 1 12 0 0540600603293903 14 1 Patna. 

... „ ... 0 4 6 0 4 6 0 4 6 3 14 0 3 14 0 3 14 0 Balaaen. 


Ill 0 2 0 0 2 0 


. 3 12 0 3 12 0 3 6 0 Pooru. 

00800800803 12 13 12 03 12 0 Cuttack. 


liibed Eor general information, 


C. E. BUCKLAND, 

O^g. Becg, to the Qopt. iff Bengal. 
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SUITLEMENT TO TUE OALOUTIA GAZETTE, APRIL 8, 1891. 


Mateorological Report of the Province of 


WlSlKKT. 


1 Kf|m*snilaliv« 

hlatioii. 


STATION OBSERVATIONS. 


Am rRE.-ihi Kic. 


S -1 


-a. - 


M'inu. 

Tl.VFltB4TPR19. 

J 

*45 

i 


u 

o 


a 

b£ 
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ao 

ij 
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O' 
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35 
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.2 
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C ■!> 

1-3 » 

01 

O. 
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« a 

ss- 
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IR 

•5 

'b 
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1 .M<«/.idr«'i‘iJori* 

t..hiini|)ui nil 

Saruii ... 

^ I Slitthalmd 

tJ.va 

Patna 

Si.uM) Bk&^utpo-c 

SotithiLl rorftnnualiH 

lln/tirntii^h ... 

1i<ihfr<hiirira 

Maiihliot/in 


ti i‘."r» 

:u-7:>:» I ihfsPi* 

i 




txii liliiitua 
'dtitii.ai'i 
Cliupm 
iVhrpo 


I'-' 


jliixar 


• ) 


Singbliuom 


nuMKiporc .. 
.. I iMiai;nl}>oro .. 
I)t>( iiika 
•* . ... 

... J ' Utdirlii'ct 
... j ... 


JPXJ.V • ;!P N70 

ii];> i JifSilJ 
•.*'.* «.i;5* ' -l» hid 

29'SoG I Ul-Nli; ' VW»-J 


I 

+ (i:t7 j 

I '0:ti I 

i 

+ ’«|S 


•Jin;::.'; 


::’.*'K7r» 


4 •o-.r. 
+ ’«M 


+ •014'* 
+ U4J 


•J!»iS.t 1 2ii‘.'‘70 

! 2 s>r;(» ! + oil 

I 

2: ‘STS I -Jil SKi 

L7*h7h ! ‘iDJ).*! 

JU'ltOO 


.EM-; 

WI.y 

S.sW 

AVMV 

NW 

\\ 

sw 

w 

b\V 


27'75S1 

i arsuH I +'04s 


8 

W 

mm 

i 

+ *055 I ('ului 
4 uHi I U'ly 

+*oa2 


Culm 

Calm 


45 

70* 

i;,5 

HI 

02 

HO 

.50 

H7 

10.1 


Hi 

IJ.5 

H.S 


\:.s I 

i-j.; ! 

I 

m;i I 

I 

li.'. 

217 

201 

lit) 

105 ! 

(M 

108 

10 :» 

55 

89 

*288 

li<7 

58 


07 2 


Mil 


C5 5 
07 \s 


f I’dori'o .1 

I'lKM'i'i* 

nolralpore .. 

■20>7S 

•jn'om 

2yono 

4 'mi 

SW 

NNW 

211 

250 

. 

RO‘7 

01-2 

2nfi 

2iitJ 

April 

7HG 

75*3 

l8l 

iMt 

Aptil 

89*7 
88 5 

78*2 

78*4 

k:p5 

.83*4 

4 

1 1 

FmI.sc Fulnt .. 


I'jrSSf 

4 *010 

Sly 

is:» 

l>0'5 

2iiil 


C0*1 

iiitli 

Mar. 

SO 1 

721 

«0*G 

_ 

1 I'uniHci . 

('iiiiiK’k 

2lrsl7 

20 OHO 

4 

Culm 

50 

103-t 

till 

,, 

72'S 

Jut 

Afiril 

00 :j 

75*2 

.87 M 

- 

[ Ihilsisoro . 

iialusoio 

;;ii set 

2!» Ssl 

4 ‘ino 

.M.V 

o;t 

05* 1 

.‘ii-il 


Go*y 

:;otu 

Alar. 

02*3 

72 5 

S2*4 

a- 

( Soinh-Mi'st Miihmpori 'm 
1 Striiili 2<-l ( ri:iiiui;ihs i 

^jiiiiror Islniul 

20'Sr,!* 

20 ^sr> 

•1 *020 

Wly 

I'-j 

00-7 

201 h 

lllur. 

7 yr> 

.10, HI 

•• 

« 0 *st 

77'3 

83*7 

- 

.Miilnfipoi'’ . 


•a!i'7 HI 

2.1'SllJ 

4 •o;:;i 

8 

108 

i)o*;f 

41)1 

April 

G8-2 

-mil 

*. 

03-0 

71 a 

S2 0 

- 

j •.M lN'i'frnniitili*. . ') 

1 lltiwvnh .. 

1 lloi-iilily 


tio s:-' 

-11 ;.1H 

1 *l'3^ 

Wly 

51 

OG .1 

nil 

” 

«7-7 

oOlll 

■■ 

02 1 

70, 

81*3 

- 

j ihirdiVHii 

I'.r.rdwRii 


2irs!t7 

+ ‘n4:t 

Viiviiil'li* 

4:t 

!IS 7 

401 


050 

•>nd 

April 

iwi 

G3 2 

SO’8 

— 

|{niikuor:i 

n:inlv«>ol';i 

‘Jii'uiJ:* 

2l'-S7.>' 

4- *041 

aWV 

GO 

JOO G 

■nil 


G7 G 

211(1 

.. 

Ol’l 

GO 0. 

S2'0 


l5^•^'l■l»luMnn ... ) 

Wl'.sl lilll'llMtIII. ) 


-'.iT,:'.. 

20 iSI'O 

, -i t:. 

-NW 

GS 

OSli 

nil 


g:» il 

lira 


93 7 

G7‘5 

S.CG 


5](iorshril:ni:i(l 

ik‘i*liunip( rr .. 

20 K‘i7 

•JO k:.5 

1 Mil 

sw 

iiu 

117-7 

nil 


r,:i 2 

iMt 

.. 

02 0 

GO 4 

70 7 


j .Nmldfii . 

Ki isliiiiiishiir... 


2.lH' 1 

1 -uis 

\Vl.v 

01 

07 •) 

nil 


G2*0 



05’3 1 

I 

G3 1 

70*2 

“i 


Oolli Mar. ! 

Nt .\j>ril 


05 0 


07’7 i .HO'?; — 


JM7 2. .‘tnl 
OliMnrvatioTihnot I’oociviiU. 
Jil’.’J j .\pnl • oi*.'» 

I or.-, 


OJ'O j 5rcl 
OOp nil 
U7'i 4Ui 
)'5-5 nil 
o;7 -Uh 
07*5 -nil 

lios 41 h 
ito 0 nil 
sto7 nil 
05 1 nh 
nii 

00 '4 nil 

01 t Onl 

05 2 4th 

I 

oj-.*; ' Mh 

or, *2 -nil 

».'>-2 ; .'JmI 

inra 4‘li 

oo’ii nh 

07-4 ' 4t.h 

no 0 .'Ird 

00*0 j 4Ul 

DO'.*} ' 4111 

I 

08*7 : 4tll 

i 

00 2 4Lli 
0.5*0 4Lh 

03*5 4Ui 
00*8 .4th 


I 


05 .s 
OO-jt 
5< S 


.55 i 

40-0 

rr,'-s 

.52 3 

&S‘> 

r.iii 

GO !> 

04*0 

tm-i* 

oy-K 

01-7 

£00 

30‘;i 

• *' 

C3 5 

05*5 

01*5 

68*0 


iNl 


1 02‘.S 

i 

j li3-7 

|H,3 

.’tlKl 

Alar. 

i !I2‘2 

1 

1 

GS*H 

1 

i HO’.'i 

2m(1 

.Vjiril 

' 88*8 

1 

G5'3 


:jisI 

1 sL 

Mar. 

.li'i'il 

01*7 

G.r 1 

1 

. 7h-G 

.Slbl 

aM.tr. 

' irj-.l 

I ti7i 

r:i;i 

.'Uht 


r2-2 

i G5*l 

7S’0 

:i Mt 

.. 

00*1 

lii'ii 

iGO 

J;.t 

April 

02*2 

I Gl*5 

7G 0 ; 

:nt>i 

51 ar. 

0*2 "2 

Gl*l 

7G 7 ' 

IM 

April 

01 0 

G5‘S 


Isl. 

.. 

in -.s 

Gl u 

7i. 4 

.11 St 
ls( 

11 nr. 
\j>l u 

01*7 

£00 

7.7 tS 

2lld 


OO'G 

5S*2 

74 4 

:.o(h 

Alar. 

HN-7 

58*5 

i3‘G 

■JOUi 

.. 

to-a 

W.'l 

5i'G 

30Lli 

». 

tiu-J 

C0*4 

76 3 

.'iiith 

,, 

00 3 

fill-7 

7--II 

ihitlt 

ft 

00-3 

ei-2 

75*8 

:!0th 

C, 

111-7 

CG'l 

7:;'o 

Oiith 

t> 

ie-« 

lUo 

78 1! 

.mth 

»l 

930 

C7*G 

.Mrs 

llolli 


oro 

fl4*.5 

78 0 

.‘kitJi 

.. 

02-.I 

G2’G 

77 5 

Olltli 

,, 

03 7 

«(j-f. 

80 1 

OIHll 

.. 

02*4 

(iS'5 

77*8 

l»l 

April 

02 3 

03 3 

77*8 

301 h 

Mur. 

03*5 

65*6 

70*5 

20lli 

.. 

80*5 

«5*7 

77-0 

iMItli 

•• 

80*0 

tit't 

7C*C 

2nd April 

oirc 

7()-4 

82*1 


4 t 
-I 


—4 

-.*1 

- ^ 

“1 
“ 1 - 
—J‘ 


—«•: 
—tf: 


—4‘t 
“4*7 
— 5 '£ 

“4*8 


• Ml'ttlW uf (> (IlliK. 

pila»(»«iw.—»«i»mar».—Thfl normal me»i)» of air pres««r»»ndtemper«tur(. are the anthmatioal »»««*.. or miwn. »f the rcdinit durimt the same mriodlor 
■Th.. hHiri4ttv of the atmosplinrefs expressed at perceatage. saturated air beiiiK presented by InO. A clear sky is denoted by # and anovSrautsky by 10 The^ 
the Ii m one il moans or a.eraire of the wjnfall In that district duteruimed from the returns sentin by the subulivisionni station for the PMi^in uuMlion 

Lmiui 111 thti distnut sending 111 ruilinuf dividod b/number ol eteUdiu. A riuay diijr ii one on vliioli at iMit ft tenth of m iaoh feuT * *l*M»Monaunng 















' ■ sAiffliiiEi,' -aapfiHj. ti^-. 


he week eadhxg Saturday; thei 4th of April 1891. 



V 

0-1 I N 


Nil 

Nil I N 


0-» Nil 


Nil 

IS'ff I Nil 


I 

I'd Nil 


BISTBIOl^ OUSBRyATIONB. 


SjLIStttL. 





t. 


J 

li 

1" 

is 



Nil 
Nil 
Nil 
Nil 
Nil 
Nil 
Nil 
Nil 
Nil 
Nil 
Nil 
Nil 
Nil 
3« Nil 

U Nil 
Nil 


0‘05 -0-|)S Nil 

0-10 -O’lO Nil 

inil —u-lil Nil 

0 07 —0'07 Nil 

O'OV —0 07 Nil 

0-18 —OKI Nil 


0'«i —O’lHi Nil 


oo» —o’oa Nil 


0-os -o-os Nil 

(1-04 —0-in Nil 

O'lig -o-oa Nil 

0-00 —0-06 Nil 

O-OO —(I-OI! Nil 

(iio —o-m * Nil 



Bsprnsfliititivi 

•totiou. 


O'lS Pnnrce ...-s 

«o,«lpore ..J , 

I'ulao Poiut ... ) I 

0-S* Cuttack ... Cuttack. ^ 

Jlalasorc ... BaliiTOi'8 .J 

0“i2 SauRop Island ... f ?"'‘Ij*-'^P8t Mirlniinoni 1 

™l SoitthatPernumiali. 


d'SS Niilimponi ... Uidimpure 

«•« Calculta 

( Ilor^hly 
Burdvraii Burdwaa 

Haiilkuom ... Daukoom 

0-*8 ,ta„„.«un,„ ...{■lV:.tl3.pau- 

<^’4® Berliuro})or» ... Oiooraiieedabad 

W'W Khrishnugur ... VnddeaU 

0-07 dcssuru ... 

0*3a UliittiM^Tig ... GhitUkong 


0‘3y Ululta^i^Tig 
0*&5 Beiuugiri 
Itarrisal 
Noak bally 
0*77 Purreedpcnt 
083 Dacca 
0‘70 CommUlah 
0 B7 Myiuonkingb 
«*25 liogra 
® ^ Senijkuui^ ... Pubiia ... 

Bamporo iloauloab iiajuhahya 
Muldtth ... MaldaU ... 


Chittagong Util 'f ructs 

Backoiguugo. 

Noakholly 

Kurroedporo .i 

Dacca . 

Coiumillah . 

Mymensingh. 

Uogm .. 

Pubna . 


Muldtth 
Dinugcpore 
Bungpure ... Bungpore 

0-68 J^lpigo^a 

0 Darjooiiog ... Darjeeling Ai 

Puroeab ... | 

0*10 Mozufterpore ... 

oil- Durblmnga 

0'3U Motiliafi 

0’07 Obtipra ... | 

Dcliree ... i 

O’lO linxar ... { 

Aii'ttb ...J 

0‘16 Gyu 

0*13 ]{ankip(»ro 

0*16 Bltagulport) ^ 

U‘^2 Dooiuka 

U13 llazaribagh 

S ...[ 

0*26 Ohyebaasa ... 


... Dinagopore ... ... | 

... Buiigpore . 

( Jnlpieoroe . 1 

••• t Ouocli Uuhar. j 

... Darjeeling Aill Tracts 

( Pnmoeh . 

**• I North Bhftgulpore ... ' 

... MozufTcrihjru. j 

... DtirbhuHga . f 

riiuaiparuu .I 

... Sarun . , 

I Sliababud . , 


{ .South llhagalpoue .. 
•**t Moughyr 

... Sonthi^^or^auTuiiis 

... Huzeiilmgb 

< Lolmrduggu. . 

'** < Maobiiouiu 

... Sirff^bhoom . 


feire. Tbo rariatlons are when the mean for the week in leas than the oorrespondmg normal mean, 

itiagoloud amount repreaenw the part of the eky covered, the wnole say being denutod by lu. Uuderthe 


, and positive when greater. • 

head Dietriok obHervatioU'i of luinCall the nor 


uiai ii'.iuiN 


Korin Bedab. No-ihBebae. Nosxb Besoae. East I-esoae. Eotih b e»i Besoae. Ubissa. 




























statement of Rainfall in Bengal for the week ending Saturday (8 a.m,), the 4th of April 18t 


i 

Bbtriot. Station,. 




If-g fs. 

iS *S *• 


Total 

tail iBll sinoB 

l«t of im. 


a 

LI month. 


SoDTO-WsaT Midnaporo 
BXRCiAL. 


i*oore8 
Khurdah 
Kanpur 
Falitti Point 
Oop 

Saipara 

PipU 


GuUmIl Jagatsingpore 

Uanki ... 
CuUaok 
Kontlrapara ... 
/ / Jiripoiw 

f Dharm$ala ... 

•Va^tpord 

B»lMora Chandholi ... 

Bhuddraok 
Surah 
Balasore 
lAllaaore 
Karipodab ... 

Midnaporo ... Oontai 

Saugnr Island 
I'uinlook 
Hidnapore ... 

Ghattal ... 

• ITwil'raAa^y ... 

Qarb9ita ... 

84 Porgunuahs Diamond Bar* 
boar 

Canning Tovi^> 
Miporu dail... 
Barraokpore... 
Dnin-Dum ... 

Baraaut 
Buauorhat ... 

Howrah ... Howrah 

I Mnbeiiruka ... 

{Oolobariah) 
Hoogbly ., Seraittpore ... 

Hooglilv ... 

Jehasabad ... 


Burd\rao 


Moortbodabad 


Jehasabad ... 

, Oulna ... 

Butdwan ... 
Outwa 

Raneegunge... 

JIanktir 

,, Bankpora ... 
Blehohpore ... 
Maiiam ... 

Kiiatra 
Tndaa 

Kotalpore ... 
Anda 

Cangajalghati 
Haipora 
Sonamukhi ... 

Bh. Soory ... 
Hetainpore ... 
RauiporuBakl 
Bolpora ... 
Murari „. 

Eanaghat ... 
Kiehnaghur ...* 
Chooadauga ... 
Meher|>or6 
Kooehtoa ... 

Satkhira 
Bagjrfaat 
Khooiua ... 
yakipur ... 
Mampal 

Narail 

JetfBore 
Jbenidah ... 
Magoorah 
Rungoug 

Kandi 

Berhampore... 
Lalbagh 
ksiniij^nge ... 
JuiigiM>ro ... 
lialgula ... 
AkkHgunJ ... 
Paikabari ... 


AST Bsnoal Chittagong 


Chittagong ... Ooi's Basar... 

Chittagong ... 
Kntubdia ... 
Satkanpa ... 

Uhittagong Bjmgmati ... 

I HiUTraota. Banderban ... 

Baokevgungo Patnakbally... 

Poroaepore . 

BiirriMi 

Bhola 


Nil Nil 
Nil Nil 
Nil Nil 
Nil Nil 

Nil Nil 
Nil Nil 

Nil Nil 
Nil Nil 
Ml Nil 
Nil Nil 


0*18 Nil 
0*18 Nil 


0*«l Nil 


0*16 Nil 
O'tS Nil 
0*M Nil 
0*18 Nil 





























































































































































































































































































































































































































































































































































SUPPLBkBNT TO THfe .OALOtTTTA OAZETTE» APBIL 8, 1891. 

Statement of RainfeU in Bengal for the week ending Saturday (8 a.m ). the 4th of April 1891_coatd. 


Rahimu,. 


l-S" |a 

I" i< 


It n 

Is 


Bast Bbvsax. 
•~<onold. 


Gournaddi 

Bauj^kal 

NoftkhoUr M. I NmkhoUp 


KoRTff 

ISlClfOAT.. 


Parre«dporft 


ItfttnNhiffunge 


NHrftiiiKunge 
Matitokfrunirt 
Jnyd0bport ... 

Hill Tipp«rftli 
rippentb ... ??*“*y* 

(«h»Ddpore ... 
BrahrotiDberifi 
Uamehandra’ 
por« 

Saiimaffar,,, 
Daudkandi ... 
Kaiba 
tak$ham 

\tyt««n.tnith.. KlihorewiiiM 

’ Atik ITanpath 

MymenHinKii 
Jftm.Ipore ... 
Nei.r«konk ... 
SKbor»akhalli 
Ditrpapiirt ... 
SheriporeTown 
I Dtuanpanj ... 

Ptiliiik 

geraikunK. ... 

8her«por« ... 
NowkPillk ... 
Hok» 

P.nohhibi ... 




DiDkftepon , 


UMUleab ... 
Nattorr 

Naoffaon ... 
iMlpon ■... 
Manita .. 

HaMah 
Clianchal ... 
QmoI ... 

8i6ga»^ 

Mohadebpore 
OburamoD ... 
Raiaunire ... 
l>inaK«pora .. 
Kalnorahat . 
Thakoorgaop 
BuaoauiKUUdt 

(Opaiaada) 
Ruuapore ... 
Kuripran. ... 
Bapdapra 
(KUphmmaria 


i nlpipora* 


(iooob Bdbaf. 


liariaalinf 


Norte Bihar I Parnnab 


'iortb Bhagul 
por 

BarbhuiiRa .. 


HoaiiSarpon 


Protabgan) 


Nil Nil 
Nii Nil 


i\il 

Nil I Nil 


Nil Nil 
.Ni. Nil 


Nil N 
Nil -N 

Nil N 
Nil N 
Nil N 
Nil N 


Total Iain- 
tall since 
1st April 

mi. 































































































































































































StJPPLEaSCBSlT UO IHS CALOtJTTA QAifiBlTTB, APBIl^ 8,1801. 


Itatement of in Bez}gal for the week ending Saturday (8 azo-.)> the 4th of April 1891—conoid. 


^orological 

AWiitinn. 


iTH B*n** 
eowliutixl. 


rXU UEHAB 


■BTIA. NaO- 
PUB. 


A—1 


IIAINEAU.. 


ToTAS— 

Total * 

ninfail 

since 

1 st of 
month. 

▼emge 
total >1 
minfall 
from 

Ut of 

QOUtU. 


llitl 

Siattiol. 

• 

Station. 

A 

i§ 

QQ 

ja 

1 

*§2 

2 e* 

S 

1 

*g § 

^ Js 

b9i 

H 

|| 

P 

1 1 

S A 
JS< 

H 

1 

a 

S A 

J3 

fc 

to 

5 

fa’s 

l| 

'S 

* 

<5^ 

|| 

Css 

II 

II 

otal raiu- 
fuU oinoe 
lot April 
1891. 

— 

Motihnri 







1 

Nil 

Nil 

O'lS 

Nil 

0*06 

Nil 

C 

Chumparan... 



...... 





Nil 

Nil 

ii-ii 

, Nil 

0*08 

Nil 

( 

Hottitth .1. 








Nil 

.Ml 

V 

Nil 

t 

Nil 



.0apaka 
Burhurwa ... 








Nd 

NU 

f 

Nil 

f 

Nil 



Uopslgungo... 






j 


Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

I 

9arun its 




. 


j 


Nil 

Nil 

001 

Nil 

Nil 

Nil 

1 


liewttn 




... .4 




Nil 

Nil 

0*03 

Nil 

0*01 

NU 



Cliuprah 








Nil 

Nil 

0'05 

Nil 

o'oa 

Nil 


Bhaliabod 

Bnxar 

.....* 







Nil 

Nil 

0‘07 

Nil 

0*07 

. Nil 



Uehrec 








Nit 

Nil 

0*04 

Nil 

0*03 

Nil 



^ml>ooah .es 





* 



Nil 

Nil 

ono 

.Ml 

0 *0S 

NU 










Nil 

Nil 

0*08 

Nil 

007 

Nil 



Arruli •*. 

Mo/ianinh ... 





. 

. 


Ml 

Nil 

¥ 

Nil 

y 

Nil 


Gya 

Annmgttbad... 

Oya 

Nowadnh 

Jehanubad 

Arwftl 

Kherruhatii .. 
Kajnult 
ydkriJiaraxvan 



•■>. .... 

. 




Nit 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

iVil 

NU 

Nil 

Nil 

Nil 

Nil 

0*06 

0*04 

0 *01i 

y*10 

y 

¥ 

¥ 

y 

y 

Nil 

Nil 

Ml 

NU 

NU 

Nil 

NU 

Nil 

Nil 

0*05 

U‘U3 

0*03 

0*03 

t 

» 

* 

¥ 

¥ 

Nil 

Nil 

NU 

NU 

Nil 

NU 

Nil 

Nil 

Nil 


Patna 

Pat-na 

i>|iiap«tro 

Hohac ... 

Barrh 

Bickram 

UiUa 

. 



. 

. 



Nil 

Nil 

Nil 

-Nil 

.Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

0*03 

0*04 

O-O.'i 

0*03 

y 

V 

Nil 

Nil 

NU 

Nil 

Nil 

Ail 

O’OS 

0 *0.1 

0*02 

0*01 

y 

? 

Nil 

NU 

Nil 

Nil 

Nil 

Nil 


Monghyr 

BegoORorai ... 
Honkhyr 
Janiui ... 








Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Ml 

0*02 

o'(h: 

0 *11.^ 

V 

Nil 

NU 

Ni) 

Nil 

0 01 
, 0 05 
OO.'i 

V 

NU 

aNiI 

NU 

NU 



Ooftrt 

8h»ikpura ... 



. 





Nil 

Nil 

y 

NU 

y 

Nil 


Sooth Bliegul- 

HbaKulporo... 






. 

. 

Nil 

Nil 

Nil 

0*00 

NU 

Nil 

0*01 

0*04 

Nil 

NU 


pore. 

RaoKa 







...... 



V 

Nil 

y 

NU 



Kolgonff ... 
Jiangaon 






. 


Nil 

Nil 

V 

Nil 

y 

NI 

Nil 

Nil 


Sonthal Per- 

Baimehal ... 




. 




Nil 

Nil 

Nil 

NU 

Nil 

0*03 

Nil 

Nil 

NU 

0 *0.8 


^ gunuaha. 

Godda 








Nil 

0*10 

Nit 

0 ‘t0 

Nil 



Pakour 

Nya Poomka 



. 





Nil 

Nil 

Nil 

0*20 

Nil 

NU 

0*10 

0*02 

Nil 
, Nil 



Peoghur 






... 



Nil 


Nil 

0*01 

Nil 



Jainiiara ... 








Nil 

Ml 

Nil 

V 

NU 

y 

Nit 



Mohagam^ 

Kanthai 








Nil 

V 

Nil 

y 

Nil 


IIazarih»Kl> «• 

Paohamha ... 

. 







Nil 

Nil 

0 -0* 

NU 

o*oa 

NU 


iOiridi). 








NU 

Nil 

0*118 

Nil 

0*04 

Nil 



.Hataribagh .. 








Nil 

Nil 

0*01 

NU 

O’Ol 

Nil 



Snmloaurtdi . 




' ' 




Nil 

Nil 

o*o:i 

a\il 

0*08 

Nil 



Mahudi UIDh 








Nil 

Nil 

Nil 

Nil 

NU 

NU 



jhoomra UiU»> 








Nil 

Nil 

y 

Nil 

y 

Nil 



Barhi 








Nil 

Nil 

y 

NU 

f 

Nil 



Chaira 








aNII 

Nif 

¥ 

Nil 


Nil 



Karagdtha ... 

iiamghar ... 





. 

. 

. 

Nil 

NU 

y 

Nil 

¥ 

NU 

0 10 

Ml 


Lohardugga... 

liOhardugga.. 





. 


. 

Nil 

Nil 

Nil 

Nil 

0*04 
0 14 

Nil 

Nil 

Nil 

Nil 



Banehi 








Nil 

Nil 

O'mP 

Nil 

0*05 

Nil 



Palamnw 









Nil 

y 

Nil 

f 

NU 



Silli 








Nil 

Nil 

y 

Nil 

¥ 

Nil 



Baiumat 








Nil 

Nil 

? 

NU 

% 

Nil 



JUotMinabad 

Qarwah 





. 



Nil 

Nil 

f 

Nil 

t 

Ml 


Singbhovni n 

Chyebesia ^ 
Vhakradhar- 







. 

Nil 

Nil 

Nil 

Nil 

0 M8 

y 

Nil 

Nil 

0*10 

¥ 

NU 

Nil 



pore, 

Okaltilla ... 





... 


. 

Nil 

Nil 

Nil 

NU 

f 

f 

Nil 

NU 

¥ 

¥ 

Nil 

NU 



Baharagura 














Uanbhoom ... 

PuruHa 
Oobindpore ... 

Baghunutk* 

. 






....a« 

Ni 

Ni 

Ni 

Nil 

Nil 

Nil 

0 *0J 

o*u 

y 

Nil 

Nil 

Nil 

0*05 

0*07 

y 

Nil 

Nil 

Nil 



poro, 

Barrabkoom 




. 




Ni 

Ni 

Nil 

NU 

y 

V 

Nil 

Nil 

¥ 

¥ 

NU 

Nil 



Jholdo *•* 

Chut ... 




...... 




Ni 

-A_ 

Nil 

- 

y 

NU 

y 

Nil 



OMlanation.— .indicaio that no rain has fallen. II ihe 

hr retenis'are wimtiim. thn nnrresiiandinK spnooa in the total rainfall oollffc 
whan at least O’l (noh of min has fallen. 


any day hnK not hnan rAmMv«*d, thn oorrdAponrtmv apapn iR Inft blank. If at 
ntt left blank. With roferonca to the column of rainy duyii* the definition of a raiu^ 


('alcdtta, the 7th April 1891. 
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SUMMART OP THE METBOaOLOGICAIi AND RAINPALIi OBSERVATIONS 
TAKEN IN BENGALI FOR THE WEEK ENDING SATURDAY, THB 
4 tu of APRIL 1891. 

A msTiNOT ctange of meteorological conditions had taken place in Bengal in the second 
half of the previous week, and the disUirhed conditions, with rain in various districts, which hod 
existed for the greater part of March, had practically passed away. A low-pressm-o area which 
had travelled from Bengal into ^Jmma still existed, and at the commencement of the present 
week the distrflbution of pressme 'f^as decidedly ahnormal, for it was considerahly above the 
average oves the greater part of Bengal, and almost equally holow it in Burma. With this 
unusual distribution of pi-essure a steady north-westerly and westerly eturent was blowing at 
almost all stations, and fine weather witn steadily increasing temperatme obtained, while at tlio 
same time humbiity was decidedly low. These conditions continued jiractacnlly unaltered up 
till April 2nd, when pressure began to fall decidedly more rapidly in Bengal than in Birrma, 
a similar fall occui'ring on the 3rd; while on the 4th pressure had risen by about more than a 
twentieth of an inch in Burma, though it was still foiling in Bengal, and by the close of the 
week, though pressure was a little below the normal, yet the defects in Bengal and Burma 
were nearly of equal amount, and the general distribution was therefore fairly normal. With 
this distribution of pressure the northerly element in the wind directions almost disappeared, 
and on April 4th westerly and south-westerly winds were reported at the majority of 
stations, while in East Bengal southerly and south-easterly winds were blowing. At the close 
of the week therefore conditions were about noimol for the hot weather. 

Vrt’mnre —Was above the noimal during the gre-ater port of the week, and ttio mean 
pressure has usually been above the average by about iliroe to live-hundredths of an inch. 
The excess has been generally smallest in Orissa and laigest in South Behar. • 

Temperature —Was lorgcly below the noimal at the commencement of the week, but from 
the Slst March a steady increase set in, the daily increase in ihe mean temperature equalling 
about one degree up to April 3rd, wh« n on tliis day and the 4th the daily increase vaiicd from 
about 2° to 4 . Notwithstanding this rapid increase, the mean temiieraturo for the week has 
again been vo:^ considerably below the normal, and the general average for Bengal shows a 
defect of 4 '1°. The defects have been fairly equal except in tlrissa, where temperature has been 
nearly normal, while on the other hand a defect of (>‘3° has been recorded in East Bengal. 
The liighest maximum temperature registered in the province during the week was 103-4“ 
at Cuttack on April 4th. 

The actual temperatures registered during the week and their variation from their normal 
values arc best shown in the following table, where the average maximum, minimum, and mean 
temperatures for the wook at nine typical stations in different districts of the province oj-o 
compared with their normal values. During the present week both day and night temporatuxos 
have been both largely and almost equally in defect 


Tahli ahowmg the excess or defect of the actual mean temperature from the normal for the week 

ending Alh April 1891. 


Onttaok 

Oaloulte 

Dai)ca 

BardwftD 

PfttnA 

Qya 

A*urni»o 

flASiiribfiKh 

Darieeling 



1 § 


B-S 
s s 

B ® 


e ^ 

M * ■ 

B 


'S.£S 

*3 

6*- . 



gsl. 

- »-na 
S£S. 




o g 

i|* 

.2 St 

^ ^.S 

•P « 

3n0'4 

1 

1K)*3 

—1*1 

M'U 

92*1 

—1*0 


:»2*a 

4 ()•« 

i>8*a 

93*4 

—n-2 

07*1* 

92*4 


lOff’O 

93-7 

—0*3 


SHI 2 

—6*4 

947 

89*fi 

—n*2 

D9’l 

63*8 

+ 0*7 


.1^ . 
.E o) A 
g js 22 

Sill 

c 4 ^ 


ee « w* 

® £.5 


S3 

S 

s 






7G*4 

75*2 1 

-1*2 

KS'4 

H7'.*l 

' -'s 

74-2 

7<»*4 I 


H4'l 

8r;t 


73*H 

«7-l 

“C'7 

H.'El 

7UU 


74 0 


—5*8 

Mli’3 

8i>'H 

ria 

71*0 

({r.H ! 

—7-7 

84*5 

77'M 

—«'7 

72*7 

90'S : 

—(;'2 

8f;*S 

Htri 

—« 2 


! 

_7-2 

81-7 

75*3 

-^1*4 

s;s«*8 

«f»'7 

—4-1 

H2*;i 

77 ■« 

—V7 

40*1 

1 

—2*8 

52*0 

61*0 

—10 


Itainfall .—Beyond one or two isolated show-et-s in Orissa in the early paif of the wufelr, 
which were of no imijortaucc, the whole provinoo has been i ainlo'^s during the jioriod. 
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The follovring table gives the summary of the temperature and rainfall data of eaoh of 
the seven metearologioal ^visions of the provinoe for the week ending Saturday, the 4th 
of April 1891 


l(STKo>oi.oarci.i. 
Diviaips a. 

llBJirSBATUBB. 

Baiffali.. 

M 

Ot 

« 

«r> 

a 
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0 

n 

*o 

a> 

1* 

w 

a> 

m 
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*> 

4> 

•a 

a 
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u> 

■i 

a 

TS 

•0 

4> 

1* 

» 

09 

A 

O 

1 

o 

*•3 

1 

Averages for week. 

© 

o 

0 0* 

B 

a § 

B 

a; 

Of week. 

Bainy daya. 

Since lat of 
fflontli. 

Since let 
April 1891. 

or highest of each day. 

>» 

m 

ts 

XI 

V 

0 

Of 

o 

•> 

0) 

o 

O 

Of mean for each day. 

Average. 

Normal average. 

a 

.2 

c 

a 

td 

© 

a© 

i 

a 

9 

Normal average num¬ 
ber in week. 

1 

1 

9 

> 

-1 

£ 

e 

o 

t> 

*s 

a 

Id 

o 

© 

9 

I 

1 
» ■ 

Oriat* .. 

103'4 

091 

91(1 

76-3 

8J-1 

-0*3 

0*00 

017 

—0-11 

0-13 

0*32 

—0*10 

Nil 

on 

Nil 

o-ll 

South-W eat Bengal 

tOO-6 

Ci'O 

930 

*5,9-4 

81*2 

-30 

Nil 

0-27 

—0-37 

0*00 

O-M 

-0*44 

Nil 

0*17 

Nil 

017 

Esat Bengal . 

071 

57*« 

91'6 

CC-2 

78*8 

—I'l 

Nil 

0-44 

—0-44 

0-00 

0 71 

—0*71 

Nil 

0*2S 

Nil 

0-25 

NorIb Bengal . 

OT'.I 

65-1 

01 *2 

00-9 

76 0 

-3*4 

NM 

0’28 

—0*28 

000 

0 41 

—0*41 

Nil 

0*M 

Nil 

014 

North Buhar . 

91)-3 

r.2-3 

ni*o 

00;3 

75-7 

—41) 

Nil 

0-07 

—007 

0-00 

0-18 

—0*18 

Nil 

0*04 

Nil 

0*04 

fioutli Bubar . 


59-3 

92*8 

fii-N 

78-8 

—4*9 

Nil 

O'l'O 

—0-00 

0*00 

0'17 

-0-17 

Nil 

0’U4 

Nil 

0*04 

Obntia Nagpur. 

»5-»* 

01-s* 

88*2* 

G50* 

76'G» 

-5*1* 

Nil 

0*07 

-0*07 

0-00 

_ 

0-18 

-0*18 

Nil 

0*04 

Nil 

0-04 


* Clij^ubasaa not inoluded. 

Meteokologicai. Office, Benoai, A. Pedleb, 

27ie 7th April 1891, Meteorological Reporter to the Qovt. of Bengal. 
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Abstract of the results of Meteorological Observations taken at the Alipore 

Observatory in the month of March 1891. 


The mean pressure of the month 

The average pressure of March from 21 years’ registers 
The highest pressure in the month ... ... 

The lowest pressure iu the month 

The range pressure ... , ... ... ... 

The total tiumber of hours of bright sunshine during the month 
The maximum possible number of hours of sunshine ... 

•The mean temperature of the month ... 

TheUverago temperature of March from 24> years’ registers ... 
The highest temperature in the month 

The lowest temperature in the month ... ... • ... 

The range of temperature during the month 

The mean daily range of temperature ... ... 

The greatest range of temperature in one day 

The mean humidity of the month ... ... 

The average humidity of March from 21 years’ registers ... 

The mean vapour tension of the month ... ... 

The average vapour tension of Mai’oh from 9 years* registers ... 
The mean cloud proportion of the month 

Theaverage cloud proportion of March from ll years’ registers ... 
The total rainfall of the month ... ... ... 

The total rainfall indicated by a Reckley’a self-registering rain- 
gauge (mouth of the gauge about 52 feet above the ground) 
The average fall of March from 48 years’ registers 
The greatest fall in 24 hours 

The number of rainy days in the month 

The average number of rainy days in March from 24 years’ 
registers ... ... ... ... 

The mean maximum equilibrium temperature of solar radiation 
during the mouth ... ... ... ... 

The mean diifereucc of sun and air temperatures ... ... 

The greatest suu temperature ... ... ... 

The greatest excess of sun over air temperature 
The mean temperature of the nocturnal radiation thermometer 
on woollen cloth 

The mean depression of the nocturnal radiation thermometer 
below the minimum air Icmpcrature at 4 feet above the 

ground ... ... ... ... 

The greatest depression of the nocturnal radiation thermometer 
below the miu’imum air temperature 

The mean movement of the wind per day 

The greatest movement of the wind in one day ,,, 

The greatest movement of the wind in one hour ... 


Inches. 

29-8!)6 
2n-8()9 
30 048 
29*7(52 
0*286 
Hour*. 
2()!)*1 
371*3 

O 

70*1 

80*6 

91*5 

(52*9 

28G 

17*1 

24*1 

Her cent. 

76 

66 

lucbos. 

0*673 

0*702 

4*70 

2*56 

3*94 

3*85 

1*34 

2*28 

Days. 

9 


Date. 


Hour. 


7th & 8th 
1st 


10 

10 


2*3ud. 

12th. 


1st. 


14th. 


140*7 

55*8 

1548 

67*8 

2l8t. 

21st. 

635 


4-5 


8*2 

2yth. 

73*7 
1510 

J3th. 


15*0 • 20th, 1 to 2 P.M., & 
21st, 11 to noon. 


The number of hours with winds from each of the 8 points— 

N. 63, N.E. 36, E. 32, S.E. 47, S. 72, S.W. 154, W. 102, N.W. 74, Calm 164. 


The results of observations at the Alipore Observatory are not rigorously compurable with 
the registers of past years (at the Park Street Observatory). The barometer is about 3 feet 
higher at Alipore, and, other things being equal, reads therefore *003 lower. The diurnal range of 
temperature is also greater at Alipore, and the mean temperature apparently about 1*0“ lower; and 
finally, the thermometer which furnished the record of temperature at the Surveyor-*Genqj*al’s 
Office during 20 .years and upwards is found to read 0*6 higher than the Kew standard thermometer, 
which is the standard of reference at the present Observatory. 

0. Little, . 

Ibr MtUo/ralogical ReporUr to the Qovt, ef India, 


Meteorological Office, India ; 
Calcutta, the Qih April 1891. 
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Results of the Meteorological Observations taken at the Alipore Observatory from 

29th March to 4th April 1891. 
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Rain. 

Wbatuer. 

891. 


o 


Inches. 

o 

o 

o 

o 

o 

TneboR 

o 

% 


1 

Inches. 


liar. 

S-OUj 

140-7 


29-805 

80-2 

89 4 

18-2 

71-2 

69 0 

o-.oes 

62-3 

57 

NWhy W, N ami 
calm. 

44 

Nil 

Clear. 

It 

sotli 

113-8 

, 

9-4 

-865 

79-8 

90-5 

23 0 

67-6 

68 9 

•565 

62 4 

69 

Variable anil calm 

19 

11 

Chiefly cle.ir 

Si.. 

>» 


146-7 

8-9 

-833 

80-1 

91-4 

22 3 

69-1 

69-4 

•576 

63-0 

59 

Variable, NN Wand 
calm. 

24 

11 

Chic6y dear 

.pril 

lilt 

1467 

10-4 

•821 

80 2 

92-1 

24-0 

, 08 -1 

09-9 

•594 

63 8 

60 

NNW and calm ... 

57 

II 

Chiefly clear. 

II 

iJuil 

149-3 

10-6 

•780 

81-2 

94 5 

24-5 

70-0 

70-.1 

•603 

64-2 

02 

WNW and calm ... 

68 

1 

Clear, Xk, ^ 

It 

3vd 

151-5 

10-7 

■713 

83-2 

967 

20-0 

70-1 

72 7 

*705 

68 8 

03 

WSVV and W 

84 

II 

Clear A., 


4th 

151-6 

10-5 

•753 

85 6 

99-2 

23-2 

76'0 

74-8 

•719 

69-4 

59 

WSWandSSW ... 

109 

11 

Chiefly clear 


lochea. 


The mean pressiire of the seven days ... ... f. 

The average pressure of the oorrosponding period for 24 years, S.-O.’s Office 

The total number of hours of bright sunshine 
The maximum possible number of hours of sunshine ... 

The mean temperature of ti o seven days ... 

The average temperature ol tlie corresponding period for 24 years, S.-U.’s Office 
The extreme variation of temperature 
The maximum temperature ... 

The highest velocity of the wind in one hour ... ... 

The highest pressure of wind on one square foot 

The mean relative humidity ... ... ... ... , 

The average relative humidity of the corresponding period for 24 years, S.-G.’s 
Office 


29-809 

29-78C 

Houri>. 

70-8 

80-8 

O 

81’5 

83-9 

317 

99-2 

Milos 

9 

lbs. 

? 

°/ 

'O 

CO 

67 

Inohtfs. 

NU 
0 32 
4-So 
3-02 


The total fall of rain from 29th March to 4th April 1891 
The average fall of the corresponding period for 24 years, S.-G.'s Office 
The total fall from 1st January to 4th April 1891 
The average fall of the corresponding period for 24 years, S.-G.’s Office 

The mean pressure, temperature, &o., are deduced from the traces of the 13arogra2)h and Theriuograpfa, 
and from observations made at Cli, lOh, ICh, aud 22h. 

The maximum aud nunimum temperatures are obtained from seff-registering thermometers. All the 
tiermomttuB are verified, aud the readings hav^een corrected to a standard oouslruuted and verified at the 
;^ew Observatory. They are exposed under a thatched shed open at the sides,'lad are suspended four feet 
above the ground. 

The barometer readings are corrected approximately to those of the standard, Newman’s No. 86, formerly 
at the Surveyor-GeneraTs Office. 

The hygrometrio elements are obtained from Tables III, IV. and V of the official tables oomputed in 
the Meteorological Office, and based on liegnault’s modifications of August’s formula. 

The directions and the movement of the wind are taken from the trace of a Beck ley’s anemograph 

The mouth of the rain-gauge is -one foot above the grotind. 
jx., dew ; fog. 

0. LlTTI.B, 

For Jdeieorologieal Reporter to the Oovt. of India. 

MBTiiCBOi.oaiCAT. Ofpicb, Govt, of India; 

Calcutta, the 6/A April 1891. 
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Abstract of the Results of thsp Barometric and Thermometrio Observations taken at 
10 a.m. at the Meteorological OfiELce, Ohowringhee, in the month of Match 1891. 


The mean pressure at 10 a.](. during the month 

The mean temperature at 10 a.u. during the month ... 

The highest temperature during the mouth 

The lowest temperature during th% month 

The absolute range of temperature during the month ... 

The mean daily range of temperature during the month 
The greatest range of temperature in one day during the month 

The mean 10 a.m. humidity daring the month ... 

The mean 10 a.m. vapour tension during the month 

The total rainfall of the month ... 

The greatest fall in 24 hours 

The number of rainy days in the month ... 



Inobei. 

Onto. 

... 

29-965 

0 


• •• 

79-4 


• •• 

930 

2-2nd & Slst 


63 5 

loth. 

• •• 

29-6 


••• 

184 


... 

24-7 

7, 

30th. 

... 

67 

Inch. 


• •• 

•605 

Inohns. 


see 

3-«0 


aae 

1-97 

14th. 

... 

8 days. 



MRTBoaoLOQicAi, Officb, Inhia ; 
T/te 6lA April 1891. 


C. L 1 TT 1 .E, 

For Meteorological Reporter to the Govt, of India. 


Results of the Barometrical and Thermometrical Observations taken at the Meteoro¬ 
logical Office, Ohowringhee, from 29'ffi March to 4th April 1891. 


MONTB. 

i 



Tkmpekatcrs. 




HyannuETRT. 


§ 

s 

0. 

*s 

Pressure at 10 
corrected and re 
to S‘i- Fahr. 

Daily mean. 

Maximum. 

O 

ho 

C 

ce 

Minimum. 

o 

r-4 

■*» 

£ 

'a 

tn 

(S" 

o 

.H 

ts 

la 

Vapour pressure 
at 10 A.U. 

Dew point at 
10 A.a. 

Humidity at 10 
A.U. 

1891. 


Tubhes. 

• 

• 

• 

o 

o 

o 

Inohoa. 

O 

% 

Inohea. 


29th ... 

29-946 

80*4 

919 

21-2 

69-8 

84r9 

07 1 

•420 

64 5 

35 

NU 


mh ... 

■954 

• 79 7 

92 0 

24 7 

07-3 

84-5 

67 1 

•431 

6'1'8 

30 



sut 

910 

8c0 

93 0 

2t0 

09 0 

80-5 

68 0 

>4.59 

56-5 

36 



1st ... 

9-20 

819 

94 0 

24 3 

09-7 

846 

706 

•562 

02‘2 

47 




•871 

83'.S 

90 0 

25-4 

706 

88 0 

70-6 

•7.59 

71-II 

67 



»nl ... 

•814 

849 

980 

26-2 

71 8 

90-8 

70-6 

•7-24 

69 6 

61 



4th ... 

■815 

87 6 

100 2 

25 2 

76 0 

896 

80'6 

*019 

76 7* 

• 

66 



Inches, 


The mean lU a.m. pressure of the seven days ... ... ... 29'891 

O 


The mean temperature of the seven days 
The extreme variation of temperature 
The maximum temperature 

The mean 10 a.m. relative humidity of the seven days 


82-7 
82 9 


100-3 

7n 

47 


Incbw^ 

Tue total fall of rain from 29th March to 4th April 1891 ... ... Nil. 

The daily mhan temperatures are the crude means of maximum and minimum temperaturea. 


C. Litxlb, 


For Meteorological Reporter to the Oovt. 0 / InJiti. 


Meteokoixioioai. OrricE, Iniua ; 
The Qih AprU 1891. 
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MEMORANDUM. 


Monthly statistics of deaths registered in forty-five districts of Bengal for the month 
, of January 1891. 

The total namber of dealbs roRiulcrcd during the month of January 1891 in the 
difltriots of Bengal amounted to 143,492, against 20.5,3;87 in the precedin'/ month, 124,646 
in January 1890, and an average of 131,617 in the corresponding months of (he previous 
five years (1886—90). Those figures correspond to annual death-rates of 26‘01, 37 32, 
22’68 and 23-88 per 1,000, respectively, of the aggregate population of those districts, which 
is 65,859,534. The death-rate of January 1891 is 2’10 higher than the mean rate of the 
corresponding months of the past five years 1886—90, and is also higher than the rate of 
the oorrosponding period of any of the past five years except 1887, vide, the figures below:— 



January 

1880. 

January | 
1887. ! 

: January 

1 1888. 

Jimnary Jan-ary 

ISSU. IHHO. 

1 Monthly 
aviimsouf 
nvB yoara 
isae—BO. 

January 

1881. 

Ratio of doaihM por \ ,000 of the populaiton per 1 
annum ...1 

22-20 

26*88 

26*08 

220S 

23-88 

£6*04 

1_ 


Of the total deaths, 75,.542 (ratio 27-72 per 1,000) occurred among the male population 
and 67,950 (ratio 24'48 per 1,000) among the female. As usual, the registered results were, 
on the whole, greater among the male than among the female population. Relatively 113 
males die-l to ovoi-y 100 lemalos, calculated on the proportion such mortality bears to the 
total male and female population. 

The following table shows the highest proportions of deaths registered during the month 
of January 1891, arranged in order of sequence and comiiarod with the mortality of the 
corresponding mouth of 1890 :— 


Districts. 

Ratio por ntillc diirinjc — 

Districts. 

Ratio per 

millc during?'— 


J ny. 

Jxny. 1B90 


Jany. 181)] 

-, 

. Juiiy. 1890. 

Faridporc 

... 41-76 

29 88 

Tipperah 

... 33 13 

30-00 

Backerganj 

... 4176 

■10-4 4 

JMoakhali 

... 32 76 

37-20 

JcsBorc • ... 

... 40-56 

33-36 

Diiinjpur 

... 32-52 

32-28 

Dacca 

US H4 

26 66 

PubniU 

... 32-40 

34*00 

Khulna 

... 3758 

27-72 

Darjiling 

... 32-28 

31 OS 

Scrainporo 

... 37 20 

32 64 

Poori 

... 32-28 

34-32 

24-Pergunuuhs 

... 35-40 

24 36 

Itungjiore 

... 3I-G8 

32 62 

Howrah 

... 3VOI 

2y-:8 

Bogra 

... 311-72 

30 36 

Singbhum 

... -34 44 

18-J8 

Jlnghli 

... 30 24 

26 40 

linjNhahjo 

... 34.32 

32-40 

J ul]>aiguri ... 

... 30 00 

32-52 

Midnapure 

... 33-36 

2400 




The total mortality during tho month under review from the several registered doath- 
causes is eomjiared in the tbllovviug table with the mortality from those causes in the corre¬ 
sponding month of 1890 and tho average of tho five years 1886—90 :— 

Ratio |ier visille during-— 

Jany. ISM. Jaiiy. I8DO. MonUily avrtrage trf 

' Uvtiyoara ISSU-»v. 


Cholera 

• . • 


2-76 

1*02 

1-08 

Small-pox 



•12 

*io 

•• 7 

Fever' 

• •• 


18*12 

16-08 

17-62 

Dysentery and Diarrheoa 

• • • 


*00 

■72 

-84 

Injury 



12 

•12 

*12 

Other causes 


• 

396 

3-48 

SCO 


The mortality of January 1891 under the heads cholera, small-pox, fever and other causes 
shows an increase over the mortality from these causes of tho two post periods with whioh 
it is comj ared. 

The highest annual death-rates from cholera, fever, and other causes occurred in tho 
following districts :— 


KJkolera. 


Paridporo 

Ifacca 

Tipperah 

24-Fcrgunnahs 

Howrah 

Huddea 

Jessore 

Bnekergauj 

MaimHusiljg ... 

£hulna 

Pubna 

Midnapore ... 
Serampore 


Fever, Other eautes. 

Ratio fior Ratio nor 

mtUe, ■* 


• • 

20-40 

Jcs.sore m 

... 31-20 

• • 

14 88 

Dinajpur 

... 29-01 


8 88 

liajsTiahye 

... 28 93 


8-64 

Itnugpure ... 

... 28 92 


8-40 

.lulpaiguri 

... 28-80 


6-84 

SiEgbhnm 

... 28-08 

• • 

6-84 

Hoakhuli 

... 27-84 


6-36 

Khulna 

... 27-72 


6-61 

Pubna' 

... 26-62 


B-16 

Darjiling 

... 26-28 

f ' 

• * 

• •• 

4-20 

2-76 

2-10 

Serampore ... 

... 2496 


Poori 

Backaeganj ... 


itetio pm 
mtUe. 


19-66 


12 84 
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The mortality from small-pox was high only in the district of Midnaporo, where the mortality 
reached 1*20 per 1,000 of pop^tion. 

The following table shows the death-rates among the five principal efansea firhich com¬ 
prise the population of the Bengal Province, vis , Mahomedans, Hindus, O-hristians, Buddhists 
and other olasses, arranged in order of sequence and compared with the mortality among 
these classes in oorrespoLd ng month of 1890: — 

Ratio per milU dnrinR-^ 

Jany. 1^1. Jany. 1890. 

Mahomedans ... ... ... ... 30-60 26'53 

Hindus ... ... ... ... 2424 21-12 

Vhristians ... • ... ... ... 2061 16'96 

Buddhists _ ... ... ... lH-84 27-72 

' Other classes ... ... ... ... 16 02 12-96 

With regard to Age, infants ns usual perished in the largest numbers, 192 30 per 1,000 
of population per annum; next came old persons (60 years and upwards) with a death-rate 
o*f 72-72 per 1,000. The lowest death-rate occurred between the ages of 10 and under 
Id years, 11-28 per 1,000. 

Detailed information regarding the mortuary statistics of the forty-five districts of 
Bengal during the month under review will be found in the statement appended. 

W. H. Grbgg, Dip. Ptibl. Health, Camh., 

Sanitary Commmioner for Bengal. 


The Gth April 1891. 
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Gkegg, Dip. Fall. Health, Camh., 

lianitaru Commissioner fur Bengal. 





















564 STJPPIiEMENT TO THE OALOUTTA GAZETTE, APBIL 8, 1891. 


MEMORANDUM. 


Weekly statistics of births and deaths in twenty-seven of the principal towns of Bengal for the week 
- ending with Saturday, the 21st March J891. 

. Births. 


The total births registered daring the week ending with Saturday, the 21st March 
1891, in twenty-seven principal towns of Bengal, amounted to 689, and correspond to an 
annual rate of 28’6 per 1,000 of tho aggregate populsiiion of those towns, which is 1,072,359. 
This rate is 7‘6 higher than the average r.ate of tho corresi>oncHng week of the past five years, 
and is also higher than the rate of tlie corresponding week oi any of the past five years 
with which comparison is instituted, vide the figures boloAv-:— 


18RG. 1887. 

IRSB. 

ISRD. 

IS90. 1 

Weekly 
n ventre of 
five yen IN, 
1880 ~80. 

18»1. 

Ratio of births per 1,000 of the population per 
annum . 20* 

21 ■« j 

: 1 

2aa I 

1 22*6 

21' 

28'C 


The births registered in eucli of tlie last fcjur weeks in each of tlio twenty-seven principal 
towns correspond to the following rates per l,ti00 of tho population :— 


WBEIlH KN1>IN<J — 


WKBK» ENIlIEO— 


Towns. 



Towns. 



Bnrdwan .. 

...1 -.u-.-. 

MuliiHpore 

a 1*0 

lliisrhlt uiul Chiiistirah 

•.ii*;; 

Heramporo 

37 a 

Uiterpura 

47*2 

J-iownvh ... 

.*:o'.> 

Bali 

.81*0 

KriHhnaitar 

11*4 

RaTiiiKhnt ... « 

1H*» 


20*3 

J«)NHOrO 

:«>*o 

Ranipore Ueauleab 

42*0 

Darjiling 

2!i*0 

Dtu'ca 

25*3 


4:* 

22'{i 

OS'7 

Norninpraiij 

1.5* 

0 

ISO 

(VliiMa .'OiiK 

32 ‘ 

2 ,*4l 

31*1 


4H*a 

27*5 

.35 .1 

I’Htua i;i(y 

Pi 

ir-i 

2s*3 

li.V.l 

3 i*4 

28*1 

20*3 

Arrnh 

Ife 

lu 5 

tiT)‘ 1 

514>*/.i4 lt(*rp(ire 

15*1 

:;u 3 

11*4 

IhiriihHiiKa 

0*6 

IS 0 

1H*0 

'■'hiipra ... 

2i;*3 

“1*« 

7*0 

liliiitculporo 

24 Tj 

0*1 

80*0 

Miuuflfyr 

52*5 

riri‘2 

OS 3 

Puriieaii ... 

5I*J> 

15*0 

2'»*0 

150 

2'.»*0 

15*0 

Poori 


. 2 t*S 

«.r *2 

S*l 

40*7 

* 

14*1 

4*7 

47*0 

31*7 

tut 1 

Ki'S 

42*4 

17-2 

1 i*3 

14*0 

13*3 

.1 30*2 

22*5 

34*2 

32*1 

Jlt*l 

41*8 

25*1 

18*1 


1P*.'» 

2S*0 

37*7 

34*1 


31*8 

31*5 

a.’PO 

48*8 


20*2 

21*2 

22*1 

22*1 


3S*II 

43*4 

27*4 

28*7 


41 0 

4i*3 

4(i*l 

42*6 

... ... 

27*7 

31*2 

27*7 

27*7 


3!)*0 

31 *5 

31*5 

2 : 1*1 

Total 

28*1 


25*4 

is-ii 


It will be setm that last week the highest birth-rate was returned from Bui'dwaii (G8‘7) 
and tho lowest from Sautiporo (7*). 

Deaths. 


The total deaths registered duringthe woisk under review amounted to 474, and correspond 
to an annual rate of 2^1' per 1,000 ol‘ the ]K>]mlatiou. Tiie rate of the week is 1-5 higher than 
the average rate of tho oorrosjxmding wtM^k of tho j^ast five years, and is also higher ilian the 
rate of tho ooixosponding week of any of the past five years with which compai'isou is instituted, 
rtde the figures below : — 


isso. 


Aatio of doatlis per 1,000 of the population per ^ 


20*4 


1887. 


1888. 


22*1 


22 *a 


1880. 


1880. 


22*6 


21*8 


AViokl.v 
fivrruK*' of 
live .veMi*M, 
1880 -DU. 


21*6 


1881. 


2a* 


The deaths ^.^egistorod in each of tho last four weeks in each of the twenty-seven principal 
towns correspond to the following rates per 1,000 of the i)opulation:— 


Weeks eni'ino— 


Weeks ekdino— 


Towns. 


Towns. 


A 


ts 


Biirdwiui . 

Midnapore ... 
HiiKhli and Ohmsnrah 

Smiinporo . 

nttHrpara . 

Howrah . 

Bali 

KrishnsEar 
K.iiachat 
Santiporo 
Jossore ... 

Rainpom Besulean 
DarliliDK 
Daooa ... 






NnrainfcanJ 


24*8 

7^*4 

45*8 

58*0 

01*0 

38*1 

ChittairoiiK 


82*8 

68*7 

63*6 

103*8 

100*7 

48*0 

Oomilluh ... 


10*3 

30*8 

65*8 

at-is 

41*3 

32*a 

i*atna City 


13*« 

11*7 

7o*7 

51*0 

87*8 

41*2 

Gya 


44*4 

82*1 

sS7*7 

28*3 


0*4 

Arrah 


12*0 

8*4 

88*4 

2^4*0 

34*4 

20*9 

MoNiifTerporo 


16*8 

12*2 

45*« 

46*0 

21*1 

10*6 

Dnrbhanga 


88*5 

2rt‘0 


20*8 

2H'6 

20*6 

Chupra 


21*1 

13*1 

12*0 

6*0 

20*0 

0*0 

Hhaffiilpore 


17*2 

10*7 

21*0 

14*0 

10*6 

6*8 

.Vloiitthyr ... 


84*4 

27*1 

81*8 

84*7 

12*2 

12*a 

Puriieah ... 


20*8 

10*4 

26*8 

81*5 

81*6 

42*0 

Poori 


09*2 

88*6 

20*6 

44*6 

22*2 

7*4 





28*2 

14*3 

14*0 

18*0 


Total 

82*8 

25*9 


83T 

48*6 

37*6 

86*2 

34*7 

7*7 

10*3 

14*0 

80 7 

26*0 

7*9 

18*8 

29*2 

14*6 

29*9 

26*8 

16*1 

17*1 

18*0 

26*9 

26*8 

28*8 

17*8 

18*8 

66*9 

33*6 

27*6 

Ts-o 
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Acoording to the figures returned, the highest mortality ooourrod in the town of Midnapore 
(4y') and the lowest in Santipore (5'3). 

Measured by last weehis mortality, the highest annual death-rates from the several 
registered death-causes ooourred in the following towns :— t 


Cholera. Small-por. 


Fever. 


Other cdimes. 



Ratio per 

Ufttio poc 


milU, 


mille* 

Krishnffgar 

... 161 

1 Chittagong 

... 141 , 

Midnapore 

... 13 9 

Midnapore 

... 12-4 I 

Hiighli and 

Cliiu- 

Monghyr 

... 4'6 

surah 

' ... 11-6 

' Gya » 

... 2-7 

Burdwan 

... 91 

Patna City 

... 2-0 

Howrah * 

... 80 



Dtirbhanga 

... 4-7 



Bhagnlpore 

... 8-8 




Katio per Katio iior 

thiHfit millv, 

Kampore lleauleah 36-8 Narainganj ... ifi S 

Scramporo ... J6'7 

(iiiltagong ... ] r7 

Ohupra ... llH) 

Mongliyr ... ]0'8 

Poori ... JO-.'i 


’ The total mortality from the several registered death-causes in the twenty-seven principal 
towns amounted to 3 4 from cholera, against 4’9 in the preceding week ; 1-7 from small-pox, 
against 2 5; 9-3 from fever, against ]0-l;21 from dysentery and diarrhma, against 2-5; 
•7 from injury, against -4; and 5-8 from other causes, against 7*1 in the preceding week. 

The mortality of last week according to Sex, Class and Age was as follows:— 


According to Sex. 


According to Class. 


According to Age. 


Males ... 

Kemalea 

Jtatio ot male doallis lo 
every 100 female deailis, 
caJculalofl on the pro¬ 
portion such mortality 
boars to the total male 
and female population... 


Katin per 
viille. 


Katin per 
mille. 


Kat lo per 
miitc. 


Christians 

... 221 

Under 1 year • 

163 7 

Hindus 

... 23-7 

1 and under 6 years 

... 293 

Mahomedans 

... 21-4 

5 

10 „ 

... 15-4 



10 

... 16 .. 

... 8-6 



16 

sw 

... 16 6 



20 

30 „ 

... 115 



30 

.. 40 „ 

... 16-2 



40 

60 „ 

... 197 



60 

60 

... 22-6 



GO years and upwards 

... 63 4 


Detailed information regarding the vital statistics of the twenty-seven principal towns 
dealt with in the above review will be found in the statement appended. 

W- H. Qrkgq, Dip. Puhl. Health, Camb., 

Sanitary Commissioner for Bengal. 


The iUh April 1891. 









JtOETALIT? ACCORDINO TO- 


8 


SUPPLEMENT TO THE CALCUTTA OAZBTTE, APRIL 8, 1891 


•uoijuindod 
• 4(1111^)] puu itlliui piM'l »![) 
U) A|II1l4.1UtU l|OI)S llOj) 

'iiMitAia uo 

*K4()M[I V|UUJ|»| OUl A'4 oAO 

ill sqiKMp w'uiu 40 011 V)| 


*VAIVUId4 


2 I 





‘•iOIvaiUal 




* tillillA 

(141 111 iiinuini Jk*d 1101)«( 
•mlii'l j ' .iiioM >tn*cH| i> j«> o tnsH 




•S.tHit i> J Ji I'* 


‘K iNVAKip 


putt 


‘.Onruj 


•w.itii-i.t’np 




•lod-iitmis 

li r 

■K.tK1t>»KipJ>U|H» 

*A.u»ruj 

pin; 

*NaAAUj] 


H 


•xod-pmus 


otttuiAj oiM 

'ajoao jootp'H 


VW#oj; 

‘Ki>[VUIiV| 

•supii*; 

•K.»n:iv 


« 

c g 

^ Sta Pi 

6A O 
I 

Pi 

O 

cc 

H 

n 

» 

u> 


c 

? 

-1 


•PM'M. 


'HriltMiM,.) 





oa 

H 


eo « ee »-• SS 451 '- Sjs-n S'^S 95 Sfi® 1 

= 1 >“ Sg2 Bg* Bag *' S E-gS ‘ 


S &' 


o 4 f 


S s ip 


•® ^ 04 f-i 




03 M M ^ M ^ 

o ^ M M « 

r4 99 i-i tH CM 


to N 

s r. 


lO !-• M 01 ^ CO 

O •• C9 i* 03 

01 <0 <•^ 04 CO 




oo i-ik 

# 


*0 01 lO 01 03 


to I- to *”• 


ii S E; s s -S 






e> ^ -A tp ^ ^ 

•N A V o W W IC 6» c» K 09 10 10 


91 'H 94 «C oe 


CO 


eo 01 i-i 


03 <34 01 eo ^ 


« CO — 

IM 

oi J : 

<?v w »,• 


i'll 09 **> *H 09 9t tc 


*0 W 


CO CO 01 CO 


«-> ^ y. 


oc 

1C 


09 w 
tc 4 > 

9 t 91 
CO a. 


e e 10 09 to 


•91 93 #■» QC «S 


lo aH 04 •■* CO 


t- •-■ !■« 


*.; c« O:. 

•O v ^ 

30 r? ^ 


^ 

s s s 


-I- I- , ■? 


s e 1C 


^ 10 >0 

^ m •- '■4 

■M V C» W 


V s. 
»0 3. 

X S'* 


*i CO t-» 


A tc «■*■ ’-4 4^ o 3® *3 

»- Jfl 10 CO CC 04 O « CO 1? «> iS 

»I3 * ^ “ ‘1 *”1 * 5 . • • 

eo •» of I'C 00 V *0 ^ 22 

^ K3 ^ ^ 1 ^ '*f 


?! £ 
or c* 
CO <01 


»» oj 


“ - S S 2 5 •> 

Hill = s I I 

■§ -s-ii £ I s I S 1 

a j5»-jg o ffi a) M a ,g 


5. S g -3 

S 3 * C4 3 * 

cs ol 36 CC 

OS .s a i2 


J3‘ = ? 


.s a 

^ o 


3 I - I 

"S •§ “ i 

% S a B 

n 34 3t £ 


5 S 33 


s 


® •* 

* £ A 
)-» oa fi 


e i 


H e. 


a 


- a.. 4:3 


Pi Ol 


















SUPPLEMENT TO THE OALOUTTA GAZETTE, APRIL 8, 1891 





tpi«A 

•dll pat H4«o^ OB 


2 

Ai 

% 

s 

0 0 

i S ^ 

»H 

k 

: 

■a 

•a 

93 

pH 

P P 

S ■ 3 

40 

S 

X 


!** 

Is 

CD 

S 

s 

A 00 

Si 9 

0 

fe 

to 

is 

0 

S 

00 1 

! K 

pH 1 

1 ^ 

|s 




•trn¥£ 

09 «9pan put Ofi 

9 

1 

1 

to 

S3 

Al 

: S! i 

0 

: 

: 

• 

s» . s» 

53 * S 

■ 


i 

5 

pH 

1° 

to 

pH 

eo 

CD 

0 fa 

CD pp 
pH pH 

p 

04 

os 

5 

: 

to 

■ S 

CD 

ll 



A 

A 

A 

A 

*IJtOX 

08 40pnQ pat Of 

r* 

55 

fo 

1 

?* 

T* 9* 

; Si ss 

?* 

33 

: 

X 

; 

S3 i ^ 

9» 

% 

PC 

« 

I 

la 

■D 

0 

s 

; 

9* 

: m 


A 

k 

r 

A 

r* 

3 it 

tto 

Ot 



4 

A 

M 

A 

A 

*MteX 

Of aepun put 08 

«D 

a 

to 

s 

s 

?» 

S 

m 

S 

1 

1 

1 

CO ^ 

a • *0 

A* : pH 

09 

is 

: 

•' 

e» 

oo 

eo 

CD 

PH 


to 0 

i** A 

CD 

91 

A 

A 

eo 

lA 

01 

91 »H 
m «o 

pH 94 

91 

CD 



O 

H 

i 

D 

08 japan put oB 

k 

ta 

V 

00 

to 

foc 

oo 

® aj a 


! 

: 


*0 91 

22 ® 

X 

r« 

k 

00 

CO 

pH 

S 

yH 

9> 

9 

to 

OO 

Cp 


P 

io 

s 

p 

: ^ 

p 

A 



O 

a< 

A 

O 

*Mte^ 

00 iepan put fil 

to 

fH 

u 

k 

oo 

a 

•4 

■ j! : 

r> 

a 

S 



0 91 

4* • ^ 

CD S PH 

hi 

HO 

to 

s 

1 

: 

9» 

Ot 

91 

CO 

91 

r* • 

0 

So 

to 

k 

A) 

GO 

pH 

0 

: a 

n 

0 i 

pH 



e 

• o 

M 

A 

*«jtoX 

01 Japan pat ui 

»» 

r< 

r* 

f«C 

: 

: 

; ; 

00 

pH 

= 

: 

= 

: : : 


ft 

St 

1 

1 


10 

a 

pH A 

tH ^ 


9* 

Pi 

a» 


p 

CO 



A j 

O 

!3 1 

*u«ai( 

OT lepon P*>* S 

' CO 

!0 


P> 

00 

:ii «D 50 

qil 2 S : 

>b 

PH 

i 

9» 

CO 

: 

0 04 

a • ” 

hO 

: 

= 

eo 

A 

Oi 

94 

= 

0 p 

^ Is 


: 

to 

ot 

(.1 


A 

>0 


6 


■•nef g japun pna i 

o 

k 

; 

JP 

M 

ea 

: 

00 

• 00 . 

{ *H : 

: 

; 

t 

•9 

k 

pH 

eo oa PH 

s s a 

! 

ca 

to 

05 

Is 

ot 

@ 

pH 

$ 

pH 

JJp 00 

is i; 

pH 

0 

Pi 

91 

eo 

A 

S 

p 1 
. on 1 
: 91 

' 

CO 

a 


< 


•t*»£ i lapna 

ts 

O 

=■ 

10 

k 

0 CO 

: g % 

tH 

k 

<H 

: 

tp 

pH 

CO 

: 

ft ^ 

s ! a 

CO 

00 

pH 

rH 

D» 

s; 


to 

S« 

00 

p 

6 

94 

5 ^ 

0 

(O 

oO 00 

R is 

04 

0 

91 

ar> 

91 

•0 

;s 

p 

: ^to 

3 

1 

o 

H 

O 

|g 


1 

*«pJtM 

*dn put sivoi 09 

(M 

1 

to 

fcaa 

»* «H 

pH 

5 

tH 

pH 

ea ^ 

pH 

: 


c* 

<0 

eo 

n 

B 

B 

04 

<a 

S 



’sitaX 

09 Japan put OO 

»l 

»l 

eo 

99 

: ” ; 

94 


: 



: 



A 

94 

■ 


B 

to 

: 

91 

A 

93 

w 

A 



•tiMOS 

09 japan put of 


•A 

to 

eo 

H 

04 

: 

: 

: 

PH ^ W 

pH 

ca 


94 

eo 


A 


00 

01 

to 01 

A 

o 

u 

i 


•««oX 

oa Japan pun OC 

eO 

CD 

94 

91 

• s i 

91 


' 

: 

00 , ®9 

pH 

: 


« 

A 

! 

pH eo 

pH 

eo 

A 

pH CJ 

1 *0 

1 « 

N 

H 

M 

H 


m 

« 

'fIJtOiC 

OC jopun pat 08 

CD 

CD 

04 

»■« 

. ^ 

94 

• 

! 




CO 


oa 

94 

pH 

91 

! 

A 

A 

; "" 

A 

H 

M 

o 


A 

Q 

*8JtO^ 

OC Jopnn pat ox 


ei 

pN 

pH 

. ** 

h 4 

PH 

= 

= 

09 . ^ 

B 

00 


: 

pH 

P. 

pH 


eo 

pi 

. 

3 

» 



*tJtaX 

91 jopaii put 01 

M 





pH 



: 

• : : 


»H 


! 

pH 

CM 

^ Pi 



PH 


1 *® 

1 *" 




•SJWOif 

Ot Jopnn put 9 

M 

to 

W 

04 H eo , 

: 

pH 

s 


: 

pH ^ 

pH 

= 

: 

eo 

A 


PH A 

: 

: 

A 

* 

|3 




•bjmXb J9pn«P»*l 


: 


= 

. ®* 


-: 



04 pH 91 

t 

94 


pH 

CD 

pH 

04 ta* 

pH 

A 

A 

Pi 

! 

1 


1 


*jtuiC 1 jopuD 

04 

04 


94 

m 

94 

• 

■ 

: 

CO . 

to 

A« 



C» 

91 

A »• 

CD 

*0 

pH 

pH 

A j 

I ^ 



»4 

■sosKtio jeqxo 

: 

I 

= 

: 

■ : : 

t 


: 

: 

: : : 

1 

: 


= 


: 

: : 

: 

: 

: 

j 




li 

B5 

•ttsiqppna 

• 

: 

• 

: 

: : ; 

: 


• 

= 

; • : 

: 

: 

• 

: 

: 

= 

t = 


: 






*«utpemtqt)^ 


f* 

O 

Ci 

to 

to 

ID 

on 

= a = 

91 

: 


0 

n 

pH 

^ CD 

B = S 

p 

» 

«5 

0 

H» 



P 

Ui 

91 

h> 

91 00 

A A 

91 

io 

91 

p 

91 

94 

A 

91 

i Ti 

A 

Tt 



A A 

A O 

£** 

H 

a 


i 

i • « 

o 

ID 


^ W 04 0 

0» W ^ 

eo 04 •»! 

to 


10 

«• 

M M 00 

t P"^ ^ 

A pH pH 

CD 

p 

*0 

C4 

: 

a 

aH 

C> 

pH 

p 0 
hi c> 

pH 64 

A 

A 

pH 

pp 

91 

et 

k 

p Ot 1 
^ CO 1 

Pi eo 

P< 

eo 

91 



•■utnauqo 

5 

i 

i 

0 

s 

00 

•94 • 

: 

: 


: 

• • : 

; 

: 

• 

: 


: 

: : 

: 

: 

: 


1 9 

01 


« 

5 


*8attfitio JOII90 





: X : 

5 

: 

: 


: : ; 

: 

; 

: 

: 


* 

*: 








A 

A 

'■xsiiippne 

5 

t 

: 

= 

: : ; 

• 

: 

i 

! 

• i • 

: 

: 

i 

: 


: 

! : 

: 

: 

: 

^ ; 

i = 

1 



a 

A 

S 

N 

A 

s 

'•atpeatoqtp; 

CD 

CD 


rH 

0> 

00 


: 

pH 

»•« , <» 

e 

91 

94 

Ot 

00 

A 

pH tO 

CD 

00 

(0 

®’ * 1 




*aapn|ij 

<9» 

rH 

w» 

Da 

to 

g *-« w 

<9 


CO 

f-* 

0> PH (O 

91 

eo 

: 



9» 

PH !'» 

pH C) 

A 

CD 

94 

0 

eo 

91 CD j 

Ot 

1 ^ 

i 



*tUtI!|BUq() 

: 

: 

i 

91 

^ pH 

= 

: 

= 


■ : • 


: 



: 

: 



: 

• 


1 ^ 


•n J 

•^-52 

SsS 

*=§ 

9 

• 

» 

s 

p 

•o 

M 

a 

A 

1 

S' 

s 

PI 

.5 

jS 

o 

•a 

0 

A 

*£ t 
0 D 

tj « 

: * s 
® J 

ilif 1 
J 1 s 1 

<5 

IT 

« 

A 

•a 

•1 

’C 

w 

ft 

f 

1 

• 

IM 

a 

1 

« 

»» 

0 

§ 

•t 

J ' ' 

s 

<p : : 

fo • • 

• 09 

s 5 • 

S' *2^ ® 

J P 0 

a* 

A 

B 

*5 

ta 

A 

40 

0 

0 

it) 

0 

2 

u 

ja 

0 

1 

0 

0 

ta. 

•» 

P 

A 

a 

c* 

£ 

A 

K 

0 

JO 

s 

ta 

A 

4 . 

ta 

0 * 

O, A 
ta B 

i» A 

ta JS 

S JO 

M ta 

0 0 
S a 

A 

ta 

01 

0 

JO 

uo 

* i 

® ta 

£■ K 
0 

A t, 

^ S 
a a 

y . 

.6 

1 0 

CL S 

M 

A 

H 

0 

BISTBICXS. 

9 

p 

1 

m 

E 

E 

s 

3 

1 

• 

1 

s, 

1 

P 

0 

m 

t 

•0 

■§ 

9 

ta 

0 

1 

9 

« »> s 

A .S 

•C 'S A 

1b 0 

III 


•B 

a 

0 

1 

e 

• 

ad 

S 

s. 

a 

in 

S 

eS 

A 

tat 

0 

•a 

I 

.a 

A 

J 3 

® 

s « 

a «c 

to 

0 .0 

S S 

a e 

a 

0 

ta 

m 

0 

0 

a 

icr 

A 

43 

ta 

ta- 

M 

0 , 

a 

§ 

ja 

A 

® .M 

a ta 
ta 0 
- P 

a. 0i 




















































































568 SUPPLEMENT TO THE CALOUTTA GAZETTE, APRIL 8, 1891 


CIRCULAR AND EASTERN CANALS. 

V 

Approximate Return of Traffic for the tceek ending Saturday, the 4/A April 1891, 
. as compared with the corresponding week of the previous year. 


IiiATriiB ov Caroo. 

Waix KiTDuro Hatukicat, thb 

4Tn Aratc isai. 

1 

WSBK BKDTKa SaTUSDAT. THS 

6TU APRIL ISflO. 

1 

Kumhorof 

bouts. 

Weijcht of 

CUl^O. 

ToHaffo. 

1 

Number of 

WeiKht of 

VUPlfO. 

TolisBu. 




No. 

Mda. 

Bs. 

No. 

Mds. 

Us. 

K'.ce and paddy 



1,010 

2,90.476 

.6,429 

410 

1,26,960 

2,162 

.lute 



08 

S7.600 

614 

40 

21.676 

360 

Firewood 



106 

70,200 

1,131 

121 

71,826 

1,076 

Ocher aAiclrs 

... 

... 

943 

3,37,490 

4.627 

849 

1,90,260 

2.637 


Total 

... 

2,126 

7,47.766 

11,701 

1,420 

4,09,200 

6,134 


NALHATI STATE RAILWAY. 

t- 

Sta ement showing Increases and Decreases in tonnage of Staples carried over the Salhati State 
Railway during the month of January 1891, as compared with the same month of the previous year. 



1 18II0. I 

1881 I 

1 Total. 



8TAP1ES 







Incrrasn. 

Deorcase. 

TJp. 

Down. 1 

Up. 1 

Down. 

1890. 

1891. 





Tons. 

Ton**. 

Tons. 

Tons, 

Tons. 

Tons. 

Tons. 

'Ions. 


707 


i 705 


7:.7 

7(1.5 


62 

OottoD, I’ftUr. 

14 


12 

. 

14 

12 



iJotton puict-jfoods— 

1.—Kuropcuit . 

18 

1 

2» 


19 

23 

4 


•iJ rains— 

UK 

647 

! 77 

393 

745 

470 

20 

276 

V— UOiurH. 

ti.'i 

67 


12 

<:2 

82 


Hides and skins— 



i 






1.—Htiles of cnillo— 









o.—l>r«sMi'£l . 


7 

1 . 

7 


7 

...... 


I'lidri'iiMHl . 




3 





2,—Rkiiis of hlu*ep, gouts, and small 


















n.—Dressed . 




1 





Jute— 


17 


151 

17 

151 

134 


2i—Gunnv-bttffs aad cloths . 

12 

4 

12 

3 

16 

16 


1 

I.eslher, niannfucturecl ... -. 

<j 


6 






Motuls— 

2.—Iron . 

4.—Others. 

16 

8 

4 

4 

4 

8 

15 

12 

4 

12 


11 

OiU— 

... 

1 


1 


1 

1 



Korasino . 

a.—Olluirs. 

8 

** 

1 

. 

8 

1 


7 

Oilsi'ods— 

2 .— Mustard and rape. 

S8 


24 


28 

24 


4 

Priivisions— 

1 .— Ghee .. . 

Dried fruits and nuta . 

3,^^)tliors... . 

Railway plant and roUinR-stock . 

Halt . 

i> 

2 

4(1 

65 

2k 

4r . 

13 

1 

0 

4 

86 

.20 

s 

1 

9 

2 

4) 

• -OS 

25 

6 

4 

8U 

29 

2 

46 

4 

3 

. 6H 

8ilk, raw— 

2 .— Indian .. 

62 

.36 

S9 

17 

98 

6(; 


42 

S4ilk piece-gixids— 

2.—Indian . 

2 

4 

1 

4 

6 

6 


1 

Spices— „ , 

2.—Others . 

Slone and lituo . 

• 6 


a 

21 


a 

2 

21 

2 

15 


bngar— _ . . 

l.—Drawi<*d . 

Undniiuod . ! 

15 

92 


14 

22 

1 

1A 

92 I 
1 1 

14 

22 

1 


1 

70 

Tolmcro . 


. 

14 


4 ! 

14 

10 


AlVother firtki’os ol moroiiandise . 

148 

10 1 

03 

10 

107 ! 

73 


94 

Total ... 

1.401 

780 

1,238 

610 

2,241 

1,848 

240 

683 
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IKCBBASB. 

Gruin«— t 



Tons. 

(4) Otheri ... ... m 

Owing t • groaier import of indigo Boed. 

Juto — 

. 

a* 

s 20 

(1) Kaw ... ... ... ... ... 

This traffic is carried by rail this year by Mr. Yule who has opened a firm at Jenganj. 
l^ovisions— 


13t 

(Sj Others 

Due to greater import of potatoes. 

... 

... 

46 

Stone and lime 

Owine to greater demand. 

... 

... 

15 

Timber • ... ... ^ 

Owing to greater demand. 

y 

Dbceeasr. 


«.! 

10 

Coal ... ... ... ... 

This is dne to increase in the previous month. 

Oniins — 

... 

... 

52 

(2) Uico ... ... 

Iioss exported owing to less demand elsewhere. 

Metals— 

•** ••• 

... 

275 

(2) Iron ... ... ... ... 

I,css imported. 

... 


n 

Railway plant and rolling-stoek ... ... 

Less iniitcrials carried during the month. 

Silk, raw— 

" * *** 


68 

(2) Indian 

Due to less import of tussnr cocc'ns. 

Sugar— 

... ••• 


43 

(3) Undrained 

Less imported owing to dull market rates. 

... ... 


TO . 


R. G. Mookeiuee, 
Manageri Nalhati Stoic Eaihcuy. 


Weekly Return of Traffic Receipts on Indian Railways. 


EAST INDIAN KAILWAY. 

Approximate Beturn of Trajfie for week ended 28</i Marrh 1891, on l,526i miles open. 


COIOBIIS I'BAFfIC. 

Beceiptt. 


Numbiirof 

pKaKeiiKerii. 


MBBOHARUISB 4.HP MtKIBAl. _ __ 

TRAIIIO. I TBAmCTBUB-miBs 

OthoreBrninBn, Total «urnin*« 

, (tutimated). „ , 

carried. Beceipis. CoachiHR. ““"''i 




Rs. A. 

P. 

Mvft. 8 

Rs. A. T. 

Rs. A, 

P. 

R*. A. P. 



traffic for the wtMik ... 

2!W,743 

3.00,0.’,5 3 

0 

25.3fi,().1d 10 

6,31,821 13 0 

21,017 7 

0 

9,31,924 6 n 

74,7:195 

101,3565 170,o!ia} 

rtnilo of railway . 

irevioub 11 wiiekt) of half. 


2i'3 9 

G 


4ti7 V 11 

13 12 

u 

024 0 3 




»,1»7.28J 

88,114.077 8 

0 

3.00,02,41K) ;t0 

73.40.080 0 *3 

2,21,088 6 

0 

1,13,60,140 6 3 

800,5891 

idao.na i,8,83.7604 

Total (or 12 weekfl 

8,4:11,02. 

42,113.132 10 

0 

3.34.3h.5'>7 0 

78,112,802 5 3 1 

1 2,42,133 12 

0 

1.23.08.070 11 3 

911.329 

1.220,5:175 2,167.81165 

OoMPAlitfioN. 











(or corresponainK week 

2n(i.3I3i 

3,03,070 11 


29,07,CIS 30 







revioua year . 

ila ot railway oorregpoud- 

6 

0,83,621 13 6 

30,410 9 

0 

10,09,003 3 .8 

05,877 

l'ff.277 1 73.154 


108 10 


week of provtotiN year ... 


0 


449 6 0 

13 0 

1 

001 0 10 



to corroflponainK date of 
rionsyt^ar . 

3.331,3731 

37,43,301 3 

1 

3,41,40.00B 10 

78,73,017 4 1 

12,30,390 1 

9 

1,18,74,708 8 11 

843,621 

1,316,920 2,(1,58,417 


Approximate Statement of gross receipts of the East Indian Bailwag, prepared in accordance with Public Works 
Department Circular No. XXI Bailwag, dated 23rd Julg 1883. 


;IPTB POM WEEK VNPINO 
20TU MaBCTT 1890. 

1 

&BOBIFT8 BOB WEEK BEPHrO 
S8T1C MaBCH 1891. 

TOIAI, BXCEIPIS SBOM 18T 
a4>BII, 1889 TO 20ln 
tlAucn 1890. 

Totai RxcxrrTs fromibt 

April 18911 TO 28Tn 

MaRCII 1891. _ , . 

. ToUl„ T„t,l 

1 - 

1 . 

1 

Reoeipts. 

Per 

mile 

workoil. 

1 ] 

Meaiv 

mildkae 

Iworked. 

Eeceipti. 

1 

Per 

mile 

worked. 

Mean 

mileage 

worked. 

Total receipts. 

mile 
worked 
por 1 
Witek. 1 

Ri. 

GG4 

Mean 

mileage 

worked. 

1 Total receipts. 

p-r lists 

mile 'Wl. 

worked 
per 
week. 

Rs. 

10.09,003 

Bs. 

oai 

1,6234 

Rs. 

0,31,024 

Rs. 

031 

1.8264 

• 

Rs. 

4,47,00,730 

1,8234 

Bs. 

4,S4,1£,089 

Bs. Rs. R«. 

647 I2.;«MI4I 
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PATNA-GYA STATE EAILWAY. 

Approximate Return of Traffic for toeei ended 2<^tk March 1891, on 67 J milet open . 



OOAOHISa Tbiffio. 


UBB0HABPI8B ARC ItiaXBAl. 
TBAFFIC. 



Tbafiio Tbaif-milbs 







Other earainRs 









WelKht 

carried. 


(estimated). 

iBHBi 




Kumber of 
paasonffera. 

Beceipts. 


ReoeiptT. 


Coaebino. 

Uereban- 

disB. 




Ks. A, 

P. 

llDB. B. 

ks. A. P. 

1 Bs. A. P. 

Rb. a. p. 




Total tralllc tor the week ... 

15,814 

8,040 12 

0 

60,877 0 

3,508 1 0 

53 0 0 

12,201 13 0 

1,637 

757 


Or por fuilo of railway ... ...! 

87111 

151 1 

0 

984 20 

A88,9S7 0 

02 6 I 

33,023 4 0 

0 14 10 

214 6 11 

18,040 



year ... ... ••• 

818,701 

1,25,854 11 

0 

036 0 0 

1,69.613 8 0 

0,009 


Total tons ireeki 

828,515 

1,23,895 7 

0 

C,45,H14 0 

37,191 6 0 

C8S » 0 

1,71,775 5 0 

20,283 

0,820 


CONPABIROir. 









• 


Total for oorreipondiifll week 

of proTiou. year . 

Per mill) of rail way correspond- 

17,0711 

8081 

&.310 2 

i&D e 

7 

00,187 20 

1,157 10 

4,078 4 0 

71 4 8 

40 3 3 

0 18 0 

13,213 9 10 

231 8 0 

1,400 

888 


ioK week of provioiw year ... 

0 

21,580 






37,283 12 0 


1,32,962 10 0 

proviouH year.. 

175,1271 

03.140 0 

0 

C,20,81t 20 

1 622 4 3 

1 

0.341 



Approximate Statement of grut» receipts cf the Patna-Gya State Railmay, prepared in accordance with Public Wor 

Department Circular No. X.2L1 Railway, dated '£ird July 1883. 


aaOlIPTB FOE WBBK BNOlBa ll*C»IFT« FOB WEEK ENOINa 
2UTU MiUCU 18BB. 28l'H MikUUU 181)1. 


Total eeceiptb fbom isx 

AFRTI, 1889 TO 29111 
MASCU 181IU. 


Total brcxiptb prom Ibt 
APB tl. 1.891) TO 28TII 

March irui. 


Mean 
mileafco 1 
w>)rked. 

Rfloeipta, 

PflP 

milo 

woraod, 

J Moan 1 
worked. 

Reoeipta. 

Por 

1 mile 
\vtirked. 

Moan 

iniU*ai?o 

workoii. 

Total receipts. 

l*er 

mile 

worked 

per 

week. 

Mean 

iniieiiKe 

worked. 

Total receipts. 

Per 
mile 
worked 
per 
« eek. 


Bs. 

Bs. 

1 

Bs. 

Rs. 


Ks. 

^ Bs. 


j Bs. 

Bs. 

67i 1 

13,241 

233 

4 

67i 

12,202 

214 

67* 

6,10,87.3 

- J 

174 

1 

B7J 

6.00,(103 

188 


Total 

inor«aii6 in 
18dl. 


R». 

43/221 


T 

deci 

1 


TAEKESSUE BEANCH RAILWAY- 

Approximate Return of Traffic for week ended 2ith March 1891, on 32] miles open. 



CoAcnisa Traffic. 

MEBCUANniSR ARC MiREKAL 




Traffic Tuaix-aiim 




Tea pFic. 











1 Other earnings 

Total 








(estimated). 

eaniiuga. 


Merchant 

diau. 


Number of 
puasoDgors. 

Beceipts. 

Weight 

carried. 

ttecoipts. 




Coaching. 



Bs. A. I*. 

Mde. b. 

Bs. A. F. 

Bs. 

A. r. 

Bh. a. P. 



Total truffle (or the wotk 


4,S48 8 0 

18,170 30 

680 2 0 

11 

0 0 

6,446 10 0 

830 

.112 

Or per iinle of railway . 


217 14 0 


20 6 0 

0 

7 U 

214 11 n 



tor previoub 11 weeks of balf- 
your ... 

273,183 

71.036 13 0 

1.55,684 10 

6,311 12 0 

80 

8 0 

70.428 1 0 

10,914 

1.098 

Tolal for 12 weeks 

202,()S.'i 

75,884 6 0 

1,73,755 0 

6.H97 14 0 



81,873 n 0 

11,770 

1,210 

COUPABISOR. 










Total for eorreapmiding week of 

previoiiH . 

PermilH of ra. Iwny correapond- 
in« wu'k of previous year 

80,251) 

6,100 8 11 

31,874 29 

CIO 8 0 

10 

C 0 

6.811 6 11 

8C1 

lit? 

833 4 0 


87 7 0 

0 

7 8 

861 3 0 



Total to correspoudiug date of | 
previous yix 

^ 881,023 

73,856 10 1 0 

2.82,072 0 

C.847 10 0 

127 

0 0 

80,830 4 10 

11,172 

l.SSII) 


Approximate Statement of gross receipts of the Tarkessur Branch Railway, prepared in accordance with Public Won 
^ Department Circular No. XNI Railway, dated Tird July 1883. 


JlECKH’TS WOU VrREir RgDIRO 

29111 MaUCU 1890. 

Bbobiptb for week ERDIHa 
88TU MAUCU 1891. 

^OTA^ 

BECEIPTS FBOM iBT 
PUIL 1889 TO 29in 
March 1H9U. 

Total beceipts from 1st 
AF]^ 1890 TO 28XU 
^ARCII 1891. 

Total 

increnau in 
1891. 

T 

doer 

Moan 

ItliOMtgO 

wurkod.' 

Beceipts. 

Per 

milo 

workod. 

Mean 

inUenRH 

wurke<l.| 

1 Eocoipts. 

Per 
mile 1 
worked. 

Mwm 

mileitgn 

worked. 

Total receipts. 

Per 

mile 

worked 

per 

week. 

1 Mean 

milcase 

worked. 

Total rooeipts. 

Per 

mile 

worked 

I'T 

w«iek. 



Bs. 


Bs. 

Bb. 


Rs. 

Bb. 


Bs. 

Bs. 

Bs. 


281 

n 

201 

88) 

1 6.410 

1 

845 

*2) 

2,84,669 

810 

£21 

2.87,010 

248 

8,457 
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DELHI.UMBALLA.-KALKA UAILWAl*. 

Approximate Return of Truffle for week ended 2Hlh March 1891, on 163 milei open. 

OoAOHwa Traffic. Tkafhc Tkaik-miob rdh. 



Number of 
pnsseiigeili. 

Ueceipte. 

Weight 

carried. 

Receipts. 



ConrhlnK. 

Mercimii* 

disc. 

Total. 



Ee. A. P. 

Md8. B. 

Re. A. p. 

Re. A. P. 

Re. A. P. 




Total traffic for the week 

Or per mile of rsilway. 

14,ltD 

10,218 S 0 
83 0 8 

43,844 20 

• . 

7,003 8 0 
48 12 (1 


18,115 10 0 
111 13 2 

9,1 on 

1,8U5| 

8,830 

For previous 3 weeks of balf. 
year 

42.059 

31,228 9 0 

71,089 19 

14,012 18 9 


40.711 0 9 

19.22»i 

1,991 

20,92St 

Total (or 4 weeks 

so, 81 8 

4l,4tl 11 0 

1,11,938 39 

22,410 0 9 


<W,807 9 9 

25,3i>4 

S,ri8!HI 

28.903t 


OOUPA&ISOE. 

• 

Total (or correiponding week 
of previous year . 

Per mile of railway correspond¬ 
ing week of pistvious year ... 

Total to corrcttpondiiiK date of 
previous year. 


Approximate Statement of grots receipt* of the Delhi-Vmhalla-Kalka Raihcag, prepared in accordance toith Public irorlt 
^ department Circular No. XXI Railway, dated iii’d July 1883. 


BSORIPTS FOR WEEK BHDIBO 
1«8 


ERCEXPTS for week ENOIEa 
SSTU Maiu.11 IBM. 


Total ruceiptb from ut 
April ib8 , to 


Total brcriptb from 1st 
March IBM to ebtu 


Mean 

milMiw 

wrkoil. 


Bnocipti, 


£s. 


Per 

inilo 


Mean 

milense 


workMl. worked 


I.a. 


1G2 


Hecuipts. 


18,110 


Per Mean 
mile 'inileago 
worked, wurkod. 


Ba. 

ns 


189 , 

Mabcu 1891. 







Totol 

Total 


Per 

Per 

inomiw) ill 

deortwsv iu 


mile Moan 

mile 

1891. 

1801. 

Total reoeipta. 

worked,mileage Total receipts. 

worked 




per worked.' 

per 




week. 

wouk. 



Re. 

Bs. Es 

Bs. 

Us. 

Bs. 


162 03,857 

09 




EASTEEN BENGAL STATE EAILWAY. 

(iNCLCDisa If. B., Dacca, K.-D., and Assah-Bbuab Sections.) 
Approximate Return of Traffle for week ended 2lst March 1891, on 777 mile* open. 


Number of 
pasKungers. 


Total traffic for the week 
Or permileof railway ... ... 

Vur previous 11 weeks of ualf- 
year «•» 


Total for 12 weeks 

UOMFAVIBOE. 

Total (or corresponding week of 

previous yoar . .•• 

Per mile of railway correspond. 

mg period of previous year ... 

Total VO currespondiiig date of 
previous year 


Ui.84G 

16U 

B.080,971 

2,225,817 


144,887 

191 

1,831,92(1 


Traffic. 

MERCHABDISB ABU HlERRAL 

Traffic. j 

Otlirr earnings 
(oHti muted), 
including 
steaiU'buat. 

’ Tolal 

saruioga. 

Traffic Traie-milrb rcb. 

Coaching. Totel. 

Goanhing 

receipts. 

Weight 

carried. 

Receipts. 

Rb. a. f. 

71,300 0 0 
99 0 0 

12,89,941 0 0 1 

J&mi. 1. 

6,69.131 0 
861 0 

64,54,427 0 

Ee. A. F. 

1,.30,930 0 0 
197 0 0 

13,61,971 0 9 

Re. A, F. 

14,789 0 0 
72 9 9 

2,83,990 0 9 

Us. A. F. 

2,19,160 0 0 
2ii3 9 9 

M9,S2,39S 9 0 

23,090 31,523 39,323 

261,650 317,235 931,883 

1.3,90,904 9 9 

71.23,656 0 

14,92,001 0 0 

2,08,470 0 U 

.31,51,405 0 0 

309,630 381,790 691,419 

75.227 0 0 

3,48,764 0 

83,911 0 0 

16,919 0 0 

1,77,774 0 0 

23.830 .31,379 66,40« 

101 U 0 

733 9 

113 0 0 

74 9 0 

229 0. 9 


0,25,204 0 0 

69,81.873 9 

13,41,935 0 0 

2,38,509 0 0 

23,06.42lf 0 9 

280,109 .373,791 653.891 


* Audited up to week ending .list danuaty 1891. 
t iDzcludiugotber earnings. 


FINANCIAL YEAE. 

Approximate Statement of groe* receipts of the Ratlern Bengal State Railway. 


Eicripti fob wbee bbdiho 
ssmo March usu. 


Mean 

Per 

alleage Receipts. 

mile 

worked, 

worked. 


Bbcriptb for week ekdino 
siar March 1881 


Mean 

Per 

mileage Receipt!. 

mile 

worked. 

worked 


Total rboripts from ibt 
April 1888 tu SSno 
March 1880. 

Per 

Me.n mile 

DiileaRii TotRlraoeipta. worked 
worked. P«r 

week. 


Total BECEirTa pbom Irt 
A i’Kii- IxiHi TO siaT 
Mabcii IBM. 


Por 

Mean mile 

inilenae rotalreoeipto. worked 
worked. per 

week. 


,Total 

ini»Mi.Mip 

llilW-lll.^ 


T»t«i 

doereaae in 
U»l:.»l. 


J47 


Rt. El. 

1,77.774 S38 777 


Ba. 

Rs. 


Rb. 

Bs. 


Re. ; 

Bs. 

Ba. 

B.iatl60 

282 

726 

1,12,76,501 

S(^ 

764 

*1,18,81,869 

506 

6,0S.2.'19 


* Alidited up to week eudins Slet January ISPI. 
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BENGAL CENTRAL RAILWAY. 


Spproxtmute Heturn of Traffic for toeck ended 21»< March 1891, on J2B milee open. 


"" - 

Ookcniito Txaiiic. 

UlBCllAltPlSB ABD MIBIBAL 

Tbabiic. 

1 _ . 

other earning. 

Totel earning,. 

TBAPIIC TBAIB'KILII 


Number of 
pasdnnfters. 

Receipt!. 

Weight carried. 

Receipt,. 

(eaiimated). 

Goaohing. 

Merchaa- 

dine. 

1 

Total traffic (or tbn week 

27.202 

Ea. A. p. 

10,130 0 0 

Mss. 8. 

53,381 0 

R». A.'t, 

3.030 0 0 

fis. A. F. 

SO 0 0 

A. P. 

u.<i»n 0 0 

3,420 

1 2,206 


Or per miln of railway . 

tin 

01 0 0 

427 0 

32 0 0 


US 0 0 




Vor previouh 11 weekit of half- 
year . 

330.(170 

l,M,tl83 0 « 

G,2ri,»68 0 

30,200 0 0 

731 0 0 

*2.01,820 0 0 

39,348 

19,903 


Total for 12 w'nnks .. 

3«3,278 i 

1.75,113 0 0 

6,78,840 0 

40,130 0 0 

701 9 0 

2,10,010 0 0 

4^^768 

22.267 


COMPAUIBOH. 

Tcital for corroopoiiuioK week of 
previous yrttr . 

27,71)0 

)0,08t 0 0 

00,025 0 

3,345 0 0 

05 0 0 

1 13,494 0 0 

3.028 

2,044 


Per Tiiilo or railway norreapond- 
iiiff pcviofl of pi'ovioua ymr ... 


81 0 0 

481) 0 

20 0 0 

10 0 





Total to corresponaiuK date of 
previous your ... 

3ao,735 

1,10,607 0 0 

0,40,220 0 

ss.m 0 0 

554 0 0 

1,52,288 0 0 

43,210 

22,003 



* Auititod up to week tmdiiiK Dlst Juimary 1H91. 


FINANCIAL YEAR. 

Apprortmalr Utatemenr of prute reretpts tif the JSengal Central itailwap. 


Receipts FOR were ending 
32 nd March I 8i)u. 

Receipts for week kmding 
2leT Maucii imti. | 

Total RECEIPTS PROM 1 st 
April 18S0 to 23 nd 1 

JUAUCU IHUO. 

Total receipts prom Ibt 
April 1800 to 31 st 

St AKCH ISOl. 

Total 

inoreane tu 
1890-91. 

TOe 

decrea 

1890. 

Mean 

Dtib*tiEe 

worked. 

Ruoeiptn. 

Per Mean 

1 mile luiiitMMTH 
|Worked. worked. 

Receipts. 

i *‘T i 

mile 

woriteo. 

Moan 

iniileucc 

jwurlitMl. 

Total receipts. 

i 

Per 

mile 

worked 

per 

week. 

Mean 

uiilfsiife 

I worked. 

1 Total receipts. 

Per 
mile 1 
worked: 
per 

week. 1 


! 

Ra. 

Rn. 


Rs. 

1 Rh. 

1 1 
l 
t 

Bs. 

Rs. 

i 

as. 

Re. 


Ri 

1S5 

13,404 

108 

135 


113 

126 1 

7,11,738 

112 

125 

•7,13,313 

112 

1,604 



* Audited up to wtiok oiidinKfllHt January Idiil. 


DACCA STATE RAILWAY'. 

Approximate Return of Traffic for the week ended 2\st March 1891, on 86 miles open. 


• 

CoacniNO Traffic. 

MaBCUAIfUlHK AND MINERAL 
Tea me. 

Other cnrninKH 
(esliiimted). 

Total 

earnings. 

Traffic 

Teaib-milbb I 

Nntubor of 
passcDKorH. 

Coach inf? 
rccHipts, 

Woiirht 

CHrried. 

Ueoeipts. 

Coaching, j 

Merohaii- 

dibc. 

1 



Rs A.. P. 

Mns. B. 

Rb.a. r. 

Rb. a. r. 

Rs. A. r. 




Total traffic for the week 

18..’»?4 

r,,ooo 0 0 

8.%577 

2,4in 0 0 

200 0 0 

8.516 0 0 

2,800 

1,554 


Or per mile of railway . 

315 

69 0 0 

274 

28 U 0 

2 0 0 

99 0 0 




For previous 11 witoks of half- 










year ... 

198,' 07 

76.13:) 0 0 

3,83,365 0 

38,673 0 0 

1,649 0 0 

M,1G,45* 0 0 

28,387 

ihjoe 


TotaHor 12 weeks 

316.621 

81.(33 0 0 

4,66.912 0 

41.682 0 11 

1,849 0 0 

1,23,964 0 n 

31,687 

15,956 


OuMPAUtBON, 










Total for corrcspondiiiK week of 










proviniis yiMir . 

16,327 

5.153 0 0 i 

28,380 0 

2,733 0 1) 

40 0 0 

7,932 0 6 

2,463 

701 i 


Per nnlw»y com^HfKinding 










period of pi*evMms ymr. 

lf»0 

liO u n 

329 0 

32 0 U 


92 U 0 




Total to corn*H|ioiuiiiiR date of 










previouNyear . 

212.436 

65,769 0 0 

3,4-1.6iS 0 

33,751 0 0 

2,032 0 0 

1,01,492 0 0 

28,492 

10,097 



* Audited up tu wook eudu K dlst January 1891. 


FINANCIAL YEAR. 

Approximate Statement of gross receipts qfthe Dacca State Railwap. 


Receipts for week enpimo 
23NI) MARCii 1S9U. 

1 

KECBTETS foe week ENUINO 

1 iilBT .tlAUCU 18U1. 

Total beceiftb fbom Ibt 

^PBIL IWW TO SJNl) 
MAUCU 18U0. 

Total beceiftb from i,t 

AFBIL IWIO TO lilBT 

MAsen 18R1. 

Tctnl 

Toti 

decreua 

1890-1 

Mean 

mileage 

work«*d. 

Receipia. 

Per 

iiulo 

1 worked 

Mean 

iiiibaige 

wotkeiU 

Roeeipta. | 

Per 
mile 1 
worked. 

Menn 

tniloHge 

worked. 

Total reoeipla. 

1 

Por 

mile 

worked 

per 

week. 

Moan 

|mileitge 

jWorkM. 

Total reoeipts 

Per 

mile 

worked 

per 

week. 

increase in 
1896-91. 


iUl. 

B>. 


Rb. 

R«. 


Rs. 

lU. 


Rb. 

Rs. 

Ra. 

Bn, 

88 

7.932 

92 

1 

80 

_ 

8,516 

1 

1 09 

80 

3,86,343 

i 

I 68 

80 

*4,0».il30 

03 

21,587 



Audited up to week ending 3Ut January 1691. 
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NALHATI STATE E4.ILWAT. 


Approximate Keturn of Traffic for the neck ended 21«< March 1891, on 271 open. 



Oo.cHise TEsmo. 

UlBCHSSDISE AMD MtMEKAI. 
TBAmc. 



I TbAPFIC TbaIE'MILBS ROK. 


Number of 
passengers. 

('Oftohing 

receipts. 

Weight 

carried. 

Receipts. 

(estimated). 

Total 

earuiio^s. 

t'oachins. 

Herpbati- 

dise. 

Total. 

’otul trsiBr for till) week 

3..%2 

Rs. A. V. 
1.100 0 0 

Mps. 8. 
9,0.57 0 

Rs. A. p., 
&«) 0 0 1 

Rs. A. P. 

1 20 0 0 

1 Rs. A. P. 

1,700 0 0 

6«) 

420 

900 

•r piir mile of railwi.}-. 

133 

40 0 0 

906 0 

21 0 0 

10 0 

' 02 0 0 

'or prevtuufe 11 weeks of half* 
.. 

^ 40,991 

15,603 0 0 

1.00,870 0 

0,072 0 0 

168 0 0 

•21,823 0 0 

6,7S3 

4,062 

10,386 

Total for 12 weeks 

41,363 

0 o' 

1,10,827 0 

0,059 0 0 

178 0 0 

23,52;l 0 0 

0,273 

6,072 

Il.SAS 

V 

OOMPABISON. 










ital fur eorresponding week ol 



17.368 0 







prrVtouHyear . 

pr mile of riiilway correapoiidii g 
peiio.i *>f proviiiusyear 

.3,341 

1,197 0 0 

90 ft 0 0 

868 0 0 

2.610 0 0 

642 

49.3 


122 

4t 0 0 

037 0 

30 0 0 

l.'f 0 0 

03 0 0 



)tai to oorreMpoiiding date of 
previous year . 

40.380 

14,190 0 0 

1,71,817 0 

lU,4ft7 0 0 

1,082 u 0 

20,310 0 0 


O.ISt 

12.5"5 


* Audilod up to wcok cndinK SImI January 1891. 


FINANCIAL YEAR. 

Appronmate Statement of ffro»s receipts of the Nalhati State Railway, 


JCCBIPTS POR WEEK . 
22NP MAUril 1800 

SNPixa 

Receipts for week enuiko 
21 st M.VRCU IbOl. 

Total receipts prom ist 
APUFL IKHO TO 22NP 
^lARCir IbUO. 

Total RECEIPTS FROM lav 
Al'UIL IHJMI TO 21ST 

AIahoit 1K91. ! 

1 

. Tolal 

Total 

— 








Per 




inerSase in 

deetvtisi' tn 



1 P'*r 

.Mean 

! Receipts. 

l*er 1 

Mean 


iDile 

Mean 

1 


1H9U>01. 

189U-91. 



j lliliu 

mileage 


mile 

itiiUHige 


worked 

niileiige 

Total receipts. < 

worked 





worked.' 

worked. 

1 

worked. 

worked. 

1 Total receipts, j 

|M‘I’ 

worked. 


per 

i 




1 


1 




week. 



week. 

1 


1 

Rs. 

as. 


Rs. 

Rs. 


Rt. 

Rs. 


Ks. 

Ka. 

Rs. 

Its. 

•371 1 

2,519 

!Kt 

271 

1,7«0 

02 

S7i 

1,02,089 

73 

275 

♦05,«33 

00 


0,151! 


* Auilit(i«l lip to weok oiuliiiK ^ilst January 181)1. 


BENUAL AND NORTH-WESTERN RAfLWAY. 


(Includes Tibiioot Statj® Kailway.) 

Approximate Rtturn of TraffirC for the week ending 21x6 March i HSli, o» 705 mihs open. 


• 

CoAciitKo Traffic. 

1 .VI KBCHAVn^K ARP MiEEBAT. 

1 Traffic 

Other earnmgh 

Total 

earnings. 

1 

'i’BABllC rRAm-lltlllll BCK. 


Number of 
passu ugors. 

1 

Coaching 

rucuipta. 

Weight 

rarried. 

Receipt a. 

inehidinir 

steiim-bout. 

Coaching. 

Mcrchan* 

disc. 

Tots 1. 

sl tTHtflc for tlio week on 705 


Rs. 

>fl»s. 

Rs. 

Rh. 

Rs. 




lilt's .. 

80.1*80 

83.230 ! 

4,22.M*{0 

65.080 

9,0 !0 

, 97,320 

12,arid 

i:i,i;:i7 


pel lUile of railway 

113*60 

47*13 j 

690-80 

78-13 

12 78 

1 i;;8'u-t 


prevMOUK 10^ wmiks of halN' 

.. 

025.550 

4,14,150 

44..V>.940 

6,7G,780 

j 8.5,590 

10.70,520 

i:i 4.443 

108,030 


Total for 11*? weeks ... 

l.fHW.O’JO 

4,47,380 

48,58,800 

0,31,800 

91,000 

11.7:1,840 

147,079 

i82,f:;5:i 

329.71 

OOUPAKISOE. 

Audited Jiffure*. 
sl for eorrespoiidiiiK week of 
revious year on 010 miles 

• 

02.318 

42,010 

4,.30.880 

01,667 

1 8.167 

1,12,040 

O.fiW 

18,522 

2 H,oi.r. 

mite of corresponding week 
f previous year. 

• 1 

142-26 

04*74 

(Ml3*in 

04*80 

; 13*03 

I72'f.:i 



al to corresponding date of 
revious year . 

983,109 

4,47,144 

41..511,808 

0,.35,093 

86,900 

1I,OS,203 

111,934 

210,8SI 

325,815 


* StennubcMit earnings for the week 
J)ilto ditto tndiitH 

Note.—A jodbytt bridge oarningN for thn wi i'k caaii 
Ditto ditto to date 


Ks. 

ica. 


7,920 

KO.UM) 

1,180 


(o) Traill niitimge Hgures for Iho week 
Bengal Js N.-W. Koctioii. 'lirhoBt Heel ion. 
(^oiichiiig ... (>,tKi7 • iJ.-VtO 

bloods ... 7,ti24 


Total 

FINANCIAL YBAK. 


12,7:0 


i:t,.';ia 


Approximate Statement of grots receipts of tlui Bengal and North-Western jRitlheng. 


OBTPTB FOB WEEK BEHIMO 
2l8T MaUCU iOUl. 

Kbceipt. bob vtkkk erdimo 
t!!!|]> MaUCR I8UU. 

Total becbipts from ist 
APRIL 1800 TO 2Lb'f 

March ikoi. 

Total RRCKiPTs PROM lax 

April imho to 1 

2*iMi> Marhi 1800. 

1 

Total . 

TothI 

ddcriwsc'n 

1800-91. 

X. 

1 

an 

■g® 

Li>d.| 

1 Rsceipis. 

1 Per 
mile 
worked. 

.Mean 
iiiiloage 
worked. 
^ ! 

Reoeipis. 

Her 

1 mile , 
worked. 

Mean 

mileage 

worked.! 

j i 

1 Total receipts. 1 

1 

mile 
worked: 
per 1 
wi*ok. 1 

Mean 

inilcnge 

worked. 

Total receipts. 

Per ; 
mile ! 
worked 
per 

wf^ek. 1 

increase lo 
180U-01. j 

i 

Rs. ' 

Rs 


Rs. 

&s. 


1 Rs. 

as. 


Rs. 

Rs. j 

Ks. 

iU 

>6 

97,320 

138'04 

049 

1.12,040 

172 03 

684 j 

44,4«,005 

128*19 

649 

43,39,299 

131*17 j 

1^7.300 



Coaching 

tluods 

Other earnings 

Eiiniings of 11. 
Week ending 2l-3<0l. 
its. 

.. 14.800 

... 28,8.50 

6,770 

and N.aW. 8cclion. 

Wouk iuiding 22-3<90. 
R«. 

• 18,0(84 

28,4:ni 

6.02U 

Kiirniiigs of 
W'uok ending 21>3>91. 
R-. • 

18.370 

20,2:10 

3,2 40 

Tirlinot Section. 

Week ouding 22>3'90. 
Rs. 

24,014 *. * 

83,128 • 

3,437 

Total 

... 49,480 

61,461 

47.840 

60,670 


Fiiuted and publtthed by E»wi» Mobbib Lewis, at the Pritiliug Office of the Bengal Secretariat, Writers’ fiaildings, 

IB the City of Calcutta, 8tu pril 1891. 
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WEDNESDAY, APRIL 8, 1891. 

GOVERNMENT OP BENGAL,—MARINE DEPARTMENT. 

rSeoond Publication,] 

NOTIFICATION No. 83Mno. 

The Sl«< March 1891.-—The following Notice to Mariners is published for general 
ttiformatioii. 

J. M. McNeilb, Col., K.E., 
Secretary to ike Government of Bengal, 

GOVERNMENT OP BENGAL. MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 69). 

BAY OP BENGAL. 

* MalagaK coast. 

Calicut anchorage buoy replaced. 

Thk Presidency Port Officer, Madras, through the Director of the Indian Marine, has 
gi\ca notice, that Calicut anchorage buoy has been replaced in position. 

By direction of the Government of Bengal, 

A. J. B. Milneu, 

OJfg. Port Officer of Calcutta. 

Port Office, Calcutta, the 2Qth March 1891. 


NOTIFICATION No*. SlMno. 


The March 1891.—The following Notice to Mariners is published for general 
information. 


J. M. McNeilk, Col.^ R.E., 
Secretary to the Government of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 60). 

BAY OF BENGAL. 

CniTTAOONO COAST. 

Noakhali crossing buoy removed, • 

The Port Officer, Chittagong, has given notice, that the Noakhali crossing buoy, 
gong rivi-r, has been removed, as it is no longer required. Ships should steer with Tract 
Marks No. Xll on. 

By direction of the Government of Bengal, 

A. J. B. Milmek, 
fori Officer of Ca>cuitu. 

Fort Officb, Calcutta, thf 26lh March 1891. y • 
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[Third Publication! 

NOTIFICATION No. 67Mne. ' 

The 21st Jifaj'ch 1891.—Tlie following Notice to Mariners is published for general 
information. 


J. M. McNbILB, Col., R.B., 
8t&retary to the Government of Bengal. 


GOVERNMENT OP BENGAL—MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 60). 

AUSTRALIA—SOUm. ' 

Port Aublaidb kiver. 

Beacons between Torrens islanil and Bight's passage. 

The Secretary, Marine 'Board, Port Adelaide, lias given notice (No. 1 of 1891) that six 
(C) black cross-head beacons have been placed off the north bank between Torrens island 
and Jji"lit'’s passage. 

These beacons mark the limit of silt deposit. 

Masters and pilots of vessels are cautioned not to go within the line of beacons. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Pout Office, Calcutta, VAf 1G//i March 1891. 


NOTIFICATION No. 68Mne. 

The 2\sl March lH9l.—The following Notice to Mariners is published for general 
information. 


J. M. McNeile, Col., K.B., 
Secretary to the Government of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 51). 

AUSTRALIA. 

Percv R]!Oi:jg. 

Derelict floating hi track of vssels near f'ercy group. 

The Portmaster, Brisbane, has given notice (No. 2 of 1891) that a derelict is reported 
t.) 1)0 floating ill the track of ve.sscls, and when last seen was bearing about west half i^) 
north from Point Ouslow% South Percy island. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Port Office, Calcutt.v, the lOth March 1891. 


NOTIFICATION No. 69Miie. 

The 21sl March 1891.—The following Notice to Mariners is published for general 
information. 

J. M. McNeILE, Col., R.E , 
Secretary to the Government of Bengal. 

GOVERNMENT OF BENGAL, MARINE DEPAllFMENT. 

NOTICE TO MARINERS—(No. 62). 

AUSTRALIA—SOUTH COAST. 

Bass strait. 

C. 1 PE Otwav .—Intended re-exhibiiion of permanent light’, and discontinuance of provisional 

light. 

AVjtm reference to Notice to Mariners No. IG8, dated 3rd November 1890, issued 
by this Oflice, the liiitish Admiralty has given further notice (No. 83 of 1891) tnat on 1st 
April 1891 (and not ah .ut the month of August 1891 asi previously stated) the permanent 
light will be re-exhibited ; and the jj^rovisioual light diseoutinued - 

Cape Otway permanent light will be a group flasHng white^ light showing three flashes 
every minute, visilde from the bearing of K. by S., through north,*to W. i S., and should be 
scon in clear weather from a distance of about 24 miles. 

The illuminating apparatus will be dioptric, or by lenses of the first order. 

The stone light-bouae remains unaltered. Tae red danger light will be exhibited as 
heretofore. 

{Variation 8® Easterly in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Port Office, Calcutta, the \Qth March 1891. 
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K0TIFICATI03S Ko. ToMuc. 


The Z\8l March 1891.—The foUowiug 
iDformation. 


Notice to Mariners is published for general 

J. M. McNeils, Col,, r.k., 
Secreiarf/ to the Government of liingal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
. NOTICE TO MARINERS—(No. 53). 

AUSTRALIA. 


Arafura sea. 


* Victoria shoal unsuccessfully searched for. 

The following Notice to Maiiners (No. 84 of 1891). issued by the British Admiralty, is 

republished :— 

Victoria shoal, charted as lying in approximately lat. 9“ 13'S., long. 131“ 3r/ K , was 

searnhed for during two days under favourable comlitions of weatber ; a quadrilateral area, 
extending about lU miles iu an cast and west du'eotioii, with a breadth of about 0 miles, <iver 
and around the rejmrted poi-itiou of the shoal, was sounded, the depths obtained being I JO to 
170 fathooiH ; and no intboation of shoal water was observed. 

Consequent on this exnmiiiati'm, and an examination made by 11. M, Surveying Vessel 
Rambler in I8s7, the rook has hoeu rem ived from the Admiralty (Jharts, and *• Site of 
Victoria shoal unsuccessfully searched for ” has been placed near the xiosilioii. 

RkRW'ATTI iSLANUS. 


Particulars of Brisbane island. 
llrisbane island (apparently lying near the sontli-east edge of an extensive area nf shoal 

^ . I . \ ’_;. ^.1..___ ..C 4....- ..I.- I \ r. I • I. _^ 1 » 



to To Eoct high, lies about (» cables soutli-west of tuc island. 

Tnc south extreme of Brisbane island, which may be reeogniz'd by a conspicuous hush, 
detormined by reliable ohseivaiioiis on board the Eyeria, to he situated in lar. 21' £3., 


was 

long. 1!18° 30 E. 


Eastern ARcnii’sr.Aoo. 


Posili'yn of Emma rocks or bank. 

Emma rocks, charted as lying in lat 7“ 51' S., long. 117’ 19' E., were sighted at the 
distance t>f about .5 miles, and appealed as a sandbank. The approximate prisitirm, deduco 1 
from astronoinioul observations on board the liyeria, is iat. 7“ 51' S , long. 117° 16' E., or 
about 4 miles south-west of that previously charted. 

Consequent on the foiegoing, the E. D. near Cnima rocks has been removed from tlie 
Admiralty Charts. 

Xfon-eiristence of discoloured water. 

The “discoloured water’’ reported by II.M.S. Salaiuawler in 1S07, In lat. 6° 21' S., 
long llil° 19*^ E., was passed without hoiug seen : ana as it is not sliown on the Netheriauds 
tioNernineut chans, nor known of by the Naval Autiiuritics at Surabaya, it lias been 
expunged Irom the Admiralty charts. 

CaUIMaTA strait AFI’ltOAClI. 

Jlector bank, Stephan feef, and Emcral I sku%l uusuecessfnlly searched for. 

Lleetor bank (lat. 3° 40' S., long 110° 7'E.), Stephan reef (lat. 3° 0' S, long. 109° 
1G' E) a>‘3 Emerald shoal (lat. 1° O' S., long. 107° 3' E.) were searched for luiKuenessrirfi , 
h t cousideiiug tbe eircumatances of the original reports, and the small size of many known 
darn'crs in these wato s, they are all retained on Admiralty charts. 

By direction of the Government of Bengal, • 

A. J. B. Mif.nkr, 

• Port Officer of Cadeotta. 

Port Office, Calcutt.!, the. 16/A March 1891. 
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NOTIFICATION No. 73Mno. 


The 24/A March 1891.—The following Notice to Mariners is published for general 
information. 


J. M. McNainK, Col., r.b.. 
Secretary to the Oorernmenl of Bengal 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS-(No. 64). 
AUSTRALIA. 


Mokuton bay. »• 

New fu.'vey—Entrance to North or Howe Channel. 

The Portmaster, Brisbane, has given notice (No. 3 of 1891) that the south-east extreme 
of the North banks has grown to the eastward about one-third of a mile, and a small sand 
patch, with only 18 feet on it at low-water ordinary spring tirle.s, and extending 2 cables 
S.K. iry E. and N.W. by W., ha.s been discovered about a eable to the westward of the line 
of lesding lights. Cape Moreton light-house bears from this patch S.E. by E, | E. 
easterly. 

Vessels using the North Ohanncl must therefore be careful not to get to the west¬ 
ward of the line of leading lights when nearing this danger. 

By direction of the Government of Bengal, 

. A. J. B. Mibnek, 

Offg. Fort Officer of Calcutta. 

Pc)i>T OrricE, Calcutta, the 23rd March 1891. 


NOTIFICATION No. 7lMno. 

The ‘IWi March 1891.—The following Notice to Mariners is published for general 
irifurmation. 

J. M. McNtai.R, Col., r.e.. 
Secretary to the Government of Bengal. 

GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTIOE TO MARINERS—(No. 55). 

GHINA.,^ 

Fokmosa—IV issr coast. 

!>iscon(.innance of Fort Zclandia light, and exhibition of Amping light. 

Tine British Admiralty has given notice (No, 91 of 1891) that ort 3rd Novimbcr 1890, 
Fort Zelauoia light, was discontinued; and that ou the snaio date a new light, to be known 
)i8 Amping tiuht, was e.vhibitcd from an iron frame mast, paiuted white, erected about 310 
yards in a N.W. by W. direction from the large tree in Fort Zelandia .* — 

Amping light is a fixed white light, visible from the bearing of S. 3S° W., through east, 
to N. 51° W , cl( vated 32 feet above the sea, and should be seen in clear weather from a 
di 'tanre of 10 miles. 

The illuminating apparatus is dioptric, or by lenses of the sixth order. 

Approximate position on Admiralty Charts : lat. 23® 0' 25" N., long. 120° 9' 50" Fj. 

Note. — During tire north-east moiisnou vessels may anehor in 5J to G fathoms, with 
Amping light bearing between N.E. | E. and N.E. by E. | E. During the soutli-west 
monsoon the best anchorage will be found in G to 7 fathoms, with ilie light bearing' about 
N.E. i N. • “ 

{^Variation nd in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Fort Officer of Calcutta. 

Port OrricE, Calcutta, the 23rd March 1891. 


NOTIFICATION No. 75Mne. 

The 2\th March 1891.—The following Notice to Mariners is published for general 
information. 

J, M. McNeilh, Col., B.K., 
Secretary iV the Government of Bengal. 

government of BENGAL, MARINE DEPARTMENT. 

NOTIOE TO MARINERS-(No. 66). 

. NORTH PACIFIC OCEAN. 

Sandwich Island 

Non-existence of shoal reported to extend off' Laeloa or Bather Point. 

With refer.noe to Notice to Mariner'^, No. 5G5 of 1890, that a shoal h.'id been leported 
to extend a consideiahle distance southward of Laeloa or Harbor point, the south-west 
extreme ofl’ Oahu, the British Admiralty has given further notice (No. 92 of 1891) tliat the 
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following information has been received from Commander C. T. Turner, H.M.S. f^ymphe^ 
the result of recent examinatfons made of the locality:— , 

On 29th November 1890, from a position about 4 miles southward of Laeloa or 
Barber point, the Vymphe steered towards the light-house on that point, with lonk-oots 
on deck and aloft; the day was bright with a moderate aontherly swell, and any danger 
would have been seen to break ; the lead gave no bottom at 80 and 70 fathoms until the 
light-house bore N. | W., distant about 2 miles, when a depth of 85 fathoms (sand and 
coral) was obtained; with the light-house on nearly the same bearing and distant about 
miles the ^ater shoaled quickly to about 14 fathoms ; and to 6 and S fathoms at the 
distances of one mile and 7 cables respectively; other soundings extending about 
miles both, northward and eastward of the point gave similar depths at a somewhat less 
distance from the land. 

On 2nd December farther examination was made in the HTymphe and her steam cutter, 
when although there was no wind and only a slight swell, tbo surf liroke in about 8 fathoms; 
^om the sudden shoaling, the sea probably breaks in much deeper water with southerly 
gales. The edge of the shoal ground, about If miles southward of Barber point, and in 
about the depth of 20 fathoms, is well marked by change in the colour of the water; the 
point itself is very low. 

Consequent on this examination, the Cautionary note;—“A shoal is reported to 
extend off Barber point," bas been removed from the Admiralty Chart. 

(Variation 9“ Easterly in 1891.) 

By direction of the (ioverumeiit of Bengal, 

• ^ 

' A. J. B. Miunsk. 

Offg. Port Officer of Calcutta. 

Port Officb, Calcutta, the 28rd March 1891. 


NOTIFICATION No. 7CMne. 

The 24/A March 1891.—The following Notice to Mariners is published for general 
information. 

J. M. McNeils, Col,, r.r., 
Secretary to the Government of Bengal. 

GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—/No. 67). 

CHINA. 

Borneo —north coa.st. 

Kudat harbour ev trance—Intended fixed light on Sandilands rock. 

The following Notice to Mariners, issued by the British Admiralty (No. 100 of 1801),' 
is republished :— 

Information has been received from Lieutenant and Commander E. Rason, H.M.S. 
Plover, dated 13th January 1891, that a light-house is in course of construction on Sanni- 
lands rock, Kudat harbour entrance, and from which a light will shortly be exhiidted ;— 

Sandilaxds rock light will be a fixed light, showing sectors of tohite and red light, 
elevated 7 feet above high water, and should be visible in clear weather from a distance of 
about 6 miles. • 

The light-houae, erected on piles, will be about 10 feet high. 

Approximate position : lat. 6® 52' 20*’ N., long. 116° 52' 5* E. 

Also, that on the exhibition of Sandilands rock light the fixed white light on thc^ fort at 
Kudat will be discontiuned, and the fixed red light on the jetty will be set screened, that 
on its becoming obscured when entering the harbour, the course may be altered towards the 
jetty on the bearing the light was lost sight of. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offjsr. Port Officer of Calcutta. 

Port Office, Calcutta, the 28rd March 1891. 
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OUTTURN OP RABI AND SPECIAL CROPS. 


The following report and annoxures aro published for golienil information. 


By order of tho Lieutenant-Governor of Bengal, 

Revenue DErARTMEMT, C. J]. BUCKLAND, 

RICULTX7RB * 

The XUk April 1891. Offg. Secrctarg to the Govt, of Bengal. 


Outturn ofrahi and special crops in Benyal for the year 1890-91. 

Rabi crops .—Tho olimatio oonditiona most favourable to tlio rnbi crops in Bengal and 
Bohax arc when monsoon rains cooae in tho beginning of Ootoher, hnt are followed by a few 
light showers In the latter half of October and the first fo.luight of November. A liltio rain- 
s also wanted in Dooember and January to enable tho plants to ntl.niu their full development. 
During tho harvesting season in the latter half of Pobruury and March, tho weather should bo 
ine and dry, as heavy rain during this period, espooially when acoompauied by hail aud storm, 
lauses oonsiderablo damage to tho riponuig crops. 
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In tlie rabi season whiob. has just expired the oonditions were tmfavonrable in the greater 
part of Bengal and Behar. The late subsidence of the floods of the last rain^ season retarded 
the sowing, and so ofEooted the outturn in the subdivisions of Rongong, Jungipore, Goalundo, 
Pumeah, and Brahuianberia. Excess of rain in October also retarded the sowings in some 
parts of the Liower Provinces, while deficiency of rain in December and January impeded 
the full development of the plants in South-West and East Bengal. Lioousts damaged the 
rabi crops in the districts of Burdwan, Bankura, Midnapore, Howrah, 24-Pergunnahs, 
Khulna, Rung^ore, Bogro, and the Chittagong Hill Tracts, and hailstorms did much injury in 
Bogra, Gaya, Nowoda, Sosseram, Pumeah, and Giridi- March rains, which were quite 
abnormal, seriously affected the outturn by injuring the crops as they were about to be or wore 
being harvested. The damage due to this cause was general throughout Bengal, the 
only districts which arc not reported to have sufiered in this respect being Khulna, 24-Pergun- 
nahs, Dinagepore, Rungpore, Bogra, Darjeeling, Julpigoree, Mymensingh, Tipperah, Chitta¬ 
gong, Chittagong Hill Tracts, and Singbhoom. On the other hand, deposit of silt left by 
the floods of last year proved beneficial in the districts of Bogra and Mald^, and in the sub¬ 
divisions of Narail, Nowgong, Kishoreganj, and Mozufferpore. 

In the Xiowor Provinces as a whole, the outturn of me rabi crops may be estinoated at 
lO^to 11 annas. 

Spsciat. chops : Excess of rain in June, July and August proved more or 

less injurious to the sugarcane crop in Bohor, particularly in the subdivisions of Sasseram 
Gaya, Sewan, Gopalgnnj, Bhagulporo, and Kissenganj, where the damage due to this oausa 
may bo estimated at five annas. 

Eloods during the last rainy season seriously affected the outturn in the subdivision of 
Kushtea in thoNuddea district, and in Bongong in the district of Jessore. 

In the month of October damage was done from an excess of rain in the district 
6f Bankura, and from high floods in the district of Bogpa. 

An overage * crop is reported from the following subdivisions—Kandi, Rungpore, 
Kurigram, Brahmanberia, Chittagong, Behar, Nawada, Sarun, Chumparun, Pumeah, Banki, 
T'ajpore, and Kolhan (Porgunnah). 

Tobacco ,—Injury was done to the tobacco crop by the rainfall in March, which affected 
the outturn in the districts of llooghly, Bankoora, Rajshahye, Baokerganj, Maldah, Pumeah, 
Mozufferpore, Dmbung^h, Manbhoom, and the Sonthal Pergimnahs. The loss from this 
cause in these districts may be estimated at 2 annas. A full average crop is reported for the 
districts of Rungpore, Patna, and Chittagong, and for some subdivisions in Jessore, Tipperah, 
Sarun, Cuttack, and Singbhoom. _ 

Alullterry .—The yield of this crop is reported to bo very good. While three-fourths 
of on average crop has been estimated for inrthe districts of Midnapore, Beerbhoom, and 
Rajshahye, an IS-anna crop is expected at Bogra, and a bumper crop in Maldah. 

Pojjpy .—Rain accompanied by hail and storm in the months of Januoiy, Eebruory and 
March proved injurious to poppy. A full average crop is reported for Barh and Behar 
in the .district of Patna, and for Jamui in the district of Monghyr, but the general outturn 
in the poppy-growing districts is below the average, being estimate only at J.1 annas. 

M. Eimtjcanb, 

Director of the Dept, of Land Records^ 

and jAyriculture, Bengai 


The 11th April 1891. 





Statement III. —Eitimated Outturn of Rubbce Crops for the year 1890-91. 
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iiporo. 


1,970 


f 

717 ^ 

I 

L| 


fl Fulaca 

4 OtliftH'd 

.. liurlcjr 


12 onnas ; 10 unnaN 



Diamond Har¬ 

618 

453 

8i 

K hesari 



bour. 


4 

IVas 


Barosci ... | 

302 

2.3 

■14 

1 ItriiTing 

... 10 





is 

1 Kahu 

... 12 





H 

1 < ‘ijim 

... 10 





(S 

1 Musoor 

... 1 12 





24 

1 {.inseud 

... t 8 

tl-Per- 

gODDttbs. 








Basirbat 

^ - 

4 S 0 

; nsrrackporo .. | 

li 1 

42 

12 

1! 1 

U Dum-Dum ... | 

66 

36 

i Distru'l rota] | 

i 8.f:o.l 

l.WMI 

11 Budder . . ; 

l.Mi-lO 

390 

Khulna i^Htkhira 

1 . 272*88 

449 

Fagirhat 
. 4 roa of houn- 
dary, khnU 
ttiiif rivers <>f 
the Kundcr- 
. buns in tiifn 
V‘ «U‘(ru't. 

I D.strict Total 

1 

l, 6 O «-03 

4 l >6 

620 

4 , 8 ^ 1991 * 

1 1 ,S 3 (I 


1 

fimni 

,*1 


1 

Aiming 

! I 



i 'Cits 

|> 1-4 



Klu-Hiiri 



llu{M‘-se(7ds 



14 

Phha 

• •,14 

1 ** 


M iistard 

...12 

1 13 

4 

liarU*y 

... !i4 

,13 

14 

I'eas 

12 



00 



( Muslard 

5 Til • 




! B annas 

12 annas 

1 

t l.inscnd 
■| uruienc 

i 

li 

12 ,> 


('liiliiea 

14 

12 t. 


l*.Ui 

ia „ 

12 „ 


Miisun 

12 „ 

1*2 », 

3 

K .«rm. 4 ... 

12 .. 

J2 

1 

Avhnr ... 

11 

12 

4 

Meung 

12 

12 

3 

" 1 

,K«lni 

tubers 

1 lifustard 

10 

12 


.hi 

* lunst'i d 



8 

peas 



G 

K.'ilni 



IB j 

f Kbesari 
( 



a ' 

CXhcrs 

4 

4 

60 

M imtard 

12 

16 

80 

Til 

12 

16 

28 

f Klicsari 
[ Alssiiri 

[12 

10 

19 

Othura 

12 

16 


The incn'nsc U due to aenHOn- 
nh'i* rninfjill, lliul not tijo 
InriKstw nuti'ii up a portion of 
till* st'CiiJmcN. tlm oiitlurn 
would huvi> l>ocii \«?r,v much 
hetb'r, 

Ex<-esN«ve rain in Nuyendu-r 
JKNSi nlIo(!tuii luht yrur's (jut- 
turti. 


t'cn^iderinc tho prosoiit Hfiitc 
of liio ci’ops which riMUJtin |o 

bo li.ii’voKti-d, und (ho ouHjiru 
or wh;iJ hji.> hlii'iidy bi-oii 
guthori'd ifi, it tu-p.-jirs lliit 
hnd n((t loelueM dotu* 
injiiiy t«i Konii' pjij-fs, and 
Wtini of tiu.i'ly jirui fiiinieioiil, 
rtiitif-iU ilioin goiHMiil. 

j.v. the yieltl vvoiiht h«v«‘ been 
in l•v.'l•y t'udKibihly ]«: 
tinTUiN thiN your. 

Thi» exceasive riiinfuH in Nov- 
oiiibi-r KOiioii.«.Iy HfTf'CUht iho 
otiftinn of lust yeti* *s cronM. 

Owing to the want, of rain in 
Oeiobi-r. llie 3<«uig jilnntM 
did ant grow as uanit). Thn 
rmfliim ia in eoii.si*. 
tpieiuai Momowhttt loiiS tliun 
Ihu normal. 


Lant year the crops Wf*re 
dania- ed by I he uriNoitKimable 
rain in Nt>vf mine. 'Iheruin- 
fiill WON well ilhstribuicd this 
•year. 

OiNocgls were part ly deaf royort 
iiy loc kN which }»iiHS(*(l ov«r 
n prtWion of the KiuMer sub- 
diviiiiuu in Dueeiubur IuhL. 


Mneli damage was 
ibe eiops ol the Salkbini. ub 
division by Ioou.hIh. 

Want of tiuu Iv ruin and heavv 
luin when it whn m>i wniH.fd 
d-'oreased tiui oulturu of biut 
your. 

Tim decn*a,se in the outturn e 
the cr<i|is ih llm IJagirhnt 
sub-division is duo to the 
want of timely rum. 


f 


Bemsrks by tho ] 
of AgncultU! 


A 12.anna crop w 
ed. but the Ms 
lumording to a si 
rcfinrt from tho 
brought down lit 
to 10 auoai. 


Ther«> was suflh 
during llic sowii 
■| In* erop niUBL 
jiniHhedtou eer 
by (bo want «>f r 
the cold weatbor 


Tho ohttnm w( 
by (itH want 
throughout i)i« 
January, followc 
rains as tho 
proaohed msturi 


Tbi. includea Sunaerbun. S,7T»'8l "jusre mile .pportaining to tliii diiinct. 











QAZt^t, APfilL 15. 1891. 


fus*. BaMtTlilMl, 


oiKOi 

In i^girt 



mmm, 

,S& MudmbI 

taljll,, •nWwS 

milM. 


BithBcM 

StUn'kM 
•xpnWMd (Hittom of 
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BTXeFJ^MXNI TO THK OjUiOnTTA OAZSXTB, APHn^ 15, 1891 


1 

s 

, 1 

4 

B 

. i 

7 

1 8 

• 

1C 

UnrraicT. 

BulMiviaion. 

e 

Total area of i 
inb-diriito In 
Kiuare mile*. 

Total area 
estimated to 
bounder 
cattivaclon 
in sqaare 
miles. 

flftioieted 

area 

under 
rabbee 
crops 
in square 
miles. 


Bitimated 
outturn 
expressed 
in annus 
of eurrani 
year's 
rubbee 
oropaa. 1 

' A 

Estimated 
outturn ol 
previous 
year's 
rubbee 
orops. 

Bemarkf by the Oolleetor. 

Bemarka by t 
at AgAoi 


PRESIDSNCT smHIOM-«(me(iK/«2. 


inanrci- 

otmcld. 


Moor. 

•hed- 


r Hagoorah ... 

4U 

265 


fbitic-seed 

12 annas 

6 annas 




Ht 

ih cistard 

12 H 

« 




6 

l.iusced 

12 M 

lu 




23 

Picas 

16 .. 

6 M 




6 

Moong 

IH „ 

18 >, 




4 

Maakalai 

10 .. 

12 a. 


4. 






Jbenida 

475 

317 

so 

Kalai 

16 

16 




lU 

Moong 

1(1 

iO 




8 

iVas 

10 

8 




2 

Barley 

12 

8 




s 

Wheat 

12 

6 




. 2 

(*rain 

12 

0 




6 

Muscicr 

0 

B 




6 

Chilline 

8 

H 




74 

Amau dhan 

10 

12 




8 

LtnMi«d 

iU 


District Total 

S.OSS 

1,742 

730 




r Imlbagb 

572 

257 

38 

Wheat 






15 

barley 






20 

(Ti-sm 

ISannu 

14 annsB 




15 

Linseod 






23 

Uusuur. Ac. 




• 

( 

70 

Wheat 



Jungipore ... 

SOS 

561 \ 

a 

6 

Barley 

Oilseods 

'10 4, 

12 



( 

130 

Pulses 






( 

32 < 

Wheat 



Kandi 

61S 

363 

Linseed 

Barley 

Qram 

17 

11 

t 

. Sudder ... 

752 

619 

83 

Barley 






132 

1U6 

Witent 
Oilsmis. Ac. 

1J. 14 

Id 




118 

Pulses 



District Total 

2,144 

1.480 

7S8t 





Tbe cultivation nnd outturn of 
nibbeooropa for tho ourrnnt 
y^v wai muob boneflted by 
ni^b JidodM. 

That of tho proTiouB year wm 
li.uch iiiiurod by tho hvavy 
fabifaU iu Kuvemlwr 16d9. 


Di'ficionoy in the outturn ia 
due to waot of min in 
l>eeomber. 


Tha cropa at Junffipom suffer, 
ed much this year owin^ to 
the Intd flood and also owizur 
to tlie doncmnoy of minfali 
in proper time. A buinpitr 
crop ia oxpHoted at Kondi. 

H*‘avy raiiiM during the sowing 
time and Nubsequeiit floods 
aCteoted Iasi year's outturn. 


KAJ8UAI1YE DIVISION. 





f 

Mustard 





Potato 





Wheal 

Budder 

3,261 

1.960 

62 ^ 

Barley 




1 

Pulse 





Oilseed 

.iiinage- J 1 



1 

Oats 

pore. 1 1 








f 

Mnstftitl 




1 

Potato 

Thakutgoan... 

867 

660 

! 

02 < 

Brlnjal 





Wheat 




1 

Bub. 

Diatrirt Total 

4,118 

8.600 

154 


Sadder 

Ml 

688 

SO 

Wheat 




111 

PniM. 




18 

Mustard 




24 

Linseed 




8 

Otaeena 









r 

6 

Wfaest 





56 

Pulses 

Kaj. j 




3 

Mustard 

tbahye. ; Sattore 

817 

612 • 


6 

Linsdod 

1 




20 

Turmeric 





2 

Kmm 





2 

Cheeoa 





1 

Wheat 





1 

Cheona 





60 

PuDes 

M.wgoag 

603 

800 


2 

9 

Ginger 

Linseed 





20 

Mustard 





7 

Turmerio 




L 

16 

Potato 

Diitriot Total 

8,844 

1.700 

387} 



10 annas The short outturn is due to The unequal dit 
untimely and eaoessive rain. rainfall affected 
, , in the Sudder i 


It 


IS anuu There being a defleieney in 
seasonable rainfall, an nut- 
inm only nf 10 ansaa waa 
eipooted aninat is annas of 
the last year. The rains in 
Mwch still further reduoeu 
the crop by B annas. 


PeAoienoy of rain throughout 
the season damaged the cropa 
to a certain extent. The 
^ of March 

affected linseed to the extent 
of 0 annM and pulses to the 
extont of i uuiu. 


The ninfiUI tee< 
■how any defloit 
The heavy 
October and U 
explain the oo! 
low Ottttttni. 


lo tne fact that owing to the 
inundation in the latter pert 
of the year the eoil ooiitained 
a greater degree of ntoiitum 
uauai at the time of 
-o.lu g. Puieee and linaead 
vrm leduoed by I annaa by 
We heavy fU] of tain in 
euTg],, 
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681 


1 

1 

8 

4 - 

A 

• 

A 

7 

1 ' i 

8 

10 

WOT. 

SuiMlirtilon. 

Total we* ol 

1 wb-dlvjikia in 
■juare mile*. 

Totel area 
eetimeted 
to be under 
ouhinitioii 
in >^quare 
mifei. 

HI 

Names of priael- 
pal runbee 
orape of eab* 
dlfiiion. 

; Bktimated 
' otttkurn 
expr^ieed 
in Minae of 
oarrent 
jmar*e 
mbbee 
crops. 

Bstimatsd 
outturn of 
! previous 
yea n’t 
rubbeo 
crops. 

Beniwlu b; Uit Oollaotor, 

Remarks bp tbs Direotor 
of jMprioallore* 


aAJSHAHYB DiriaiOir-muijiuM. 


c Bangpoie ... 

1*161.. 

800 

60 

i^otato 


14 annas 

1 14 annas 





40 

Mustard 

*.• 

14 


14 


rubbee crops is due to the 




SO 

l*al«es 

... 

18 


14 


etCftNWo rainfall in October 




80 

Orinjal 


18 


18 


and to the attacks by insects 




80 

Chillies 

•• 

IS 


14 


in December. 

Nelpbaiflori... 

6SB 

480 

m 

Husterd 

... 

8 


14 





8 

Wh«t 


8 


\4 






98 

Pulses 


8 

•t 

14 

t. 


Kurigmm ... 

887 

7(K) 

80 

Pulses 

... 

18 


11 





860 

Mustard 


16 


14 






86 

Wheat 

... 

16 

•» 

18 



Gaibonda 

760 

680 

80 

Wheat 

... 

16 


16 






75 

Mustard 

... 

18 


10 






15 

^'ulues 

... 

18 


16 






17 

Cheena and kaos 

16 


10 

» 


Distriol Total 

8,486 

8.660 

818 

...... 




Bogr*. 

1,468 

018 

IS 

Mnsuor 


18 annas 

Hannas 

The heavy rain and the silt 
left by tne high floods have 




17 

KhttHari 


18 

„ 

14 





8^1 

Linseod 


14 


18 






266 

Mustard 


10 


16 


crops for which the land had 




1 

Wheat 


16 


14 


to i>B ploughed since the 




36 

Til 


18 


18 


thiril week of October, but 




8 

Gram 


18 


18 


those, 0 . 9 .. (luaskalai) which 




18 

Barley 

UKslialai 


18 

10 


10 

10 


were then in the ground 
suffered from the floods, and 




8 

Kherachi 


18 

■■ 

10 


obhem were retarded by the 
ditUuulty of timely prepara¬ 
tion. Mroe danuige was 
done at the beginning of 

District Total 

l,Mt 

813 

891 

. 

...... 

..... 





















November by locusts in the 
north-west uf this district. 
The unseasonable weok of 
rain in the middle of Novem¬ 
ber 1889 did barm to some of 











the crops, and over a limited 
area in the north of the 
district more harm was done 











in the third week of January 

‘ Sudder 

T 


168 

Pulsns 

... 

10 

annas 

9 annas 

1890 by hail. 

The lateness of the rainfall is 




144 

Oilseeds 

... 

10 

,, 

18 


said to be the osiise of the 


1,6«7 

1,468 

81) 

37 

Wht^t 

Hertoy 

... 

7 

7 


8 

8 

•» 

defloieuoy in outturn. 




48 

Gbeena 

... 

9 

.. 

10 



. SerajKunge ... 

J 


180k 

PuIkm 


16 


14 






041 

Oilseeds 


11 

.. 

18 






SO 

8unn 

... 

11 

«» 

12 

«• 


District Total 

l,M7 

1,4A8 

m 


...... 

. 


The Terai ... 

863 

780 

ll 

4 

HrinM 

Mustard 

.. 

'I 

\ 








4 

Onion 

... 





• 



i 

Til 

M. 

\ 11 annas 

15 anoas 

Defleienoy of seasoiiahle rain- 



, 

4 

Potato 

M. 





hill causod the outturn of 




1 

PulSUB 

... 

J 




this year to be less than that 

Knrseonir ... 

186 

80 

u 

Pulses 




• 


of the previous year. 



• 

1 

Onion 

... 

1 








3 

Potato 

... 

iis 




The rubbee orops this year 




8 

Pen a 

... 

1 




BuffurHlfrom exoessive rain- 




S 

Mustard 

... 

i 




fall. 

Kallmponfc 

) 


8 

Wheat 








y 786 

OS 






18 annas 

Deficiency of seasonable rain- 

L DarjeelinR ... 

) 


3 

Kalai 

... 

) 




fall reduced the outturn as 
oompaied with that of last 
year. 

District Total 

1,1U 

SOS 

40 

„.... 



Baiksntpors 

447 

888 

87 

Mustard 




The iniuffloient rainfall at the 

pnigunuah. 



3 

Potato 


10 




dose of January injimoDsly 




3 

PuIm, 


6 


... 

... 

aifeotad the outturn of rubbee 

R<Nla pergun* 
nabs. 

408-71 

06 

u 

K*nn 


6 



orops. 



6 

Potato 


8 


18 






80 

Mustard 


8 


18 






u 

Wheat 


7 


10 






6 

Pulses 


0 

»» 

8 



Pstgrtm per* 
aunnsbs. 
llTiiaporee ... 

8R‘8S 

76 

4 

Mustard 


8 

»» 

8 



684 

S19 

10 

Mustard 


18 


18 




» • 


8 

Potato 

*M 

18 


8 






8 

Pulses 

... 

18 


10 

tP 


Alipore 

1,877 

414 

50 

Mustard 


8 


10 






10 

Potato 


8 








5 

Whtat 


8 

„ 

28 anniu 


OiMiriot Total 

8.787-6 

1*301 1 

156 

...... f 


..... 



out th« seuon up to wo 
lodt wMk of VebriurT im¬ 
peded the devebpoMfil of 
the orope* 


The hMTT reini in the mi<|> 
die of Ootober mmt hkm 
eleo helped le diwriim tfelf 
outturn. 


PACCA PIVIHIOir. 


Sudder 

1,808 

633 

83 

Mustard. 

18 annas 

10 sonas 

Want of rain in November. 




U 

Pm., mtKnttwtd 

8 „ 

9 » 

Deoember and January is 




10 

muBOor. 


9 

the cause of ibe defioienqr 


- 


10 

I(.a>id*i 

9 » 

10 „ 

in the outturn df the rubbee 




18 

Khe*>arl 

16 M 

10 

orops of this year. In the 




6 

ChilllM 

18 

10 ». 

IBvvIons year thedefidenoy 




5 

Bsrley ... 

1* .. 

10 

was due to eioesdve rainfall 




A 

Oheena ... 

IS .. 

29 M 

lu Boimibwanil Juiiw,. 




A 

Kaon 

11 M 

U> >» 


- ■' 




Hsfflower 

M » 




































BtJlTliEMSSNT TO TS!B CAtOOTTA 



15, 1891. 


Total uno MintatMll 


li'ltaitad 

otitMiTB RMtataUd 


Total anoot “JL*®*?* IfamM of prtaol- “P W tag, cotaoro ei 

«uiHiifi«ioo. .SStiSw ta 

aqutnmilm* «op8w eurrnm jmt* 


in MUM I lauftn 


of lubdlf itioBo 


BemtetrtteOdnvMor. 

mbbM 

eroiMo 


DiOCA 


BMtorkubjr 
of AKii 


fl KamiiMnuiR* | dil MS 


cotiMIo 


1 Kticsari 
I Miituri 
I P»-aa 

MiiKtard 

Koor* 

Ch«enn 

Raiifi 

'BIcMnfv 

MtivkftUi 


4 Bunaa 

0 ** 

■! 

S :; 


CeMition of rain hut dona 
Nome injnr.v to the pulNes thki 

5 Mir. Lata rain in Jattuarjr 
aiSBAeil laat vear*B oropa. 


Munahfinnre I 401 


I Maniolcffaiifa 469 


iDiatriot Total 2,797 1.560 


800 002 


Qoalunao ... 


MB 631 


Madaripore ... 


Diatiict Totali 


070 * 652 


8.207 1.575 


Muatartl 

Hiiinea 

Cheniia 

ivauu 


Mnatard 

P»*aii 

MHakalal 

KHeMHri 

MlHc*'1biseoua 


1 Peroeepore ... 

698 

' Patuakfaall ... 

1.2S1 

Bhota. 

616 

District Total 

8.640 

•tfdder 

1.849 

Blshoregange | 

744 

NetivAona ... | 

1,869 


{Janalpur 


INatrkt Total 


1,061 [ 780-76 

6,267 d,684'76 


Muatard 

Foaa 

MoOMfC 

KtiKBari 

KalHi 

M naoor 

Grnitt ... 

Harlry 

MuNtard 

Bapa-aeed 

J,iDiH.*ed 

Muaoor ... 

V«*aa 

Qtam 

•Moodk — 

Kaltii 
Kh>*Miri 
Onriaiider Boed 
Ohoona 
Wheat 
Barley 
M uatard 
K heaari 
fijlaoHllanooua 
rubbee orupa. 
Til 


DeficiNnoy of rainfall at the time 
of N<>w)U|c the mbbee cropa 
ia the omubo of the ah'O-t out- 
turn tliiB .veer, and this 
deilniency alao aUecUtd hut 
year'B oropii. 

Went of r iln Id November, 
Dei'embaf and Jaimury ia 
the rauae of the poor out¬ 
turn of the ruhlnm oropa in 
gt-nora) thia .vcnir. 

' Esoe*>Bive rainfall in Oolober : 

riamaKtHl the inmskalai 
- planiN which wero then 
genuiimtmg. ’I'bu empN wei e 
alMO deNtroyod by luM>i*ta. 

La»>t .vear the outturn ot ruhheo 
oropa nxe^pt muHtard were 
alTectna by dedeienny uf min- 
fail. 

The total want of rain in 
Jnnuaiy and February htiN 
affentnd the full dHveiupmunt 
of the rubbee crops. 


The first sowing of the crops 
wero all damaged and to a 
oonstiierable extent (toNtroyecl 
by flnotlN. The crops or the 
provtuns year were injured 
owing to want of raui jn 
Deceuiber and January. 


Kheead. mu- -) 

Boor, mnatord, t 

moong. ehiliies, v ^ 
til, llnee^ and j * ennae 
dtiMia. j 

BurudhaA ••• ) « .. 

Hueoor ... } ® 

Moong \ g 

Hiisoor ••• > " •* 

Obilllee ... ) 

... f .. 

Linseed ... 


The continued 
the end of 0 
6rd week of 
had an in, 
(tn the prope 
of the crop. 


Mustard 

PnlNea 

kliseellaneous... 

Mustard 

Pulses 

Mustard 

Puiees 

Misoalianeoos... 


B annas j 
B .. 


MustMd 

Pu^ 

/ inst^ 

I Pulses 


The conditioi 
in Madaripoi 
were not d 
those In thi 
division. Tl 
ill ttie ontti 
trlllgiblo, ai 
due to wan 
preparing ifc 


Tho poor outturn of this year*H 
rubber crops is due to want 
uf rain. No min fell fr>im 
early* in November till the 
end of February. Raceasuf 
rainfall in Maroh also injured 
the crops. 


Heavy rain In October and scarolty ^ 
want of proper min after* in January *1 
wards damaged the crops. 

Beiietlteid by flood and lilt 
deposits. 

Heavv mins In October pro¬ 
duced the bad reoult. 

Ilanisge was slso caused by 
insects. 

The short outturn Is due to 
heavy rains in October and 
want of pieper mini after* 
awrdb. 


OHITTAGONO DIVIBIOM. 



The eattnm ii Imi than that 
of lest year owing to want 
of timely rain. 


Sowing WM late owing to the 
land being fl<ioded. In the 
abeenoe of rain ia dunoary 
end Pebruary the pleats 
.suffered from dnmght* 


^le dee r esee fat onttnm is 
4 im to want, of seeeonefale 


The foil develo 
foopa was ebe 
tinned dron 
lasted fram iht 
N ovem ber to 
of February, 
r^n after lb 
deoieseetheo 
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&8S 


Hub'divisioiL 


TotttI area of 
aub'iiivisiiin u: 


Total area 
c>8tunaf«<l 
to IX) 

undor (Mil* 
tivatiun 
III hqnaro 
»>}le84 


Kalimated 

all'll 

uud r 
mlilieo 
I'nipK in 
aqiiarti 


Namna of prinoi* 
pui rublieo crops 
o/subHtivliitou. 


Ifatlfnntoi) 
ouii nrn 
cxprvftM'd 
m nntiMK of 
current 
>*cmi'’h 

riil>lM40 

crops. 


Katfmated 
ourturn of 

prerioua 
yrar‘« 
nihbHe * 
crops. 


Remark fi by tho Collector. 


f j 8uddcr 


a 


j ilislrict Total 
C tSudder 


ta. 11 

s* < \ 


l>u’8 Ua/ar ... 


llislnct Totnl 
Budder 


Ll Stiiigoo 


District Total 




eaXTTAflONQ DIVISION 

“‘eoHclMdvtl, 

9 







1.000 

80 

Ohillles 

U iinnas 

11 aunas 



U 

Diimeeil .« 

6 •. 

10 



n 

finrlic 

» 

1) ,, 



14 

Mustard 

s ». 

« >. 



8 

Onion 

t» .. 

V .. 



fi 

Til 

8 .. 

10 ,, 



S8 

Moong 

K ». 

11 ». 



46 

Khertori 

K 

11 *. 



8 

KuIh) ... 

7 M 

10 

349 

2H0 

G 

1 l*otato 

14 M 

8 .4 



r» 

M uH( iird .. 

0 .. 

8 .> 



a 

('biilies 

12 M 

18 



2 

Onion ... 

» .» 

10 „ 



4 

Lmseod ... 

11 M 

10 



2 

Ourbe 

2 .» 

8 ,, 



6 

SliNinK 

11 .» 

« ». 



U 

KiicHttri 

H .. 

8 „ 



5 

Kiilui ... 

18 

8 „ 

1,641 

j 1,2H0 

2(»7 




1.C30 

N13 

2tr(i;j 

Chillies 

3 uniins 




Y4.-|j4 

KnUi 

1« .. 

to „ 



2ir.'‘H 

KhcHari 

15 

18 „ 



anjd 

Moong 

7 .. 

8 „ 



8'SifS 

MuKiard 

18 

ai) 



17*02 

Siwo-t potato ... 

J« „ 

10 „ 



2*24 

(votii-ds 

7 

9 , 



(S-72 

Aielons 

12 ' 

18 .. 



18*44 

Kaehoo 

1« .. 

to „ 



4*4H 

Til 

18 „ 

20 „ 



11*2 

Hi'mp 

16 „ 

JO .. 

037 

OM 78 

3(1 

Cliilhcs 

'I 




IH 

Dre'jal 

I 




10 

Oiilona 

> 1’ 1 

12 



7 

Mustard 





6 

Kuhn 

J 


2,5«i7 

1.-IG0-78 

261-07 




3,5S3*ri, of wbieh 

35*6 jutn 

S‘2B 

Mustard. 



l.cr>i'5 lire re- 

laud; 7 75 





served forests. 

plouKhed 






mod. 







■7A 

Chillies 

8 „ 

8 „ < 

i.t^ari'5. of 

18*6 of jum 

1*SC 

Mustard. 



which HC>2 S 

iMU'l. 





Hi'o ri'servod 

S'.'iO olouRh- 

*76 




forests. 

ed land. 





0,4i9 

_ 

d7Jl 

0 ' ...... r 




Rrmarlcs by the Director 
oi AKi'ii'uhurc. 


The yuild this ywir is ontimn- j 
t« d u» bo uiiui'Y the iivt‘)n>ro 
for WHiit of mui diirmirnH 
tliH WH thor, and i'xcrsN 
of rain at the oioso of I'cti. 
roHi.v ami apuiii in Stiirch. 
thi* ruin in tho latter numth 
ri-d^uehiic tho yield of ..iNoods 
and pdisoN by one aqna. 

Tho actual outturn lust yrnr 
was loss tliHU tho avoraKo 
owmK to oxcosB of ram. 


Want of rain hoi InJuricu.Hlv 
tttTccted the rubbeu crops 
this year. 


Tho anason has lieen favour- 
iibloatict the hliKht rain (hat 
fi ll recently bus been bviio* 
flcial. 


valley lias been repurtod to 
b«vc bean dn'>tn).vi*il by 
locuKta. In places of 

the Htidder suh-diviHiuii want 
of rain ui.eckod Uie full do- 
veloptneut of thin crop. 


iiiroiiirhuut. the district have 
siitTorcd niticli ihis year fur 
want of min. 

VLo report of locustN has boon 
ifccivort from tho Suoroo 
M ib'diviNioH, bul tko luiiheo 
crops there sulTored this your 
for want of riiiti, 

/Iho Collector noil's that e,n- 
qiiirieKffolo show that this 
is the first timo lom-.N Iinvo 
appeared in this disinct 
within the memory of man.) 


Tho outturn of muatanl for 
HiiiiROo Nt'cms to bv under 
estimated. 


PATNA DIVISION. 


Uankipore ... 

617 

467 

1 

1 22 

Khosari 




i 

AI iisnor 




so 

Oiniii 




! *^0 

iVns 




; 85 

'Vheuf. 




j 36 

Hurley ,, 

Barli. 

62G 

4<I5 

1 60 

Hurley 




46 

H«-«k 




40 

Lius(< 0 (t 

Dinupon^ 

143 

JlS 

16 





2(1 

Hailey 





I**11S 




« 

Wheal 




0 

Musoor 




12 

Ont 




♦ 

Kh<*Mflri 




2 

Arlmr 





Oilseed 

Bclmr. 

70.8 

673 

160 





46 

Harley 





Drum 




61 

I’lMW 




86 

Musoor 




IP 

Ai'liur ■ 




27 

KlieHiiri ... 




16 

lUDMicd 

Diatrict Total 



26 

Mu»turd ... 

t.07t» 

1,660 

6.n 

** 

.. 

-- 

1 





annas 


»» 


14 aanas 


The outturn was rndueed by « 
aliower of rain sml li!i!isfoii'’s 
wliii'U fell in the bcRinninu 
of-Miirch, while II portion of 
ilmeiops wan stilt iyime (>U 
1h<‘lU'lds, 

Thi'.veor (bo I’Xerssivo rain* 
Ml jinrt the rise of the river 
^•»•sul!l^lt m tho d**p»sii of 
hill Rreitlly henetUKl the 
rubbi'c ei.>ps, hut subsequent 
untimely sii(iwci*H have die 
nmged tuo crops somewhat. 


8 .. Ttie rainfall i>{ January was 

fii votirable to the rubbee f roi>s. 
Ttiis expliins tho Imtter out¬ 
turn thisyeur. bust yearns 
crops sufTerud from inaulll- 
civut ruin. 


12 


Tho rainfall of Jnniiary brne- 
tlieil thoriibbuu crops of this 
year, whilo tbovr of the 
previous year hiilTevd from 
want of ram siui^' the NqwioK 
aeasou. 
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Total aroft of 

IhmiCT. \ BuWWxilon. 


ill SQUtfO 
miiof. 


Ertfmited 

■ rARimrler ^ • oipr»-**»'n oiit'nmoi 

r pr^vi .uB 

ornwii I»lrubhr®P*P“ cnrr. lit yc«r; 
ornps m of Buh-lltVIHOU. PMh)>M 


KMtimalod 

oiittnin 


Katimalod : 


iml rubkxH* ctaph 
of ■ttb'dtVIBIOU. 


pr«tvi'>us 

yeHr’g 

rnhbee 

itrufM. 


PiTNA DIVISION— 


Botnarks bj* tbe CoUecior. 


BomarkR by ih« 
Agrioult 


M Aurungabad 



Rhes«tri 

WlM'Ht 

Gram 


438 - 

H..r|ey 

VrM 

/ 

j 

Mu'oor 

DiiiMvd and 

other conials. 
Wheat 

B.rhy 

1 

Gmui ... 

ftft \ 

i 

Feus 

\tliSOOT 

Kbesitri 

1 

l.insHed ... 

i 

Muoturd 

4ft 

Khessri 

6U 

Wheiit 

4<1 

(«mrn 

<15 

Bailey 

rosR ... 

VI ustK>r 

00 

Wheat 

4U 

Ba«loy 

Kin 

Gram 

80 

130 { 

hm'ii'Ait 

Musoor 

1 au<i olb(*r crops. 


li aiiDAN Tho bifJwf/.rm in thf* month 
of Jammy ami MM^Th 
mins have tlono H»h 
injury to tho rutitiw crops. 
l>»pt .soar’d ontturn wii** 
BflnetKi owina to want of rain 
iu the winter Boiisun, 

11 „ The rain «r>d hiiiislorm in 
Kel>rn«. y have done aonm 
iiijnty to Ihi* rubhMj or ps, 
othcrwoso the out'tun would 
imvo been lU Mimas. 


Tim drerensr in tho outturn 
of tilt* whoiit ernp is 1 • 
tliH exocHs o! lain in Ihc ht'fcm* 
niug of rhe H -winif ^'-nsoii, its 
w*'ll ns to the heavy ruin 
iu Murob. 

Tho rainfall in March Hffectod 
ihn orops lo tho extent of 
a onnaa. 


•Tho Colloofor 
roportifd an 
14 annas, but 
rains reduced 
mate by 


District Totald .718 

Amb ... ... 


(Jnini 

> oas 

Itarloy 

Oatw 

laiiKood 

Mtisiurd 

WhHttt 

tJOttuIl 

K hesari 

Arhar 

liiri 

Wheat 

Hsiloy 

Glum 

Po-UK 
Outs 
Arliar 
K lievaii 
Mueoor 
M ostai d 
I.insKod 
Castor aeod 


VIS annas Hannas The ontturn of the cnrrt'Ot 
*■ yoar’s crufw has been ufTccted 

I by tho ox<-okn of miii/ali in 

I Ociobor, f.i?., pruvKtUs lo Uio 

I tinio uf NowiuK. 

1 f 

j 


Those are average onliuriis. A 
rci'ent shower of rain was of 
yntul beiioUt to all but iKippy 
fleldii* 


I Boasaraxa ... : 1,40ft 


Bhabuab ... ],S01 


District Total 


Saddar ...M 


«i.r. 1 

Wiuuga. • 


Hadbubaoi ... 


Hurley 

Whrut 

Grtnn 

Arh.ir 

Miistiird 

htuseed 

Wlieat 

Itarioy 

VvHM 

.M tiMoor 

Arhar 

I.inMMKt 

Mustard 

UheeoaV 

Wheat 

iturloy 

’•UHlwrd 

Arhar 

(■rain 

l.in'H'ed 


12 annas 

Vi .. 


A soTcire JinilstroTn rawed on 
tho niiehl of rheaSrd Kebrnsry 
Wheat, hiirU*v fnid ooinm 
were conuidenibfy durruivttd in 
SuNsemni thaim where nor- 
moro than a I'linnu oiitlnrn 
i>* eipi'cti-d. Til J>chn‘(« un<i 
KhiirfrliHi thnnns tho da- 
mufCH doTio is not U’licli. Tho 
crops in Dhmiyiitee ibana 
iiro very aood. Jmst y»«n- 
want of ntif shower whiui the 
crops wont in ilower do- 
vi'oiinvd thu outturn. 


The westhor w«s very fa- 
xoinuhlo frmn flio hctrin- 
iiiuK- Ihid tlhTc Iteen niiii 
in ivovoiniHii' and Ih'ceue 
bera btijup-r I'jofi would 
hsvo Isen eeiuin’d. Tho 

)- ntinfull in .lunuary, how> 
ever, »creatly improved 
thu prospiH'iK of the crops 
cxfcpi inhar snd llnsr'od, 
which hnvelieen somewhat 
' dauicin'd hy rain in 
I'cAiiary. 0h« nnufmal 
Ixeivy mill in March stiti 
further rr'luocd the out- 
J turn by 4 aimus. 


Xhatriot Total... 3.ft36 


MoffuiTor- Motufforporo 1 ,S '8 

purv. 1 


Hurley .. h 

Wheat ... ] i 

tirani .. I I 

I'eaN, khesari and 8 annas 
musoor. 1 

Otis'-eds •*. ) 

Otbera ... \J 


Tbp depopH of ailt In or»nM- 
qtieuec of repea-ted doods of 
Ihe ilagmati and other rivers 
and tho timely rsinu of 
Jsnuary Insi were favour, 
ahio to the rubhee ci*opi, 
but UiH rainfall in Muitih 
aCected the crop to the 
evtent of C anuss. lAst 
Veur% drought tuM heavily on 
Ihn robbee crops at f heoutest, 
but later on in the sesaon 
there were timely rains. 
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t 1 

8 j 

' ‘ J 

6 j 

6 1 

: 1 

^ 1 

8 j 

Kstiiufllod 
onMtirn of 
previous 
ycur's 
mboeo 
t'i'ups. 

i 

p - - -.-TV. - 

10 

Sub-division. 

Total RfMi of 
Bub-divtaion 
in Nqaure 
luiJus. 

Total area 
• atiinHtcd 
jto bn under 
[ cnUiVRtion 
in soiiaro 
Zuiles. 

Estjinated 
oT'-a under 
rubbte 
props In 

1 squaie 
miiei. 

I'tafneB of princi¬ 
pal rulihno ci-Ofwt 
of subHlivi&ioti, 

Bail mated 
outturn 
ex|iriis<.e>l 
in uniins of 
curro .t 
yenr'a 
ruUbco 

1 crojm. 

lU'iruirks by the C’-Ilpclor. , 

i 

Roumrks by Iho DiriHdor o'" 
Agriculture, 

i 


r,lTXA 


Ilftjiixirp 

r 

771 

620*6 

40 

Hnrloy 

'1 






H.S 

Wheut 

1 






15 

A rlittr 

1 






20 


^ annas 

10 anuns 

M iil.T mnalninc «u the low. 




Sf 

Kcriui 




16 

I’ulft IK'S 



iiindH fra ionic lime, flip 




11 

I.imccd 



wiioh* normal area c->ii>d ii it 




6 

i'nppj’ deed 

J 


Ihi sown. 

Sitamarhi 

1,014 

no'ai 

80 

B»rli<y 

1 





7fi 

Wh>’st 

1 






CO 

I’cas A mustard 

1 






20 

Ariuir ... 

MO .. 

M .. 





liA 

Khesarj 

1 





AO 

I<in'0i*d A masur 

;l 






30 

(ir«ni 

1 






211 

Oafs 

) 



District Tofu! 

3,m 

2,257'2i 

i,i.ia 

. 




SudUer 

m 

840 

10.1 

Diirlcy 


— - 

Thcro has been Runicio it 


70 

Wh«*ot 

r 16 annus 


nioistun* everywhere, ami 




60 

(triira 


ilic ucjifhcr iias iicoii ipiiLo 




2» 


1 12Btin:ia 


favourublc hhice tlm tiim-ol 




IH 

Feus 


H'Wiiik tliil in 




10 

Khesari 

10 annas 

Jhsreniber r«in whs wantcii 




10 

MuwKir 

I 


Jn sniiK! phu'HM. J*i‘>>Nt»ect>i 




H 




improved by the miiifali m 




8 



Jaiiuiirv, but the licoiv ruinv 




6 

Oats 

) 


of March hiivo itijiiriou>,1y 
nffi'Cletl the oiiHum. 








Tlie inuri'iisr- m elm toliil aren 








under rulibis* i'* duo to i.h«‘ 
Tina that on inoNi nf tb.* laitils 
in which bhurioi and paridv 
failed owing to the Jute 








(higra llmid rubboti crops 


HAS 

nos 

1*0 

Bni’ley 

] 18 .. 


were sown. 



40 

Wheat 


Oh Ills to the czccN.sivc niois- 




100 

Arhur 



tun^and coriK«cjucnt. itiipir- 




8 




feet prepiirKtions, Iho cron 




4 

Mua.ior 

] li .. 


was uot a full one. 




80 

Pens 

0 

10 





4 

Kh-wiri 







4 

(hits ... 

[ 18 .. 






18 

Mustard 






8 

l.titoced 




lopalKunge .. 

773 

800 

4A 

Wheat 

lu „ 


Excess nf rain in thn bhndoi 


05 

Kai’ioy 


scunon dstiisgiMi the bhjidoi 




IS 

I'coa ... 

11 >. 


Crop. IInd a part of (he bh.-idu 




20 



l».nd W..B sown with ruiilam 




0 i 

Musisir 


IS .. 

which would not liuvo been 




in 

Khosari . 


done if the bbud a crop bad 




na 1 

Arbur 

11 .. 


not failbd. 




* ^ 

Mustard 

Turi 

|u .. 



istrict Total 

2.f}22 

8,i)»2 

003 





adder 

1,A18 

• 1,022 

831 

Wheat 

I 11 annas 






Hurley 

10 annas 





i 

Mustard .. i 


• 




• 

21.1 \ 

J.<insccd atid 

10 „ 

14 M 





1 

180 ( 

other oil oeits. j 

Ost. arsm, peas. 
iiiuseor,Khusari, 


j 


14 „ 




i 

urhur. ^ 


ttiah 

2,013 

1,200 

Ml 

V'hcai 

n „ 

10 

• 




76 

[iMHlHl] 

10 „ 





229 

utiatfird 


14 

15 .. 





nil 

R'lrh'V 






78 

Khesari 






60 

Foaa 

0 .. 


J 

strict Total 

S,S31 

i,2:2 

1,069 


. 1 ■. 

{ 


BH4«Ul.POaB DIVISION. 


Idar 

1.668 

1,091 

883 ' 

■Wh«it 

Ha ricy 
fJrum 

Peas 

Kbei>ari 

’ 6 aanaa 

12 annas 

Th** ribbc<* sowing was delayed 

nterai ... 

788 

877 

496 • 

Mustard 

Jiinsrttd 

Arhar 

Wheat 

Htt'lcy ... 

Haas 

Gram 

Arhar 

Mnsoor 

, 

1 

1 

J- 8fol0„ 

12 to 14 

in llmuii (iovn owing to the 
hilo of JlooiU, and 

Ibc Hfundiiur cropH on low 
hiiidH have boon alleotcd to 
Bumu extent owing tnrccuiii 
rsin. 

UDin in the month of Murt'h 
air-gitud the outturn to tlie 
exunit gt i aniuts throughout 
the district. 


hm 

1.068 

i 

m ‘ 

Khesari* 

-b uHtaf'd 

Liti'ieed 

ChiUios 

Oats 

Wlicat 

I’oss ,,, 

Kulthi 

•» usoor „ 

KhcJSiri ,, 

Harley 
(lr.irn 

Arhar 

> 

1 

1 

M2 

10 „ 


riot Total 

8.921 

1,730 

8,138 

..... 1 


— 



h Til-low in Oj.n,. 

II »»<’»', l,y 

I fNl'lOWTH 

in Nmoiiih. r tm.) !>,. 

) iN-mWr. muHt |i„v,. l„Mi 

> MniiM injui'.otis i lToct on 

j UU‘ tHlii I'HipN. Tunolv 

1 mu ih.JHnuu'ji' 

tho hni.ilii.v w«»ro 

) Hi'Tt loly hv(ho 

j unusual ram of Maroh. 

I Thi* Im rsln 

I rropN I..V On* raiufuJl i-, 

, ilaidi IS ostmmted ni 

I <> unuua. 

I 

J 


1 . 


! 

Halii rroji.s worn ofli-rUvl 
ihiouKhoiit I ho distriot 
lo iho ♦■lU'ui of t jiniM 
h.v Man’ll ruins, wtih 
y flio «'io*7)l.i(iii <jf iioiu, 

i juiil mliar, which won- 
<lttiiiiu<otl lo the citoiil 
of 4 anuus. 


Althoiitth thohoAvy lutn^ 
(•/ October Uolavod !hr 
wiwiiiK of rub/ cn.ps 
soasoiiHbjo rainfall 
since* Hln.Ost up to th« 
tium m imrv.KiinK pro- 
ttiinoil »n avmifro oi;t- 
tuin f<ir umio of llie 
crops. Tin- bail wmtlicr 
of Uarcli, however, as 
woiilJ uijfMiar from ro- 
yiKod fillin'# suhmilied 
by the ('/olltcf or, n*iiuc- 
I’ll th.M.uiMi.ii of w'iioat 
und birli-y by 0 uiniMs, 
U‘*« I'llier rabi crops 
by 4 iiiuKi.s ill tlic SinbhT 
Niili.dnision, while in 
Jh’liiiihdim lofho same 
CMl.si’, fh“ crops With 
lilTccf d to I ho C’Jltuilof 

•i lo L iimiua. 
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rm 


1 

j ^ 

i 3 1 . 

1 " 

1 * ' 
i 

i ’ 

1 

N 

• 

e 


1 

I»I.*iTiaOT. 

1 

1 

KahMlivi.siou. 

1 

Total area 
of sub-ilivisi<>n ' 
>n b((UhI'0 lililCN. 

1 

Total urea 
(*StiiTiale<) 
to he under 
euUiVlitiou 
in sfpum* 
tinie.s. 

i 

Ksii mated 

* 

1 under 

1 rulkiteo 

1 erupH 

in M{imre 
miles. 

i 

NninCM of priiic.b ' 
i pul ruhlHv cnipa 
of sub'divisiou. 

1 

outturn 

1 expivRMcd ; 
in annus of : 
current 
yeur's 
rubbcc 
crops. 

Esttmated 
Outturn of 
provioiia 
year’s 
rui'U'B 
crops. 

I 

ttomarka by the Collector. 

Bomarks by the E 
AKrumltun 


BHAGULPaRE DIVISION—euiic^te/ed. 



1 

j 




r Wlu*at 

12 unnuH 

10 antma 


i 




hurley 

u 

U> 


! SuiM.-i- 

»:io 

orjs 

374 

I.ms<*»*d 

Mu'l.ird 

1« „ 

12 

8 ,, 

10 






Oats 

Id .. 

10 „ 






Grain 

12 ., 

12 „ 






L Other piiUcH ... 

It) .. 

10 „ 






harley 

10 „ 

) 






Witeat 

7 

1 


llanka 

1,1*15 

MKS 

lOd >• 

hiiiKied 

H ,. 

MO ,. 

hhnirui- • 
pole. 




i 

(h'UIll 

10 ,, 

1 




i 

.\rlittr 

10 

) 






Wheat 

H .. 



31ude|i|iiu'a 

H72 

ruTi 

4,-. j 

Miistnrd 

hioseiMi 

0 .. 

H 

H „ 

0 





( 

Arhar 

7 .. 

>0 





f 

MnstAnl 

12 .. 

1 





i 

\\ heat 

10 „ 

f 


Huopul 

l.»75 

j»r>o 

2.7(1 < 

l.iiiMeod 

10 

y (i to 8 MS. 





1 

Arliiir 

« 

1 





L 

Hai-l»*y 

lo 

J 


DiKtnet 'J’otal 

■l,2<58 


7.;t 








f 

Wboai 

hurley 

1.7 annas 

1 .» 

j 14 tinnuH 






Giuru 

«5 ., 

10 >. 



• 


{ 

i.ijiHecHi 

<0 



Suddei 

2,67d 

1,B20 

371 i 

MiiHtard 

Oilsi'Ki] 

12 .. 

12 ^ 

Ill „ 





j 

Arlnir ... 

14 

12 





1 

Katai 

Id 

Itt 

1 




1 

Ktieuurt 

16 „ 

It) 





1 

.\1 UMimr 

1« .. 

10 





f 

Whi^t 

0 .. 

10 .. 

1 

Arrarcah . . 

i.nti 

600 

11176 j 

f)i!.seeds 

Wram 

12 .. 

10 M 

1« 

13 „ 





( 

htiiHeod 

10 „ 

13 „ 





r 

Other crops, aneli 



Turnc*Ah ■< 




1 

HH At u s o o r. 






10-26 •: 

! 

iiiutur, khismri, 
nrh:ir, kuithi. 








1 

AP, 

10 „ 

12 





r 

Kheiiari. 

i:i 

16 .. 





1 

6liiMN>r. 

i:i .. 

If) „ 





1 

Kalai 

14 

15 „ 





i 

(I'raui . 

li 

15 „ 

1 

1 

RimmKtiriao... 

].3t0 

l.tKI.'i 

130 ■! 

l\*a.s ,,, 

.\iounfif. 

14 „ 

12 „ 

1* 

1« ». 





( 

irhiir . 

13 ., 

ir» 






Wlii-ut . 

<4 .. 

36 .. 





1 

1 

Mustard 

1* .. 

13 





liinsi ed ... ... 

M 

10 


I>islri<*t Total 


3.131 

023 




UaUiuh ... 


1,01)2 

l.OOH 

' 

12« 

Whisrtt. 

tl unuiiN 

12 nnnuH 




100 

. 

2) ., 

13 .. 





SI) 

(•'hum . 

12 „ 

14 „ 


i 



2Hl 

Kubii . 

10 „ 

lit „ 





rej 

ITu.eor . 

14 » 

14 „ 





D*.0 

(>;i««*eds. 

13 

12 >. 





ioo 

Feus . 

8 „ 

. 


District Total 



Rfift 











s 

r 

Dinuka 

1,420 

710 

800 j 

V\ tieut,. 

.\rhiW .... 

> Runnu. 

13 uiuifts 

1 

. 



C. 

KuUiii ... 

> 

1 




4‘2oi 

Gram . 



1 

DcoKhur 

00 i 

'8C« 

M heat . 

} 10 ., 

10 .0 





(. 

l.iUHeed, *tc, ... 


. 


j 




Gram 



Hontbal I 
i’erirun-1 

1 f^oddn 

■ 

007 

((7(1 

itoivsi 

1' beat . 

Hurley 

Arbnr 


0 .. 

nulls. 1 

Rtijmchal 

740 

n.5A 

no-531 

OilNOcda.. 

Wheat . 

ruist.*s . 


12 






Arhar . 

) 

MO .. 


1 

1 

Jiuiitara. 

0‘.>0 

Ids 

20'a4j 

Kulthi> &c. 

Wheat . 

Harley . 

16 

) 

i 





Wliciifr . 

10 M 


1 

Fukour 

080 

rdi 

102 j 

Hnrh'.v ... ... 

tJruiii 

Pulses, Ac. 

} ’ 

111 .. 


Ihstrici Total 

S.400 

2,006 

omrao 



. 


EzopsHof moiHtnro dnrinff t-hp 
BowiiiK oouHtin the 

CTopN «ieti<‘rai{y. 'I'ne Jnttu> 
ary r»ii)R cnttioii liith' too 
1nl4^. liitiM-ed whh Hlmhlly 
U^^mnired hy rnin diiriuK the 
foMowhiir Mcawon in Koi^rou A. 
Ahiicumiil wtaihoriii M’<roii 
(‘Iiictly DU'tiuteil tho crouD iit 
BankN. I 


I Tim KPn<?ml onttt 
dislrift wliioh 
thoHVoroKo niH, 
y biiiod to ezot’f' 

I duriuK the ho 
harvL'ating Nbus 


TliP year was favotirahlo 
ulmoRt. to evpry crop »*x<*cpi- i 
iit^ niUHtatd iiiui liitMcu'd. j 
Tho llooii.s contiiiiiitiR: late I 
left the ItiiidH t^io xnoiNt tor i 

tliHui. Sliuhl nijioy h»iH 1 

Ihhmi dotio by Die hail of tiio ) 
UlMl Febnjury inpl, atul uIho \ 
hy Ibe rainrall in March. j 


The crop pufforod mitfdi for 
Waul of tinioJy rain. It wjw 
Rowii Jato owinjir lo fXCbHKJVti 
nioiytiin* in iho landN at Lho 
time of M)wniK. and honce tho 
outturn ik loss Uiuii that of 
the precedinK your. 


The ruins ofiho Infterendof 
Junun.iy «tid Kohnmry last 
did iituc-h KOixl to lht> r'titxbee 
oropH. and. ttio utittinn in 
many casi-H wjih WtUT than 
tliHl of iiiRt your. An jivituko 
oron Would n.«vo hocn obi;uii- 
ed nut for Dm ruins in Ihi'ch, 
wliif'ii riMhnvd Iho oultnrn 
by 1 tu d uJiUHs. 


Tin* Collector rc] 
fin* ritinfiill i 
piiMlnccd very 
losnltR ill tlu’ 
Hiib.dir)Hii)nB r 
veiy Kfout var) 
in the i 

parts of Dk' dii 
Iho diftoront. 
maturity whic 
crops hud n«»o 
da(im»rcm»y 1 
ltd at ] to S tti: 


) 


Tho outturn of each kind of 
crop ill thfl pr««Mctit year 
would havi* beenKi'catcr than 
that of the Itisi year except 
barley, in eonsi-quonct* of 
8ouw»n..ble ruiurull and 
depoNii of Hill |>y ih« ovi'i*. 
llownf the rii'er (h llKcn; but 
tbobeavy rairmdnrinK March 
havoroduec<l the pr<*viiiuMly 
pHtimalod outturn by 3 aDuus. 


t7p to date tbn (^rops aro in | 
good condition, hut ii is ( 
HuppoRcd that the recent fail | 
of min may cauaj Kiight ( 
injury to imlSQS. j 

Floods a»d heavy fall of raiu } 
cauaed injury to lastyoai's { 
crops. I 


j 

I 

i 


Total want of r 
from Novtmi 
liitth of Janu 
mehaU Guiid 
kour, dniiiff ac 
to tho crops, * 
furtber nffoc.i 
bad weather 
From the 3H 
niissioncr’H i 
mate Nubmitt 
March raina 
auficar that 
Kiib'divisiuiis, 
GotUls, where 
sa much tut If 
cropH KutTorei 
the extent 
annaa. 
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Total area 
t!9timated 1 
rotoi Ijy under 

ot .ib^jivwinn ..^uivation 
III Hnuare iiiilos. j„ 

miioi. ! 


Satimntod 

under 
rubbeo 
crupa in 
tuiuitro 
miloii. 


S»tiaiat«d 

outturn Eitimatril 
expre««ed outturn of 
i“ antwnof previnua 
JJiil rwhbw* crops nnrri^nt Vfiir’* 

■of,ut«uvMou. 

riilduN) crupa. 


ORISSA DIVISION. 


Roimrks by tho Collector. 


ItomarkH b.v the Director 
of Agriculturo. 


f Cutlock 


Kcudraparuh 


Jttjpore 


Riri 

Mootttf 

KulUii 

Arlior 

Omni 

Hurgurl 

lUai 

Mustard 
r Kulthi 


i Kalai 
t.1 ftluatord 


4 M 

4 


0 annas Tho tnrrciiN(«d oultnrn dtiring < 
ft ,, tho ftupn*nt yearns iHuujwiml! 
H ,, with tho provioua your wua 

ft „ due to tl»» fttvnnmhlo distri- 

ti butinn of ruiutaU thruugUgul 

ft the year. 


Tho heavy min* in November 
liwt dumtiKtMl tho rubber 
nropH of Iho current your. 

Last yoiir'N crop was injured 
by heavy ruins. 

Grey moong is growing w<*ll, Thon'wHa an oxccnb of rain- 


und a full average crop is 
exiMfcted. 


Tho low outturn this year ia 
duo partly to tho oxcckn of 
1 ‘iiinfHll just after Iho sowing, 
which swept away tho nc»il- 
liiigH, oapcoiully onluw lying 
ImtuIh, and partly to tho ileti- 
cicncy of rairifull at tho time 
of growing. Uiitimoly and 
heavy ruiti^ll, altcn<l4>d with 
high winds juiit when part of 
tha crop was floworitig and 
part iip))(>aring above tho 
gioiind, damaged la.st yoar’a 
vubbee crops inuWrially. 

I Tho incrcfwo was duo to tho 
{ favourublo diatribntiun of 
ruinfiUl throughout the yoar. 


full in Knnki in tho niMdh 
of NovoinbtT. tmt it is not 
nmbublo that it ahould 
hiivo Hf» greatly nfrucUal tho 
kalai and mustard crop.a, 
Thidr oullnrns socm to ho 
under ostimutod. * 


I District Total 


f| Bulusore 


3.<5h;J 

l.PT.I 

23ft 

1,15H 

ft70 

2‘38<» 

3*271 


U Bliudrnck ... I 


M oong 
Bin 
A rlinr 
Mustard 
.Vtusoor 
Other sorts 
rubbtn). 

Arhar 

Mouiig 

Mustard 

tori 

KhoKart 

Burguri 

Oram 

Kulthi 

Til 


Hiannaa Owing to czcc.HHivo min tho 
crojis were sown Into during 
this your. 

Jjaat your they aufTi'rod much 
owing to ex<‘cHHtve rain jU5>t 
ttflcr lliey were sown. 


District Total 


n Suddor 


t Khorda 


3foong 

Kulthi 

Biri 

Gram 

Arhar 

IVahi 

Burgnri 

Cheona 

Moong 
Kulthi 
lUri 
Arhar 
C Gram 
I Burgtiri 
■{ Castor 
I Mustard 
V. Til 


Tannoa 

13 


Tho Roanon having boon Tho danvige done to moon/r 
favourable, tho outturn of tile in tho I*iH>n«o district by 
enrrout year's rubbou civpr the rums in March is eati- 
wua a good one. mated by thu Collector lit 

i uunas. 


I District Total 


CHOTA NAGPORB DIVISION. 



Wheat 

Barley 

Gram 

Arhar 

Muatord 

Til 

Khoaarl 
Hurguja 
PegM 
M uaoor 
LInfieod 


3 annas 15 annas Lust year the minfall wax 
favourable at the sowing 
season, and auhsoquently till 
thw plants attaiiad the state* 
of mat.urity when rain held 
off, whilst in the current 
year there wns no rainfnll 
from the middle of (lolobor 
to the latter end of January. 
At Giridlil haiUtonos wliudi 
foil In February have 
damaged the uremv to a 
certain ezlont. Kain and 
bail In March have also re> 
duoed theoplturn by Ui annas. 
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«8 


1 

a 

3 

4 

5 

6 

7 

1 * 

9 

10 

Dibtrict. 

Sub*diviBion. 

Total area of 
sulMiiviHion in 
square uitles. 

Total area 
Cbtiiuiitod 
to.bo 
under cul¬ 
tivation 
in Hquaru 
milua. 1 

! 

! Eatimated 
area 
under 
rubbee 
crops hi 
equate 
miles. 

Namna of nrincl- 
pal rubfioo 
(>rops of 
sub-divuuoa 

Kstimated 
ouituru 
cxpmRsed 
ill unniis uf 
curnmt 
yefte’s 
rubhoe 
crops. 

I 

Estimated 
. outturn of 
previous 
year's 
ruhboo 
crops. 

* Bemarks by the Collector. 

Rena.rku by tho Dii 
uf Agriuulturu, 


CnOTA NASPORE DIVISION—eoiic2iid«{. 






( 

1 

M'heat 

Earley 

Gram 

Linseed 


1 


1 

Saiaribagli 

airidib 

2,440 


2S0 •{ 

M natani 

Til 

Hurguja 


annaa. 

1 

annas. 






Arhar 

KheHuri 


1 

} 



District Total 

7.021 

8,873 

03C 

. 

j 

. 

r 

Hood •quarters 

7,7W 

i.ocs 

Not known 

Gram 


R onnss 

11 aimas 





Snrgnja 

... 

8 .» 

i.t .. 






Uurloy 

... 

10 „ 

10 „ 






M u.stard 


4 .. 

n M 






Til 


8 ,f 

10 M 

Lohar- 





Wheat 

... 

1 

H 

dugga. 





M usoor 


8 

h\ 





Khesari 


\’t •> 

10 „ 






Arhar 


V „ 

12 *» 






Kullhi 


0 .. 

7 >, 






Kiidi 


0 M 

10 „ 

L 

Fuluniow 

4,200 

2.000 

000 

Grum 


H „ 

8 .» 



» 

Whi*at 


8 .. 

R .. 






Burley 


8 •. 

8 88 






A rhar 

,, 

R ti 

8 8* 






M ustard 


8 ». 

10 .. 


Dintriot Total 

12.UM 

3.002 

eoo 

. 



f 

Cubindpur ... 

Bl)3 

300 

4 

Gram 


0 annas 

10 annas 



12 

Barley 

••• 

0 »* 

in 





20 

ibri 


4 M 

10 8. 





22 

A I'hur 


13 M 

M 





20 

MuRtard 

... 

18 .. 

3 8* 

bhooui. 


* 


12 

Wheat 


8 *> 

10 .. 

L 

Uoad-qiiarters 

3.344 

1,300 

A 

Gram 


6 

'is „ 



20 

Barley 


6 „ 

19 





40 

Biri 

... 

8 .. 

20 





30 

Arhar 


8 M 

1« ,, 





40 

MuHtard 

... 

16 „ 

18 .8 





100 

Wheat 


12 .. 

14 


District Totnl 

4,147 * 

l.OOO 

.020 

1 



f 




f 

1 

Til 

Mustard 

Moung 

Kbesari 

<-tmia 




1 

j 

Kulhan l’or> 
gunuuh. 

l.UM 

07.0 

GS .j 
1 

Hiri 

Kodo 

Arhar 

Kulthi 

... 

14 annas 

14 annas 







1 

Burguja 

Feos 








i 

Musoor 

1 









1 

Mustard 
. Til 


1 


Ping- , 





' Moong 


1 

\ 


bbooo). 

Poraliat ... 

600 

247 

so ' 

Biri 

Kndo 

~ 

V » 

12 .. 





j 

Arhar 
, Kulthi 


I 






I 

j FoHa 


1 






1 

Musoor 

... 

J 






1 

. Moong 

Til 

<; Burguja 

... 

1 

1 


t. 

Uhalbltuom ... 

1,147 

S73 

sa j 

1 .VI ustard 
- Castor'Seod 


>18 .. 

14 „ 





t 

! Linsoed 
i Biri 

j Khesarlr 


1 

J 



Difltricl Totnl 

3,783 

1,793 

■BOi 





GUAKP Total 





I 

B 



roll Til K 

WHOLE OF 
tfEMOAL ... 

182,82881 

87,883*03 

83,074-484* 

m 

1 




Tlie poor outturn in comparison 
with that of tho lusi yuar in 
owin^ to the erssation of 
nwns from October 18J)0 till 
January isei. A Kroat host 
of WuBts pHHM>d over some 
parfN of tbo Riidtior sub* 
nivihion in October last 
cauRina much damage to 
tbo rubbee crops. 


For want of ram at the wowing 
time neither woa the normal 
area sown nor did the stwiU 
aown fully aprime up. The 
outturn would have boon U 
annas if tlioru hud not been 
rain in January. Tlio failure 
of the last year’a crop wuo 
alRo due to tho want of rain 
in January. 


Doficioncy of mi 
ing the sowing act 
lowed by co 
drought in Novein 
I)ec<*mlH}r muMi li 
jnrimiwly afToett 
crops. 


h 


1 Tbo deflctnncy in almost all 
I the crops ir owing to ceKaa- 
i t inn of rains ainco Oclnlter 
I laMl, followed by heavy 
( rainfall in March wliien 
^ alTocted gram» barley and 
I arhar. 


Tho outturn of t 
crop sooms very U 


InaufDoient rain during the 
sowing aeasou aCteot^ tho 
outturu. 


The crops were affected to 
seme extent for want if rain. 


This ozcludoa the area under rubbee crops in the Buddor inb-dirtiion of the Lobardugga district. 
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Statement IV.- 


-Showing estimated outturn of important si>rcial crops, such as Jute, Tobuc.eo, (ianja. Sugarcane, 

Opium, Mu'hcrry. 


Bub-divinion. 


area Total nrra r«- 
of 8uh> timul«d to be 
diviHton in uudnr cuiii* 
BHuare ^'Hlion in 
luUos. BquHre miles. 


Name of special 
crop. 


ENtimatiHl Kstiniutoil i 

area under outturn iii | 
special annas of 
crop iu onrnmt 

sqtmro ycur’s . 

miles. crop. I 


Outturn 
111 nnnuN 

of ursfril- 
iiifs .vcm-’s 
crop. 


Remarks by t!ie Collector. 


llonmrks by the IHrootor 
of Agriculture. 


BURDWAN DIVISION. 


RnnoognngM... 
DiHtrict Tottt) 


Itishcnporo .. 


Dintricl Total 

ISooree (Sadder 1,108 

Riimiiora ll&t RlK 


DiRtrict Total 3,750 


Gbattal 

Tumiook 


District Total | 


I Boramiiore ... 


Jehanabad ... 


Hiigsrcuno 
Jute 
Tobacon 
Melons, Ac. 
Nugaroano 
Tobscfso ... 
Mulborry 
I Siigareauo 


].$42 

l»3 

Kugiircano 

Totiucc'o ... 

8*7 

10 

0 



‘2 

10 

10 



Oniemi ... 

1*0 





potato 

*4 





(linger 

*00 

10 


433 

350 

Jute 

20 




Btigaroane 

80 

14 

13 



i'otuto 

40 

11 



Indigo ... 

10 

10 

10 

3R3 

203 

Hugareano 

2 

8 



Turmeric ... 

1 

U 

0 



Jute and hemp 

•6 

9 

10 



Tolmc-eo ... 

•R 

14 

33 



Siigareutie 


15 


2.(100 


117*20 




C70 

^ugarOHne 

Jnte. sunn and 

24 





col ton 

2*6 


I) 



I'oVmeeo ... 

1 


lb 



Miilberry ... 

1 

10 

33 



MiigiircHno 

Jute, Bunn, and 

10 

13 

10 



cotton 

1*6 





Tobnoco 

1 




I,02u 


31 



1,108 

777 

MnUierry ... 

8 

12 




J ule 

1 


R4K 

408 

Kuvarcune .. 

88 


16 



Ditto 

10 




Mulberry ... 

18 


12 



Jute 

0 


a 

3,750 

1,245 





3,2.-^3 

ijyo 6 

Mulberry . 

Tobacco 

Htignreune 


1.3 


Sgl 

713 

Ditto 


8 

11 



Jute 

16 

11 

31 



MiiUiorry . 

(/■•lion 

1 

12 

11 



8 

0 

11 



Tobacco 

2 

10 

11 



lUnnp 

1 

13 

31 

.3GC 

228 

Htigurcano 

6 

12 




MullK*rrv .. 

6 

13 


C2U 

406 

Nugarcuiio 




I 


1 MntboiTy .| > 

1 JuU* . j J 

" 1 

. j 

13 

.^U» 

3,2055 





443 

270*35 

Hngfireane 


12 

13 



Tobacco 


0 

H 


The outturn of Hugurcrino for 
the cunvnt year wjtssliirlitlv 
ullectisd byctcewiivo raiafull. 


ontl.arn of potatoes van 
ulbvteil a little by rainfall 
on the S2nd and SJJrd l-'eb. 
nmr.v 1 M> 1 . as wiOl as by tlio 
sliowta-u wiiich full in M>u*ch. 


TheexfS‘s.sivo rniafiil] <»f Oelo- 
her soeui.s to ItuVe alTiuMed 
the oiiUtirii of Hugaieane, 
woieh i.H c»r ail .Kpeeial erops 
most, extensivuly cultivated 
iu tlii.s district. 

> The outi urn is not «‘porlod b.^ 
J Uio Sub-divisional Ollieer. ’ 


TIio ontturn vrn.s nstoeed 
by 4 unnas by uuiibual 
rum in March. 


No untimely rsinf.dl or stnmg 
gales datiiaged any of Uu! 
crops in the Sudib-r, I'ontsi, 
and 'i'uioiook snf)-<livisiou.s. 

Want- of riiii at feho ploughing 
and Nitwing seusoiis injuis'd 
th<‘ erepH of the Uhutlal sub- 
division. 


Excessive minfall in 
ltrti)ber must hiveseri- 
onHly aflecti'd tlu* sugar, 
nine crop, and by in¬ 
juring lh«' eftjwuUiH 
U’tieii they were alniost 
roiuly lor harvesting, 
dcen'useil tho ontiuru 
uKso of iho (s>tton crop. 


The prospocts of thn anwircane Thero wna no oxociiB of 
and jute eriips eontmued rain in August last. On 


and jute epiipa eontmued 
g<st<(, blit they snfTi'red a 
little in eouBeipi 
sive rain in August la.sL. 

The l‘>ss to bibaeeo by liail- 
stones ill !tfatcli is cstiiuatcd 
at t) auiuiB. w 


rain in August last. On 
tbe conlniiy the fall wa. 

Vielow tho 

uveragt* for tho month. 


Oolooberiftb... 


Diatrict Total 1,607 


Jute 
TohAOCo 
Htignrcano 
Mulberry . 


PRESIDENCY DIVISION. 


ludder and 1,070 

ainalgamatod 

{ >art of B u. 

Mirbs inniud. 
inglate liar- 
riporo Bub- 
division. 

>ianioi]d Uar* b ;3 
hour. 


'■rraokpore... 

*tim.D uTn 


istriot Total 2.609 


Jute 

Tt»ha<*co .. 
BagAreniiA 
Mulberry . 


453 Jute 


h Juic 
! Tuboflco 
V Bugarcano 


) Jnte .. 

Tobacco .. 
Sugaroano 
Jute 

Sugaroano 
Juto .. 


i:: I ” {1 


s I 


Juto IK nnl on tho irroimds 
n>>w : husec thu column is 
hluuk. 


Insnnieient rninfall »f. the tiino 
of b ih mowing aud growing 
dnoingcd the ei't>p. 

TJie inundation oil the north, 
ern part of the sub'divisiun 
where these crops anj fu- 
b'DsiVfly rultivateri did great 
injury : henen the onttam 
fell short of that of tho pn*- 
f'echng year. 

Tobacco and sogareane were 
very Bparsely grown in thin 
Bub-divlkion. Itsppoars that 
the OBtimated aresN under 
theso oropN arc approxi- 
inatoly correct. 
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1 

2 

3 

4 

6 

“ 1 

1 ’ 1 

B 1 

1 

i 

10 

DiaTBICT. 

1 

Sub-diviaion. 

Total area 
of fiub- 
' divibioii iu 
b((unro 
iniicB. 

1 

Total area ea- 
titnatf^ to bo 
und«<r oulti- 
vation in 
Rquaro milofi. 

Name of apucial 
crop. 

BsUtnatod 
: areanmler 
special 
crop ill 
sqimi-e 
itiilcH. 1 

1 EHtimated 
nuttiirn in 
nnnsH of 
current 
year's 
crop. 

Outturn 
in annas 
of procofi- 
inK year’s 
crop. 

Bemarks by the Collector. 

Bf^marks by the 
of Agncuh 


PRKSIUENCy DlVISION-Miirf«rf«J. 


1 

Khooloa... 

ISudii(;r ... i 

1,572‘W 

39U 

Jute 



11 

) 

12 




Tobacco 



1 

r 






Sugar cuno 



2 

i 




Sutkliiru 

1,272'ftH 

41» 

Jute ... 



64 

■) 


Thu outturn was muoli be)ow 




'lobHCrto ... 



10 

r ® 

8 





SuKarcaiio 



26 

f 


the average owing to the 


OuKirhut 

1,5Q8‘C3 

520 

Jute ... 



10 

1 


flood and flight of locusts. 



Toiiucco 



2 

r w 

* 16 



Api'u of bound* 
ary khulH und 

49G 


Sugarcane 



2e 




• 










rtverK <»! tlie 
b >1 adorliMiis 
u tills district. 











Di»t ift Total 

^ om.ui* 

"i i|i(i 



146 { 





.ri 







Nuddna ... 

Sttdder 

701 

481 

Jute ... 

tiugarcanu 

.« 

} 

124 


4 

4 






M.ulb(Try ... 




L . 

30 



Chuudaiiffu ... 

437 

272 

SuKHreaue 

Tobacco 


] 

25 


H 

4 






Juio ... 


) 


1 12 

U 



Kushtea 

es8 

441 

Do. 

SugariMine 

Tunnerio 

;;; 

f 

10-4 

8 

10 

Plood.s damaged juto and 





i'otmCvo ... 


3 




sugarcane greatly. 


Meherporo ... 

(J27 

500 

.lute ... 


1 


r It 

6 

The floods destroyed some of Ihc 


Tobficro ... 


I 


1 V 

7 

apecial crops in the lo.v lands. 





bugnreuno 



G4 

} 0 

7 

The indigo sowings wore sur- 





MulhiT-y ... 



1 7 

G 

cessfully carried out, and the 





Turiiierie 


I 


] 12 

10 

prospect at preoent is above 





Indigo 


) 


L 38 

8 

the average. 


llunuKhut 

427 

2r>ti 

jute 

Sugni'caTio 
'robfieco ... 

... 

} 

4B 


8 

4 







) 


1 12 

H 




2.78IJ 

i,!ir.3 




at»5 












Jcffflore ... 

Suddor 


475 

.Tiite 

Ti'liiicco ... 



f# 

n 

16 

” iii 

Jute is not on the ground. 








6 

16 

16 

Ditto ditto 


JIOtiKong 

oto 

aw# 

.lute 



13 







25 

10 

16 

(#0 Destroyed by floods. 



* 


Sugarcane 



12 

(4)2 

(*)-» 



487 

2un 




24 

14 

17 

Tho lioav.v flood ilcHtrov.il 


Narail 




1 

ft 











about two annas tin* (Ton. 



425 

2<18 




7 

14 

6 

The miiifull and Hoed were 


Mttiroopah 

Sugaroiiuo 



*25 

14 

10 

favourable (o Ihtj eiiUivation 



475 

317 




16 


H> 

of jule, bill the eri»p was in- 


Jhcitulali 

' uitnrcano 



11 


R 

juried by insinds. 





Tobacco 



3 

10 

10 





1,742 



I 143*2.1 





District Total 








763 

519 

Mulberry ... 



42 

14 

16 

Karly and high floods nlTectod 

absd. 







17 

10 

10 

lh« (?urrent year’s outturu 




SugHTcmio 



1 

14 

10 

1 X 1 the Sudder subdivisiuii. 





ToImm'co 



1 

12 

10 






Indigo ... 



96 

14 

18 




372 

267 

.lute 



10 

1 




Uilbnf^ 






2 



Tho inundation nfTeid'eil some 







10 

1- 12 

10 





Mulberrv ... 



15 

1 


of tho special crops ut 





Other crops 



H 

) 


Lalbag. 



50S 

351 

.lute 


1 

17 

12 




Jangipore ... 






1 

10 

16 

16 

20 

Theoe crops auffernd much at 







13 

12 





Vlulb**rry ... 


J 

4 

8 

Jungiporo ffoiu high fl(H)d. 





Mtigaminn 



26 

\ “ 




512 

393 

MulbciTy ... 



60 




Kandi 



Juts 



1 

14 




2.141 

1,4HQ 



SOB 












Thr heavy 
1 Jetober tnro: 
diRtriet udU< 
iiMur.v (lone 
utToctinR tlio 
rrot> itnd 
wit n Uuj pruj 
the land lor < 


KAJSKAUYB DIVISION. 


DiuHgi'Pore 

Sudder ... 

3,351 

1.950 

Jute . 

Tobitcoo . 

sugarcAue 
(jaiija . 

B 


9 



Thakurgaoti... 

8(57 

690 

Jute . 

Tobomi . 




The inoreose is due to timely 





Sugarcane 

UHH 



Tutn. 


Dintnct Total 

4.UH 

2,000 


240 

10 

. 1 



Sudder 

914 

(i8H 

Jute ... ... 

86 

16 


Timely rainfall is tho canso of 






6 


the good outturn of Juto. 
-Vuob damage was done to 







10 

1.1 





MullMirry. 


14 

IS 

BUgereane by the late floo d 
Tho rains of Uorch have ro- 


Nattore 

817 

Ct2 






Tobacco . 


14 

r 

duoed the mulberry end 







7 

} 

tulMUico crops by 2 annas. 


Nowgong 

603 

COO 

Juto ... 




The decrease ip tho outturn 





10 

12 

of gaaja Is duo to the font 







8 

16 

that the high inundation 





HugarcfCne 

6 

16 


submerged the fields and 
darosged and destroyed the 
plants. 

Tobacco was damaged 1o the 











District Total 

2.304 

1,700 


8B8 



ritent of 2 annoa by heavy 





rahifall in March. 


Tins includea Bunderbuu 2»772'U1 aquaro milea appertwulns to this district, 
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ingp<»r<» 


rlu»« 


t 

3 

4 

1 ^ 

a 

1 

1 ^ 

1 ^ 

1 ^ 

Sub'diviBion. 

Tot-al area 
of s«b- 
iliviHion in 
M]uaro 
niihtii. 

Total artvi 
pHtinirilod to 
Ik' imrior oul* 
livatinn in 
squaro miles. 

Noni^ of special 
crop. 

KKtiinAf«'il 
nnta uiidor 
Npceial 

1 crop in 

1 sqiinm 

1 

TUstinintod 1 
oiittiirit in 
of 

eurr*>nt 

yonr*H 

crop. 

Onttlirn 
iniii'.nan 
of pmvd- 
iuK.vcar'B 

1 crop. 

Eli'mark« by Iho CoUertor. Koinark*i li.y Utc Director 

t»f AKnouIture. 





BUSHAIirH DIVISION- 

—ronoi Hfied- 



Uangporo 

I.lfil 


Jnto 

10 

10 

Tht* Uollcrlor had nn opisir. 


Tolwroo 

10 

Itiutly of in«jv»r*titin tin' 




Ktiraruaiio 

Id 

1« 

p'i'iifor purl of tlu' jtjto om»j» 




IndiKO 


U 

durnttt tho raiiiM and Jui>> 




Wheat 

14 

u 

('ht't'kod tho lljfnroN siiowiipf 

Nolphamari 

038 

480 

.Into 

14 

Id 

tho arott nudor rjillivatjim. 



Toliooco . 


14 

(>\cinir io inoitdiilioii ami 




Knirarcano 


U 

kIooIs niuoh of it was not cut, 

Kurlgram 

m 

7lHl 

.Into 

ToLhoco .. 

10 

Id 

14 

14 

hut roltud in Uie flidd. 




Sitimrcuno 

10 

12 


Gaibandu 

70(1 

(180 

JutH 

Id 

14 




HtiKiu'OHne 

10 j 

IK 


Diiirict Total 

«,4M 

8.0(10 





UoRi’a 

1.458 

via 

.lute ... 


10 

j Tho oxcoMsiv(» rnin of flctnhor 


TobHCco ... 

IS 

U 

provi'olod ilm dm* )»n*p«tn* 




-Vlnlborry ... 

38 

IS 

I lion of tho soil for toiiaoi'o. 




(janja ... 

IS 

10 

pofatooK. iKo., and .. 




SuKH pcano 

IS 

1(1 

siiIToml from the luKh llood> 




I’oUttOUH ... 

IS 

14 

of tlial nioiith. 




OiiitiUH . 

Ki 

lit 



! District Total 
i Siidder "l 

1,458 

1.402 J 

Tolnicco 

12 

11 

12 



- 1.8-17 

Rutfurciine 

no 

7 

8 

Rnicnrcnno is not kcowii in 



'IViliucco 




HcrajKOOKP. 


Revajitunfro ... ) 


(! 

14 

to 




j District Total 

\S47 ! 

3.4(11 


130 





' SilliKoreo 

253 

IHO 

JlitO 








Tohaixu* 


33 


IJxcpssivo r.Tinfall censed the 




1 

' Suiramtno 

4 ) 



oi(tt)]*'n to be Ic.ss than tlirit 


>Sudd(M'. inoliid- 

720 1 

1 

1 Tobacco ... 




•>f lh<* previous voar. 


inir Kaliiii' 


1 

1 Sumircane... 




Tolricco and .siift.’ircune hh' 


, pomr. 

j Kurai'oriK ... [ 

18S 1 

2« j 

Tobnoco .1 

Snirarnine... 

I) ...... , 


1 . 

not arown in this suh-divi- 

( lohucco ntul wtrarcjine crow , 
t'l such a sniiill cxient llihl ! 
no u.Hlniiato cun bo inuUo. 


1 Distriol Total 

I.IOI 1 

202 1 







447 j 

•418 i 

.Into 

98 



i Til. 


porpunimh. 

1 


Tobacco ... 

35 

10 




1 



StiKuruuuc 

3 

H 




> Ihsin 

402-72 1 

2U5 

.Into 

42 

12 

1 






Tobacco 

10 

8 1 

1 10 

The honvv minfall in October * 





Suirurcum^ 

12 

7 1 

11 

lust prevenf(‘d Iho u'^ual 

.ly 1 iiJijms, whilw 


Hfi'SM j 


t^ii'Kor 

3 

8 < 

7 

liv.itiou of toUuci.’o la proper j m j 


I’alyrsiij 


73 

.Iul«i 

10 

12 

11 

tiiuo. ' Coda 

il reuchfd K ami 7 


1 

i 

1obsceo 

12 

15 

luiua.s 

rciiHielively. 

1 M.vnaKorojj 

i24 

1 219 

dll'O 

10 

12 j 

12 




Tohar'f'o ... 


8 ' 

1 






.SuKtitcuno 

•a 

4 

i 



! Aliporu 

1.277 1 

414 { 

’I'obju'co ... 

.lute 

3!l 

.11 

10 

14 

14 

I u\ 



Di.'ilnot. Total 

2.7;J7-« 

i 3.001 








DAa^A DJVlsfOX. 


Suijdor 

Niirain^uiiRO 

! MuHshi^UTiKO 

I Manickmuipt'! 

Di.strifC TotJil 
’ SudUtT 

Maduripore ... 

I (aoitlundo ... 

District Tutul 
Hat liial 


P»ro7.cpnro ... 
l*at.iiakhuli ... 
Hhula. 


District Total 


SuddoT 

Kjshi>r<*Ktiii|ro 

NctroUoim 

T.W.. 1. 


I Total 


l.SfJO 

633 

•lute ... 

135 

13 

14 



Tobacco ... 

10 

0 

10 



Siilfarcunc. 

.SO 

10 

Vi 

641 

360 

Dilto ... 

10 

12 

12 



Tobacco . 

1» 

8* 

8 



.TuIh 

m 

10 

»0 , 

401 

200 

RuK«rcano 

10 

8 

I'J 



Juto . 

20 

12 

12 

480 

366 

Do. ... ... 

66 

to 

10 

S.707 

l/iCH 


351 


. 

HOC 

0U2 

.luta . 

70 


j 



Tolsicco ... 

•76 

J2 

is 



Hiifcarcttno... 

*2i 

10 

H 

OTt) 

652 

Juki ... 

10 

14 

1.5 



.Sutniri'anc 

2'60 

6 

H 



ilfUlp . 

*60 

14 

16 

421 

321 

♦lute . 

81 

14 

IS 



iSoicarnano ... 

80 

6 

^-1 

2.267 

1.576 


186 



i.in 

61)8 

Ruimrcanu ... 

24 





Juto . 


c . 

13 



. 

a 




ToImicco . 

2 

) 

i 

m 

600 

.SiiKRri'ttuo ... 

13 

15 

16 } 

1.241 

500 

Ditto . 

1 

15 

16 { 

015 

400 

Ditto .. 

1*5 

14 1 



Juki . 

*25 


3.040 

2.098 


7375 


. i 


3.070 

Jnte . 

.S(>0 


n 

744 

ar.o 

Do. 

pa 


]6 

l.IJSO 

604 

Do. 

2.5 


4 

1.244 

0.30 

Vo. 

4(10 



1,061 

780-75 

Do. ... . ... 

202 


14 

0.-2M 

3,824*7S 


1,110 




I-nnsunl riso of wulor 
tinnifiifi'ci tim crttjis lo a <‘tT- 
tuiu CAtCIll, 


Tho * Jinnsnal floods h»v<- 
imii'li ttiiiiisiiro to 
KUtTiin am*. 

'Uhj itijrh jivic*!' i\f joU* Ijisi 

ntiiUail 

«! I i»c ol On'yctir, 

li'ci It) oil* til lll^ 

ttrivt hoM’ti u'jdi ioLi lliis 
,\riir JIN fotripttrrd ^villi iJjc 
prisi yo.u*. !)tjrmi: ih»* hu- 
ii(irh!tr!i fNiod, jiili* ctiiiUl , 
poi liciMii: licnccfliooulltirii | 
was us Itud as iii tUu jcui 
pJi'VJUUB. 


‘iMiftnrnof pnrh fub'divi- 
... ‘ji lots hottu »ijTc<-t' d l»y J 
aiiiju by tho rams in 


TcdKirpn nnd snir'iroiiu* iin 
ii<»n. 'I iti’j-o w- , 

Til-’ irrouiiii .-It 1 

itoiu'o I'.oiuiuu 7 Ls it'll b.' iiitt* 


Till' (ifftat* 

j-riurtrliN i*n (lie duLLiirtt. 
llii^lou’ iii'iii'i's .'or titd 
.NU:’»irjuif mi}> ill Mada- 
ripoto and ftouliimlo 
uru nut iiikdliKibJc. 
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1 

£ 1 

3 

4 

1 

" i 

^ i 

8 

9 

ao 

Dhtbict. ^ 

Sub.divtsion. 

Totsi ar<*a 
of M 1 fb« 
d^vi^i(m in 
squaru 
lUilON. * 

Total area i 
estimated to 1 
be iitidcr cul¬ 
tivation in 
aq uarn 
mi lea. 

1 

1 

Xame of apeoial 
crop. 

KstiTnutefl 
area under 
apeoial 
omp ill 
Mliiare 

niiles, 1 

1 EHtinjated 
outturn in 
annria nf 
curnuil. 
yenr’a j 
crop. 

' ! 

Outturn 1 
in unitus j 
of prHC»»d- ■ 
ing yeur’e 
crop, j 

Remarks by Iho Collector. 

Remark i by th 
of Agricu! 


CniTTAaOXG DTVISIUS. 


TippomU,,. 

Cominillah or 

],]4£ 

saii 

Jnto . 

1«1 

].l 

74 

Want ot RCNNonalilo min in- 

Suddur. 


Miagureane 

47 

il 

12 

Juriously afTocitcl the pro- 





Tobacco . 

102 

30 

30 

dueo. 



760 

SC3 

Jute .. 

\ 

c 

, 36 

ExecRsive min at the time nf 
>>nwing spoiled Inst year* scrop. 


nab. 

Sugarcane. 

V m 


12 





Tohacoo ... 

) 

C 16 

10 

Tho iior'ii (luUiini this year 








id due TO incii>ture iu tho 
grounds, whiclt liad been 
su)>mcrger] hy high floods. 




Chandpore ... 

G80 

413 

Jutn . 

153 

74 

38 

The di'cmiiso in oiiituni is due 


Sugareano 

20 

34 

16 

to want of tiipf'ly rain. 





Ihdehiut. 

73 

32 

33 



Disiriet Totnl 

s,m 












Xoahiially 

Judder 


i.mHj 

Jub> . 



13 

There urn no data for giviog an 

tSusTMi’eano 

i» 

32 

3.3 

CKtijnnlc of jutu thia your. 


Fenny 

3» 

2S0 

Ditto 

25 

U 

0 

The outturn this year of migHr- 
t'luio is (>^ti>llltted ioboWs 




Juie . 



33 


than the preceding year on 
uccounior want or min auring 


District Tidal 

1,641 

i.anu 


35 







CbittORniiK 


1,630 

SID 

Tobacco 

2’'l 

1 16 

B 

TJie crops this year nro fullv 




KugNi'<!!ine 


iip tolho uversige. Last year's 


Co I’.s Ihizur.. 

037 

654*78 

Tobjtcwj 

30 

• ,7 

12 

ri*£«rcs wt)re wrtmg. 




Suirurcniie 

1.0 

The si'ti'oii hits been fnvonr- 
liblo, mid the slight ram tlmi 
fcll recently luu* bo< n buiio- 
fleiui. 

7 




DiKtrict Total 

2.6G7 

1,4«0*7H 


llWO'i 







Chittngonff 


S.GSS'.'l 

:ir,‘5 

Tolmwi) 

•6 

K 

10 

ihll 


of which 

utu land 

.Sugaicuuo 

‘75 

10 

10 


Tructs. 


l.of.aR 

7 76 








are rcsni’vefi 

ploughed. 








(••rest*. 






^ SiMHiial crops this year wore 
j grcHiiy Tf'Liriiod for want 


8ungoo 


IS’.'j 

Tobacco 

*76 

8 

10 


of which 

Jiim land 







;w2%{ 

6M6 





1 of min througbout. 



ar<* rt'sm ved 

ploughed. 





I 



barests. 






J 


Din! riel Total 

6,4IP • 

«7*n 


£ 




PATNA nivisiorf; 


Patna 


Gya 


Shahabod 


Hurhhnn^a 


SmUler 

l!«rh 

Dinnpofc 

Bohor 

617 

623 

343 

793 

457 

405 

H« 

576 

l*oppy . 

Siigiii'cunu 

MV b«c«> . 

Opium ... 

Jute . 

Stiirurcunu 

Opiiiiu . 

Kiigaroanu 

'I'oliucro 

I’oW'j 

Jlllc 

Gittiju ... 

j 23 

.Hit 

38 

i 

a 

i 

> 36; 

1 

) 

} ’« 

} 

1C 

} 

1C 

12 

12 

iPstriot Ti lal 

2,<»75) 

,665 






7,fl39 

1.434 

»'<ini>.v . 

147T.O 

30 

10 




S!Jgur«‘ano 

J Li'.tS 

3» 

IH 

Aurnugnlmil . 

1.246 

7,7 

Opium . 

ir. 

12 

14 




Sugarcane 


12 



(W7 

6U3 

Diftu . 

13 

14 

)6 




Poppy . 

40 

14 

16 

Nuwuda 

1,03« 

765 

IJO. 

27 

33 

10 




Sugareano 

6 

1C 

. Ifi 

District Total 

4.712 

3,419 


3:irs3 




015 

778 

Hugurcano 

16 

0 

m 




Opium . 

1-2 

11 

12 


crit'i 

663 

Sugarcane 

7*8 

12 

10 




Opium . 

8 


8 

buhiscmm 

i.toa 

861 ) 

'lotkicco . 

2 


1£ 




Mivarcane 

12 






Opium 

16 


H 




Jiua, ,‘ie,. 

3 


8 


l.SOl 

976 

Sturar iiio 

23 


12 




Opium . 

■ ^ 

.33 


* 14' 

Piatrict Total 

4,36.5 

3,307 


144M 

BIBB 

. 


1,222 

S20 

Tnbpceo . 

6 

in 

12 




Fopp.V . 

4*33 


16 




iSiigut'cano 

2U 


16 


1.349 

l.lOO 

'I'obacio ... 

28 


I 




Sugari'iiao 

86 

1 t 

1 




J’oi'py •. 

lu 

19 

7 10 




Flu* 

1 

14 

1 




Omt'ir . 

t 

12 

J 

Suiiuist'iKirr . 

764 

cn 

Tohucco . 

61 

10 

Hi 




Vxf.'y 

6 






Sufur. no 

6 

13 

i*i 

District Tot.ii 

.3,3:15 

S.610 


319*33 

...... 



Tho doPi’i^aHH in th« ontlurn 
is dut* t«i iJiu‘Xpi*t*L and 
untiiuofy r«ll of inin uttfiui- 
(•d with ii hi'uvy liKilhtorm 
Uuritift chi' (irhi hull of tho 
ctirn.'ul montli. 


i’his your the ntu<o of poppy 
is K^iod. 


HniNtorm in the ri«onth of 
Junioiry Imsdonu the injiuy 
to poppy. of min has 

jrrfjilly KnKurcHiH*. 

Ti<o in tiio oullurn 

nf HU>CH)c:uno )H duo in (^sconm 
of intiio fountbs of lihad. 
dnraud Ahmoii. Opium was 
dUTTlH^i’d hy liUlhloliOM. 

OwinK rxhi und haiistornis ' 
in I'ohriiaiy, the outturn }iu» j 
been utTected. j 


Opium won dotnfr vi‘ry well, 
but has been (lumuKOd lately 
by ratit. 

Spcelftl crops in SosHOrain thana 
ufid pnriN of Dchri mid Kara* 
frhur sulTorod a good 

do-tl li'ouj huilstorni ninl 

siiL’ni-rnne fi’om ezoithti of ralu. 

Much (hinmgo ims been dona 
to lltie crop by hail. 


The heavy niinfuH in March 
sIToctPd tho ouliuru of 
lutiooco and poppy. 
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TofnT Area ; Tolnl aroa 
nf MuL.iiivi'l CHtimHU'il to 
Sub-diviaion. kiuti in !k* 

Mqnat'e oult-ivutlon in 
liiiloH. I aqiiurn loilea. 



Estimated 

Bstimnted 


area under 

outturn in 

Name of special 

■ttecial 

annas of 

crop. 

crop in 

onri'cnfc 


eqtmre 

yoer*a 


mifcM. 

crop. 


Ontturn in 
auniii of 

priM-e nng Eomarka l»v the Colleetor. 
yoar*« 
crop. 


PATNA DIVISION-c<mcZi«J#>cZ. 


MozulTcrjiorc 

li218 


Jute 

Toliaceo 

KtiKarutiue 

Poppy 

'I’oiiacco 

Sn^nu'canQ 

Opium 

Hnjiporo .. 

771 I 

osfi'a 

Situmarhec 

l.OU 

770’((* 

JlltO 

Tobacco 


Sn^rratio 

Poppy 


00 


20 

fl 

IB 

iA 

10 

20 

20 


14 

10 

U 

10 

10 

12 

U 

10 

14 

10 


14 

1 ■■ 


Tobapcn and pt>ppy wiTC affect 
ud by itiin in March. 


Pislrict Total 


2.t;ri7*a4 


200 


Sttddur 

Kewnn j 

Gopulgunpo ... 

91)8 

sr*.i 

771 

1 

m 

C60 

1 

Tobscco 

Simureatid 

Opium 

SuKurcaiie... 

Oi.iunt ... 

TobaecO ... 
fucarcazm 

Voptiy 

1 'runneric, Ac. ... | 

1 

16 

2B 

2U 

4 

2 

40 

211*60 

0 

10 

10 

14 

15 

11 

Ifl 

10 

30 

Owinff to PTceMsive rMiu Biijrur- 
cane and poppy vrure 
duinagod. 

District Total j 

2.»122 

2.092 


1364 





1 r>i8 

1»<»22 

TndiKO 

on 







Opiicri 

CO 

1« 

16 

The b'*tter imtiurn of Ibis 





8 

10 

12 

veur is clim iu ratiifall in the 




jOilmr nou-fofld cro)i»j 

26 



mouth of January 1691. 

nidiiuh 

2.013 1 

1.200 

fipintn 

»6 

12 

1.0 





SiiKfinrine... 

s:i 

10 

14 


Dihtriet Total 1 

j 

2.222 


211 





BHAGULPORE DIVISION. 


yr... 

Suddnr 

l.r>59 

1 

1,091 

S'.iKnreario 

1 





Poupy 


8 to lu 


703 

r>:7 

Ti»b«»eco ... 

7 




JSugarcnnn 

9 

Cto 10 


1.S9.1 

1,0(52 

Ditto 

7 



Ojuum 

26 


1 Distriet Tolnl 

2,921 

3,7;i0 




port) 

Siuidef 

9;;o 

COO 

Sujrnrffana 


12 




(>pium . ... 


10 




ludllCu . 


... .. 

{ Jluiika 

3,185 

BSS 

Sujfsrcano 

Imlucn . 


12 


Mmb'b]'in’nh 

872 

.'itlC 

SoKarfauw 
fmtiffo . 

I . 

0 


Supfjul 

1.276 

ooc 

SuKarcauft 


14 




Indigo .^ 




District Total 

4,2(W 










Sudfler 

2,373 

1.030 

JtiUi 

loa 




Tobiicco . 

160 

11 




8ugurcano 

22 

10 

Armrenb 

1,044 

00 

Tobacco . 

100 

12 




Jutf) ... ... 

13 

16 




tsuKHrcaiie 

10 

12 


KisLcnffungo 

1,340 

1.003 

Jtite . 

Tobacco . 

110 

13 




00 

11 




SuKarrano 

2>l 

15 

District Total 


3,4.34 


68S 


; Whole dihtriet 

l,00i 

1,008 

•Jul«» . . 

20 

1H 


Jlnli Try. 

W 





hula* . 

06 

•10 




'roburOfi . 

10 

13 




Su-.tireQim 

6 

11) 

District Total 

1.002 

1,003 


x2i; 


_ 




Siiffaroann wq« iiijnroil to 
aomo <-xU!nl- by iuumJation. 
10 Huiton ttiH i‘2n<l Kel>i«iM\v 

14 IHOl ihimHKcd poppy in the 

Mouth of the dibtricl. 


10 Thn Mhowprs In Oio sprliiK 
a were i.ot well tiiueii (or llu* 

12 yonuK Htiir>u‘e<ints ptiints, and 

IX fil'UT tlijit. the raiti wjin too 

12 iiiueli lot- lla-m. Opium whk 

g njureil by ilm .Murcb HforiUK 1 

to tlu) extent of 4 uiUiUM. 

12 

H 


ir, 

14 

12 


10 

H 

la 


14 

12 

10 


12 

U 

10 

12 

12 


iaiiot on thoffronnil nnw. 
The rainfall coiitinuitiK iai>‘ 
(hu> year. tolMieeti ciiuld not 
lio sown lit lh(' proper limo ; 
belief) tlm (Icliciouey. Ilaii 
of Ihr 2J.st Kfdinmry huH 
ttmie injury iy hoiiui purtH, 
Tbc mtnf.'in Wii«« (nvourabie 
to jute Hiid sui^arenno. 

[There wetth! biive been ii 
Hpletuliu outtuni of fobiiceo 

I llusycur, Init for IJm b;iil- 
8b>nu of llu' 2i)th I'VIiruffi’y 
iHpi. The timely fall «1 
ndu nt the kowijik KCUMon 
ami itH enfiro {;ei«Hiition n> 
tJJo time of woedmjr icrentJy 
iiMnollled the kto^viIi f>f thw 
erf)p. 

.Into Muffcml from thf* exfioR- 
HiveniiiiMof June ami duly 
iind lobH’ CO from ctwHiilion of 
rams when the crop wuh 
y.Mimr: benee tho outturn 
ti both tlm jutfi iind Ifibneeo 
en>ps was Ivulow tin* aversKe. 
Kui^dreuiif! u'tm iiUu diinm^efi 
l>y exeesMivu rHiua ta July 
iiml Orttilier 1SJM». 

Tim oviituni «r thiN year in 
either ifreiili'r than or eipi 
to itiHt of tin* lust your owiiiK 
to timely vutnfull. 


Uomnrks hy (ho Ibrnctor 
of AKi'iculLure. 


riu ''xcevKive rain in the 
tlh of .4ijfru«f. injuri* 
alTefUi'd til crop* 
be (•optt!Km»«:e and 
liu sub-ihvi»i(mti. 
-\l fopuliruuKo tiic raui' 
Ijill w'Ms 7 inches mure* 
ihuii Lite avtTHKO. 


As nvf’Htffo crop wns on* 
^irnlly i'Niiimiloii for 
ej.imii. but. tlm rntn- 
fiill in Mnreh rodiiuoU 
the yield by 4 annus. 
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1 

8 

3 

Bibtbict. 

Sub'diviaion. 

Total area 
of Kub*divi 
fion in 
Mptaru 
miles. 




Sonthal 

])un<ka Suddei 

1,420 

I'cirgan* 

Dornrhur 

051 

nabi. 

Goddtt 

1KI7 


Rnjmebal ... 

740 


.laratara 

ffifl 


Vttkour 

6tl.J 


Difitrk't Total 

0.409 


Totnl area 
nptiniuted tu 
be under 
culltviitiott in 
square luiliw. 


Name of npecial 
crop. 


areii under 

Kpi'Oiid 

fr*»p in 
sqiinre 
niilui. 


ouiMirn in 
unnuH of 
i*u Trent 

Clfop* 


Ouftiirn in 
liiiiniM of 
prnetHUiiK 
your’a 
crop. 


Benmrk}* by Uv CoUecln 


Uoii-nrk, 
oj ; 


BHAOULPOSE BIVISlON-ooi.^-rf*"'- 


710 

VffS 

076 


660 


105 

5tl 


8.905 


Sufgrrane 

Ditto 
Tobaoou 
DuV'tuea .. 
Kemp 
Tob'icoo .. 
Cotton 
buaaroano 
Ditto 



8 

10 

10 

18 

10 


Tbe coniinuMl ttid exo4!««ivn 
rain in Mar chrolied the 
ntiwt h of ploata in Unoghnr. 
KX(««stvt) mill thie year tti 
AUK oat ooa Boptember oau«^ 
dantipfo to «u|t»ruaot» in 
tioddit. 


Tlio 0)1 
that 
cauMd 
CMiie ii 

borne 
fall repi 

Itih 

1‘05 in 
averMK4 
her 0‘s? 
a\uru((<. 


ORD^SA OIVISIO-V. 



1.1 :w 


Jntf* 

./ 


■ TfhniHHi 

• / 



■ 7 


' i'ii'-for 

... 


j 

■■ 


NM>ra«*a/i<* .. 



1 Jut*' 

.../ 

- 

1 



i’bo IX'ttiT ont.tum ditrinfr 
thi* iMirieiit your te liue lt» 
fcivnurublo nunfuU. 


timely ruinfali 
the ciutturn lht& 


» roj)S ‘djiT'-r-d owm^ to unnt 
of raiiJ dtiiin^r tho plaritiiJ#.; 
am sioiiuir Ni'Hininb. 


A Mihsrq 

th4* f, 
t Ixif flj 
.'d l.v 
1(1 till* i 


CIK/IW NAClPOUli MVISIOX. 


ia7.unbaE;h| 

ieHd-(mariorK 

4,ri75 

e.riUJ 1 

1 1 

'l 1 

1 

1 





1 

; 

•‘■‘tt* 

TolH«e<M> ... .. ‘ 

' 

y 70 1 

12 ; 

15 i 

i 






ottOII 

Opiu'W .1 

1 ; 

j 

! 

1 

i 

' 

(iiriiUh 

2,4tC> 

1 

l.SHU 

Si pari'-ar e. 

(tp'.tiTn 

T«.b»cii) . 

i ” i 

12 

10 

i 





.lull*. . 






Diatnct Total 

V.iilil 

3,873 


1 tr, 1 


. ' 


I.ohurdnRia 

ITcari.qnarlerH 

7.784 

I.IUW 

Tol)»«<rf> 


4 

4( 





Su^itrriuie. 


0 

0 



Dalniuow 

4(;o 

2.000 

lotto. 

2<>0 

8 

G 





Opiuia . 

ilia 

8 

6 



Dialricl Total 

la.IHi 



3011 




Maulihoom 

Goviiulporo ... 

K(t:i 

auu 

Jute . 

3 

■t 

10 

The outturn of tobruico was 



',1 olmcea . 

8 

12 

10 

aCTecInU i>y nkinfail iu Mureh. 





Sur.'nivano. 

14 

8 

8 

' SuiUior 

?.344 

1,300 

Ditto . 

I'O 

10 

12 




t'etten . 

10 

12 

12 






Iinimj . 

10 

12 

8 






Inditfo . 

20 

12 

I J2 






Tohiu'po . 

12 

G 

8 



Jhstnet Total 

4,147 

.COO 











KinKbhoom 

Kt^ihnn piT- 

1.040 

073 

Tolmoco . 

a 

) 



Kttt null. 



'r».«?4«rr ... 

a 

f 1® 

10 

Tho outturn of t.olmoro is 


I’oruhut 



HuK^rmno 

4 



miieh lurjror owiuK to Iheiv, 


000 

247 

l»ltl«A . 

1 

> 


Tjot Inivintc , lu'on oxi'essive 





Totinc o .. 


r 10 

10 

roin. Hmnircane is shiThtly 





'I’tihHor . 

4 

) 


afl'cctcd fur want, of rain. 


Dbalbhootu .. 

1,147 

r.73 

Hu^aiciuui 
'rolmrco .. 

4 

■) 







.j 

r It 

IG 

Qonoral dellcipu«\v of ram 





JuU) 


) 


uUected the uutturii. 


1 Dislrict Totnl 

3,753 

1,703 


21 





i (5u>*;n Tot'ai 

1 VOU 'il 

1 WUolB c 

1 I.J.-S'i.M, 


87,583*03 


0,72V033 










I’l'i Dj'pn!; 
I" r({uu’ 
w;»v injii 
trill oi i 

ram and 
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Rainfall, Weather, and State and Prospects of the Crops. 


Stutetnent sAou>titff Rainfallf Weather, and State and Prospects of the Crops in the different districts of 
Bengal, as reported to Government, during the tceek ending the lltU April, 1891. 


Mo. 


OUtriet ud data of 
ratorn. 


nainfa]] 
at Sadder] 
Stotionin 
iaohai., 


Charwsterof the weather and atate and proipecta 
of the orope. 


BEMOitL 
, 1 


/ 

\ * 


Wsstern BUtrieU, 
Bordwaa 


KankOora ■■ H. '81 


Birbhum 


Midnapore 


11 , ’91 


11 , ’»1 


Hoogbtj 


tluwrab 


.. 11. ’91 


.. 11. ’91 


Central IJitIriatt. 
)i4-I’«rgha. April 11. ’91 


Nil 

Nil 

Ml 

Nil 


Nil 


Nil 


Nil 


Weather—wnnn. Paddy delde being ploughed. JBo8» harveat generally com¬ 
plete 2 oattarn fair. Bice aelling na foUowa i— 

Sra. 

Burdwan ... ... ... 17th 

Culna aoa aaa ... 16 f 

Cutwa ... ... ... l6irP«”"P®®- 

Banigunge ... ... ... IS ) 

Weather—warm with patehoa of clonda occaeinnally appearing in the eky. 
Standing cropa doing well. Fields are being prepared for the next rice and 
augarcitne. IVicea of common rice :— 

Sra. 

RnnVoora ... ... ... 20 i 

Bishenpar ... ... ... 18 | P®"^ rupse. 

Weather—very hot. No cropa on gronnd. Price of cominou rice 18 to 20 soera 
per ru)wc. • 

Weather—aeaaonablc. Babi onttnrn ia fair. Ploughing still goes on. Bain 
required at Tamiuk. Prices of common rice:— 

Sra. 

18t' 


Sudder ... ... 

Cnntai ... ... . 

Tamiuk ... ... ... 18 ^ P*----“Pee. 

Ghatal ... ... ... IG ) 

Wenther—aeiiannsihle. Sugarcane and til being planted, and hinds being 
jiloughed for o«». Prices of common rice 

Srs. 

Sudder ... ... ... 11 h 

Sirnmporo ... — ... IT, j per rupee. 

JeliiiwilMid .. ... ... 17i ) 

Weal her—hot. Ploughing for next puddy crop going on. I’ricc of common 
rice 1C seers per rupee. 


•9 

10 


11 


f 1* 

18 

14 

16 

16 

17 

18 


Ntiddea 

Eiioolna 

•lessoro 

Moorahedsbad 

Uinagepor 

Kajshahye 

Itungpur 

Bogra 

Pubua 

Ilarieoling 

Julpigorce 


11. '91 Nil 


.. 11. '91 

k 

.. 11. ’93 

.. 11. ’91 

.. 11. '91 

.. 11 . ’91 

,. 11. ’93 

,. 11. '91 

.. 11. ’91 
11. ’91 
.. 11, *91 


Nil 

Nil 

Nil 


Weather—seasonable. Prnspccta of crops continue good. Very little on the 
ground. Lands being cuUivated. Prices remnlti uiichunged. 

Weatlier—fair; getting hotter daily. Harvesting of rail crops over. Plough, 
iiig and sowing of paddy going on. 


Wealher—getting warm. Prospects of ioro jmddy continue good. Cultivation 
of laud for aiu and aman poddy going on. 

VV'eather—warm. Faddy sowings in progress. Prospects favourable. 


Weather—seasonahte. Harvesting of rail crops almost completed; outlurn 
fair as reported last week. 


Nil I Weather—hot with strong west wind during day; nights still eeol. .Sowing, of 
jute and hhadoi rice going on. Iluiu wanted. Price of rice hutli at .Snililur 
ami Tlrnkurgaon slotionary. 


Nil 


HU 


Nil 


Nil 


Nil 


Nil 


Weather—hot. Harvesting of rai* crops almost over. .Sowings of aus and 
aman still in progi css. 

Weather—still cool at night, Imt sultry a>ith strong wsids during the d.nvtime. 
Sowing of aut paddy nearly completed. Proujocts of tub.ieeo excilieiit. 

ms 

Weatherwarmer, but morninffi etiil cool. Lands boingf for 

jMto, and andjuie being cK>\vn, and iM-iag- 

trttitKpiauted. cnip* and Hn^jarcano reported to he in ;»ood eonditum. 

OiutiirQ of mnstard, the renphijf of which U already iiaibhod, roporluci to ho 
16 aimHB. Common rice ieUintf al 15| Bours por rupuo. 

Weather—Bultry. umijn, and jute are being lown. No change in priccH. 

Wonthcr—fair* Landa are being ploQchod for jute and hhadoi crops. Tobivjco, 
Iiidian-coro, marua, and potatoes being harv«»tod. Pro»pectti gtiud. 

Weather—days getting warmer; uigbU rather cool. Harvesti ig „f tobacco 
nearly finiiibed. Cultivation of Lmd in progress. . Cominou rice seiliii;' ut 
16 leers per rupee. 
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1 Oistriot and date of 

Kainfall 
lit MKiiier 

1 return. 

•Stfition in 

_ 

iucllOB. 1 


Character of the ireather and itate and proipecti 
ol' the cropa. 


BEM QAIi—coHoluded. 

Ea»Urn DUiriett. 
/ 19 I Dacca April 11 


! 19 Dacca Apnl 11, 91 0-38 Weather—hot. Plnuphinfr for early rice and jnte continnea. Soro rice, 

cheeua, uiiil t-aon doiin; well. Proauccta of cropa good. Common rice ia 
being auld at from 15 to 17 aeera per rupee. 

20 Furroedpur „ 11, '91 0-49 Weather—hot nml oeeaRinnnlly cloudy. Cultivation of paddy in progreai. State 

of boro oMijali puddy fair. 1‘nco of rice etationury. 

8 

Q 21 Backergange „ 11, '91 Nil Weather—hot. State of rabi cropa fair. Common rice aelling at from IS to 18 

iieurs |»cr rupee. 

22 Mymenaingh „ 11 , '91 Nil Weather—niiusunlly hot. Cropa doing well. Some rain wanted. Noro will he 

a good crop. Cuurae riuc aelling at 1C aeera per rupoo. 


23 Chittagong 


14, ‘91 .p 04 Weather— aeaaonahlc. Bain wanted. Pricea riaing. 


• I 24 NoakhoHy 
a ( 


26 Tipperab 


2C Chittagong Hill 
'I'racU. 


BBHAll. 

; 27 Pain. 

{ 

! 

28 Qya 

29 Shahabad 


2/30 Uurbhanga 
*! ' 


81 

Uosufferpur 

,. 11. ‘91 

82 

SaruD 

.. 11. ’91 

83 

Chumparun 

* .. 11. '91 

84 

Monghyr 

.. 11, ’91 

3b 

Bhagulpur 

.. 11, *91 

86 

Puriieah 

11. *81 

87 

Ua'dab 

.. 11, *91 


„ 11, '91 Nd Weather— acaanuahle ; strong aontheriy gnata latterly. Plonghing and aowinr of 

ruin cropa coiuiiiuc. Bain wanted. Kabi harveat over. 

„ 11, '91 0-G6 Wootlier—aeasonahlc. Au» rice and jute being aown. Standing cropa pro- 

miaiiig. ® r F • 

„ 0, '91 Nil Wc.iiher—8ultry and very hot thronghout tho week. Jum burning continnea 

Lauda a>o hcirig ploughed for oB» paddy. Common rice ia being sold at 
13 aeera 5i ehittucks per rupee. 


,, 11, '91 Nil Weather—hot. Harvesting of rabi eropa nimnat finiahed; threshing atill in 

progrraa. Cheena and sugarcane being sown. Sanga and castor crons 
look well. Poppy weigUmeuta going on. Prices of food-grains almost 
stati unary. 

,1 11, '91 Nil Weather—getting hot, R< aping nud thrcsliing of rail crops going on. Sugar¬ 

cane being iirignlcd. Opium weiglimoiits going ou throughout the dlhtrict. 
Prices of food-gruiua rising, 

■ > fl, '91 Nil Weather—hot; west wind. Threshing of rabi crops going on. Sngnreanc 

being sown and irrigated and cheena coming up. Pricea generally high, 
though price of wheat has fallen in Sasaoram. ’ 

,, 11, '91 Nil Weather—getting hot; west wind prevailing. Threshing of rabi crops in 

progress; f.iitturii estimated at 12 anuaa on un avciage. Sowing ot mang 
and paddy on low lauds still continnos. Price of common rice ranges from 
15 to 101 seers per rupee. 

,, 11, ‘91 Nil Weather—hot; west wind. Habi atill being cnt. ‘Indigo sowings completed 

and secdliiiga coming up well. Paddy, mung, and cheena being sown. ’ 

,, 11, '91 Nil Weather—hot and seasonable; west wind. Jtabi harvest completed. Opium 

weighments in lull swing, ludigo prospects good. 

„ 11, '91 Nil Weather—heat increasing. Uarvesting of rati almost finished. Opium weigb- 

ments going un. I'rieos of food-grains tending to rise. 

„ 11, '91 Nil Weather—bright and hot; west wind prcT-ailing. Harvesting of rahi crops 

still going ou. ^ 

„ 11, *91 Nil Weather—h-it with strong west wind, Jlabi harveat nearly over. Jfaima 

being gathered with poor outturn. Antumn sowings of indigo pruube well ■ 
resowiuga uf the spring crop completed. ' 

,« 

,, 11, '81 Nil Weather- getting warm. HAsdos lowii g ^ing on everywhere and acme eoAaas 

I iu low laoda. ' 


going on. Prospects uf boro and aman paddy good. Common rice soUing 
. at from 14 to 20 aeora per rqpee. 


88 I Sonthal Fargba. ,, 


11, 91 Kil Hot west winds in the day with oeoasional cloudy weather. Wheat harvest not 
quite over, JUahna turning out batter than waa expected. 
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SUPPLEMENT TO THE CALCUTTA GAZETTE, APHIL 15, 1891. 


Rainfall 

Diitriet and data of «t Sadder 

return. Station ih 

inoliei. 


Character of the weather and itate and proipeeti 
of bbe crops. 


OltlSSA. 


,9,Cu.t.ck April. II. Xil ^ Tobacco and du/.o riee ere being cut. rro.pect. 


40 Poorec 


V 41 i Aftluorc f, II 

IOTA NAG PORK. 

South’Wwit I'roniitr Ayoneg 


„ 9.'91 Nil Wcather-ecaMnnWe. Land, am being pIouRhod for next winter cron 

and muajr are being harveated. Miecullaneoat crope doiug well ^ Prirna of 
common rice •tatioaary. ^ ^ ^ 

.,11. ’91 Nil Weather-hotjoccaalonally cloudy. Ploughing going on. P«„pect. farour- 


r ** 

Haxaribagh 

April 11. ’91 

1 

Lofaardugga 

11, ’91 
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Plnugliiug ia in prugroaa. 


Publishod for general information. 


Calcutta; Rbvenub Dbpt., 

The Uth April, 1891. 


C. E. Bucklani>, 

Offg. Secy, to the Govt, of Bengal, 


STATEMENT SHOWING THE STOCKS OP RICE IN AND AROUND CALCUTTA 
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The fullowimj Slalrinnnf shown the Valiien, Quantities, and .Numbers of the Principal Staples of Traffic exported Inlandj 
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Statistical Dkcahtment, 
The mh April, 1301. 


C. E. BucKI.A^D, 

Offig. Secretary to the tiutt. of Ben^ 
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Results of the Meteorolog'lcal Observations taken at the Alipore Observatory firom 

, 5th to 11th April 1891. 
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Chiefly clear. 


itiohea. 

The moan pressure of the seven days ... ... ... ... 29'800 

The average pressure of the corresponding period for 24 years, S.-G.’s Office ... 29’763 

Houn. 

The total number of hours of bright sunshine ... 62’4 

The maximum possiblo number of hours of sunshine ... ••• ... 87‘4 

The mean tempernttire of ti e seven days ... ... ••• ... 85'7 

The average turnperaturo of the corresponding period for 24 years, S.-O.’s Office 84’6 

The extreme variiilion of temperature ... ... ••• ... 27'0 

The maximum toi iperature ... ... ... ... ... 99'3 

Milea. 

The highest velocity of the wind in one hour ... ... ... 12 

lbs. 

■ The highest pressure of wind on one square foot ... ... ... ? 

■ ®/ 

The mean relative humidity ... ... ... ... ... 66 

The average relative humidity of the corresponding period for 24 yean, S.-G.’a 

Office ... ... ... ... ... 68 

Inohei. 

The total fall of rain from oth to 11th April 18!)1 ... «... Nil 

The average fall of the oorrospoiiding periutl for 24 years, 8 .-G.’b Office ... 0 31 

The total fall from 1st January to 11th April 1891 ... ... 4'85 

The average fall of ttie oori'esporniing period for 24 years, S.-G.’s Office ... 3'33 

The mean pressure, temperat ure, &o., are deduced from the traces of the Barograph and Thermograph. 
The maximum and miuimura tomporatures are obtained from self-registering tnermometers. All the 
cometers arc verified, and the readings have been oorrected to a standard oonstruoted and verified at the 
Observatory. They are exposed under a thatched shed open at the sides, and are suspended four feet 
B the ground. * 

The barometer readings are oorreotod approximately to those of the standard, Newman’s No. 86, formerly 
9 Surveyor-Goneral’s Olfioe. 

rho hygromotrio elements are obtained from Tables III, IV. and V of the offloial tables computed in 

(eteorologioal Office; and hosed on Ke.r'nault’s modifioations of August's formula. 

rhe dircotions emd the movement of the wind ore taken from the trace of a Beokley’s anemograpb. 

7he mouth of the rain-gauge is one foot abovo the ground. 

A., dew; fog. 

0. Linus, 

For Meteorologieal Soporter to tho Qovt. India, 

OROLOOICAI. OfFICX, GoVT. OF INDIA; 

Cahntta, the 13fA April 1891. 
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SUMMARY OP THE METEOROLOGICAL AND RAINFALL OBSERVATIONS 
TAKEN IN BENGAL, AND OP THE MBTEOROLOGHCAL OBSERVATIONS 
TAKEN IN ASSAM, FOR THE MONTH OF MA^ROH 1891. 


The meteorological oonditions which obtained in March have been of a most unusiml 
character. Almost throughout the whole month, instead of the fine settled weather, with 
steadily increasing temperature, with an almost complete absence of rainfall, absence of cloud 
and less humidity whion generally obtains, weather was in a more or less disturbed condition, 
rain was general on many days in the month, and in several coses very heavy, skies wore rather 
heavily clouded, the air was very damp, and temperature was abnormally low. 

The principal features in the meteorclogy of the month stated concisely have been:— 

1, The mean pressure over the province of Bengal has been in excess of the normal by 
moderate amounts, the usual excess averaging about, three or four-huudrodths of an inch ; 
but while there has been this considerable excess at the stations in the plains, the pressiu'e 
of the higher layers of the atmosphere os represented by the station of Darjeeling has 
been in distinct defect. In Assam, Dhubri and Silohar have registered excess pressures of 
one or two-hundrodths of an inch, but at Sibsagar there has been a slight defect. 

2.. Temperature has boon largely in defect of the normal throughout the month, the 
defects in the mean temperature ranging up to as much os six and seven degrees at such 
statiuns as llaneegungo, Berhampore, and Itanoheo. The defects have been largest in the 
maximum or day temporaturos, and during the second week in the month the average day 
temperatures nt several stations woro from ten to twelve degrees lower than usual. For the 
whole month the mean temperature of the province of Bengal was nearly 4“ below the 
normal, while tho average defect at the Assam stations was only 

3. Owing to the unusual character of the weather and the frequent rainfall, humidity 
was rather largely in excess of tlie normal in Bengal, aud at suoti stations as Hazaribagh, 
Burneah, Durbhimga, and Oya, the saturation of the air was about 20 per cent, in excess of 
the usual amount. The excess in Assam only averaged about 5 per cont. 

4. (lloud proportion was largely in excess of the normal in all districts, tho excess 
equalling about ftO per cent, of tho normal amount at many stations. 

5. Disturbed atmospheiio conditions, in most coses connected with feoblo barometric 
depressions, existed for the greater port of the mouth. A fuller description of those will 
follow later on. 

G. Tho rainfall gonorally in Bengal has been largely excessive. It was about six times 
tho normal amount in Behar, about five times the usual quantity in Chutia Nagpur, about 
four times tho normal in Orissa, three timos as large os usual in South-West and North 
Bengal, while iu Fast Bengal it was almost normal in amount, though in very slight defect. 
In Assam, however, only moderate amounts •■f rain fell. XTp to the 4th of March weather was 
generally fairly fine and settled, but from the 4th to the 5th a shallow barometric depression 
formed over the central parts of India and the peninsula, and the general wind dirootions 
showed an indraught towards tho depression. This at once caused distui-hod oonditions in 
Heiig.d, and from the 6th rain comnienood to fall gonorally in Bengal. On tho 7tli the de¬ 
pression had drifted partly over Orissa, and on tho 9th aud 10th a rapid fall of pressure took 
place over the jjrovinco, the full being by decidedly irregular amounts in dilTorout districts, 
so that the disturbed condit.ion.s had extended over the whole of the province. On tho 11th 
a very decided harometrio depression formed in North-Western India, winch had intensified 
on the Ittth, and advanced in a northerly direotion, and on this day the ehange.s of jiressure 
in Behar and the general wind directions over tho whole of the province were nleurly oonnootod 
with the depression. Tho small storm afterwards filled up to a considerable extent and 
apparently passed away in an easterly direction along the line of tho hills or in tho hills 
themselves. Almost tbroui^hout tliesooond week of March, therefore, very disturbed oonditions 
existed over Hengal, and local storms with high winds and heavy rain were of frequent ooour- 
ronoe in many districts. Conditions then began to improve slowly up to the 18th, when 
again they began to revert to t.hoir former disturbed state, tho disturbance apparently oom- 
nienoing in the hills and in the higher strata ol tho atmo.sphoro, as indicated by the rapid 
meteorological changes at Darjeeling, and by a gale of wind which was blowing at this station. 
Later on, on tlio 22nd, a distinct area of low pressure had formed, which stretohed from tho 
south of Bohar, through part of Chutia Nagpur and South-West Bongal, into Orissa. On 
tho 2Urd this had moved iu an oasterly diroction, and was in Central Bengal, and there 
was a tendency to a oyolonio circulation of winds round a centre near Berhampore. On the 
24th tho area of low pressure had travelled in a south-easterly direotion towards tho north¬ 
east angle of tho Bay. On tho 25th tho depression had reached Burma, and pressure 
became decidedly high over Bengal and Behar, and these oonditions obtained until the oluso of 
the month. With this pressure disfcPfbution a steady north-westerly and westerly wind set in 
over Bengal, skies then cleared rapidly, the looal storms and frequefiX rainfall which had previ¬ 
ously obtained, ceased, humidity decreased rapidly, and generally fine settled weather set in 
from about the 27th which lasted till the clo.so of the month. 

Presxuro. —'J’he changes of prossuro which have ooourrod during tho month have been 
unusually large, though the mean pressures week by week do not show very large variations. In 
the first week pressure was in excess by amounts of from two to four-hundredths of an inch. 
In tho second week the stations in the plains generally wore in slight excess by one or two- 
hundredths of an inch, but at Darjeeling the unusually large defeofc of 0'088 inoh was regis¬ 
tered, which pointed to a ooiisiderablo disturbaaoe in the upper strata of the atmosphere. 
In the third week the general excess pressure at the plains stations was about equal to that 
in the previous week, and the defect at Darjeeling had almost disappeared. In the fooirth 
week a general excess pressure of from seven to nine-hundredths of an inoh was registered, 
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ike Moeas being largest in I^ekar, 'where at aome stations it equalled a teeth of an inch, hut 
at Darjeeling relatively defective pressure again obtained, as there was no excess pressure 
registered at that station. Fonthe whole month the mean pressure at the stations in the plains 
has been about three or four-hundredths of an inch in excess of the normal, but on the other 
hand at Darjeeling a defect of a twentieth cf an inch lias been registered. 

Temperature .—The mean temperature for the whole province for the first week was in 
defect of the normal by one and-a-malf degrees. In the second week the defect had inoreused 
to between five andsix degrees. In the ttiiid week the defect equalled four degrees, and for 
the fourth week it equalled 4'4°. For the whole month, thoroforo, tlie nvernge defect of four 
degrees has been registered in Bengal, but in Assam the defect is only half of this and 
averages 2“. The largest defects have generally been registered in Chutia Nagpur, Behor, 
and South-West Bengal, and the sTnallest in Orissa and Fast Bengal. 

The followng table will show the principal variations of the dny, night, and mean tem¬ 
peratures from the normal in each week of the mouth at nine typioal stafions iu difhjrent dis¬ 
tricts of the province. In this table the extremely largo variations of the day or maximum 
‘temperatures from the normal will be clearly seen : — 
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llaiiifall .—The average falls in Orissa, South-West Bengal, and ( hufia Nagpur have 
equalled from'four to five iuehes ; in East and North Bengal and South Behar they have 
equalled about three iuehes, while North Behar has recoived two aud a third inches. These 
mis have been about three iiKihos in excess of the normal in (‘rissa. South-West Bengal, South 
Behar, and Chutia Nagpur, nearly two inches in excess of the normal in North Behar and 
North Bengal, while in East Bengal the fall has been noimal. Expressed as a percentage of 
the normal fall for March, the antuals have equalled the following figures :—South Behar 
T-Hi, North Behar hUO, Chutia Nagpur 506, Orissa 424, South-West Bengal 3l5, North 
Bengal 240, aud East Bengal 98. 

The following table give* the summary of the temperature and rainfall data of each of 
the seven meteorological divii-ions of tlie province for the mouth of March 1891;— 
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SUPPLEMENT TO THE CALCUTTA OAEB-raB, APEIL 16, 1891 


Meteorological Report of the Province of Bei 
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SUPPLEMENT TO THE CALCUTTA GAZETTE, APRIL 15, 1891 


s^eek ending Saturday, the 11th of April 1891. 
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0 21 

.MosiiiTorporo 

UosiilTorfxiro ... ... j 

s 

Nil 

Nil 

0*16 

Nil 

0 1(1 

-0*10 

Nil 

0 10 

—Old 

0*00 

0 84 

[)ut bhuriga 

liirbhunjl^ ' 

» 

m 

Nil 

Nil 

010 

Nil 

0 20 

—0 2-i 

Nil 

0*2G 

—0‘hl 

0*OU 

0 20 

Uoiihari < 

Jhtmiparuu ... j 

o 

Nil 

O'Ol 

Nil 

0*04 

Nil 

0-ui 

—0*0* 

Nil 

0*04 

— O'U* 

0‘00 

0*12 

:hupra . . 

arun .j 

A 











Johroo ... 1 



Nil 

Nil 

Nil 

0*04 

Nil 

0 10 

—0*10 

Nil 

O'lO 

—0*10 

0*00 

o*i:i } 

ini.vr ... 1 

iii-.kh ... ) 

litthabad . i 

i 

Nil 

rOR 

O'Oi 

0*03 

0*u7 

-«*U4 

0*0.i 

0 07 

—0*04 

0*25 

0*10 ( 

IjTft ■ Cl 

y* 

I 

Nil 

Nil 

0*04 

Nil 

O'liO 

-0*00 

Nil 

0*00 

—0*i0 

0», 1 

0*13 1 

liokiporo ... 1 

utna ... * . 

hi 

Nil 

Nil 

0*14 

Nil 

0*17 

-0*17 

N.l 

0*17 

—0*17 

0*03 

0-21 I 

iingulporii ... 1 

>uth BhnEalpooo 
oiiuhyr . * 

19 

g -• 

Nil 

Nil 

0*21 

NU 

0*25 

-0*2.1 

Nil 

0*26 

—0 85 

0 00 

o*:i3 I 

ooiitku ... 

onbhal Pergunnaha.. 


Nil 

Nil 

O'OS 

Nil 

0 lU 

- 0*10 

Nil 

0*10 

-01.1 

0*0) 

0*2C I 

uRariba^h ... 1 

az.irihA7li .^ 


Nil 

Nil 

Nil 

0‘]*> 

0*21 

Nil 

Nil 

o-ui ! - 

0*4:7 1 - 

"0*21 

-0*2<' 

Nil 

Nil 

0 1 

0 27 

—0*81 
—0 87 

0*0.1 

u*w 

0*40 , 

0*44 f 

naiiiiiii ...} J; 

ohnrdugffa ... *... 
uiibiiooiu . ^ 

j5 

- P« 

9 O 

Nil 

Nil 

0*15 

Nil 

0‘2S 

-0*23 

Nil 

0 25 

""0*23 

0*00 

0*6 C 

hy ihassa ... 8 

iigLhoom ... ! ^ 


- ---— 






_ 




1 


9 



mn\ tgatme when thn in«»n tor tha weak ia leaa than M 

aaua o.»y«rrta, cno wmiiUMAv 

of tiM diatnoK am tlw aiuodA-auiu arungu of (oo rvuilAU 


the RornwrioTidiiiif normal muxa, and prmUipt whon K**=**tlo«*. 

auiQ.; ilxiu'troi 0 / l«i. Uiador’-u** Oo x<l L)irii>r>ot ub4*>i‘vj.ti<>ri« of rainfall tha normal r 
rauilaU rotura recairtat lu klM dtetraok, L’uua total rainfalli at tha sulMlivii 


.r. moans 
subdivisioual 
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Statement of Rainfall in Bengal for tbe week ending Saturday (8 a.m.)> the 11th of April 18! 


M utoornlogiRal 
diVlbiutl. 

DiNtrict. 

HtalJon. 

Oribma 

Pcorno 

i PnoreH 
j Khfirdah 
Uaupiir 

KhImii Point .. 
0»»r 

Snipara 

tUpli 


0uliH(;k 

JatcatMitlgpoi'*) 
Huiiki 
(biHaok 
Kmulrnpara .. 

Dharmunlft 

Saifpiir^ 



(l)mndtiuli .. 
Hlindiinir^k ... 
Sorah 

HuiaHore 

JnllHNdre 

Hat'ipodah 

SOuWr-WBBT 

Bbngal. 

Mydnupiirc 

(lontai 

Haugor iNinUd 
Tinnlook 
Miilnupore .. 
(-HkiMaI 
Kukrafiaiy .. 
<Jarh 0 tta 


24 PeiviunnahH 

Uiamond IImi 
lioiir 

Canninff Tou>t 

Alipoi'H Jail .. 

Iturraekpoi'o.. 

Ihini-Uiun 

HarAHOt 

ItuHiiHi'liat 


llowrali 

Hoi'gbly 

Howrah 
MohoNK'ka ... 

M*rHIU)lOl> .. 

itmiiflily 

J idianaltad 


RurdWiiO 

l^ilna 

liunlwau 

(lidwa 

liamKigiingit.. 

Hankur 


nankoora 

Kankimra 
KiMht'Upoi'H .. 
Maiiara 

Kliatra 

fndnft 

Koftilpor» 

Anda 

Uan(fajulQh.at> 

liuipurti 

'iina/AttAAi 


[B^rbhouni 

nil. Soory 
ll(>tAinpoi'o .. 
iCuiujiorn Ham 

Hulpurg 

I^turart 


Nuddua 

Ranaghat 
Uixhimghtir . 
(Ihooadunga .. 
iVI»*liiai)orH ... 
KopNlitoa 


KhooLna 

Haikhira 

lii4rirhaf 

Kli«i/>lna 

y>ikipaiF 

Uampal 


/«wuru 

Narail 

Jt'.’itior** 

Jhmiidab 

Mugoorah 

Uongoug 


Uoonbadabad 

Kandi 

Hoiliampore... 

(<aUiiig|) ... 

A!(iJIlKUQg« ... 
Juitgitiorti 
Ijulgoia 
Akhriyunj ... 
i*atkaiiari .. 

r.AST BKSOAX. 

ChittagoiiK 

Coz’a Haaar... 
(;iuttHgong .. 
Kutubdia 
Stiikanya 


Utnttairau 

Uill I'moU. 

RanvannaH 
Bundarpan ... 

1 

Baokaraunge 

Fatnakhally... 

pHrosHpiirci 

Marriaal 

BNola 



U41NFAI.L. 


Total— 

1 

1 






Total 

1 ruin- 
t rail 

lATorago 


6th 

*5 

1^ _. 

.a 

A 

A 

A 

o 

ai 

k. 

! "o 

£5 

0 a 

d total 
ralu- 
fall 

>. • 
ti -Zi 

K . 

«s 

w 
* — ; 

*s ^ 

•o *- 

•o CW 

1~ 

•a 

B ‘C 

e . 

•c — 

St- 

S-i 

i 2m 

i 58 

^ ^ 
I'-j 

l-Sl' 

' l«t of 
inonih 

frtiin 
lalof 
* motit}i. 

o -1 




,*• < 


= fi 

1 « a 


1 . 


ffi 


H 




■// 









. ! . 



Nil 

Nil 

irOR 

Nil 

0*52 







Nil 

I Nil 

oil) 

Nil 

0*10 

... .. 



... ^ 1 ... 



Nil 

Nil 

0'20 

Nil 

0'20 







Nil 

Nil 

i riu 

Nil 

n« 




j 



.\il 

Nil 


Nil 

P 

. 






Nil 

Nil 

1 » 

Nil 

P 

. 



- ! .... 


. 

Nil 

Nil 

? 

.\a 

t 

. 



1 



Nil 

Nil 

(nifl 

.Nil 

n*u 

. 



1 


. 

Nil 

Nil 

» OP 

Nil 

0*00 





. 



Nil 

Nil 

0‘2i 

Nil 

0»2 

. . 

. 1 .. .. 





Nil 

Nil 

0*17 

Nil 

0'20 

... .. 

. . 





Nil 

Nil 

O'W 

Nil 

0 

.. 







Nil 

.Nil 


0‘.tii 

P 





...... 


. 

Ni) 

Nil 


Nil 

V 




. 




Nil 

Nil 

0-20 

Nil 

0*4(1 

. 

...... 


.... 

...... 


. 

.\il 

Nil 

li’A.l 

Nil 

0 72 



... ,, 




Nil 

.Nil 


N il 

0*lS 




..... 

... 



Nil 

Nil 

()T,7 

Nil 

0*7 1 

... .f. 

. - 

... . 

... 

1 . 


... .. 

Nil 

Nil 

0 27 

Nil 

0*H 





...... 



Nil 

Nil 

o'lja 

Nil 

O'Sl 



...... 





N.l 

Nil 

O’lH 

Nil 

0 20 





. 



Nil 

Nil 

0*15 

Nil 

0’*JH 








Nil 

Nil 

0-11 

Ni) 









.Nil 

Nil 


Nil 

OS) 








Nil 

Nil 

O'Sf. 

Nil 

0*08 








Nil 

Nil 


Nil 



. 






.Nil 

Nil 

P 

Nil 









Nil 

Ni! 

O’.'W 

Nil 

0*41 




.... 


. 

... . 

Nil 

Nil 

p 

Nil 


. 

.. 


. 




Nil 

Nil 

0‘1H 

Nil 

0* 14 

. ... 






. 

Nit 

Nil 

«';’5 

Nil 

0*08 








Nil 

Nil 

0‘;'7 

Nil 

0-4H 





..... 



Nil 

Nil 

U*"r> 

Nil 

0*.3:> 

. 


. 





Nil 

Nil 

0*25 

Nil 

0-20 








Nil 

Nil 

0*31 

Nil 

0*50 


. 




•t- ■ 


kil 

Nil 

U';:7 

Nil 

o*ai 




.... 




Nil 

Nil 

<f*J4 

Nil 

0*4‘i 



...... 





MI 

Nii 

0* W 

Nil 

OVuS 

...... 



. 




Nil 

Nil 

U2l» 

Nil 

O-fi'l 





... . 



Nil 

Nil 

OTjO 

Nil 



. 






Nil 

Nil 

«-.57 

Ni! 

UT)2 



. 




... 

Nil 

Nil 

0 Wt 

Nil 

0-55 









Nil 

irau 

Nil 

O-.'IS 



. 

... 




xNil 

Nil 

t 

Nil 

P 

__ 




. 



Nil 

Nil 

0*33 

Nil 

0‘4!5 

. 



. 

« IS 


... . 

l 

iri.^ 

u-y? 

0 l.'l 

l»‘40 





. 



Nil 

Nil 

()'i7 

Nil 

017 







. 

Nil 

Nil 

uIW 

Nil 

o:w 


. ... 

... .. 

. 




Nil 

Nil 

Y 

Nil 

V 


.... 






Ml 

Nil 

V 

Nil 

P 

. 

. 

... . 





Nil 

Nil 

P 

Nil 

P 



- • 





Nil 

.Nil 

P 

Nil 

P 



. 


. 



Ni! 

Nil 

P 

Nil 

P 








Nil 

Nil 

P 

Nil 

P 








Nil 

Nil 

• 0'2k 

Nil 


.... 



. 




Nil 

Nil 

1) 28 

Nil 

o'.ia 


..... 


. 




Nil 

Nit 

U’Jtl 

Nil 

0*(UI 

.. . 


. 


... . 


.. . - 

Nil 

Nil 

p 

Nil 

V 



. 




“ ■ 

Ni. 

Nil 

y 

Nil 

p 


. 


. 

... .. 



Nit 

Nil 

O'HO 

Nil 

0 07 



. 


... ., 

, 


Nil 

Nit 

0'i,7 

Nil 

o'or> 

. 

... .. 






Nil 

Nil 

U'4S 

Nil 

0 HI 

. 

. 






Nil 

Nil 

0-48 

Nil 

ll*HH 

. 

. 





. 

Nil 

Nii 

OCO 

Nil 

0-Kj 


. 





...... 

Ni. 

Nil 

O'llO 

Nil 

0'C8 

. 



. 




Nil 

Nil 

O-RI 

Nil 

0'H.< 

. 

. 

. 

...... 

. 



Ml 

Nil 

O^U 

Nil 

1)T»& 


... .. 

. 





^il 

Nil 

p 

M) 

P ' 



... . 





Nil 

Nil 

p 

Nil 

P 





. 


. 

Nil 

Nil 

0*4R 

Nil 

0*7+ 





.. 



Nil 

Nil 

Ova 

Nil 

1*02 


... . 


. 




Nil 

Nil 

D’4>1 

Nil 

0'0+ 







Nil 

Nil 

0’Q7 

Nil 

1*2 



'"m 





>lil 

Nil 

U'C8 

Nil 

l)*77 

. 



. 



...... 

Nil, 

Nil 

0 42 

Nil 









Ml 

Nil 

0 41 

Nil 


... .. 







Nil 

Nil 

0*27 

Nil 

0‘v0 


. 

..... 





Nil 

Nil 

0*20 

Nil 





. 




Nil 


0S7 

Ni) 








... .. 

Nii 

Nil 

O'Sd 

Nii 



. 




...... 


Nil 

Nil 

1 

Nil 

P 

P 


• 





****** 

Nil 

Nil 

? 

Nil 







U'Ot 

Nil 

Nil 

0'84 

Nil 

0*44 


... . 



...... 

.. ... 

Nil 

0*«4 

(I'M 

0'»4 







«M... 


Nil 

Ni) 

P 

Nil 








“'.*■ 

Nil 

Nil 

? 

Nil 

P 







0*82 

1 

0*82 

0*74 

i»*82 




...... 





Nil 

■Nil 


Nil 

P 




— 




Nil 

Nil 

0*68 

Mil 









Nil 

Nil 

o*so 

Nil 

0*47 





. ... 


M.... 

Nil 

Nil 

0*04 

Nil 









Nil 

Nil 

0*00 

Nil 

0*83 


1'otiil ruin- 
fall 

Iftt April 

18 H 1 . 


Mil 

Nil 

Ml 

Nil 

Mil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 


Nil 

Nil 

NjI 

Nil 

Nil 

Nil 

Nil 


Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

«•! 

Nil 

Nil 

Nil 

Nil 

m; 

Nil 

Nil 

Ni! 

Ni; 

Nil 

Ni. 

Ni! 

Ni: 


Ni 

Ni 

Ni 

Ni 

Nt 


Ni 

Ni 

Ni 

Ni 

Ni 

Ni 

Ni 

Nt 

N; 

N; 

Nf 

M 

N’ 

N, 

N; 

N 

N 

N 


N 

0 

N 

N 

0 - 

N 

N 

N 
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Statement of Rainfall in Bengal for the week ending Saturday (8 a.m.), the 11th of April 1891— contd. 


jrolofflcal 

Titioa. 


District. 


Station. 


HBKdAL 
TkCld, 


Bauphmt 

rqoakholly I Snakhollj 

' Phuii.t 
HartMhpers, 
kamganj 


t'urre^flporH 


Hill 

rippt*i’ab 


MjiiiHtiMitiprh.. 


I’ubna 

HoRra 


UHjNlahyti 


Maldah 


IMnaKC'POCH .. 


RuDKpore 


intpiRurae .. 


Uooeh Haltar, 


lUrjeeling 


PuroMib 


North Bhagul- 
por 

DurbhnBRa •.< 


Hoiofierport 


3Iadaripore .. 
rurreedoor**,. 
‘joahiiiug 

VutiMhiRiinge 

]>arna 

.'iHi’RtnfrnuRe 

f>>pd*bfiitre .. 

Agartoik 
OumillM 
l')iuti(ipnrf .. 
Itrahiiiiinbena 
Hamtihandra- 
por« 

^atirnagar,,. 
Ifaudfrandi .. 
Katba 
Liik$ham 

Kikhnr»«tiii«r 

Alta {Tanpail ■ 

MyiiittiiMUtRii 

)uatMlpi>r<< , 
Noin<k >na ... 
Subornakhnllf 
... 

'ihereporeTotvti 

i>«teaNpan/ .. 

('ubua 

Aaraiautixf* .. 

miei-epore ... 
.Nowkiiiha ... 
'iogra ... 

f'ani'bliibi 

Ufiauioah 

\aogaon 

Latpure 

Manda 

MatdHii 

(Ihaiiehal 

Unjul 

Stbgtinj ... 

MohadAl'pore 
vUturamott .. 
kbiRunKe 
iMiiHKeporf . 
Knionnr’iHi 
Thakoorgaon 

B'UbWatilKU >1 lit 
(Opubandai 
kauRpure 
Kuriprraiip 
HkRdoRra 
(^ttpAUMd* i 
Vliporg 

JnlpifrorAk .. 

Altport Dooar 

Fallnnotta ... 

Dfibiganj 

Hhagaivorg 

{IfaerakaUa) 

Utniiaoia 

(l<Hion BAhar.. 

MiokilKuttve., 

MaiabhuaKa... 

Huso * 

<!lilligiirl 
OanoMimc ... 
Kaintipi'dg 

iCursttoiig 

KtstencuDRf.., 
Arraroab 
hurimah 
Ooudvara ... 
Haimi^ap%pora 
Maitari 
Siatiapani ... 
Mkddapirro ... 

8 )Opool 
yrosabganj... 

rajport 
iiuruoutiga ... 
.Madtaubaai ... 
liahgra 
Mashtrs 

Bitaoiirbl ... 
UuButfrtpork 
iLaiipork 

M. 

jrohM 

Fmpri 


KATNPALt. 


Tu'/al 

i 

Av-mir 

loliil 



JS 


s 

A 

s 

•S 

*& 

1 


Tnt^t 

'miiiittl 

Total rain 

Avonigi* 

rmiifiiU 

. 

la 

•sE 

s-c 

it 

— 

Thursday 

April. 

►1*:: 

« .. 
*0 A 

«9 . 

It 

£9 

i I- 

.Ei; 

1 CO Ik 

1 « 

1 * 

! IM I'f 
month 

! 

from 
In! of 
luontli 

iKt April 
180L. 

from ist 
Apii! to 
(lato. 


. 

...... 



Nj! 

Nil 

V 

Nil 

, P 

Nil 

t 






Nil 

Nil 

y 

Nil 

P 

Nil 

f 






.Nil 

Nil 

i*i)ft 

Nil 

1 37 

Nil 

1 37 






Nil 

Nil 

I’lUl 

Nil 

1*43 

Nil 

1*43 

.... 





Nil 

Nil 

V 

Nil 

7 

Nil 

y 


. 




Ni) 

Ni; 

f 

Nil 

7 

Nil 

y 

. 

. 



...... 

Nil 

Nil 

0-71 

Nil 

0*01 

Nil 

0 01 






1 

Nil 

(i '<ii> 

0 7V 

OOj 

1-ul 

o’oa 





...... 

. 

Nil 

o’lii 

Nil 

u*u:i 

Nil 

UH3 



...... 

... 


VO 

Nil 

0-«3 

Nil 

1--11 

Nil 


... .. 



0-30 

... 

1 

Nil 

0*.;m 

0 07 

0*88 

1*8*J 

0-38 



.. ... 


0*17 


Nil 

0 on 

Nit 

UOO 

Nil 


. 

....M 


... .. 

1 

Nil 

0*17 

0-U7 

0*17 

0*08 

0*17 






«... 

Nil 

7 

Nil 

y 

Nil 

7 



..... 

. . .. 


Nii 

Nil 

1*H 

Nil 

1*31 

Nil 


...... 


... **. 

O'C.'i 


I 

U'05 

ri;i 

0*06 

1-15.1 

OTi.'S 







1 

0*:iU 

1-07 

0-20 

1*.*I0 

0*20. 





U'» 

0*0^ 

1 

U-.'W 

I'UO 

0'8U 

1*23 

0-3d 

1*21 




0*83 


1 

OHJ 

y 

U*H3 

P 

0-H3 

y 

. 


..... 



Nil 

Nil 

7 

Nil 

y 

Mil 







Nil 

Nil 

p 

Ml 

y 

Nil 







Nil 

Nil 

? 

Nil 

y 

Nil 







Nil 

Nit 

V 

Nil 

y 

Nil 

p 






Nil 

Nil 

0*7.^ 

Nil 

1*18 

Nil 







N'tl 

Nil 

in!2 

Nil 

0-71 

Nil 







Nil 

Nil 

OliH 

Nil 

(i-Ul 

Nil 







.Nji 

Nil 

0N3 

Nil 

<i*r»?i 

Nil 






V'(J8 

.Nil 

U'liM 

0*30 

0 <>H 

0-32 



.. ... 





Nil 

Nil 

V 

Nil 

}■ 

Ml 


... . 



...... 


Nil 

Nil 

7 

Nil 

P 

Nil 

y 






Nil 

Nil 

Y 

Nil 

7 

Nil 



— 



Nil 

Nil 

Y 

.Nil 

7 

Nil 

p 


w.... 

.. 

. 

...... 

Nil 

Nil 

orr» 

Nil 

0-84 

Nil 




. 



Nil 

Nil 

0*35 

Nil 

0-OK 

Nil 

0 08^ 



. 


. 

Nil 

Nil 

n-ifi 

Nil 

0-2i 

Nil 






. 

Nil 

Nil 

il'.io 

Nil 

0-.*i8 

Nil 

0 v8 



. 



.\il 

Nil 

11'-VI 

Nil 

U-5M 

Nil 






Nil 

Nil 

U-31 

Ntl 

Nil 

0*23 

Nil 

0*1.3 

. .... 





.Nil 

.Vil 

IJ'IG 

Nil 

0*.*58 

Nil 







Nil 

Nil 

0*3 1 

Nil 

«*4.J 

Nil 




...... 



Nil 

MI 

(ru 

Nil 

U*ll 

Nil 







Nil 

Nil 

7 

Nil 

7 

Nil 

y 

. 



...... 


Nil 

Nil 

7 

Nil 

7 

Nil 

y 




. 


Nil 

Nil 

o-.iy 

Nil 

O'S.'i 

Nil 







Nil 

Nil 

040 

•Nil 

0*40 

Nil 







Nil 

Nil 


Nil 

y 

Nil 







Ntl 

Nil 


Nil 

y 

Nil 

y 






Nil 

Nil 

o*«r» 

Nil 

0*05 

Nil 


. 


. 



Nil 

Nil 

O'iVl 

Nil 

0*00 

Nii 




...... 

...... 


Nil 

Nil 

0-(iN 

Nil 

0‘-2t 

Nil 







Nil 

Nil 

MI 

Ni) 

Nil 

Nil 

U'.'V! 

0'O2 

7 

Nil 

Nil 

Nil 

0'40 

0*03 

y 

Nil 

Nil 

Nil 

0*40 

0*02 

y 



«M... 



Nil 

Nil 

o;4* 

Nil 

0'<?.3 

Nil 

0*63 






Nil 

Nil 

0*3S 

Nil 

VifU 

Nil 

0*50 






Nii 

Nil 

0*70 

Nil 

ovii 

Nil 

0*M 


...... 

...... 



Nil 

Nil 

0*32 

Nil 

0*30 

Nil 

0*86 






NjI 

Nil 

7 

Nil 

Y 

Nil 

? 


.. 




Nil 

Nil 

0'G.*W 

Nil 

0*00. 

Nil 

0 60 




. 


Nil 

Nil 

7 


y 

Nil 

t 


... 

...... 



Nil 

Nil 

7 

Nil 

r 

Nil 

t 

...... 





Nil 

Nil 

7 

Nil 

f 

Nil 

t 






Ni! 

Nil 

e 

Nil 

? 

Nil 
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Ntl 

Nil 

0*151 


0*73 

Nil 

0*73 






Nil 

Nil 

i> 77 


l'!H 

Nil 

1*34 



. 



Nil 

Ml 

O'JJS 


0*41 

Nil 

0 41 






Nil 

Nil 

o-:t'» 


0-38 

Nil 

0*33 






Nil 

Nil 

]■?!{ 


2*23 

Nil 

2*<2 






Nii 

Nil 

U*»l 


0*31 

Ml 

0*.3] 



...... 


OSU 

Nil 

i)*i>3 

U NV 

Nil 

Nil 

1 33 

0*0.1 

1*33 






Nil 

Nil 

u*«o 

O’Otf , 

Nil 

<r<m 

. 




«... 

Nil 

Ml 


y 

Nil 

f 
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Nil 

Nil 

0*20 

Nil 

0*24 

Nil 

4k. 0*24 





,,, 

Nil 

Nil 

U'SS 

Nil 

0 4.'» 

Nil 

0*45 

...... 





Nil 

Nil 

U*3A 

M> 

0*33 

Nil 

0*33 






Nil 

Nil 


Nil 

y 

Nil 

f 






Nil 

Nil 


Nil 

y 

Nil 

f 

...... 

...... 




Nil 

Nil 

7 

Nil 

y 

Nil 

y 





II 

Ml 

Nil 


Nil 


Nil 

9 






Nil 

Nil 

0*18 

Nil 

0-23 

Nil 

0*23 





111 ■ 

Nil 

Nil 

0*38 

Nil 

U‘31 

Nil 

0*31 



. 



Nil 

Nil 


Nil 

y 

Nil 

? 






Nil 

.Nil 

0*08 

Nil 

0*08 

Nil 

0*03 

...... 





Nil 

.Nil 

0*20 

Nil 

0*21 

• Nil 

0-21 






Nil 

Nil 

0*18 

Nil 

U'2I 

Nil 

0*31 

... .« 
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Nil 
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Nil 
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Nil 
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Nil 

Nil 

7 

Nil 

f 

Nil 

r 



— rn 



Nil 

Nil 

0*33 

Nil 

0*36 

Nil 

0'8S 


.~... 




Nii 

Nil 

0*14 

Ml 

014 

Nil 

U*14 






Nil 

Nil 

0’u3 

Nil 

O'OS 

Nil 

0*00 



....M 



Nil 

Nil 

7 

Nil 

y 

Nil 

y 






Nil 

Nil 

f 
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Statement of Rainfall in Bengal for the week ending Saturday (8 a.m.i the 11th of April 1891 


—co: 


Met^orolofpcal 

dirtaioa. 


PIstriet. 


Station. 


Kortr RvnA.T 
-^eoncludMi. 


Sptrm BjsnAR 


Chumparun .. iMnlihnri 
I .H»»itiati 

‘ Httf'tihft 
hHi'htirtra 

Sarun 


Shuhubnd 


CvntXA 

ruH. 





Patna 


Mongliyr 


South Ithofful- 
pore 


guniiMltN. 


HazaribtiiTh 


I/ihardiigga. 


SinKl)bn(<in 


Uanbhnoiq . 


Anningalmd... 

ti.VJi 

.Nowii'hili 
JoiiHiuilmd ... 

Arv>‘l 

nvJntifinr . 
Sha'ruhuUi 

PabrUiaraxvau 



Sau^itut 

I'aotiuinba 
( Otrtdi). 
itii'anitHkrh 

\I;thUU! Ui! 
.litnuUirri iiill] 
harh\ 

« i/i'iif/tieha .. 

Pnu(‘hi 
P •] m »w 

/‘OlUlHf’f. 
A[ttx:{0it lihad 

ijil.'i ('tmKNC; 

• .'Hukrannuv- 
ptur. 

... 

(t>ik<iro 0 ura 




—.iudioave that. •«. ram huWftUou If iru» return lor auy day »«•>« not «r«.*n.*Md th«'nnfn.im> «unf *.puM. m \,\ «.bj.„k Jf an 

th^^urnu ar« wantiHk.th-«|o* m.,Kinii,u«^aoe« in ctis wuil raiuUU cilumoaara iefl bUuk. With re/erouoe to tho poluian ol rainy Uajk, tho Uufluition of a rainy 
it a'Jieuat leMtO'i luuli of rain uaii iolUiii. w «««»■/ 


CUwuTTA, the 14/A April If'Ol 
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SUMMARY OP THE METEOROLOGICiLL AND BA.INKA.LL OBSERVATIONS 
TAKEN IN BENa.\.L FOR THE WEEK ENDING SATURDAY, THE 
llTH OF APRIL 1891. 

Normal hot wenLher conditions of settled oharao‘or hod prevailed fi)r the whole of the 
previous week, and for the whole of the present week the meteoroiofjieal eouditions have 
remained praotioally unoliangod except for the ordinary osci!liitr)i'y tnoveinonts whiuh charno- 
teriae settle 1 woa!her. On the oth jiressure had risen by about a twiiiit:otli of an inch, and had 
become slightly akove the normal of the day, wliile temperature wa^ aUo generally rising 
slowly, and was ahovo the normal in all districts except NorMi Behar and Nortli and t'onfral 
Bengal; wind^ wore generally on this day vorv str oigly westerly. Pressure c'.iangos wore 
small and variable on the Otli, while teinpcratui’c had generally fallen and was sligntiy below 
the normal; the fitroiig wostorly oloment in the wind direoiions omtinuod. A slight rise of 
pressure and of temperature again ooouiTod on the 7th, and winds h.ieamc dicidudly more 
southerly at tho oasteru stations. Similar changoi oeemr.-d on tlio 8tli, and winds 
then beoaino soiiih-we,stGrly over tho greater part of th" jiroviiK!', and on tho 9f.h ag.ain 
pressure and temperatnro iueroasod, but tho increase of tomperaf.iiro was ino'e rapid, and at 
some stations it equalled d" and 4®. Jiathor s'^roiig soutn-wosteily winds were blowing over 
tho greater }>art of tiie province on this flay, and pressure had beaani't abovo the nonnal by 
about a tenth of an incii in the western and soutlieni di'tn'nts, wliile in iS’ort/i Bengal tho 
excess was compar itively small, A rather rapid fall of 2 »re<sure took jjlacc on tho lOch, but 
it still cox'.tinood above tho normal, wliile teraiicratiire ag.ain rose slowly and booatue about ti® 
or 3’’ above the normal. Smith-easterly winds on this day liad set in at some of tho eastern 
stations, causing a certain amoiiiit of intoracitioii to take place wiih tho soutii-wostorly winds 
which wore hlowiiig over the greater part of the province, and on the JUtli a few rain siiowcrs 
were regi'n-ted at some of the staiioiis in E i<t Bengal, but they were of no practical impor¬ 
tance. (Icmditions on the J 1th were practic.ally idcurical with ihosn on the litfli, cxcojxt that 
the rain siiowors in East Hcng.il ceased. P'or tiie wliole week theroforo jiraoiioally settled 
hot wo.atlior conditions of about no:mal ehar.ictcr have obtained. 

Fi •rxnurf —Lias for tho groalor fiart of <ho week been rath'T above the normal, and tho 
moan iirossnre Ins heen from four to .six-liimdi’odths of an incli in oxocss c.xoiqit at some of 
tho stations in North Bengal, where (iio c.xcess has b.«m s.naller tlriii this. 

Ttuiij'cnif'ir/’. —l''or the first 1iiT:i> fur several woek.s the moan temjau’aturo of the province 
has been above tho normal for tho period, but the excess lias averaged only seven-tenths of a 
degree. The excess has be >u largest in East lSeag.a!, wliere it has ciju ille<l 2'7'', vvhc)rea.s on 
the other hand there have heen slightly dofoetive toinjieratnros rogi-stered in Koulh-VVest 
Bengal and North I'ohar. 

Tho actual temperatures regisferod during tho week and their viU'i.ation from their normal 
values are hen. shown in the foil owing table, whore the average maximnin, minimum, and 
mean tom 2 >eraturos for tho week are given and couj 2 )ared with tho jioim.d :— 

Table xhowimj f>ie exerss or defecl of the ncin:il mean f.i-mperature froin the normal for the week 

em/hip 11th April 1891. 


Cattank 

C^lnatta 

Bard wan 

Gy» 

|*.iirneah 

HitSNribAprii 

DaiioaUns 




i<»ro 

+l‘i» 

771 


—12 


BM-i 

+2-2 

7*>-2 

7f>*3 


(♦.•i 7 


+ U5) 

7HTI 

7S-4 

+ r.’5 




74 a 

7) » 

—3*0 


SKI t 


71*8 

7o-7 

— I'J 


tKI 8 


•srs 

74-0 

■11'> 

»7T. 

m B 

• 0« 


KB 1 

- 20 


Bn rt 

—0« 

. 70*4 

710 

+ 1) 0 

60*5 

2 

+ 1*7 

457 


—w* 



Ko n 

KAbS 
h:-7 
m; t 
pr’.T 
H*J 8 
H’A I 
r> d 2 


Mrs 

«d*7 

8 (>'U 

N»-D 
i‘<ro 
810 
h;b.i 
M a 


+ l » 
+ 2-a 
•21 

-»0 4 
—1-S 
—<ri 
+0-5 


Rainfall ,—Tiio few isolated sbowors which have occurred in .Fa.'^f Bengal during the 
week have given ah average of (I’iy inch of rain, which is of no j)iactical importance. Else¬ 
where the whole province has been almost absolutely rainless. 
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The following table gives the eumraary of the 11 

the seven meteorological livisious of the province for the week ending Saturday, tne 

ofApril'1891:^ _ 


MBTJtOHoLOfflOAS. 

ftlVlHJOjrft. 



OrisiiB . 

1 

100'4 

1 

«U7 ; 

02 « 

77-1 

85*0 

+0*6 

Nil 

0'28 

—0*28 

000 

.o*« 

—0*40 

Nil 

0'30 

Nil 

0*30 

Souih'W eMl HenKit) 

103--1 

I 

CO 1 ' 

O'j-8 

73’S 

8rt0 

— U*3 

Nil 

U-37 

—0*37 

000 

008 

-0*00 

Nil 

:0'e4 

Nil 

O'M 

BbhI BuaKf^l . 

00-5 

05'7 i 

tfUO 

74-8 

84-3 

+«-B 

0']3 

073 

—n c» 

0'2B 

1 00 

—0-73 

OIS 

0*98 

on 3 

0*98 

North Bengal 

109 0 

D«'6 

007 

00-8 

817 

•l-0'7 

Nil 

073 

—0*33 

0 00 

0 04 

—O'M 

Nil 

0*47 

Nil 

0-47 

North Buhor . 

yy-a 

■ 

OG-O 

G7'4 

wao 

—(»'2 

0-01 

0 17 

—0-10 

0*04 

0*21 

—0*20 

0*01 

0*31' 

001 

0*21 

Ro-kiih Btibar . 


m-n 

OHO 

71 y 

8r.-3 

+0-0 

Nil 

01« 

—irio 

ouu 

0*20 

— 0-3l> 

Nil 

0*14 

Nil 

0*14 

OhutiaNaKpur. 

OT'U* 

G7‘V 

i 

ui a* 

70 C* 

8a'7* 

+ I-0* 

Nil 

0-13 

-0 13 

0*00 

U'80 

-0*35 

Nil 


Nil 

0*17 


* CiiyebMHBa noi inoUidftd. 




Meteorologicai. Office, Brnoai , 
T/te 14tA A})rii JJ'Ol. 


A. Pedlee, 

Meteorological Reporter to the Qovt. of Bengal. 


Results ot the Barometrical and ThermometricaJ Observations taken at the Meteorc 
logical Office, Ohowringhee, from 5th to 11th April 1891. 


Month. 

Date, 

si 

<■-3- 

<11 

O ^ 

r-H 

S 

tj o . 

7 a 74 

Y Ih 20 

tn 

o o o 

^ (J 


TKMPKKATt'R*. 




H rUKOilKTRT. 


t 

0 

i 

« 

S 

*s 

a 

£ 

1 

«si 

Q1 

■ i 

1 

cd 

£ 

o ■*’ 

o 

ts 

's 

eC 

o 

s 

0} 

1 ^: 

ir 

P c» 

D 

"S 

a 

‘o 

a 

Humidity at 10 

A.U. 

•"•1* 

CM 

.AS 

a 

fi. 

2 

a 

£ 

18»1. 


inclioH. 

* 

* 

• 

o 


o 

Inches. 


% 

Xnohea, 

April 

.•ilh ... 

‘29-871 

87-I 

on 0 

‘23-2 

75-8 

B9*l 

79 5 

•8H0 


66 

Nil 


Bth ... 

•8B0 

HK-t 

90 0 

21 -2 

77H 

92 1 

71 ■& 

*018 

8.0 0 

42 



7lh •... 

•K«8 

8n 0 

100 0 

‘2fi -2 

7:i 8 

8H*6 

78-5 

•840 

740 

63 



8Ui ... 

‘910 

87 - 

00-o 

•2-2 7 

76-3 

.89 0 

81-0 

•943 


68 



flih ... 

•did 

1^8*3 

90 K 

21! 0 

7<>-8 

80 il 

79 ■.'i 

•873 





loth ... 

■87H 

87!1 

09-0 

22 *2 

78-8 

89-6 

78 n 

■B‘J7 





nth ... 

•800 

K,< i 

100 0 

■23 7 

78-3 

91'1 

79-0 

•803 

74-4 




Incbe,. 


The moan 10 a.m. pressure of the seven days 

The mean temperature of th^,Beven days ... 

Tlie extreme variation of temperature 
The maximum temperature 

The mean 10 a.m. relative humidity of the seven days 


29-884 

O 


87-8 


26-2 

100-0 


7c 

60 


Inohet. 


The total fall of rain from.5th to 11th April 1891 


Nil 


The daily mean temperatures are the crude means of maximum and minimum temperatures. 


C. LrrrLE, 

Fbr Meteorological Reporter to the Ooct, gf India. 


Metkorci.ooicai. Office, Inoia 

The l'6lh April 1891. 
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MEMOBANDTJM. 

Weekly atatiatica of hirtha and deatha in twenty-aevcn of the principal towna of Hengal for the week 

ending toilh Saturday, the 28M March 1891. 

Births. 

Thb total births registered during the week ending with Saturday, the 28th March 
1891, in twenty-seven principal towns of Bengal, excluding one (Qya), lioni which no return 
has yet been received, amounted to 444, and correspond to an annual rate of 2:3'2 per 
1,000 of the aggregate population of those towns, which is y0t),‘.:;08. This rate is 3 !J 
higher than the average rate of the corresponding week of the past live years, and is also 
higher tharj the rate of the oorrosponding week of any of the past five j oars except 188.9 
pirfe the figures below:— ’ 



1886 . 

1 1887 . j 

1 1888 . 

1 

X 88 ». 

160 U. 

i Wnokl.v 

1 HVei'tytt'i t)I 
i hvi* yoarM, 

1 IK 86 -JH>. 

Kalfo of births per I, 0 Qo of the population per 
atiiium . 

lfl ’5 

16 'S 

in-fl j 

i!a *2 j 

1 n »'7 

lO'O 


The births registered in eucli of the last four w'ceks in each td the twenty-seven prinoijial 
towns correspond to the following rates per 1,('00 of tiie population:— 


NYBBKH KKDllfa—- 


WKBE.S BNDIN(»- 


Biudwan 

Micinaporr 

Hiiffhli jinil t'linisurab 

. 

U Lt.»%rp»ra . 


Ilowruh 

Ball 

KriNltmifCHr 

SsinliiJt'ro 

JoHSOif 

Itjimporo U('uu1hsi}i 

DarjiiixK ■ • 

Dacoib 




1.2 7 


liM'7 

221> 


GtV2 



15T> 

4’ii 

!«•« 

i:v».» 

IjliittnuouK 

1 VI 




arn 

an 

IP'V 

I'oiiiilliih ... 

r>in 






»3*3 

Puma City 

1V3 



b‘4 


am 

18-n 

t»ya 

iiii'o 





20*3 

;5«i 

Armh 

41-0 



1 po 


35*1 

i7n 

M ov’.nff**rpnru 




l.vi 

»o:i 

U’4 

2{rH 

I*tirl)hanKU 




("0 

1H*» 

1S*0 

2P0 

‘‘hnpm 

2V2 



•jrr-i 

21 ’« 

7‘0 

vro 


•t;v4 



ay ft 

IV l 

3«*»i 

J2*2 

Moiiirli.vr ... 

4 V3 



f. J 5 



US'S 

i*uh 

xra 



enf 

2'.»'t5 



I'lwn 

31*5 



l.Vll 

l.Vd 

tr»-a 

29*2 




It will be seen that last week the higlmst birth-rate was returned from iiampore Beuuleah 
(G8‘.3; and the lowest from Chittagong (4 7). 

Deaths. 

Tho total deaths registered during the woek under review amounted to 378, and corresfiond 
to an annual rato of O'o per 1,000 of tho population. Tlio rate of tho week is T1 bolow 
tho average rate of the corresponding week of the past live yetirs, and is also below the 
rate of the corresponding woek of any of tho past live years oxcc'pt l<Ss7, citle tlie figures 
below : — 


RhIio uf cloiith.s |i< r l.Omiof tha piMinlulion par ' 

annum . 18-3 j aO'l 21 '!) j )!)■(! . 2 »(i lir.'. 

Tile (loatlis registered in each of tho last four weoksiu each of the tweuty-.sevL‘n I'limupal^ 
towns correspond to the following rates per 1,000 of the i>o]iutati()u:— 


WEKKS BSIUKO— 


\Vi:i:km »:NT>rNa— 


Burdwftti . 

Mulnapnrt^ . 

HuffbU And fUttnnurah 

8 t*nimiior#» . 

Vtt4^rpara . 


Hnwrah 

BhU 

Krifihnairar . 

KuiiiiiehHi . 

Saittipore . 

ftatiipimt Bi’Hulnah ... 
IhtrplinK . 

Utttfoa M. .. 



. 

. 


§ 

S 




X 

.a 



a 

a 


«9 





.e 


.d 





04 

94 

«1'0 

38-1 

29*0 

imr? 

■iS’fl 

48*« 

4V3 


31*2 

87*3 

41*2 

27*5 

... 

U'4 

9*4 

8V4 


24‘« 

21*1 

10*5 

7*» 

srt*r» 

Sivr, 

11*4 

S‘»’» 

ini 

IS'I) 

H>*f» 

is*3 

1*7 

12*3 

12*3 

lH-4 


42*0 

SV2 


7*4 

22*2 

IVU 

13*0 

84*0 


N»n»iipr:»nj 
CbittayoiiK 
iViinillah ... 
■’.'itnii Oity 


il.iKurfiTiMin* 

Ourbbntn^a 

r.liuvrulpon? 
Mouthy r ... 
Punictuu ... 
Poori 


Tata! 


2 .Vjr 
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AoooTdizig to the figures returned, the highest mortality ooourred in the town of Midnapore 
(48*) and the lowest in Santipore (1*7). 

Measured by last week’s mortality, the highest annual > death-rates from the several 
registered death-oauses ooourred in the following towns 


Cholera. , Small-pox. Fever. Dysenterp and Other causes, 

diarrhea 

Bstio per Jtutio per Vatin per Batio per Batio per 

miil*. mills. milts, miltc. mills. 

Sugbli and Midnapore... 23'2 fiampore Beauleali 21'0 Poori ... 10*6 Midnapore... 13*9 

cTiinsurah 14*8 Seramporo... J3i7 

Burdwan ... 9'1 Poori ... 12'6 

Howrah ... 8*6 

Midnapore ... 7*7 

Dacca ... 7*1 

The total mortality from the several registered death-oauses in the twenty-six principal 
towns amounted to 2*9 from cholera, against 3*6 in tho preceding week ; 1*2 from small-pox, 
against 16; 8*1 from fever, against 8*7; 2*1 from dysentery and diarrhoea, against 2*3; 
*3 from injury, against *7 ; and 4*9 from other causes, against 5*9 in the preceding week. 

The mortality of last week according to Sex, Class and .Ai/e was as follows :— 


According to Sex 


According to 

Class. 


According 

to .Age., 



Ratio p«r 


Rmtio per 




Siiitto per 


millo. 


tnille. 




mille. 

Males ... 

20-3’ 

Christians 

7*5 

Under 1 year 


137-4 

Fcnioles 

18*6 

Hindus 

... 18*8 

1 and under 5 

years 

33-8 

Batio of male deaths to 


M ahoxuedans 

... 21*7 

6 

„ 10 

*f •• 

JO-9 

every lOO femalo deaths. 




lO 

16 

».* ■ • 

9-2 

calculated on the pro¬ 




16 

„ 20 


116 

portion such mortality 




20 

„ 30 

»* •* 

18-6 

hcaTR to the total male 




SO 

40 

ft • • 

ISO 

and female population... 

109 



40 

,. 60 

9t •• 

17* 





60 

„ 60 

.. 

16-9 





60 years and upwards 

37-3 


Detailed information regarding the vital statistics of the twenty-six principal towns 
dealt with in the above review will be found in the statement appended. 


W. Ht Q-bkoo, Dip. Puhl. Health, Camb., 

The A.pril 1891. Sanitary Commissioner for Dengal. 
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PUBLIC WORKS DEPARTMENT,—BENGAL. 
IRRIGATION BRANCH. 

IrRIBATION OPBRATIONS FOR TUB OFFICIAL TBAR 1890-91. 
Areaa hated for irrigation up to the end of December 1890. 


SUPPLEMENT TO THE CALCUTTA GAZETTE, APRIL 15, 1891. 
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PUBLIC WORKS DEPARTMENT,-BENGAL 


SUPPLEMENT TO THE CALUOTiA APEIL 16, 1891 
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PUBIilC WOBK8 DEPABTMENT, IBBIGATION BRANCH, BENQAli. 


Abstract statement shofcing ToUage on Oanals in Bengal classed as Major Works for the month 
of January 1891, as compared loith that of the corresponding month of the previous ffear. 


CjLSJiLS. 


Orissa Circle. 

Tftidunda Canal System 
ICendrapara ditto 
High liOTol, Range I 
Ditto „ II 

Ditto „ III 

Jajuporo Canal 

Total Oriesa Circle 

South- Western Circle. 

Midnaporo Canal 
Ilidgellee Tidal Canal .. 

Total South-"Western 
Circle ... ••• 

Sone Circle. 

Patna Canal System ... 
Arrah ditto 

Buxar ditto 

Total Sone Circle 

GiiAND Tot AT. 



T 0 LI.A 0 B 

, 1890-91. 


1 

Toltaos, 

1889-90. 



Durins tlie 
month. 


To end of the 
month. 

During the 
montli. 


To end of tho 
month. 

Rs. 

A. 

P, 

Rs. 

A. 

P. 

Rs. 

A. 

r. 

Rs. 

A. 

p. 

SO 

10 

2 

1,778 

0 

9 

223 

12 

2 

3,055 

7 

3 

10,797 

1 

2 

69,526 

6 

6 

8,060 

9 

2 

44,501 

4 

3 

1,322 

11 

3 

8,9(55 

3 

2 

900 

10 

1 

(5,133 

3 

5 

289 

5 

6 

2,542 

8 

6 

299 

15 

0 

2,412 

11 

0 

161 

16 

3 

1,803 

7 

8 

53 

4 

0 

1,029 

6 

9 

31 

12 

0 

246 

13 

0 

17 

5 

8 

97 

7 

7 

12,633 

7 

4 

84,862 

7 

7 

1 9,555 

8 

1 

57,22.9 

8 

3 

13,262 

7 

0 

1,01,133 

6 

6 

11,043 

10 

6 

1,17,206 

6 

0 

179 

3 

3 

26,733 

0 

6 

1,517 

6 

9 

38,338 

12 

6 

13,441 

10 

3 

1,27,866 

7 

0 

12,561 

1 

3 

1,55,545 

2 

0 

2,4(54 

13 

6 

20,860 

15 

2 

1,932 

4 

9 

i 

j 

20,22(5 

12 

6 

1,273 

3 

9 

15,123 

9 

6 

1,501 

14 

0 

15,308 

12 

8 

898 

12 

3 

8,237 

3 

3 

569 

2 

0 

5,837 

7 

8 

4,036 

13 

6 

44,221 

11 

11 

4,003 

4 

9 

41,373 

0 

10 

30,711 

15 

1 

2,66,950 

10 

6 

20,119 

14 

1 

2,54,147 

11 

7 


Governmeni Transport Service. 


ToT.i.AnK. iseo-ni. 


TOIXACB, 


lluriDR the inonUi. To end o( the tnonth. t-ho loonth. To ctul of Ihu month. 

Cafal. ^ 

cl 1 K 

t .3 





0 





No, 

Mde. 

He. 

A. r. No. Mde. 

K«. A. P. No. 

Md8. Its. A. r. No. Mda. 

Be. A. P, 

OrisMa Circle, 








High Level l.SOd 

1,B79 

2.017 

14 1 0.800 8.040 

10,720 7 0 : 1.231 

070 1.175 7 10 8,781^ 

S. 2 OO 12 4 

Total Oriesa Cir¬ 
cle . 1<!66 

1,B79 

2.017 

14 1 0,880 8,040 

10,720 7 0 1,231 

070 1,170 7 10 C.7S0 

6.200 12 4 




Total Navigation Jtecepts. 






1. 

Sabninos, 

189<)-91. 

j K.bnjmos, 

1880-90. 


Canals. 



During tho 
month. 

To ond of the 
month. 

During the 
luoutb. 

To end of ths 
mouth. 




Rb. a. p. 

Rs. A. P. 

Rs. A. p. 1 

Rs. 

A. P. 

Orissa Canals 
Midnapore Canal 
Hidgellec Tidal Canal 
Sone Canals 

... 

14,651 5 5 95,591 15 4 

13,262 7 0 1,01,133 6 6 

179 3 3 26,733 0 G 

4,636 13. 6 44,221 11 11 

10,730 15 11 
11,043 10 6 

1,517 6 9 

4,003 -4 9 

6-5,520 

;i,17,206 

38,338 

41,373 

4 *7 
(5 0 
12 6 
« 10 

Total 


... 

32,729 13 2 

2,67,680 2 3 

27,295 5 11 

2,62,438 

7 11 


Cat-cutta, 
The 14M April 1891 


G. A. G. SiiAWK, 
Under-Secy, to the JGovt, Mf Bengal. 
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STJPPI^MBNT to the OAI^ClTTrA GAZETTE, ATBIL 15, 1891. 


PTJBLiTO WOIlEiS DEPA.ItTMENT, IBBIOATION BEANOH, BENQAh. 

^bafraet Statement shotoing ToUage on Oanals in Sengal olaaaed as JIftnor Works and Navigatton 
Jbr the, month of January 1391, as compared toUh that of the corresponding month of the 
previous year. 



loixoait, 1800-91. 


Tollaok, 1889-90. 


During: the I To end ot the / Purinygf the / To end of the 
month. I month. j month. / month. 


lis. A. F. 


Bs. A. P. 


Bs. A. F. 


Bs. A. 


Cnlouttft and Eastern C2,525 1 3 2,95,116 14 9 66,492 0 9 2,90,826 2 3 

CjOaials. 

ToUy’s Nullah ... 15,256 7 0 93,831 0 3 14,200 l3 0 81,574 1 9 


ToUy’s Nullah 

Total 

Orissa Coast Canal 
Nuddea Bivors 


67,781 8 3 3,88,947 15 0 69,602 13 9 3,72,400 4 O 


51,216 2 9 6,158 7 9 49,392 0 9 


12,004 5 3 1,78,911 5 6 10,462 1 0 1,67,874 12 9 


CaANn Total ... 85,581 13 9 6,19,074 7 3 86,313 6 6 5,89,667 1 6 


Oalcdtta, 

The Vdth April 1891. 


Q. A. G. SirAwjj, 

Under-Secy, to the Qovt. of Bengal, 


ClRCUIiAB AND EASTERN CANALS. 

Approximate Return of Traffic for the meek ending Saturday, the llfA April 1891, 
as compared with the corresponding week qf the previous year. 



Hies and paddy 
Jtxte 
Firewood 
Other artiolea 


■ Total 


WasK BVDivif Rathbdat, Taa 
iiTa: Ar&xL laou 

Hninbor ot 
boats* 

Weticht of 
cargo. 

ToUaae. 

No. 

Mda. 

Fa. 

747 

1.64.700 

2,893 

60 

40,900 

709 

136 

77.676 

1,174 

960 

2,46,996 

S,870 

1,892 

6.29.270 

8,646 


































ourrXiJiiJlJfiNT TO THE CALCUTTA GAZETTE, APEIL 15, 1891 


Weekly Return of Traffic Receipts on Indian Railways. 

EAST INDIAN RAILWAY. 

Approximate Betum of Traffic for week ended itk April 1891, on 1,5251 open. 



OOiOHIMfi I'BAyflC. 

Ubbouafiubji afi> Miitmiia 
Traffic. 


1 ^fiitutierof 

1 p'isaenicers. 

1 Kaoetpu. 

Weiicbt 

DarnaU. 

j Reftfipifl. 


1 

S>. A. r. 

1 U l>s. 8 

1 Rf. a. f. 

toUl •r»IBi' ior tllo wwk ...j 

1 •232,783 

•3,03,431 0 0 

1 28,14,172 10 

7,08.9117 4 0 

Or per mil* of ri4ilwu.v . 

i .. 

241 8 3 

404 11 3 1 

For profioot 12 wiwkii of liaU- 

3,431,034 



year.. 

42,(>3.1.12 10 0 

3,34,30,527 « 

[TS,0^.302 5 3 

Total for 13 froeka .*> 

3,(103.779 

4 S. 7 i. 6 r 4 S 10 0 

3,02.44,GW 10 

83,71.700 0 {$ 

O 0 KPARI 6 OF. 

fotal for ourreiipoaainK week 



iB.W.OIIS 10 


of proviouB 3 *ear . 

284.20,1 

3.47.820 4 0 

6,37.011 8 R 

»er wiiie oi railway oor)(4i4rjuiiU. 





ink weok of prH?iiin.i .VH»r 


228 0 i 


417 l» 3 

otal to oorreapoxiiiitiK dale of 





proiriouNyi^ar . | 

1,W>.Q7C| 

40,90,137 7 1 

3,67,37,073 20 

85,10,028 12 7 ■ 

I 


*lhcr Muniitift 


I Ei'» 

roialotmiDKAj ___ 

HoMohmJ 


»•. i. ?. 

>,3)7 ♦ II 
J3 ICI 7 i 


8 *. i. T. I 

M.m 3 II 

;i» n 1 
i.si.iiR.mo 11 3 
1.34.114.720 .3 ,3 


W,0.).3 III II 
12 1,1 II 


111,1)4.471 7 i 

II/,N 7 3 

|l,2.S,7l),l.'IU U 4 


73,240 

011 .320 

i.oia,.373 


I10.T7II 


91!,207 


• Tim iniroiiaii in oiiacliiinc trnUlo in princi|ially due t« runninx of troop oitro tmin> to llowmh nod Nullinti 


li'3,32Si 

1,2211,3371 


lld.BMl 


_,2,lC?,«i;iH 

2,3*oTwu' 


in4,S7a 

i,S21.S01 


174..Vil 


AfpTojrin^ate Slattment vf prons rereipta of the East Indian Jiaihray, prepared in arcordance with PuhliflT !> 
department Circutar No. XXI Paiiwapo daUd duty i 88 S. 


BClirTB FOB WKKK'BNDIMJ 

r»ru AfuiL 


Rbcbipta for wrrk BBOijra 
4TU APUlloiSiil. 


Total UKoicfFTii fbum i«t 
AFK il. IHKH TO 31 qT 
ATakcii im. 


Total uxciiji'Ts from lat 
Aphii. ik»i) to 3is'r 
Makou ibOl. 


i 

Vt-r 

Moil) 


Per 

(iHFel Kneeipts. 

i mill* 


ReeeiptB. 

1 mile 

kHd.i 

i 

iworkei. 

1 

jwot-Kfid. 

i 

worked. 

1 Rf. 

m. 


As. j 

Ri. 

j 10,04.471 1 

; 

05K 

' 1,5264 

! io.ito,or.o 

710 

1 


Mean 

niilHiure 

worked. 

Total reouipiA. 

jVr 

mile 

worked 

4»er 

week. 1 

Mann 

ntiUuimi 

worked. 

Toth] recmplg. 

i 

Per 

mile 

worked 

per 

week. 

1 

1 

Rg. 

Rn. i 

1 l,625i 

[ 

Kg. 

1 

Rff. 

1.525ij 

4,4n.KJ,722 

507 j 

1 


4,38 80,084 

SC'i 


Total 
iuciosHe in 
IHtfl. 


Rs. 


Total 

deoofiHH m 
1891. 




11.07,C.dl 


TATNA-GYA STATE KAILWAY. 

Approximate Return of Traffic for week ended ith April 1891, iin 57 J milet open. 



CoAcniFG Traffic. 

MBHCHAFDIHF AM]i Mimsbai 
'IKAFFIC. 

Ollier f^nriiiiikh 

I'uLal earniUK*. 

TKArFICTKAIl-KIAEII BUS. 


Niimbor of 
pUNivcngorK. 

Receipts. 

Weitrhl 

oarned, 

Recniptk. 

(oktinaateili. 

CoachinS' 

51eroLuD> 

diHU. 

Tots,. 

IrttOle for the week 

•lll,.83« 

Rti. A. r. 

•10.183 12 0 

M1)8. b. 

6P.01K 0 

H«. A. P. 

4.988 13 0 

Kk. A. P. 

03 0 0 

k,B. A. P. 

lO.t’.SO 9 0 

I.nf)7 

on 

2,fi08 

’ mile of railway .. 

:u'j4 

i7K U 4 

1,222 10 

. 87 3 0 

, 12 2 

200 0 0 


'(•TiouHlS w(?eku of haU* 

228.3!.■> 

1.3M.‘<J)n 7 « 

r,45.Hl4 tt 

,37,191 6 0 

088 !) 0 

1,7]J7B 6 0 

20,2*^3 

9,826 

30.109 

Total for 13 weeks 

248.11)1 

1,41.078 3 0 

0,1^732 0 

42.180 2 0 

753 l> U 

i,s:.i)ll 14 e 

22,180 

10,437 

32.8(7 

OOHVABIBUV. 










'or oorrespoiidiziB week 

18,201 









aviouKyear . 

a.POl 9 .1 

CS.814 1(1 

4.260 0 0 

M 7 0 

l.'i.n.l?. 0 .3 

1.487 

* 907 

1.304 

iMof railway enproRpond- 
rvuk of previous year .. 

318 

151 15 S 

1,110 :to 

74 0 3 

1 li) ft 

228 2 n 



0 oorrenpondiDK date of 
ouayear. 

103.32-t 

1.03.338 3 0 

0,84,72H 30 

41,619 12 n 

010 11 3 

1,1(1,004 10 3 

£3,(H)7 

10.248 

3K,316 


* Tito iuiu'tMiSD lu tHmeUlug u duo to liilKriin Imllu*. 


Approrimait Utatement of pr:t.ts retifipip f the Vatna^Gya State Railway^ prepared in itcrordanre with Puhlie Workt 

Ih'partottiii Oirendar No, XXI Itailwapj dated *sSrd duty ^ 


TH FOR WBBK KNPINU 
OTll A.t’KfL ISbO. 1 

Rbcrtpib for wienn ERiuira 

1 4lU A.1‘U11. Ul'l. 1 

Total erckipth prow ibt 
Apktl 1889 TO Jlnr 
MaiU^U 189U. 

TeiAi. KECKierr yno 
.4nn) n. .31 

Mak- M JW'l. 

f€ IBT 

sT 

1 1 

Tnlnl 

ToUl 

Reoeipto. 

Hop 

mile 

worked. 

d nan 

liiib'ai;' ^ 
vurKiHi 

T<.ocmplk. 

P..r 

mile 

worked. 

Mean \ 
mileaffi* 
jw'ipaofi. 

i mile 

Total receipts, jworkod i 

1 »«•'; 

• ww*k. I 

Meini ' ] 

inileHCe'Total '■neejpts.' 
\v«rKe«t,| 

IVr 
mile 
w ■rked 
per 
week. 

1891. 

• 

decrease m 
1891. 

! 

Rs, 

Bi. 


Rs. 

Rb, ' 


1 1 

K., I 

! Rs. ' 

! j 

j •R.s. 

Rs 

! R«. 

Rg. 

I 15,95! 

228 { 

j 

B7J 

1B.257 

200 1 

67J 

5,2ll,Utl!i 1 

! i 

i 

175 , 

57i 1 5,00,02.3 

1 

191 

1 40,1)21 1 

















628 


SUPPLEMENT TO THE CALCUTTA GAZETTE, APRIL 15, l8»l, 


TAKKESSUH BRANCH RAILWAY. 


Approximate Return of Traffic for week ended ith April 1801, on S3J miletopen. 



1 CoAcaixa Tbaiiic. 

MBUCilANPIRK AMD MiMSHAL 
Tui me. 

other rarsinicB 
(eatiuuitod). 

Total 

earuiiigB, 

Tbaiiic Tbaih-milzi 

j'ftimbor of 

1 tWMItUIigtli'K. 

(locoipts. 

Weight 

earruMl. 

R<.‘Ooipt8» 

Coachipg. 

Herchan* 

dlHU. 


1 

2'S.GG8 j 

1 

1 Re. A. P. 

Miie. B. 

Uti. A. P. 

! &■. A. P. : 

Re. A. F. 


1 


Total trafflo for the work 


i 6,400 14 0 

18,177 30 

C13 1 0 

10 0 0 

7,113 IS 0 

859 



Or per ntiln of rnilwtiv . 


1 iiUl U 7 


37 8 10 

0 7 B 

310 11 8 




VQr provioab It wmkM u( half. 





1 





year .i 


7ri,S84 B 0 

1,73,75J « 

S,W»7 14 0 

D1 8 0 ; 

Sl.SKI 11 U 

11,770 

i.:io 


Total ior 13 wei'kt ... ' 

3io.Grii 

82.37G 3 0 

1,111 30 

6.310 U 0 

ini 8 0 




i 

CourASisoir. 










Total for CfirrnNpoiiding week of 










previotie your 

sn.OQSi 

7.0Ji7 13 C 

13.713 3i) 

Em 10 U 

6 8 0 

7.ti7S 4 S 

801 

1<U 


Por mile of rMiIway cormspond- 










ing \v*'ok of pri'vlouii your 


314 IS 4 


SE 4 1 

0 4 0 

SiO 7 5 




Total to (*orrt:Npuiidiiig duto of 










proviuuA your ... . 

3U»,(»7St 

HO,803 K 3 

2.36.3H.1 30 

T.’twi 0 0 

133 8 0 

88,405 9 3 

i 2 ,oca 

1,584 



Approximate Statement of aroee re.reipts of the Tarkeeeur Branch Railway, prepared in accordance loith Puhlic Worh 
* department Circular No. X.Ad.1 Railway, dated '£ird July 1883. 


Receipts for \yi!Bg hmdinh 
5tii Aruiii 

Uecetptb POU wtckk ehdimo 

4T11 APUIL IH'.d. 

Total aiJcjiirTB fhom ibt 
April ismd to 31ht 

1 March 18V(I. 

Total HRCEri‘T« prom l«r 
April ihsm» to aisT 
March 1801. 

Total 

inerruAo in 
im. 

T 

(lecr< 

81 can 
Utir'HgM 
W »rh(Hl 

RpCf'iptB. 

iVr 

mil« 

wol'ki'd. 

Moim 

niiIe»K<> 

workud. 

Rcecipta. 

Per 

mile 

worked. 

Mf'iin 

inil<*ago 

worked. 

Total recoipU. 

Per 
mile , 
worked 
per 1 
Week. 1 

Mean 

inileuRo 

worked. 

Total reoeipifi. 

1 

Per 

mile 

worked 

per 

week. 


Ks. 

^ Us. 


R». 

R>. 

j 

Ub. 

1 

Rb. 

1 

Rb. 

Eg. 

1 

1 Eg. 

1 

221 

1 

7,575 

310 0 

22) 

7.U4 

320 

*3i 

1 2,86,723 

248 

23i 

2,O0,0Q5 j 

251 

8,342 

. 



- 


- 

_ _ 


_ L 








DELHI-UMBALLA-KALKA RAILWAY. 


Approximate Return of Traffic for weekended Wi April 1801, on 102 milet open, 



COACIIINa Tbafbic. 

Meecuamdihe and Mimkral 
Tuapfic. 

Other onmings 
(eNtuautedj. 


Tbappic Teaik-juibs 


Nmnbor of 
pHH.StMIgur.H. 

1 Uet!oif*t». 

1 

Weight 

earned. 

lloceiptB. 

Total eeruings. 

CoacliJug. 

1 Menhan- 

j di«t*. 

r 

1 

Total tnifflf for tlie wook 

Or per nnl«? of r.ulwjiy. 

y^r previou.s 4 works of half* 
year . 

18,936 

66,218 

Its. A. P. 

14, no 7 « 
87 3 ; 

41,411 n 0 

Mpb. b. 

27.394 20 

1,14.03.3 rsu 

Ra. A. p. 

8,OtH 3 0 
40 7 11 

22,413 6 0 

1 Rs. A. p. 

1 

1 . 

i . 

Its. A. F. 

22,MS P* 0 
1.3(i 11 6 

«6:i,8.*>7 0 0 

C,275J 

25,394 

3,(t82J 

3,5S!li 


Total for S wuoka 


2 (• 

l,4i‘.3.;.S 10 

86,433 7 0 


86,005 0 0 j 

31,069i 

(1,(J42J 

•*= 

CoMpAillBOR. 

Total for oorreaponAing week 
of prnVKMift yeur 

Per miU' ol rui|NVn.v correBpond- 
mg week t>f pr viouN year ... 

Total to ronv.>i>ouding dalo of 
previous your. 


i 


...... 







Approximate Statement if yrote rcccipte of the Tiefhi.XJmhana.Kalka Railway, prepared in accordance toith Fvhlie T 
• JJijHii tment Cirriil<Df,fln. XATRailway, dated‘i’itrd July 188.3. 


BEOBirTS FOR W'EKK RNPINn 
180 , 

1 

RECEirXS FOR WKKE EKUINCf 
4iil At MIL 1801. 

Total rkckiptb from Ibt 
April 1n8 , to 

IbU , 

Totat. RECSIPTS from ibt 

MARni IKOl TO .3lBT 

March 1891. 

Total 

tncif^se in 
1891. 

j 

- _ 

Moan 

milesge 

worked. 

Per 

Reoeipt*. | juile 
worked. 

1 Mertn 

inileujre 

:worked 

1 Receipts, 

Per 

mile 

worked. 

1 

1 Mean 

iinilenge 

worked. 

j Total receipt.. 

Per 
nnk* 
WM kc<‘ 
per 

We»*k. 

Mean 

iniloage 

worked. 

Total receipts. 

i irer 

1 mile 
j worked, 

per j 

1 wp. k. 1 

Eg. 

... 

1 

Rh. 1 
.. 1 

i_ 1 

i 

162 : 

Rfi. 

Ra. 

137 


Rg. 

1 

Rb. 

162 

Hb. 

73,319 

Rb, 

Ids 

£a. 
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EASTEEN BENGAL STATE EAILWaY, 

(IKCLUBIE* N. B.. Dacca. K.-D.. akd Arsam-Bkhae Skctioee.) 
Approjrimate Stturn of Traffic far iceehcndei2m March 1801, on 777 mile, open. 


Total ferafflo for the week 

Jr per mile of railway . 

ITnr prMVtoua U weoka of half- 
year . 

Total far 13 wooks 
UOMPAKIBOV. 

'utal for oorreapoDdiDg woHk of 
urofiousynar . 

’Hr inilHof railway correaponU- 
iDff period of pruvioan year ... 
'oul to oorreapoudiiig dale of 
pie?touByear . 


COAOirifla Teavvic. 


Number of 

paHNeuKerii. 


Coaching 

reociptk. 


153,(KW 
1U7 

B.225,8i7 


2,37H.828 


158.618 

S12 

l,9f)0,ri7* 


lLa« A. 9 , 

75,206 0 0 
U7 0 0 

13,07,421 0 0 

14.4:’,OM 0 0 


64,052 0 0 
114 0 U 
lu,l(1.210 0 U 


Msbcbaeuisb Airi> Miebmal 

Tkappic. lotherBArninK.! 

(estiiDiUed), ‘ 
itirluding 
Bleam-buat. 


Weight 

carried. 


Hoi. 


6,02.137 0 
152 0 

71,23,658 0 


77.65,0116 0 


5,04.807 0 
743 0 
75,36,772 6 


Eeeeipts. 


Total 

oarinaKf. 


Ka. A. P. 

1,23,630 5 0 
100 0 0 

14,80,118 0 0 

16.03,743 0 0 


82,052 0 0 
110 0 0 
14,23.707 0 0 


TsAPFIC TRAHr-MlLJtB 


Coaching. 


AUK. 


K.a* A, p. 

A. P. 

70,(110 0 0 

2,23,920 0 0 

tS 1) t) 

tm u 0 

3.02.W1 0 0 

•31,4!),01»3 0 0 

:i.27,«ii II 1) 

o '0 

13,140 0 0 

1,80,150 0 0 

to 0 0 

2211 0 0 

S,01.C52 0 0 

2fi.!'6,575 0 0 


• Auililed u(> U, wm* eiidliiK 7lll I'Bljruaiy isai 
T IvAuluaiiiK stoamer euruiugB. 


is.doo 

.wn.cso 


SOMSO 


M«rrbnn* i 
disc. 


3.’.75(! 

67.750 

sm.Ttio 

t!01,410 

414,510 

749,1(10 

i 

Sl.CriH ' 

55.97S 

40.),-130 

rwi.ooo 


FINANCIAL YEAE. 

Approximate Statement of groe, receipt, of the Eastern Bengal State Eailtcay. 


•—" 

— 






-- 

— 

— • 


-- 

- --- - 


^BCBIPTB FOB WBKK BNDIJiO 

RBOBIPTa FOB WKKTT 

BMIIINO i 

Total rkcbiptb phom ibt 

Total niccBtpTB pbum Ibt 


. ~ 

SOTir Maucu loiilt. ^ 

88ru Mabcii 18U1. 

MABC11 1H90. 

April 1890 TO 2N:iu 

Mauoii IbO]. 

ToIhJ 

Tolnl 

denretiKc in 
lm*9L. 

fleun 

linage 

Kaui;.j 

Rucflipts. j 

1 For 

1 mile 
workeil. 

ean 

uiileape 

worked. 

R«ceipU. 

Per 
mile : 
worked,] 

Mean 

riiileaice 

worked. 

Total receiptii. 

1 l*«r 
mile 
worked i 
per 

j Mean 
[ouleHKe 
worked. 

fotalreceiptii. | 

1 Per'' 
mile 
worKed 

1 lH‘r , 

inrii'HN** in 
Ia9(-9J. 



■ .. 



i 



I Week. 





Ra. 

Ra. 

777 j 

Rm. 

Rb. 

1 

R>. 

' Rg. 


Ra. i 

lit. 

Rs. 

lik. 

747 

' 1.90,160 

235 


2,23,920 

288 

! 720 

1.14.60,741 

SOS 

7C4 

•1,21,07,3(10 

Sfli) 

0.10.5.53 



• Audiicil up to week BnUiug 7t]i I'litaury IS'JI. 


BENGAL CENTEAL EAILWAY. 

Approximate Return of Traffic for toeek ended ISlli March 189], on 126 mi/e, open 



[ 1 

CoACHiHO Traffic. j 

MxBGiiABT^rsji Ainj Mibbual 

1 Traffic. 

t 

1 Other Harning.it 

1 icHiimAted). 

r ' 

Total oiirningN. 

j TUAPPICTMAIF-MILFa BUS* 

NuinbHr of 
piiMHengera. 

1 RoruiptH. j 

Weight carried. 

Receipt a. 

Ooiichlng. 

1 MeiThau- 
1 dine. 

j Toial. 

■‘i 

1 


Rb. a. p. 

Mns. a. 

Ra. A. K 

Mb. a. r. 

Rb. a. p. 



i 

allrnfflo toe the week 

21.233 

] 0,030 0 0 

09.8^41 0 






! 

per inilft of i-ailwiiy ... 

• 194 

80 0 0 

5.59 0 



14.420 0 n 

3,4:0 

2.2(3.5 

1 6.086 

DrHviuuR 12 wuoka of half- 






liTf U 0 



i 

dar . 

.303.278 

1,82,222 0 0 

fl.78,SK) ft 

49.218 0*(l 

700 0 0 

•a,7;),2,‘i3 0 (I 

42.708 

22,267 

1 06,026 

Total (or 13 weeks .. 

8S7,r.ll 

<^,92,*i:»2 0 0 

7,4H.tft/0 0 1 

41.6&a8 0 0 

0 0 

•2,:i7,firiii 0 « 1 

4U.ISN 

21,522 

i 70,710 

il for oorreapondinK week of 









1 — — 

*evi{may«ar . 

20,980 

10.684 0 0 

71,932 0 


. 


1 



mile of railway eorreMpoiid* 







8.588 


5.0:2 

g poriod of pmviouH year ... 

213 

85 0 0 

1 676 0 



, 




al t<o curraiipoituiug date of 





0 y 


•• ... 1 



'ovioua yaar . 

367,415 

1,27.191 rt 0 

: 7,12,101 0 

38,IIU3 (1 0 1 

021 0 u 

1,00,0110 0 0 ■ 

4i;.83* ] 

2J,(:87 

71.0111 


’ Audited up to WBOk Midiiig 7tli Fcbiuury I8!)I. 


FINAN’CIAL YEAE. 


Approximate Statement of grot, receipt, vf the Bengal Central llaitiray. 


iCBIPTB FOR WBMg KNpiKa 
SDirt MABCn 1899. 

RBCKtrTB FOR WBBB KNDINO 
28TII MaACIT 1891. 

Tot At KRCBIPTF FROM iBT 
APttIL 18M9 TO 25»r»l 
March im'U. 

ToTAT, KB( Rn*T8 PliOM l8T 
ArKir. I8IH) TO 2»jiii 

AIai:c;ji l>9l. 

1 • 

Total 

; inert'tiMH m 
! 1«5K>.U1. 

j 

x.ToiaJ 

in 

1899-91. 

an 

ihge 

kCd. 

1 

j UooeiptA. 

1 J*«r 

1 mile 
j worked. 

1 Mean 
liniluage 
worked. 

BRccmpts. 

Por 

mile 

worke<(. 

i 

Moan 1 

iiiileaRe 1 
Worked.! 

Total reis'iptB. 

t J’or 

1 mile 
.workini 
pir 

1 week. 1 

1 M eni) ^ 

'mdeaiTt-' Total reooipu. 
:v.orkf»d.' 

1 

I I^»r 

1 mile 
!'worked 
per 1 


Ri. 

R>. 


Ra. 

Rb. 

i 

1 

1 

Bn. 

Rs. 


1 Rb. 

Rs. 

Rfi. 1 

b^. 

5 

14.817 

114 

126 

14,420 

1 115 

1 

i 

7,2j,»S5 j 

112 

/ 

126 j 
! 

t7.34.P!H 

113 

. o.noi; i 



* Audited Up to a’eek oudiiigTth i^’clruury laol. 




















SUPPLEMENT TO THE OALOUITA GAZETTE, APRIL 15, 1891 


DACCA STATE EAILWAT. 

Approximate Return of TraJJiv for the vaeelc ended 28th March 1891, on 86 milee open. 



CoACiiiRa Tbaffic. 

MsSCHAltDfaX AND HiMXEAL 
Tbaffic. 

Other earninRB 
(eatinmtod). 

Total 

earnings. 

Tkapvic Tbai>-hii,i 

Nuinlier of 
ptuuMugei's. 

Coaohinff 

roeeiptM. 

Weight 

c.iri’i«)d. 

Ueceipta, 

Coaoliing. 

Herchan- 

dive. 




U«. A V. 

Moa. •. 

&i.a. p. 

Ra. A. T. 

Ua. A, r. 




Total traffic for the week 

17.mp 

6,ar*(i 0 0 

22,805 0 

2,170 0 0 

100 0 0 

7.020 0 0 

S.SIS 

2,0.30 


Or per mile of railway . 

lUH 

112 U 0 


26 U U 

10 0 

88 0 U 




For previous 11 weeka of Iialf. 










year. 

eiO.H:!! 

HI,.'(05 0 0 

a.oR.nik 0 

3!).8i7 0 0 

l.ost 0 0 

•1,23,103 0 0 

.31,087 

16,056 


Total lor 13 we«k« 

S3:i.04 • 

Mt,7in 0 0 

4,2!*,737 ft 

42.017 0 0 

2,051 U 0 

1,30.783 0 n 

SH.402 

17,006 i 


OOKPABISOa. 










Total for corroapnnding week of 










previoiiH yt«ir . 


l.fi&I u u 

1^,506 0 

1.708 0 0 

811 0 0 

n,c7o 0 0 

2,440 

01)8 


Per mite of nulwny eorrofi(>oiiditig 










period of previoiiN year la 

84tl 

Mil 0 0 

102 0 

20 0 0 

3 0 0 

112 n 0 




Total to oorreapondniff date of 










pruviouRyoor . 

&t2.470 

7;>,8flo 0 (1 

.3,01,118 0 

35,45U 0 0 

2,943 0 0 

i,n,ic 2 0 0 

30,838 

10,706 



__ 










* AudiU'ti up to Wi'iik oodiitir 7lh February ISul. 


FINANCIAL YEAR. 

Jpproj’imale Stafrmenf of pro9» receipts of the Dacca State Sail wap. 


RNCBirTfl FOR WKKK BNDJKa 1 
29T1 IMauOH IMX*. 

ftKCKlPTa FO« WKKK HNDI.Nt} 
2Srii .>! Alien iKOi. 

1 

Total kbckiptb from Ibt 

Aruil. 1N8!I TO 2UTn 
SlAkCU 1330. 

'Total rkckipt?. from Ibt 
AFKII. ISMO To 2H111 
MaKCII iHXl. 

Totftl 

To 

decreu 

IbOU 

Mean 

DitleaRe 

worked,^ 

Reoeipta. 

Per 

mile 

worked. 

Moan 

imb-nuf 
woi ked. 

Uecoipta. 

JVr 

milf 

worked 

M»nn 

worked. 

! 

' Total receipts. 

■1 

Por 

inilo 

worked 

per 

week. 

Mean 

■ niltiiige 

worked. 

1 Total recidpts 

P.r 

!lillo 

vvon.cil 

Dor 

wi'ok. 

inrreiisf in 

UStH-Ol. 


Ra. 

Ra. 


i 

i 1 

Rh. 


Us. 

Rr. 


lU. 

llH. 

Ub. 

III 

86 

p,r,7o 

118 

1 • 86 

1 

7.020 I 

HS 

86 

3,06.01,3 

88 

r- 

86 

•4,I(!,74!I 

90 

2(>.7;tc 



* Audtled uptoweok cudiug 7ib February I8U1. 


NALIIATI STATE RAILWAY. 

jlppr^fximate Heturn of Tvajhc lor the weekended '2'^lh h’fi.trek 1H0|, on 27^ tribes open. 


1 

COACniNO TllAFFlC. 1 

MkUCUAKDIBK and MrNKBAl. 
rilAFFlC. 

OMut ofirningH 

Tolal 

Number of Cuachiiig ; 

puB.<3t>nKerK. { riicuitiis. , 

1 1 

Weight 

carried. 

JRcceiptB. 

(eatizuubud). 

earuiiiKB. 


TuAFFIC '1 UAlH.MJJ.lttl £ 


Total traffin («r tho w->ek 
Or per tune of ruiiwiiy ... 

V >r priivkuub 11 weoKs ui hiilf. 

y^ur. 

ToLni for 12 vreek!! 

GOMFAKIBOK. 

TotAl for oorr«ap«»i>ain^; woi'tt jf 
pr.*viou« yc'ttr 
Par tuilenl nulwnyoonoHuoiidli K 
peiioi ' f piHvittu.s 
focMl lu correHputidiUK dnlo ol 
pmvmuH your 



' Auaited up W week eiKiiiig 7tb February IbVi 


FI>"ANCIAL YEAE. 


Arproxiwate Statement of pro.\s rcreipie of the Naliati Slate Railway, 


K-BeiaVTS F^K WKICK 
2Sriii M.ii’.eii luW./ 

] 

rSlJiNl! . 

1 

IlKcrt 

rrs 

ilU 

KOt; WICKL RNDINI.I 

IIaucu loOi. 

! ^ 

1 Total ar.cKiFre kuov ibt 

Al'PI'. IHS:* TO 2.*TM 

1 Maiu'U iMMi. 

Total BBr^VTHpuoM ibt 
AI'Kit. »PD’> to 2Biir 
MaLOU IHVl. 

Total 

Tote I 
ueori a o 
IBOU'UI 

bt3l4tl 
inli'Hgti 
a irkeii. 

1 

ReCOlptS. 

i int ; 

1 liiile 
jwurbi'd. 

1 31eni! ! 
nnictifit i 
' worut.u ! 

i i 

KecuiptR. 

Per 1 
mile j 
worked. 

1 Mi.aii 

ntiinitue 
W'orhed j 

j 

1 total receiplM. 

1 __1 

Pit 

mile 

worked 

r«*r 

Week. 

M can 
tniica^re 
workoct. 

Toial rcfnipi.H. j 

i 

I’lsr 

1 miiu' . 
worKud j 
por i 
week. 1 

iniMfHMc* 111 
ibiiU’Ul. 


Rh. 

Uh. j 

j 


1 

K.R. 1 

Hk. 


Uk. 

Rb. 


Rb. 

Rfl. 

Ua. 

ilR. 

27} 

l,0Ut 

70 I 

i.._!!!] 


l.73l< 

01 

27} 

1.03 0J3 

73 

S7J 

•08.865 

1 

70 


5,13: 


* Audited up to weok uudinff 7tu February IHUl. 
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BENGAL Ai\D NOBTH-WESTEEN RAILWAY. 

(Ikoicdii Tixhoot Stjita RmwAT.) 


Approximate Met era of 'I'raffie for the week endiag 28lh March 1891, na 706 milts open. 



OoAcntae Taanic. 

HlBOKAIOiaX ASD MMBXAI. 
Tbaiiio. 

jOtbor earainga 


Taamc Taaix-xiLa, bos. 


Number of 
poawenKerii, 

Coaching 

reoeipti. 

Weight 

carried. 

1 Raoeipla. 

1 iriehiding 
■Utaui>bottt. 

■ Total 

earniiigf. 

Coaching. 

Merrhan • 
dloe. 

Total. 

ttafflo for tliaaeek on 70S 

m 

Rh. 

Mue. 

H,. 

Rft. 

Rs. 




J8 open. 

r mile of railway . 

n,m 

31.010 

4,29,780 

66,480 

1 8>280 

94,770 

12,604 

U.38I 

27.4BS 

IQfW 

43*09 

009*08 

78*70 

11*74 

134*43 

imioui 119 wmki of half- 








. 

r ... ... ... ••• 

1.005,030 

4,47,380 

48,58,800 

0,31,800 

84.800 

11,73,840 

147,070 

182,033 

i SSO.TIO 

Total for 129 woeki ... 

1,(176.240 

4.76.S90 

62,88,680 

0,87,340 

1,02,880 

Vi,OS,010 

150,683 

107,017 

.367,200 

OOHPAKieoV. 

AudiMjlguret. 










lot uorreepoiidttiK week of 
yiotti yeiir on &40 miles 




49,148 







117.134 

63.573 

3,86,403 

10.007 

1,12.728 

0,673 

17,911 

«?,«« 

!iUe of oorreaponding week 
)rovioue year. 

IHO'48 

8S'S4 

69S'84 

76*73 

16*42 

17.TG0 




to oorreaponding date of 




0,84,241 






^ioue year . 

1,100,303 

6,00,717 

48,42,211 

95,073 

12,80,031 

124,607 

228,702 

353.290 


* titeam-buat eamitiffi for the week Be. 7,S8fl (a) Train mileiuce flKiircM for tho weok ;•» 

l)ttto ditto to date 67,48(> IfmiKui A N.-W. St'ctiuii. Tirhoot Bt^ctiun. 

NoiK.—Aiodhya bridse earuinffM for the wook ouwh ,, 1.12K) Oeachiug ... ti,Uh7 


vittu 

ditto 

adjustnunit 

n 9^ 

Goods 

6,760 

8,234 

<• 

Ditto 

ditto 

to date 

2,030 
.» 17,808 

Total 

... 12.8W 

14,641 



FINANCIAL year. 

Approximate Statement of gross receipts of the Bengal and Morth- fVcsteni Railway. 


IfFTS FOB WEEK BNDIBO 
2ST11 HiBCH 1861. 

RBcaiPia inB \rBBE bbsibq 
iUTB Mabcu 1)I.9U. 

Total bicbiptb fbob ibt 
AFIIIL 1890 TO 28TU 
March 18ui, 

Total bvcxipth from Iit 
April 18R9 to 

2 OTII MaUCU 1K90. 

Total 

! 

Toial 

I 

m Reoeipti. 

“•I 

Per 

mile 

worked. 

Mean 

niiimige 

worked. 

1 Reoeipti. 

1 

per 1 
mile 
worked. 

Mean 
mileage 
worked.1 

1 

; 1 

1 Total receipts.^ 

Per 
mile 1 
workod I 
per j 

1 w«*ek. I 

Mean 

milel^ce 

worked. 

TocaireoeiptH. 

Per i 
mile 
worked 
per 

week. 

increase in 
IH90-91. 

dooreoiiciin 

1680.91. 

I El. 

Ri. 


Uh. 

Ks. 


Rs. 

1 

Ri. { 


Ua. j 

Rs. j 

1 

lit. 

El. 

94,770 

134*43 

649 

].l*i,728 

173*09 

085 j 

46.41,436 

128*20 1 

849 

41,52,057 

1.12*28 ! 

89,378 



EnrninKS of B. anil N.-W. 8«itimi. Kamiti(f» of Tirhoi t Sootion. 


Coaching 

iioods 

Other earning* 

)Week uiiding 28-3*01. 

Be. 

12,8i>0 

... 27,870 

6,S80 

Week ending 20-3>60. 
Be. 

34,260 

21,098 

8.493 

Week ending 28-3-91. 
Rs. 

18.210 

28.210 

S,(M)U 

Wouk emtiuK 29-3-90, 
He. 

19,314 

»8,95() 

3.514 

To4al 

... 46.S60 

61,850 

49.420 

50,878 
























APPENDIX TO 


The Calcutta Gazette. 

WEDNESDAY, APRIL 1, 1891. 


GOVERNMENT OP BENGAL,—MARINE DEPARTMENT, 


KOTIFICATIOJS’ JNo. 80 Marine. 

The 80lh March 1891.-—The following draft of rulea, which it is proposed to issue under • 
section 29 of Act VI of 1884 (as amended by Act XIII of 1891), for the grant of certificates 
*of service to serangs and second class engine-drivers of inland steam-vessels, is published for 
general information. These rules will be taken into consideration on the expiry of a month 
from the date of their first publication in the Calcutta Gazette, and the Lieutenaut-Uovernor 
will receive and give due attention to any objections or suggestions which may be made by 
any person within that period. 

J. M. McNeILE, CoL, R.K., 

Secretary to the Government of Bengal. 


1. A certificate of service will be granted to any person who has served as a serang or 
as an engine-driver of an inland steam-vessel bnfore the first day of April 1890, and who, in 
the opinion of the Local Government, is qualified for the duties which such certificate will 
eutitle him to perform. 

2. Applications for certificates of service must be made upon the appropriate form 

[Certificate of Service 1^, and must be submitted to the Port Officer of Calcutta, together 
with the applicants’ testimonials and any other evidence which they may have to offer in 
respect of their qualifications. * 

8 . A fee according to the following scale shall be paid for each certificate of service 

Kb. 

Serang ... ... ••• ••• 5 

Second class engine-driver ... ... ... .•■ 5 

4. Certificates of service shall be made and issued in the forms hereunto annexed. 

5. Every certificate of service shall be made in duplicate, and one copy shall be 

delivered to the person entitled to the certificate, and the other shall be kept and recorded by 
the Port Officer of Calcutta. ^ 
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Form A. 



tltc ^aitourablc the gicutcnant-iiaUcritar of 


Sobtrnmtnt of 
Scnaal. 


Ctrtiftrate of ^tr&ia 




SERANG OF AN INLAND STEAM-VESSEL UNDER ACT VI OF 1884. 


^^0 




Aas been prareil lo the aatisfaetini of the Loral Government that you have served as Serai 


Inland Steam-vessel before the first day of Aprsl 1800, and that you are qualified to fulfil the duties of Serang of an 
Steam-vessel, Ido hereby grant you this CERTIFICATE OF SERVICE as such Strang. 


Q'.cen under my Hand and Seal. 


By order of the Oovernment of Bengal, 


, Under-Seeg. lo the Govt, of 

This -- day of - --18- 


Endorsement on Form A. 

fto. of gftrtifiraff 

Bearer - son of —-- by caste - 

Bate* and Place of Birth showing Village, Thana, and Bistrict —- - 

Residence showing Village, Thana, and BUtrirt ——- 

Seight -——- -- - --— - 

Personal description, stating particularly any permanent marks or soars - 

Signature .— . ...— 

Any Seraug who fails to deliver up a Certificate which has been cancelled or suspended is liable to a penalty not s 
Rs. BOO. 

JV. B.—Any person other than the owner thereof becoming possessed of this Certificate is required to transmit it for\ 
the Government of Bengal. 

Issued at Calcutta on the - day of —- 18-. 

Registered, 

Port Officer sf Calc 


■ * ii aut kaown oxactl; miut be stated on the best iufonnatioa or eTidenoe available. 
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Form B. 



tJu the gmttennnt-^ohcrnor of Jpciigal 


Sobtmmcnt at 
^.tguL 


Calificaie fff ^trfiicc 


AS 


SECOND CL\SS ENGINE-DRIVER OF AN INLAND STEAM-VESSEL UNDER 

ACT VI OF 1884. 




it 6e<!« froveA to the tath/acUon of the Loeal Oovernment that you haue terved as Enyiue-driver 

an Inland Steam-vessel hefore the first day of April J890, and that you are qualified to fulfil the duties of Sreond Class Engine- 
•iver of an Inland Steam-vessel, I do hereby grant you this CEETIEICATE OF SEE VICE as such So«ond Class Engine-driecr. 


Oiven under my Hand and Seal. 


By order of the Government of Bengal, 


'his 


- day of. 


18 


Undtr-See.y. to the Govt, of Bengal. 


Endorsement on Form B. 


p. uf feriiftcatt mMAksiM 

leaver - son of - - — hy easts - - - 

lute* and Place qf Birth showing Village, Thana and District— -— 

tesidenee showing Village, Thana and District --- 

leight --------- 

'ersonal description, stating particularly any permanent marks or scars - 

ignature - 

tsued at Calcutta on the - day o f . . .18- 

Any Engine-driver who fails to deliver up a Certificate which has been cancelled or suspended is liable^o a penally not 
teeeding Be. COO. 

N. B,—Any person other than the owner thereof becoming possessed of this Certificate is required to transmit it forthwith to ths 
hteemment of Bengal. ^ , 


Registered, 


■ Port Officer of Calcutta. 


It not knowo oucti; miut ba alated on tbo buat iulormalion or aridoaca nTnUabl*. 
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s 

NOTIFICATION No. 81 Mmim. • 

The 30th March 1891.—The following draft of rnlea, which it ia proposed to istM under 
uotion 29 of Act VI of 1884 (as amended by Act XIII of 1891), for the grant of oertifloatea 
of competency to serangs of inland steam'Vessela, is publiBhed for general information. 
These rules will be taken into consideration on the expiry of a month from the date of 
their first publication in the Calcutta Gazette, and the Lieutemant>Gorernor will receive 
and give due attention to any objectiona or suggestions which may be made by any person 
within that period. 

J. M. McNbili, Col., B.B., 
Secretary to the Governm^t of Benyal. 


Qualificatione for Certificates of Competency as Serangs. 

1. Candidates must make their applicatious upon the appropriate form fExu. £i) which 

must be filled up at the Port Office. ^ 

2. Examination in colours. —All candidates for certificates of competency must first he 
examined iu colours. 

3- A candidate for a certificate as serang of an inland steam-vessel must not be lesa 
ft an twenty-one years of ago, and must produce satisfactory certificates of sobriety and 
intelligence, and that he has served one year on a steam-vessel, and shall be examined 
vtvd vooe as to his knowledge in the following subjects 

The rules of the road. 

Ihe management of small inland steam-vessels. 

4. ^ The fees are as follows :_ 


Serang 

Benewal of a certificate 


fis. 

5 

3 


h.re '.to •“•"S' 'l-ll b" ».d. .od i..„cd io the fo™. 

Wfli; f*'and one copy shall be 





AFfBNDlSE TO TJ^ ft ^LPTOTTi. ly 



ioiinnment of 
$«ngol. 


€frtifiratf of dmnptieiKg 


SERANG Of AN INLAND STEAM-VESSEL UNDER ACT VI OF 1884. 


%0. 


fisihercas it been reported to ae IAo„tenant.Oovc.rnor 6een found, after eramin. 

ition, duly qualified to r,.lfiHke duties of Sevang qf an Inland Slcam-vessel, under Act VI of mi. I do hereby grant you thi, 
CERTIFICATE OF COMPETENCY as suck Sevang. 


OiBCH unde: ly Hand and Seal. 


By order of the Qocernmenl )f Bengal, 


day of . 


Z/ndcr’Secy, to the Govt, of Bengal, 


Po. of fetificatf/4. 


hy easte- 


^ate* and Place of Birth lowing Village, Uana and 

'.endence. showing Village, Thana and District ___ 

leight ■ ------- 

ersonal description, stating particularly any permanent marks or sears _ 

'b. of Register Ticket --- 

ignature ——_____ 

Issued at Calcutta on the— _. « 


day qf- 


Eegistered, 


* " '‘“ow eweliy «nn»l 1« .lited on ih* b..t mtormtion 


or eridtnoonTBiijiblB. 


Port Officer qf Calcutta, 
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NOTIFICATION No. 82 Marino. 

The 30lh March 1891.—The following draft of rules, which it is proposed to issue under 
section 29 of VI of 1884 (as amended by Act XIII of 1891), for the grant of certiUcates 
of competency to second class engine-drivers of inland steam-vessels, is published for general 
information. These rules will be taken into consideration on- the expiry of a month 
from the date of their first publication in the Calcutta Gazette, and the Lieutenant-Governor 
will receive and give due attention to any objections or suggestions which may be made 
by any person within that period. 

S.M. ItfcNaiLE, Col.^, R.B., 
Secretary to tie Government of Bengal, 

Qualifications for Certificates of Competency as Second Class Engine-drivers. 

1. Candidates for examination must make their application upon the appropriate- 
Form (Exn. Zb), which must be filled up at the Port Office. 

2. A candidate for a certificate of competency as second class engine-driver must have 
attained the age cl twenty-one years. 

3. lie must have served an apprenticeship of at least four years if in India, or three 
years in the United Kingdom, and have served fur one year in the engine-room of a steamer. 

Or he must have been one year principal tindal in the engine-room of a steamer under a 
certificated engineer or first* class engine-driver, or have been for one year in charge of the 
engine of a factory or mill under a European manager or engineer. 

4. Ilamust pass a viva voce examination before the Board of Examiners as to the work¬ 
ing of an engine and the use of its diflereut parts. 

5. Ho must be able, if required, to show his practical qualifications by one week's trial 
in a steamer after fulfilling the other tests to which he will be subjected. 

G. The fees are as follows :— 

Rs. 

Second class engine-driver ... ... ... ... 5 

Renewal of a certificate ... ... ••• ... 3 

7. Certificates of competency of second class engine-drivers shall be made out and 
issued in the forms hereunto annexed. 

8 . Every certificate of competency shall be made in duplicate, and ono copy shall be 
delivered to the person entitled to the certificate, and the other shall be kept and recorded 
by the Port Officer of Calcutta. 
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tSobcrnmcnt ot 
Bengal. 


Calificate of €iorajpctfii(g 

AS 


SECOND CLASS ENGINE-DRIVER OF AN INLAND STEAM-VESSEL UNDER 

ACT VI OF IM84. 



SSIITCTCAS it haa been reported to the LieiUenfiat-Oorernor of lUmpd ihot j/oa b.ioe been found, of/er e.raminn- 
n, duly qualified to fnlfil the dnlica of Seeond (Jhtaa Knfine driver of an fnhtnd Steam ueasrl. I do herihii, in pnrauam e of 
t YIof grant you thia CJ'l/t'I'fFIdATJS OF (KiXU'lUTFNCY aa sneh Seeond Ctaas Fnginr driver. 


Given under my Jlund and Seal. 


lly uiuir of ll,i: Goreniment of iSenyat, 


IS 


- day of-. . 


jtO'. of 





Uuder-Sevy. to the Govt, of Beiiyal. 
__ 18--- . 


irer _ son of _ by raaie _ 

U* and Place of Birth showing Village, Thana and District ___ 

ddenee showing Village, Thana and District _ 

ght _!- 

‘sonal description, stating particularly any permanent marJes or tears 

of Segistcr Ticket __ 

nature ___ 


Any Second Class Engine-driver who fails to deliver up a Certificate which hat been cancctlod or suspended is liable to a 
illy not exceeding Bs, SOU. 

N, B.—Any ^rton other than the owner thereof becoming possessed of this Certificate is required to transmit it forthwith lu 
Government of Bengal. 

ed at Calcutta on the _ day of^ _ 18 _ 


Eegistered. 


Pprt Offieefof Calcutta. 


* II xiofc known oxactlj, must bo iitated on the best infonnation or ovi&onoo availablb. 
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The Slst March 
infurmatiun. 


[First Publication.] 

NOTIFJCATJON No. 83Mno. 

1891.-—The following Notice to Mariners is published for general 

J. M. McNEIIiK, Col., B. 1 ?., 
Secretary to the Government of Bengal, 


GOVERNMENT OF BENGAL, MARINE DEPj^RTMENT. 
NOTICE TO MARINERS—(No. 59). 

BAY OF BENGAL. 


MAI.ARAn C.OAPT. 


Calicut anchorage buoy replaced. 

The Presidency Port Officer, Madras, llirongli the Director of the Indian Marine has 
given notice, that Calicut anchorage buoy has been replaced in position. ’ 


By direction of the Government of Bengal, 


Port Office, Calcutta, the 2G/A March 1891. 


A. J. B. Milnek, 

OJfg. Port Officer of Calcutta. 


NOTTFIC’ATIO.N No. slMne. 

77«; 81.'?/ March 1891.—The following Notice to Alarincrs is published for general 
inforination. 

J. M. McNeILB, Col., R.E., 

Secretary to the Government of Bengal. 

GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 60). 

BAY OF BENGAL. 


CniTTAGONO COAST. 

Noalihali crossing buoy removed. 

The Port Officer, Chittagong, has given notice, that the Noakhali crossing buov Chitf* 
gong riv. r, has been removed, as it is no longer required. Ships should steer with Track 
Marks No. Ill ou. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offitj. Port 0nicer of Calcutta 

Pour Office, Calcutta, the 26/A A/«rcA 1891. v aj t^aicuita. 


rSocond Publication.] 

NOTIFICATION No. fi7Mno. 

The 2\st March 1891.—The following Notice to Mariners is published for general 
information. 

J. M. McNeile, Col., R.R., 
Secretary to the Government of Bengal'. 

GOVERNMENT OE BENGAL—MARINE DEPARTMENT. 

NOTICE TO MARINERS—QNo. 60). 

AUSTRALIA—SOUTH. 

Port Adelaide river. 

Beacons between Torrens island and Light’s passage, 

Thb Secretary, Marine Board, Port Adelaide, has given notice (No. 1 of 1891) that six 
(6) black cross-head beacons have been placed off the north bank between Torrens island 
and Light’s passage. . .' . 

These beacons mark the limit of silt deposit. 

Masters and pilots of vessels are cautioned not to go within the line of beacons. 

By direction of the Oorerument of Bengal, 

A. J. B. Milner, 

Offig. Port Officer of Calcutta, 


PoAT Officb, Calcutta, the 16/A March 1891. 
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the 2\it March 1891. 
information. 


KOTIFICATION No. 68Mna. 

F—The folioirihg Nofiee to Mariners ia puhliahed for general 

J. M. MoNbixb, Col., B.n., 
Secretary to the Government qf Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINEBS—(No. 61). 
AUSTRALIA. 


Fancy oroop. 

Derelict fioalvng in track of veatela near Percy group. 

Tan Portmaeter, Brisbane, has given notice (No. 2 of 1891) that a derelict is reported 
• to be floating in the track of vessels, and when last seen was bearing about west half (i) 
north from Point Onslow, South Percy island. 


By direction of the Government of Bengal, 


Poet Ofpice, Oalcotta, the 16th March 1891. 


A. J. B. Milner, 

Offg. Port Officer of Oalfiutta. 


NOTIFICATION No. 60Mne. 


The Uat March 1891.—The 
information. 


following Notice to Mariners is published for *gpneral 

J. M. McNrilr, Col., B.B., 

' Secretary to the Government of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS-(No. 62). 
AUSTRALIA-SOUTH COAST. 


Bass bteait. 

Cam Otway. —Intended re-exhibition of permanent light; and diacontinuanee of proviaional 

light. 

• With reference to Notice to MRiincrs No. 168, dated 3rd November 1890, issued 
by this Office, the British Admiralty has given farther notice (No. 88 of l89l) that on 1st 
April 1891 (and not about the month of August 1891 as previously stated) the permanfbit 
light will be re-exhiuited ; and the provisional light discontinued 

Cape Otway permanent light will bo a group flashing while light showing three fiathee 
every minute, visil.le from the bearing of li. by S., through north, to W. i S., and should be 
seen in clear weather from a distance of about 24 miles. 

The illuminating apparatus will be dioptric, or by lenses of the first order. 

The stone light-house remains unaltered. The red danger light will be exhibited as 
heretofore. 

{Variation 8® Eaeterly in 1891.) 

* By direction of the Government of Bengal, 

A. J. B. Milner, 

Offif. Port Officer of Calcutta. 

Poet Orricn, Calcutta, the 16fA March 1891. 


NOTIFICATION No. 70Mno. 

The 2I«f March 1891.—The following Notice to Mariners is published for general 
information. 

J. M. McNeILB, Col., E.B., 
Secretary to the Qovenxment of Bengal. 

GOVERNMENT OF BENGAL-MARINE DEPARTMENT. 

NOTICE TO MARINEBS—(No. 63). 

AUSTRALIA. 

Aeayura sea. 

’ Victoria shoal unaueceeafully searched for. 

The following Notice to Mariners (No. 84 of 1891), issued by the British Admiralty, is 
republished 

Victoria shoal, charted as lying in approximately lat. 9® 13' S., long. 181® 26' E., was 
searched for daring two days under favourable conditions of weatheV; a ^adrilaterai area, 
extending about 10 miles in an east and west direction, with a breadth of ^ont 6 miles, over 
and around the reported position of the shoal, was sounded, the depths obtained being 120 to 
170 fathoms; and no indication of shoal water was observed. 
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Conaeqaent on this examination, and an examination made by H. M. Surveying Vessel 
Rambler in ISM?, the rock has been removed from the Adipiralty Charts, and Site of 
Victoria shoal •unsuccessfully searched for has been placed near the position. 

« 

SsaWATTI ISI,sNDS. 

Particulars of Brisbane island, 

Brisbane island (apparently lying near the south-east edge of an extensive ares of shoal 
ground and scattered islets), with clumps of trees about Ilf' feet high, extends about 
1| miles in a north-west and south-east direction, with a bre&dth of about 4 cables ; a coral 
reef, drying at low water, with a narrow opening for small vessels about 3 miles northward 
of the island, fringes it seaward to a distance of about 5 cables ; a small islet, with bushes 10 
to 15 feet high, lies about 6 cables south-west of tiie island. 

The south extreme of Brisbane island, which may be recognized by a conspicuous bush, 
wasn^determined by reliable observations on board the Egeria, to be situated in lat. 8** 21' S., 
long. 128“ 30' E. 

Eastern arcbifbi.ago. 

Position of Emma rocks or bank. 

Emma rocks, charted as lying in lat. 7“ 51' S., long. 117“ 19' E., were sighted at the 
distance of about 5 miles,,and appeared as a sandbank. The approximate position, deduced 
from astronomical observations on board the Egeria, is lat. 7° 51' S., lung. 117“ 16' E., or 
about 4 miles south-west of th8.t previously charted. 

Consequent on the foregoing, the E. D. near Emma rocks has been removed from the 
Admiralty Charts. 

Non~existence of discoloured water. 

The “discoloured water" reported by II.M.S. in 1867, in lat. 6“ 21'S., 

long. 112“ 19' E., was passed without being seen : and as it is not shown on the Netherlands 
Government charts, nor known of by the Naval Authorities at Surabaya, it baa been 
expunged from the Admiralty charts. 

. Gakimata strait approach. 

Hector bank, Stephan reef, and Emerald shoal unsuccessfully searched for. 

Hector bank (lat. 3° 46' S., long. 110“ 7' E.), Stephan reef (lat. 3“ 6' S., long. 109“ 
16' E.), and Emerald shoal (lat. 1“ 0' S., long. 107“ 3' E.) were searched for unsuccessfully, 
but, considering the circumstances of the original reports, and the small size of many known 
dangers in these waters, they are all retained on Admiralty charts. 

By direction of the Government of Bengal, 

A. J. B. MiLNsa, 

Offg. Port Officer of Calcutta. 

Port Omex, Calcutta, the 16fA March 1891. 


NOTIFICATION No. 7SMno. 

The 24/A March 1891.—The following Notice to Mariners is published for general 
information. 


J. M. McNbilb, Col., B.a., 
Secretary to the Oavernment of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 


NOTICE TO MARINERS-(No. 64). 
AUSTRALIA. 


Moreton bay. 

Etw ru.'vey—Entrance to North or Howe Channel. 

Tbb Portmaster, Brisbane, has'^given notice (No. 3 of 1891) that the south-east extreme 
of the North banks has grown to the eastward about one-tbird ol a mile, and a small aaud 
patch, with only 18 feet on it at low-water ordinary spring tides, and extending 2 cables 
S.E. by E. and N.W. by W., has been discovered about a cable to the westward of the line 
of leading lights. Cape Moretou light-house bears from this patch S.E. by E. | E. 
easterly. 

Vessels (ising the North Channel must therefore be careful not to get to the west¬ 
ward of the liue of leading lights when nearing this danger. 

By direction of the Government of Bengal, 

A. J. B Milnbr, 

Offg, Port Officer qf Calcutta, 

Port Offics, Cauiutta, the 23r<f March 1891. 
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NOTIFICATION No. 74Miie. 

TAe 9Uh March I891.-»The following Notice to Mariner* is published for general 
information. • 

J. M. McNrilr, Col., a.*., 

* Seeretarjf to tie Government oj Bengal. 
GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTIOB TO MARINERS—(No. 66). 

• CHINA. 

" ’ PoBMOSA—W EST COAST. 


Discontinuance of Fort Zclandia light, and exhibition of Amping light, 

Thb British Admiralty ha* given notice (No. 91 of 1891) that on 8rd NoTtmbcr 1890, 
Fort Zelandia light was discontinued; and that on the same date a new light, to be known 
m Amping light, was exhibited from an iron frame mast, painted white, erected about 840 
yards in a N.W. by W. direction from the large tree in Fort Zelandia 

Amping light is n fixed white light, visible from the hearing of S. 88° W., through east, 
to N. 51° W., elevated 32 feet above the sea, and should be seen in clear weather from a 
diitance of lU miles. 

The illuminating apparatus is dioptric, or by lenses of the sixth order. 

Approximate position on Admiralty Charts: lat. 23° 0' 25" N., long. 120° 9' 50" E. 

Note.— During the north-east monsoon vessels may anchor in GJ to 6 fathoms, with 
Amping light bearing between N.E. j; E. and N.£. by £. ^ E. During the south-west 
monsoon the best aoedtorage will be found in 6 to 7 fathoms,'with the light bearitig>about 
N.E. i N. 

(Varidtion nil in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Ofig. Port Officer of Calcutta. 

Port Orrics, Calcutta, the 23rd March 1891. 


NOTIFICATION No. 75Mne. 


The nth March 1891.—The following Notice to Mariners is published for general 
information. 


J. M. McNeII.E, Col., R.R., 
Secretary to the Government of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTIOB TO MARINERS-(No. 66). 

NORTH PACIFIC OCEAN. 

Samowicu Island 


Non-existence of sAoat reported to extend off Laeloa or Barber Point. 

'With reference to Notice to Mariners, No. 565 of 1890, that a shoal hud been reported 
to extend a considerable distance southward of Laeloa or Barber point, the south-west 
extreme off Oahu, the British Admiralty has given further notice (No. 92 of 1891) that the 
following information has been received from Commander C. T. Turner, H.M.S. ^ymphe, 
the result of recent examinations made of the locality : — 

Ou 29th November 1890, from a position about 4 miles southward of Laeloa or 
Barber p dnt, the Nymphe steered towards the light-house on that point, with look-outs 
on deck aud aloft; the day was bright with a moderate southerly swell, ^pd any danger 
would have been seen to break ; the lead gave no bottom at 80 and 70 fathoms until the 
light-house bore N. | W., distant about 2 miles, when a depth of 85 fathoms (sand and 
coral) was obtained; with the light-house on nearly the same bearing and distant about 
14 miles the water shoaled quickly to about 14 fathoms; and to 5 and 3 fathoms at the 
distances of one mile and 7 cables respectively; other soundings extending about 
miles both northward aud eastward of the point gave similar depths at a somewhat less 
distance from the land. 

Ou 2ud December further examination was made in the Nymphe and her steam cutter, 
when although there was no wind aud only a alight swell, the surf broke in about 8 fathoms 
from the sudden shoaling, the sea probably breaks in much deeper water with southerly 
galea. The edge of the shoal ground, about 1| miles southward of Barber point, and in 
about the depth^of 2d fathoms, is well marked by change in the colour of the water; the 
point itself is very low. 

Consequent on this examination, the Cautionary note:— “ A shoal is reported *to 
extend off Barber point," has been removed from the Admiralty Chart. 

{Variation 9° Easterly in 1891.) 

• • 

By direction of the Government of Bengal^ 

A. J. B. Milnek, 

Offg, Port Officer of CalcutUs, 

Port Omoa, Calcutta, the 23rd March 1891. 
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If (mFJcuTiim mo. 

The 244i Mareh 1B91.—The following Notiw to Meiiaora w pnUuAiedl for geneni 
informative. 

J. M. McN'iII.B, Ool., M.M., 
Secretary te U» Government Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTICE TO MABINBBS—(No. 67). 


CHINA. 

Kudat harbour 
Thk followiug Notice tt 

10 republished;— _ . -bi o ts xt a 

Informntion has been received from Lieutenant and Commander E. Rasoo, 

Plover, dated 13th January lHUI,thata light-house is in course of construction on Sandi* 
lands rock, Kudat harbour entrance, and from which a light will shortly be exhibited 

Sandilaxds rock light will be a fixed light, showing sectors of white and red light, 
elevated 7 feet above high water, and should be visible in clear Weather from a distance of 
about 6 miles. 

The light-house, erected on piles, will be about 10 feet high. 

Approximate positiSn : lat. 6® 52' 20*’ N., long. 116° 52' h* E. 

Also, that on the exhibition of Sandilands rock light the fixed white light on the fort at 
Kudat, will be discontinued, and the fixed red V\^t on the jetty will be so screened, that 
on ifli becoming obscured when entering the harbour, the course may be altered towards the 
jetty on the bearing the light was lost sight of. , 

By direction of the Government of Bengal, 


Bonseo —north coast. . 

entrance— Iniendedfxed Ufhf on Sandtfands rt^t. 

> hfariners, issued by the British Admiralty (No. 100 Qt 1891), 


PoBT Orrica, CALCurrA, the 23rd March 1891. 


A. J. B. Milner, 

Offg. Port Officer of Calcutta. 


[Third Publication.] 
notification No. 62Mne. 


The 16/h March 1891.—-The following Notice to Mariners is published for general 
information. 


J. M. McNxilb, Col., R.B., 
Secretary to the Government of Bengal. 

GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTIOE TO MARINBES—(No. 47). 

JAPAN. 

YeEO island-WRST COAST. 

Harbour tight at Maski. 

Tnu British Admiralty has given notice (No. 68 of 1891) that on S5th December 
1890 a harbour light would be exhibited from a light-house erected at the town of Maski 
(Mashibe) :— 

Maski harbonr light is a fixed white light, visible through an arc of 207®, or from the 
bciaring of N. 86° E., through south, to N. 67° W. It is elevated 134 feet above the sea, and 
sh ottld be seen in clear weather from a distance of six miles. 

The light-house, 16 feet high, is a square wooden tower, painted white. 

. Approximate position, lat. 43® 50' N., long. 141® 30' E. 

( Variation 6® Westerly in 1891.) 

By direction of the Government of Bengal, 

A. J. B, Milne*, 

- Offg. Port Officer (fCaieiata. 

Pow.T OmcB, Calcutta, the lOlA March 1891. 


*lTOTmCATION No. eSMue. 

I7’ie 16fA March 1891,—-The following Notice to Mariners is publishdd for general 
inform! vtion. 


J. M. McNbilb, Col., K.B., 
Secretary to the Government <f Bengal. 

GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

MOTIOE TO MARINERS—(No. 48). 

AUSTRALIA—NORTH COAST. 

Torres strait—Mount Adolphus island. 

Ltes depths found on Quetta and Mid rocks. 

Wi'i;h. reference to Notice to Mariners No. 189, dated the 22nd September 1890, inned 
by this ocffice, the British Admiralty has given farther notice (No. 71 of 1891) that in con¬ 
sequence of a minute searcb.in the coarse of a morvey of the vicinity it hae been found that 
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Quetta rock has a depth of ft feet over it at low water apriug tidea, instead of fathoms as 
hitherto charted. 

Position, lat. 10* 40' 6* ,S , long. 142“ 88' 5“ E. 

Also that Mid rock has a depth of 7 feat over it at low water spring tides, instead of 
2 | fathoms, as hitherto stated. • 

Position, lat. 10“ 40' 29 “ 8., long, 142“ 36' 6“ B. 

By direction of the Governinent of Bengal, 

> A. J. B. MiLNsn, 

. Officer of Vatcutta. 

Poet Orrtcs, Calootta, the’lOth March 1891. 


NOTIFICATION No. 64.Mne. 


, The 16/A March 1891.—The following 
information. 


Notice to Mariners is published for general 

J. M. McNniLc, Co/., a.s., 
Secretary to the Government of Bengal. 


GOVERNMENT OP BBNQALi, MARINE DEPARTMENT. 
NOTICE TO MARINERS—(No. 49). 

SOUTH INDIAN OCEAN. 


Cocas or Keeling islands. 

Port RErooE—Cora/ patch on south side of entrance. 

The following Notice to Mariners, issued by the British Admiralty (No. 76 of 1891), is 
republished:— 

Information has been received from the Naval Commander in Chief on the China 
station that H. M. S. hedpole, drawing 13 feet, touched on and passed over some branch 
coral on the south side of entrance to port Refuge, lying with the west extreme of 
Direction island bearing N.E. i N., and the centre of Workliouse island E. by N., distant 

miles. 

Approximate position, lat. 12" 6' S., long. 96° 52' 25*'E. 

As it is probable that the coral on which the Redpole touched is connected with the 
reef southward of it, the danger line on the Chart and Plan has been extended outwards 
encircling the position. 

Note. —The channels between the reefs in port Refuge arc overgrown with a dark 
weed, which gives the bottom the appearance of coral, even when it is sand. The wreck of 
an iron vessel (very conspicuous) lies on the reef on the western side of the entrance with 
the centre of Workhouse island bearing £. ^ S., distant miles. It is stated also, on 
local authority, that coral heads with only a few feet water ou them exist on the reefs both 
northward and southward of the port. 

{Variation 1“ Westerly in 1891.) 

By direction of the Oovernment of Bengal, 

A. J. B. Milner, 

Offig. Port Officer oj Caleutta. 

Post OnficB, Oalootta, the 10/A March 1891. . 
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GOVERNMENT OP BENGAL,—MARINE DEPARTMENT. 

rSeoond Publication,] 

NOTIFICATION No. 83Mno. 

The Sl«< March 1891.-—The following Notice to Mariners is published for general 
ttiformatioii. 

J. M. McNeilb, Col., K.E., 
Secretary to ike Government of Bengal, 

GOVERNMENT OP BENGAL. MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 69). 

BAY OP BENGAL. 

* MalagaK coast. 

Calicut anchorage buoy replaced. 

Thk Presidency Port Officer, Madras, through the Director of the Indian Marine, has 
gi\ca notice, that Calicut anchorage buoy has been replaced in position. 

By direction of the Government of Bengal, 

A. J. B. Milneu, 

OJfg. Port Officer of Calcutta. 

Port Office, Calcutta, the 2Qth March 1891. 


NOTIFICATION No*. SlMno. 


The March 1891.—The following Notice to Mariners is published for general 
information. 


J. M. McNeilk, Col.^ R.E., 
Secretary to the Government of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 60). 

BAY OF BENGAL. 

CniTTAOONO COAST. 

Noakhali crossing buoy removed, • 

The Port Officer, Chittagong, has given notice, that the Noakhali crossing buoy, 
gong rivi-r, has been removed, as it is no longer required. Ships should steer with Tract 
Marks No. Xll on. 

By direction of the Government of Bengal, 

A. J. B. Milmek, 
fori Officer of Ca>cuitu. 

Fort Officb, Calcutta, thf 26lh March 1891. y • 
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[Third Publication! 

NOTIFICATION No. 67Mne. ' 

The 21st Jifaj'ch 1891.—Tlie following Notice to Mariners is published for general 
information. 


J. M. McNbILB, Col., R.B., 
8t&retary to the Government of Bengal. 


GOVERNMENT OP BENGAL—MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 60). 

AUSTRALIA—SOUm. ' 

Port Aublaidb kiver. 

Beacons between Torrens islanil and Bight's passage. 

The Secretary, Marine 'Board, Port Adelaide, lias given notice (No. 1 of 1891) that six 
(C) black cross-head beacons have been placed off the north bank between Torrens island 
and Jji"lit'’s passage. 

These beacons mark the limit of silt deposit. 

Masters and pilots of vessels are cautioned not to go within the line of beacons. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Pout Office, Calcutta, VAf 1G//i March 1891. 


NOTIFICATION No. 68Mne. 

The 2\sl March lH9l.—The following Notice to Mariners is published for general 
information. 


J. M. McNeile, Col., K.B., 
Secretary to the Government of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 51). 

AUSTRALIA. 

Percv R]!Oi:jg. 

Derelict floating hi track of vssels near f'ercy group. 

The Portmaster, Brisbane, has given notice (No. 2 of 1891) that a derelict is reported 
t.) 1)0 floating ill the track of ve.sscls, and when last seen was bearing about west half i^) 
north from Point Ouslow% South Percy island. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Port Office, Calcutt.v, the lOth March 1891. 


NOTIFICATION No. 69Miie. 

The 21sl March 1891.—The following Notice to Mariners is published for general 
information. 

J. M. McNeILE, Col., R.E , 
Secretary to the Government of Bengal. 

GOVERNMENT OF BENGAL, MARINE DEPAllFMENT. 

NOTICE TO MARINERS—(No. 62). 

AUSTRALIA—SOUTH COAST. 

Bass strait. 

C. 1 PE Otwav .—Intended re-exhibiiion of permanent light’, and discontinuance of provisional 

light. 

AVjtm reference to Notice to Mariners No. IG8, dated 3rd November 1890, issued 
by this Oflice, the liiitish Admiralty has given further notice (No. 83 of 1891) tnat on 1st 
April 1891 (and not ah .ut the month of August 1891 asi previously stated) the permanent 
light will be re-exhibited ; and the jj^rovisioual light diseoutinued - 

Cape Otway permanent light will be a group flasHng white^ light showing three flashes 
every minute, visilde from the bearing of K. by S., through north,*to W. i S., and should be 
scon in clear weather from a distance of about 24 miles. 

The illuminating apparatus will be dioptric, or by lenses of the first order. 

The stone light-bouae remains unaltered. Tae red danger light will be exhibited as 
heretofore. 

{Variation 8® Easterly in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Port Office, Calcutta, the \Qth March 1891. 
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K0TIFICATI03S Ko. ToMuc. 


The Z\8l March 1891.—The foUowiug 
iDformation. 


Notice to Mariners is published for general 

J. M. McNeils, Col,, r.k., 
Secreiarf/ to the Government of liingal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
. NOTICE TO MARINERS—(No. 53). 

AUSTRALIA. 


Arafura sea. 


* Victoria shoal unsuccessfully searched for. 

The following Notice to Maiiners (No. 84 of 1891). issued by the British Admiralty, is 

republished :— 

Victoria shoal, charted as lying in approximately lat. 9“ 13'S., long. 131“ 3r/ K , was 

searnhed for during two days under favourable comlitions of weatber ; a quadrilateral area, 
extending about lU miles iu an cast and west du'eotioii, with a breadth of about 0 miles, <iver 
and around the rejmrted poi-itiou of the shoal, was sounded, the depths obtained being I JO to 
170 fathooiH ; and no intboation of shoal water was observed. 

Consequent on this exnmiiiati'm, and an examination made by 11. M, Surveying Vessel 
Rambler in I8s7, the rook has hoeu rem ived from the Admiralty (Jharts, and *• Site of 
Victoria shoal unsuccessfully searched for ” has been placed near the xiosilioii. 

RkRW'ATTI iSLANUS. 


Particulars of Brisbane island. 
llrisbane island (apparently lying near the sontli-east edge of an extensive area nf shoal 

^ . I . \ ’_;. ^.1..___ ..C 4....- ..I.- I \ r. I • I. _^ 1 » 



to To Eoct high, lies about (» cables soutli-west of tuc island. 

Tnc south extreme of Brisbane island, which may be reeogniz'd by a conspicuous hush, 
detormined by reliable ohseivaiioiis on board the Eyeria, to he situated in lar. 21' £3., 


was 

long. 1!18° 30 E. 


Eastern ARcnii’sr.Aoo. 


Posili'yn of Emma rocks or bank. 

Emma rocks, charted as lying in lat 7“ 51' S., long. 117’ 19' E., were sighted at the 
distance t>f about .5 miles, and appealed as a sandbank. The approximate prisitirm, deduco 1 
from astronoinioul observations on board the liyeria, is iat. 7“ 51' S , long. 117° 16' E., or 
about 4 miles south-west of that previously charted. 

Consequent on the foiegoing, the E. D. near Cnima rocks has been removed from tlie 
Admiralty Charts. 

Xfon-eiristence of discoloured water. 

The “discoloured water’’ reported by II.M.S. Salaiuawler in 1S07, In lat. 6° 21' S., 
long llil° 19*^ E., was passed without hoiug seen : ana as it is not sliown on the Netheriauds 
tioNernineut chans, nor known of by the Naval Autiiuritics at Surabaya, it lias been 
expunged Irom the Admiralty charts. 

CaUIMaTA strait AFI’ltOAClI. 

Jlector bank, Stephan feef, and Emcral I sku%l uusuecessfnlly searched for. 

Lleetor bank (lat. 3° 40' S., long 110° 7'E.), Stephan reef (lat. 3° 0' S, long. 109° 
1G' E) a>‘3 Emerald shoal (lat. 1° O' S., long. 107° 3' E.) were searched for luiKuenessrirfi , 
h t cousideiiug tbe eircumatances of the original reports, and the small size of many known 
darn'crs in these wato s, they are all retained on Admiralty charts. 

By direction of the Government of Bengal, • 

A. J. B. Mif.nkr, 

• Port Officer of Cadeotta. 

Port Office, Calcutt.!, the. 16/A March 1891. 
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NOTIFICATION No. 73Mno. 


The 24/A March 1891.—The following Notice to Mariners is published for general 
information. 


J. M. McNainK, Col., r.b.. 
Secretary to the Oorernmenl of Bengal 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS-(No. 64). 
AUSTRALIA. 


Mokuton bay. »• 

New fu.'vey—Entrance to North or Howe Channel. 

The Portmaster, Brisbane, has given notice (No. 3 of 1891) that the south-east extreme 
of the North banks has grown to the eastward about one-third of a mile, and a small sand 
patch, with only 18 feet on it at low-water ordinary spring tirle.s, and extending 2 cables 
S.K. iry E. and N.W. by W., ha.s been discovered about a eable to the westward of the line 
of lesding lights. Cape Moreton light-house bears from this patch S.E. by E, | E. 
easterly. 

Vessels using the North Ohanncl must therefore be careful not to get to the west¬ 
ward of the line of leading lights when nearing this danger. 

By direction of the Government of Bengal, 

. A. J. B. Mibnek, 

Offg. Fort Officer of Calcutta. 

Pc)i>T OrricE, Calcutta, the 23rd March 1891. 


NOTIFICATION No. 7lMno. 

The ‘IWi March 1891.—The following Notice to Mariners is published for general 
irifurmation. 

J. M. McNtai.R, Col., r.e.. 
Secretary to the Government of Bengal. 

GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTIOE TO MARINERS—(No. 55). 

GHINA.,^ 

Fokmosa—IV issr coast. 

!>iscon(.innance of Fort Zclandia light, and exhibition of Amping light. 

Tine British Admiralty has given notice (No, 91 of 1891) that ort 3rd Novimbcr 1890, 
Fort Zelauoia light, was discontinued; and that ou the snaio date a new light, to be known 
)i8 Amping tiuht, was e.vhibitcd from an iron frame mast, paiuted white, erected about 310 
yards in a N.W. by W. direction from the large tree in Fort Zelandia .* — 

Amping light is a fixed white light, visible from the bearing of S. 3S° W., through east, 
to N. 51° W , cl( vated 32 feet above the sea, and should be seen in clear weather from a 
di 'tanre of 10 miles. 

The illuminating apparatus is dioptric, or by lenses of the sixth order. 

Approximate position on Admiralty Charts : lat. 23® 0' 25" N., long. 120° 9' 50" Fj. 

Note. — During tire north-east moiisnou vessels may anehor in 5J to G fathoms, with 
Amping light bearing between N.E. | E. and N.E. by E. | E. During the soutli-west 
monsoon the best anchorage will be found in G to 7 fathoms, with ilie light bearing' about 
N.E. i N. • “ 

{^Variation nd in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Fort Officer of Calcutta. 

Port OrricE, Calcutta, the 23rd March 1891. 


NOTIFICATION No. 75Mne. 

The 2\th March 1891.—The following Notice to Mariners is published for general 
information. 

J, M. McNeilh, Col., B.K., 
Secretary iV the Government of Bengal. 

government of BENGAL, MARINE DEPARTMENT. 

NOTIOE TO MARINERS-(No. 66). 

. NORTH PACIFIC OCEAN. 

Sandwich Island 

Non-existence of shoal reported to extend off' Laeloa or Bather Point. 

With refer.noe to Notice to Mariner'^, No. 5G5 of 1890, that a shoal h.'id been leported 
to extend a consideiahle distance southward of Laeloa or Harbor point, the south-west 
extreme ofl’ Oahu, the British Admiralty has given further notice (No. 92 of 1891) tliat the 
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following information has been received from Commander C. T. Turner, H.M.S. f^ymphe^ 
the result of recent examinatfons made of the locality:— , 

On 29th November 1890, from a position about 4 miles southward of Laeloa or 
Barber point, the Vymphe steered towards the light-house on that point, with lonk-oots 
on deck and aloft; the day was bright with a moderate aontherly swell, and any danger 
would have been seen to break ; the lead gave no bottom at 80 and 70 fathoms until the 
light-house bore N. | W., distant about 2 miles, when a depth of 85 fathoms (sand and 
coral) was obtained; with the light-house on nearly the same bearing and distant about 
miles the ^ater shoaled quickly to about 14 fathoms ; and to 6 and S fathoms at the 
distances of one mile and 7 cables respectively; other soundings extending about 
miles both, northward and eastward of the point gave similar depths at a somewhat less 
distance from the land. 

On 2nd December farther examination was made in the HTymphe and her steam cutter, 
when although there was no wind and only a slight swell, tbo surf liroke in about 8 fathoms; 
^om the sudden shoaling, the sea probably breaks in much deeper water with southerly 
gales. The edge of the shoal ground, about If miles southward of Barber point, and in 
about the depth of 20 fathoms, is well marked by change in the colour of the water; the 
point itself is very low. 

Consequent on this examination, the Cautionary note;—“A shoal is reported to 
extend off Barber point," bas been removed from the Admiralty Chart. 

(Variation 9“ Easterly in 1891.) 

By direction of the (ioverumeiit of Bengal, 

• ^ 

' A. J. B. Miunsk. 

Offg. Port Officer of Calcutta. 

Port Officb, Calcutta, the 28rd March 1891. 


NOTIFICATION No. 7CMne. 

The 24/A March 1891.—The following Notice to Mariners is published for general 
information. 

J. M. McNeils, Col,, r.r., 
Secretary to the Government of Bengal. 

GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—/No. 67). 

CHINA. 

Borneo—north coa.st. 

Kudat harbour ev trance—Intended fixed light on Sandilands rock. 

The following Notice to Mariners, issued by the British Admiralty (No. 100 of 1801),' 
is republished :— 

Information has been received from Lieutenant and Commander E. Rason, H.M.S. 
Plover, dated 13th January 1891, that a light-house is in course of construction on Sanni- 
lands rock, Kudat harbour entrance, and from which a light will shortly be exhiidted ;— 

Sandilaxds rock light will be a fixed light, showing sectors of tohite and red light, 
elevated 7 feet above high water, and should be visible in clear weather from a distance of 
about 6 miles. • 

The light-houae, erected on piles, will be about 10 feet high. 

Approximate position : lat. 6® 52' 20*’ N., long. 116° 52' 5* E. 

Also, that on the exhibition of Sandilands rock light the fixed white light on thc^ fort at 
Kudat will be discontiuned, and the fixed red light on the jetty will be set screened, that 
on its becoming obscured when entering the harbour, the course may be altered towards the 
jetty on the bearing the light was lost sight of. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offjsr. Port Officer of Calcutta. 

Port Office, Calcutta, the 28rd March 1891. 
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NOTIFICATION No. S9Mno. 

The 7th April 1891.—The following Notice to Mariners is published for general 


information. 


F. J. Johnstone, 

Offff. Secretary to the Oovt. of Bengal, 
GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 61). 

CHINA SEA. 

Malay peninsula—East coast. 


Rumpin river entrance—Barbour light altered in colour. 

WiTn reference to Notice to Mariners, No. 86, dated IGth June 1890, issued by this 
oiUce, on the exhibition of a harbour light fixed red from a pole on the northern side of 
Rumpin (Bompin) river entrance, the British Admiralty has given further notice (No. 103 
of 1891) that on Ist February 1891 the following alteration w'ould be made in the colour 
of the light 

Rumpin river light is a fixed blue light. 

Approximate position : lat. 2” 46' N., long. 103'’ 30' E. 

By direction of the Government of Bengal, 


Port Ornca, Calcutta, the 6th April 1891. 


A. J. B. Milner, 

Offg. Port Officer of Calcutta. 


NOTIFICATION No. 90Mne. 

The 7lh April 1891.—The following Notice to Mariners is published for general 
information. 

F. J. Johnstone, 

Offg. Secretary to the Govt, of Bengal. 

GOVERNMENT OP BENGAL. MARINE DEPARTMENT. 

NOTICE TO MARINERS-(No. 62). 

CHINA SEA. 

Malay PBNiNauLA—E ast coast. 

Baiang river enfranee—Alterations in harbour light. 

With reference to Notice to Mariners, No. 58, dated the 5th May 1890, issued by this 
office, on the exhibition of a harbour light fixed red from a pole on the northern aide of 
Pahang river entrance, the British Admiralty has given further notice (No. 104 of 1891) 
that the following alterations have been made in the light:— 

Pahang river light is nfiaed white light, elevated 37 feet above high water, and should ' 
be visible in clear weather from a distance of 8 miles. It is shown from a wooden tower, 
33 feet high, painted black and white in bands 2 feet wide. 

Approximate position : lat. 3* 82' 30" N., long. 103® 27' 20" E. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Port Omox, Calcutta, the 6/A April 1801. 



notification No. . published for genera! 

4 .-V , 89 ,.-TL. Notice to M.rm.» » P“ 

inforBaaiioa^ J?, J. JoBtfSTOUB, , r> / 

<5^. Secretary to the Government of Bengal. 

QOVERNMENT OF BENOAL, MABINE DEPABTMENT. 

NOTICE TO MARINERS—fNo. 63). 

SOUTH PACIFIC OCEAN. 

Pesbbys island. 

Position of a dangerous reef. 

The following Notice to Mariners (No. 107 of 1891), issued by the British Admiralty, is 

republished:— i -r -■ • 

Information'has been received from Mr. R. Turpie, Master of the London Missionary 
Society's barque John Williams, that the reef north-east of Penrhyn (Tongareva or Man- 
gorougoro) island (marked on plan as “ Dangerous reef hereabouts") lies about 5 miles N. E. 

from the north point of the island :— i j • o 

Tliift dangerous reef, on which the British barque Flyxiig Vchuh was wrecked iii Sep- 
temher 1889, has been placed on the Admiralty Charts as FiJyimy Penns rre/, with two 
fathoms water on it, and marlted P. D. 

Approximate position : lat. 8° 54' S., long. 157° 55' W. 

• ("Variation 70® Easterly in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Ofg. Port Officer oj Calcutta. 

Fort Office, Calcutta, the Gth April 1891. 


NOTIFICATION No. 92M:ne. 

The 7th April 1891.—The following Notice to Mariners is published for general 

information. _ _ _ 

I F. J. Johnstone, 

O^g. Secretary to the Govt, of Bengal. 

GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTIOE TO MARINERS—(No. 64). 

CHINA SEA. 

Borneo—North-west coast. 

Eocky natch on north side of the channel between Laluan and Kuraman islands, and existence 

of sunken rock in centre of channel, doubtful. 

The following Notice to Mariners (No. 108 of 1891), issued by the British Admiralty, is 
republished for general information :— 

Information has been received from Lieutenant and Commander E. Rason, H. M. S. 
Plover, dated 19th January 1891, of the existence of a rocky paUli, lying on the north side 

of the ^channel between Lahuan and Kuraman islands. , ,, 

The rocky patch on the north side of the channel between Liabuan and Kuraman islands 
is about one cable in extent, and consists of three pinnacles, which dry 2 feet at low water 
soring tides, and have li to 2 fathoms between them, with 3i and 7 fathoms near its southern 
edge ^ It lies on the 5-fathomB line as heretofore charted (and which now has been extended 
southward of the rocky patch the distance of about one cable), with Kiamsan point, Labdan, 
hearinf' N. N. E. I E., distant 6i cables, and Bnrong islet E. i S. 

A^roximate position, lat. 5® 14' 40" N., long. 115® 8' 40" B. 

Also that soundings taken in the vicinity of the sunken rock, on which the P. and O. 
steam-vessel Formosa is stated to have struck in 1850, and charted as lying in the centre 
of the'channel between Labuan and Kuraman islands, or in approximately lat. 5° 14' 25" N., 
Ion'' J 15 ° y' 20 " E., gave a deptlf bf 33 fathoms at the distance of 1 cable eastward of the 
reported position, the depth gradually increasing to 40 fatholhs about 2i cables southward 
of It The existence of this rook therefore seems doubtful, and E. D. has been placed against 

it on the Admiralty Charts. e. , / • -lom \ 

{Variation 2 Easterly in 1891.) 

■ By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 


Port Office, Calcutta, the 6 th April 1891. 



APPENDIX TO THE CALOT7TTA GAZETTE, APRIL 16, 1891. 


109 


NOXmCATION So. 9SMno. 

Fhe 7lh April 1891.—The following Notice to Mariners is published for general 
infornaation. * 


F. J. Johnstone, 

Offg. Secretary to the Government of Bengal, 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARIN EaS-(No. 65). 

CHINA SEA. 


Philippine islands. 

Shottld on eatiern coasts of Masbate and Tagapula islands. 

The British Admiraltj has given notice (No. 109 of 1891) of the o.Kistonce of the under-, 
mentioned shoals lying on the eastern coasts of Masbate and Tagapula islands, Philippine 
islands 

1. A ledge of sand and rocks extends from Badlni islet, east side of entrance to port 
Kataingan towards Bugtun island for a distance of miles, with a breadth of -i., cables ; the 
depths on the outer end of the ledge arc 19 to 26 feet, but nearer Badlai islet for the distance 
of about 5i cables there are several rocks with 3 to 10 feet water on them. 

Approximate position of south extreme: lat. 11° 65' N., long. 124° 4' E. 

Z. Bugtun island, southward of port Kataingan, has no shoal ground extending from its 
coasts at a greater distance than about one coble. 

3. A sandbank extends from Balangiiingue island, southward of port Kataiugjn, 
towards Bugtun island for a distance of 4^ cables. Near the contre of the narrow channel 
between these two islands there is a shoal of small extent with 8 fathoms water on it. 

4. Shoal ground does not extend to a greater distance than about one cable from 
Matayon point. Approximate position : lat. 11° 59' N., long. 124® 3' E. 

5. A shoal composed of coral and stones, and extending about 5 cables in a north and 
south direction, With a bieadtli of about 14 cables, and having 9 feet (the least found) water 
on it, lies with the eastern extreme of Tagapula island bearing about S.VV., distant one mile. 
Southward of the shoal the water deepens quickly to about 80 fathoms. 

Approximate position : lat. 12° 6' N., long. 124® 16' E. 

(Fariaiion 1® JTasIcrfy i« 1891.) 


By direction of the Government of Bengal, 


PoKT Oekicb, Cai.C0tta, the Gth April 1891. 


A. J. B. Mii.Niin, 

Offg. Part Officer o} Calcutta. 


NOTIFICATION No. 94Muo. 

The 7th April 1891.—The following Notice to Mariners is published for general 

information. , 

F. J. Johnstone, 

Offg, Secy, to the Govt, of' Bengal. 

government of BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 66). 

AUSTRALIA—EAST COAST. 

Cape Bowling Gkbbn. 

Position of a shoal. 

Ths following Notice to Mariners (No. Ill of 1891), issued by the British Admiralty; 
is republished:— 

Information has been received from Lieutenant and Commander G. Pirie, II.M. 
Survevine Vessel Paluma, dated 30th December 1890, of the existence of a shoal, vvith 24 
fathoms on it at low water spring tides, lying with Cape Bowling Green light-house beariyg 
vS. 71° W., distant 2-/^ miles. 

Approximate position: lat. 19° 19' 10* 9., long. 147° 28 50 E. i v u • 

I^OTE_As there may be less water on this shoal than above given, vessels should give 

it a wide berth.- _ 

(Fortalton 7 Easterly in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. PoYt Officer of CalcuUa. 

Post Oppicb, Calcutta, the Gth April 1891, 
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NOTIFICATION No. OSMne. 


The Ith April 1891.—The following Notice to Mariners is published for general 
information. . 


P. J. Johnston r, 

Off^g. Secretary to the Govt, of Sengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS—(No. 67). 


NEW ZEALAND. 


North Lland—west coast. 


Kaipara harbour — New leading bcacone at entrance. 

With reference to Notice to Mariners, No. 104, dated the 29th July 1890, issued by this 
nlRce, the British Admiralty has given further notice (No. Il4 of 1891) that the under¬ 
mentioned beacons, recently erected on North head and its slopes, are now the leading 
marks, for the entrance to Kaipara harbour :— 

The upper beacon on North head, painte l black, bears from North head light-house 
N. by W. i W., distant about 1,100 yard:f ; the middle beacon on North head, painted 
white, bears from the light-house W. f N., distant about 1,000 yards ; and the lower beacon 
on a low hill. North sand spit, painted white, bears from the light-house B. W. by W., 
distant about 2,400 yards. 

Two smaller beacons, painted black, are situated on the slope of North head, eastward 
of the light-house ; the nofth-eastern bears from the light-house E. ^ N., distant about 960 
yards ; the south-western bears from the light-house E. by 8. ^ S., distant about 700 yards. 

Directions. —The three hrst-mentioned beacons kept in line, bearing N. E. ^ N., lead 
from seaward through Galatea channel (with 5 fathoms at low water on the Outer bar the 
least depth), until between North sand spit and Tory shoal ; the two smaller^beacons on the 
slope of North head will then be seen ; and when these are brought in line, bearing N. E. 
f E., the vessel will be well clear of the northern edge of Tory shoal, and a course may 
be steered along the land till abreast the light-house, paying attention to any directions 
given from the signal station near the light-house. 

Note.—T he light-house, now painted white, is no longer a leading mark for entering 
Xaipara harbour. 

• {Variation l4“ ’Easterly in 1891.) 

s 

By direction of the Goiem uent of Bengal, 


PoBT OrriCB, Calcutta, the 6lh April 1891. 


A. J. B. Milner, 

Ofig. Port Officer of Calcutta. 


The 7th April 1891.—The 
information. 


NOTIFICATION No. DCMne. 

following Notice to Mariners is published for general 

F. J. JOHS STONE, 

Offg. Secretary to the Government of Bengal, 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS-(No. 68),- 
CHINA—EAST COAST. 

Honokong harbour. 

Posts and lights marking telegraph cables. 

The British Admiralty has given notice (No. 127 of 1891) that the line of telegraph 
cables laid between the Cable house situated about 450 yards south-west of North point, 
Hongkong, and the Gable house situated about 36 yards southward of the battery on the 
south-east point of Kaulung peuiusulB, is now marked by four white posts (two on each 
side), from which are exhibited re<f lights at night. No vessds of any description are to 
anchor within the area indicated by these four posts and lights. 

The lights are so screened th» the easternmost lights are obscured eastward, and the 
westernmost lights westward., of the prohibited area; when thlVrefore the two lights on the 
same side are visible at the same time, vessels most proceed until one or other of the lights 
is ubscured, before anchoring. 

The posts are further distingoiahed during the day by a red diamond below the lantern. 


By direction of the Government of Bengal, 


Foist Offiob, Calcutta, the 6(A April 1891. 


A. J. B. Milbrb, 

Offg. Port OfUcor of Calcutta» 
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. NOTIFICATION No. 97Mne. 

The 7th April 1801.—The following Notice to Mariners is published for genera 
information. 

F. J. JoBSBTONB, 

Qffp. Secretary to the Govt, of Bengal. 

GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS-(No. 69). 

CHINA—EAST COAST. 

Yang Tsb ^ianq entrance. 

South Channel—Sunken wrecTc near fairway. 

The following Notice to Mariners (No. 128 of 1891), issued by the British Admiralty 
is re-published for general information :— 

Information has been received that the tug boat Fairy lies sunk in 10 feet at low water 
spring tides, near the fairway of South channel, Yang Tse Xiang entrance, with the following 
bearings and distance:— 

Tungsha light-vessel ... ... S.E. by E. ^ E. 

House island beacon ... ... N. f W., distant 4~ miles. 

Approximate position ; lat. 31® 11' 40" N., long, 121“ 62' 30" E. 

(yarialion 2“ Westerly in 1891.) 


By direction of the Government of Bengal, 


Port Office, Calcutta, the %th April 1891. 


A. J. B. Milnbk, 

Ojfy. Port Officer of Calcutta. 


The 7th April 
information. 


NOTIFICATION No. 98Mne. 

1891.—The following Notice to Mariners is published for general 

F. J. Johnstone, 

Offg, Secretary to the Qovt. of Bennal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS—(No. 70). 
AUSTRALIA. 


ToKRBS strait-INNER ROUTE. 


Beacon on r reef blown doum. 

The Portmaster, Brisbane, has given notice (No. 4, dated 23rd February 1891) that 
the triangular beacon on r Reef, Cole Islands, is reported to have been blown down during 
the recent heavy woathen 

The beacon will be replaced as soon as practicable. 


By direction of the Government of Bengal, 

A. J. B. Milnek, 

* Offg. Port Officer of Calcutta, 


Port Office, Calcuota, the ^th April 1891. 


[Third Publication] 

NOTIFICATION No. SSMfle. 

The Sliif March 1891.—The following Notice to Mariners is published for general 
information. 

J. M. McNeile, Col., K.E., 
Secretary to the Government of Bengal, 

GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 69). 

BAY OF BENGAL. 

Malabar coast. 

. Calicut anchorage buoy replaced. 

Tub Presidency Port Officer, Madras, through the Director of the Indian Marine, has* 
given notice, that Calicut anchorage buoy has been replaced in position. 

By direction of the Government of BeugHl, ^ 

. A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Port Office, Calcutta, the 2Qth Match 1891. 
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The 31et 
iDformation. 


NOTIFICATION No. 84Mne. 

March 1891.—-The following Notice to Mariners is published for general 

J. M. McNbilb, Co/., r.e.. 

Secretary to the Government of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

MOnOE TO MARINERS—(No. 60). 

BAY OF BENGAL. 

Chittagono coast. 

Nottkhali croaaing buoy removed. 

Thb Fort Officer, Chittagong, has given notice, that the Noakbali crossing buoy, Chitta¬ 
gong riyer, has been removed, as it is no longer required. Ships should steer with Track 
Marks No. Ill on. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Caicunu, 

Port Officb, CalccttAi./Ac 26/A March 1891. 




The Calcutta Gazette. 
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055 Aditya, Ambica CharaD Clerk, Pay Examiner's Office, E C ... 2, Koilah Gh4t Street ... ditto 

• • 

056 Ahmad Majiihuddin Assistant, Office of Secretary to the Legislative Department Office Mahomedan. 

Government of India, Legislative 
Department. 
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1066 Baneijee, Bany Assistant, Office of Military Secretary Government House ,.. ditto 

to the Viceroy. 

*41*1067 Baneijee, Bany Assistant Examiner, Ist Grade, Office 6, Esplanade, East ... ditto 

of Accnnntaut-General, Military 

Deioartroemt. 
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22 Baaerjee, Radha Nath stimator, Superintending Engineer’s Writers' cuildings . iindoo 

Office, Central Circle. 

23 Banerjee, Raj Coomar .t|pountant, Office of Controller of Military Accounts Building ditto 

Military Accounts, E C, Bengal. Koilah tth&t Street. 
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38 Banerjee, Tarinee Das ... Teacher, New Indian School 159 & 130, Cornwallis Street ditto 

39 Banerjee, Womesh Chunder Assistant, 0 Steel & Co 14, Old ^ourt House Street... ditto 

*** :40 Barman, Lakshminarayan... 2nd Class Clerk, Military Departmei 6, Esplanade Row ... ditto 

j 41 Bhadoory, Bhutnath ... 2nd Master, Metropolitan Institutio Metropolitan Institution, Bala- ditto 

. Balakhana Branch. khana Branch. 
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1666 Mookerjee, Manimadhub ..; Assistant, Bengal Accountant- Treasury ... ditto 
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70 Hamilton, E L ... Fira of Hoare, Miller & Co ... 88, Strand Boad ... ditto 

71 Hamilton, LB ... -Finn of Blacker & Co ... 102, Clive Street ... ditto 

72 Hanlon, J W .1. Superintendent, Jail Manufactures ... Writers’Buildings ... ditto 

73 Harrowe^r, F W ... Accountant, New Oriental Bank New Oriental Bank ... ditto 
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Jack, T P ... Superintendent of Loam, Bank of Strand ... ditto 

Bengal. 
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APPENDIX TO 


The Calcutta Gazette. 

WEDNESDAY, APRIL 22 , 189 1. 


GOVEBNME5NT OF BENGAL.—MARINE DEPARTMENT. 


[First Publication.3 


NOTIFICATION No. lOSMuo, 

The 14M A/iril 1891.—The following Notice to Mariners is published for general 
in formation. 


P. J. JOHNSTONB, 

Secy, to the Qovt. of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS—(No. 71). 
AUSTRALIA—SOUTH. 


Leading lights. Semaphore anchorage. 

With reference to Notice to Mariners (No. 71 of 1888) issued by this office, the 
Secretary, Marine Board, Port Adelaide, has given further notice (No. 2 of 1891) that on ox 
about l8th March 1891, the red light on the flagstaff near shore end of Semaphore jetty 
would be lowered fifteen (15) feet. The leading lights will then appear some distance apart 
(vertically) to vessels approaching the Mooring buoy. 

By direction of the Government of Bengal, 

A. J. B. MinKsa, 

Ofg. Port Officer of Calcutta. 

Poar Officb,. Calcutta, the \%th April 1891. 


NOITFIOATION No. 106Mne. 

The 14f4 A.pril 1891.—The following Notice to Mariners is published for general 
information. 

F. J. JonKSTONS, 

Offg, Secy, to the Govt, of Bengal. . 
GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTIOE TO MARINERS—(No. 72). 

BAY OP BENGAL. 

CniTTAaOKO COAST. 

Tipper bar black buoy removed. 

The Port Officer, Chittagong, has given notice that the Upper bar black •buoy, off' 
Jooldia flagstaff, Chittagong river, has been removed, as it is no longer required. 

By direction of the (^vernment of Bengal, 

A. J. B. MlLNBIb 
Offg. Port Officer of Calcutta. 

• • 


Poet Orrics, Cax.ovtta, the 13th April 1891. 
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TAe UtA 
ioformatiun. 


NOTIFICATION No. 1073Ine. 

April 1S91.—^The following Notice to Mariners is published for general 

F. J. Johnstons, 

Offif. Seey. to the Govt, of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS—(No. 73). 
AUSTRALIA. 


Nohman niVKR. 

Accident to tAe ligAtsAipf buoye, and beacons, at the entrance to Norman river. 

The Portmaster, Brisbane, has givefi notice (No. 6 of 1891) that the Lightship and 
Buoys at the entrance to the Norman river were drive a from their moorings, and the 
Beacons were blown down, by the recent heavy weather. 

They will’be restored to their former positions, as soon as practicable, due notice of 
which will be given. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Port Office, Calcutta, tAe 18M April 1891. 


The 14M 
information. 


NOTIFICATION No. lOSMne. 

April 1891.—The following Notice to Mariners is published for general 

F. J. Johnstone, 

Offg. Seey. to the Govt, of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 74). 

AUSTRALIA. 

- Pioneer river. 

Directions for entering Piofieer river. 

The Portmaster, Brisbane, has given notice (No. 6 of 1891) that in consequence of a 
breach made by the sea during the recent gales, it has been found necessary to remove the 
4th Pair of White Leading Beacons from the Southern to the Northern End of the East 
Point Signal Station reach of the Pioneer river. The Beacons now are erected on a bold 
sandy patch. On the starboard band coming from seaward, and are to be kept in line ahead 
when entering instead of astern as formerly. 


By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Poet Office, Calcutta, the 18tA April 1891. 


NOTIFICATION No. lOSMne. 


The 14tA April 1891.—The following Notice to Mariners is published for general 
information. 


F. J. Johnstone, 

Offg, Secy, to the Govt, of Bengal. 


GOVERNMENT OF BENGAL—MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 75). 

AUSTRALIA. 

Fitzrov river. 

Central Island —Sound signals when approaching the upper end. 

The Portmaster, Brisbane, has given notice (No. 7 of 1891) that Masters of steamers 
have been requested to sound tbeir steam whistles, and Masters of sailing vessels to sound 
tkieir fog horns or ring a bell, when approaching the upper end of Central Island, Fitsroy 
river. 

This is necessary, as vessels on either side of the point of the Island are not visible 
to each other. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Pert Officer of Calcutta. 

Port Office, Calcutta, the 13/A April 1891. 



APPENDIX TO THE CAI/JCJTTA GAZETTE, APEIL 22 , 1891. 


115 


NOTIFICATION No. llOMno. 


TAe 14/A April 1891.—The following Notice to Mariners is published for general 
information. 


P. J. Johnstone, 

Offg. Secy, to the Govt, of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINBBS-(No. 76). 
AUSTRALIA—EAST COAST. 


OOOKTOWN APPKOACn. 


Caution concerning the navigation of Lark Pass. 

The British Admiralty has given notice (No. 133 of 1891) that several vessels having 
touched oil the northern extreme of Lark reef, whilst using the Lark pass otF Cooktown, 
Mariners are warned that the edge of this reef is submerged and very difficult to see, while 
the Swinger reef to the north is nearly always visible. The beacon, however, on Swinger 
reef is about onoxthird of a mile north of the southern edge ; therefore, whilst keeping on 
the northern side of the channel in preference to the southern, it should not be hugged 
too close. 

By direction of the Government of Bengal, 

A. J. B. Mienbr, 

O/fg. Port Officer of Calcutta. 

Pout Office, Calcutta, the 13/A April 1891. 


NOTIFICATION No. ll6Mne. 


The 2\at April 1891.—The following Notice to Mariners is published for general 
information. 


K. J. JonNSTONE, 

Offig. Secy, to the Govt, of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 77). 

AUSTRALIA. 

Moebton bay. 

Floating beacon driven from her moorings. 

The Portmaster, Brisbane, has given notice (No. 8 of 1891) that the Floating beacon 
at the entrance to the North or Howe channel, Moreton bay, has been driven from her 
moorings during the recent heavy weather. She will be replaced by a black perch buoy as 
soon as practicable. 

. By direction of the Government of Bengal, 

A. J. B. Milner, 

Offig. Port Officer of Calcutta. 

Port Office, Calcutta, the 20/A April 1891. 


NOTIFICATION No. 116Mne. 


The 21a/ April 1891.—The following Notice to Mariners is published for general 
information. 


F. J. Johnstone, 

Offg. Secy, to the Oovt. of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 78). 

BAY OP BENGAL. 

Orissa coast. 

C buoy shifted from its old position. 

The Fort Officer, Chandbally, has given notice, that the C buoy, in the Brahmini or 
Dhamrah river channel, has been shifted 200 feet from the old position S. by W. into 
2 fathoms of water. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Catputta. 

Port Officb, Calcutta, the 20lh April 1891. 
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ITOTIPICATION No. 117Mno. 


The 2\$t April 1891.—The following Notice to Mariners is published for general 
information. 


, P. J. Johnstone, 

Offg. Secy, to the Govt, of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 79). 

INDIA—WEST. 

Bombay coast. 

Johnstone Castle buoy replaced. 

Tub Collector of Salt Revenue, Bombay, through the Director of the Indian Marine, 
has given notice, that the Johnstone Oastlc buoy, at the entrance to Malwan, has broken 
adrift and been replaced, as a temporary measure, by a small one. 

• ^ By direction of the Government of Bengal, 

A. J. B. Milnek, 

Offg. Port Officer of Calcutta. 

Fort Ofeicb, Calcotta, the 20th April 1891. 


(Second Publication.] 


NOTIFICATION No. SOMno. 


The 7th April 1891.—The following Notice to Mariners is published for general 
information. 


F. J. Johnstone, 

Off^g. Secretary to the Govt, of Bengal. 
GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTIOEJ TO MARINERS—(No. 61). 

CHINA SEA. 


Malay peninsula—East coast. 


• Bumpin river entrance—Barbour light altered in colour. 

With reference to Notice to Mariners, No. 85, dated 16th June 1890, issued by this 
office, on the exhibition of a iiarbour liglit fixed red trom a pole on the northern side of 
Rumpin (Bompin) river entrance, the British Admiralty has given further notice (No. 103 
of 1891) that on 1st February 1891 the following alteration would be made in the colour 
of the light 

Bumpin river light is a fixed blue light. 

Approximate position : lat. 2® 46' N., long. 103® 30' E. 

By direction of the Government of Bengal, 


Port Officb, Calcutta, the 6/A April 1891. 


A. J. B. Milnkk, 

Offg. Port Officer of Calcutta. 


NOTIPICATION No. 90Mne. 

The 7th April 1891.—The following Notice to Mariners is published for general 
information. 

F. J. Johnstone, 

Off'g. Secretary to the Govt, of Bengal. 
government OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARlNERS-(No. 62). 

CHINA SEA. 

Malay peninsula—East coast. 

Pahang river entrance—Alterations in harbour light. 

With reference to Notice to Mariners, No. 58, dated the 6th May 1890, issued by this 
office, on the exhibition of a harbour .light fixed red from a pole on the northern side of 
Pahang river entrance, the British Admiralty has given further notice (No. 104 of 1891) 
thaii the following alterations have been made in the light :— 

Pahang river light is a fixed white light, elevated 37 feet above high water, and should 
be visible in clear weather from a distance of 8 miles. It is shown from a wooden tower, 
33 feet high, painted black and white in bands 2 feet wide. 

Approximate position: lat. 3® 32' 30" N., long. 103® 27' 20^ E. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Off^g. Port Officer of Calcutta, 

PoM Otfice, Calcutta, the 6th April 1891. 
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NOTIFICATION No. OlMne. 

The 7th April 1891.—The following Notice to Mariners is published for general 
information. 

• P. J. JoBNSTONe, 

Offg. Secretary to the Government of Bengal. 


GOVERNMENT OP BENGAL. MARINE DEPARTMENT. 
NOTICE TO MARINERS—(No. 63). 

SOUTH PACIFIC OCEAN. 


Pembbyn island. 

Position of a dangerous reef. 

Tbe following Notice to Mariners (No. 107 of 1891), issued by the British Admiralty is 
republished:— 

Information has been received from Mr. II. Turpie, Master of the London Missionary 
Society's barque John Williams, that the reef nortli-cast of Penrhyn (Tongareva or Man- 
gorongoro) island (marked on plan as “ Dangerous reef hereabouts") lies about 6 miles N. E 
from the north point of the island :— 

This dangerous reef, on which the British barque Flying Venus was wrecked in Sep¬ 
tember 1889, has been placed on the Admiralty Charts as Flying Venus reef, with two 
fathoms water on it, and marked P. D. ’ 

Approximate position : lat. 8° 54' S., long. 157° 55' W. 

[.Variation 70® Easterly in 1891.) 

By direction of the Government of Bengal, 

A. J. R. Milneb, 

Offg. Port Officer of Calcutta 

PoBT Opficb, Calcutta, the Gth April 1891. 


NOTIFICATION No. 92Mne. 

The 7th April 1k 91.—The following Notice to Mariners is published for general 
information. 

F. J. JOBNSTONE, 

Offg. Secretary to the Govt, of Bengal. 

GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS-(No. 64). 

CHINA SEA. 

fiOKNEO- NoETB-WEST COAST. 

Rocky patch on north side of the channel between Lah&an and Kuraman islands, and existence 

of sunken rock in centre of channel, doubtful. 

The following Notice to M.yiners (No. 108 of 1891), issued by the British Admiralty is 
republished for general information :— 

Information has been received from Lieutenant, and Commander E. Rason, H. M S 
Plover, dated 19th January 1891, of the existence of a rocky patch, lying on the north side 
•f the channel between Labuan and Kuraman islands. 

The rocky patch on the north side of the channel between Labuan and Kuraman islands 
is about one cable in extent, and consists of three pinnacles, which dry 2 feet at low water 
spring tides, and have 1| to 2 fathoms between them, with 3| and 7 fathoms near its southern 
edge. It lies on the 5>fathoms line as heretofore charted (and which now has been extended 
southward of the rocky patch the distance of about one cable), with Kiamsau point' Lkbiian 
bearing N. N. E. J E., distant 64 cables, and Buroug islet B. 4 8. ’ ' 

Approximate position, lat. 5° 14' 40" N., long. 115® 8' 40" E. * 

Also that soundings taken in the vicinity of the sunken rock, on which the P. and O 
steam-vessel Formosa is stated to have struck in 185G, and charted as lying in the centre 
«f the channel between Labuan and Kuraman islands, or in approximately lat. 5° 14' 25* N 
long. 115° 8'20® E., gave a depth of 33 fathoms at the distance of 1 cable eastward of the 
reported position, tbe depth gradually increasing to 40 fathoms about 2^ cables southward 
ef it. The existence of this rock therefore seems doubtful, and E. U. has been placed airmnat^ 
it on the Admiralty Charts. . * 

(Variation 2® Easterly in 1891.) 

By direction of the Government of Bengal, • 

A. J. B. Milnbb, 

Offg. Port Officer of Calcutta. 

PoBY OrriCB, Calcutta, the Gth April 1891. 
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NOTIFICATION No. 93Mne. 


TAe 1th April 1891.—The following Notice to Mariners is published 
information. 


P. J. JOHNSTONK, 
Offg. Secretary to the Government 


for general 


of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPART.MENT. 
NOTICE TO MABINEES—(No. 65). 

CHINA SEA. 


PniLIPPINK ISLANDS. 


Should on eastern coasts of Masbate and Tagapula island.^. 

Tun British Adinirulty has given notice (No. 109 of 1891) of thccxistonce of the under. 
Tneiitioned shoalB lying on the eastern coasts of Masbate and Tagapula islands, Philippine 
islands 

1. A ledge of sand and rocks extends from Badlai islet, east side of entrance to port 
Kataiugau towards Bugtini island for a distance of 1^ miles, with a breadth of cables j the 
depths on the outer end of the ledge are 19 to 20 leet, but nearer Badlai islet for the distance 
of about cables there are several rocks with 3 to 10 feet water on them. 

Approximate position of south extreme : lat. 11'’ o5' N., long. 124® 4' E. 

2. Bugtun island, southward of port Kataiiigan, has no shoal ground extending from its 
Cfoasts at a greater distance than about one cable. 

3. A sandbank extends from Balanguinguc island, southward of port Kataing.-in, 
towards Bugtun island for a distance of cables. Near the centre of the narrow channel 
between these two islands there is a s-hoal of small extent with 8 fathoms water on it. 

4. Shoal ground does not extend to a greater distaitcc than about one cable from 
Matayon point. Approximate position : lat. 11° 59' N., long. 124® 3'E. 

5. A shoal composed of coral and stones, and exteiuiing about .5 cables in a north and 
sonth direction, with a breadth of about I 4 cables, and having 9 fret (the least found) w'atcr 
on it, lies with the eastern extreme of Tagapula island bearing about S.VV., distant one mile. 
Southward of the shoal the water deepens quickly to about 20 fathoms. 

Approximate position : lat. 12“ 6' N., long. 124" IG' E. 

• {Variation 1® ’Easterly in 1891.) 

By direction of the Government of Bengal, 


I’oBT OvFicK, Calcutta, the 6th April 1891. 


A. J. B. Milnkk, 
Offg. Port Officer of Calcutta 


NOTIFICATION No. 94Mne. 

The 7th April 1891.—The following Notice to Mariners is published for general 
information. 


F. J. Johnstone, 

Offg. Secy, to the Govt, of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS—(No. 66). 
AUSTRALIA—EAST COAST. 


Caimc Bowling Green. 


Position of a shoal. 

The following Notice to Mariners (No. Ill of 1891), issued by the British Admiralty, 
is republished 

Information has been received from Lieutenant and Commander G. Pirie, H.M. 
Surveying Vessel Patuma, dated Gdth December 1S90, of the existence of a shoal, with 2-4 
fathoms on it at low water spring tides, lying with Cape Bowling Green lighthouse bearing 
8. 71° W., distant 2-i^ miles. 

Approximate position : lat. 19° 19' 10" S., long. 147° 28' 50" E. 

Note—A s there may bo less water on this shoal than above given, vessels should give 
it u wide berth. 

{Variation 7° Easterly in 1691.) 

By direction of the Government of Bengal, 

A. J. B. Milnkr, 

Offg. Port Officer of Calcutta. 


Port Officb, Calcutta, the 6th April 1891. 
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The 1th 
infurznation. 


NOTIFICATION No. 96Mno. 

April 1891.—^The following Notice to Mariners is published for general 

P. J. JOHNSTONK, 

Offg- Secretary to the Govt, of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS—(No. 67). 

NEW ZEALAND. 


North Island—west coast. 


Kaipara harbour—New leading beacons at entrance. 

With reference to Notice to Mariners, No. 104, dated the 29th July 1890, issued by this 
oflgee, the British Admiralty has given further notice (No. Hi. of 1891) that the under¬ 
mentioned beacons, recently erected on North head and its slopes, are now the leading 
marks for the entrance to Kaipara harbour :— 

The upper beacon on North head, painted black, bears from North head light-house 
N. by W. 4 W., distant about 1,100 yards ; the middle beacon on North head, painted 
white, bears from the light-house W. $ N., distant about 1,000 yards ; and the lovrer beacon 
on a low hill. North sand spit, puiuied white, bears from the light-house S. W. by W., 
distant about 2,400 yards. 

Two smaller beacons, painted black, are situated <in the slope of North head, eastward 
of the light-house ; the north-eastern bears from the light-house E. ^ N., distant about 950 
yards ; the south-western bears from the lighc-housc E. hy 8. A S., distant about 700 yards. 

DikecttonA —The three first-mentioned beacons kept in line, bearing N. E. ^ N., lead 
from seaward through Galatea channel (with 5 fathoms at low water on the Outer bar the 
least depth), until between North sand spit and Tory shoal ; the two smaller beacons on the 
slope of North head will then be seen ; and when these are brought in line, bearing N. E. 
J E., the vessel will be well clear of the northern edge of Tory shoal, and a course may 
be steered along the land till abreast the light-bousc, paying attention to any directions 
given from the signal station near the light-house. 

Note. —Tlie light-house, now painted white, is no longer a leading mark for entering 
Kaipara harbour. 

{Variation l4“ Kaaterlg in 1891.) 


By direction of the Government of Bengal, 


Fort Office, Calcutta, the Glh April 1891. 


A. J. 15. Milner, 
Officer of Calcutta. 


The 7th April 1891.—The 
infuMiiatiou. 


NOTIPrCATTON No. 

following Notice to Mariners is published for general 

F. J. .Ion N.STONE, 

Offg. Secretary to the Government of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS-(No. 68). 

CHINA—EAST COAST. 


Hongkong harbour. 

Boats and lights marking telegraph cables. 

The British Admiralty has given notice (No. 127 of 1891) that the line of telegraph 
cables laid between the Cable house situated about 450 yards south-west of North point, 
Hongkong, and the Cable house situated about 35 yards southward of the battery on the 
south-east point of Kiiulung peninsula, is now marked by four white posts (two on each 
side), from which arc exhibited red lights at night. No vessels of any description are to 
anchor within the area indicated hy these four posts and lights. 

The lights are so screened that the easternmost lights are obscured eastward, and the 
westernmost lights westward, of the prohibited area ; when therefore the two lights on the 
same side are visible at the same time, vessels must proceed until one or other of the lights 
is obscured, before anchoring. 

The posts are further distinguished during the day by a red diamond below the iauteru 

By direction of the Government of Kengal, 

. A. J. B.,Milneb, 

Offg. Port Officer of Calcutta, 

Po»T Officb, Calcutta, the Gih April 1891, 



120 


APPENDIX TO THE CALCUTTA GAZETTE, APEIL 22, 1891 


NOTIFICATION No. 97Mne. 


Tht 7th April 1891.—-The 
information. 


following Notice to Mariners is pnblilhed for general 

F. J. JOHKSTOKS, 

Offp. Secretary to the Govt, of Bengat. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 


NOTICE TO MARINERS—(No. 60). 
CHINA—EAST COAST. 


Yamo Tbb Kiano sntbance. 

South Channelr-Sunken wreck near fairway. 

The following Notice to Mariners (No. 128 of 1891), issued by the British Admiralty 
•is re-pu^ished for general information :— 

Information has been received that the tug boat Fairy lies sunk in 19 feet at low water 
spring tides, near the fairway of South channel, Yang Tse Xiang entrance, with the following 
bearings and distance:— 

Tungsha light-vessel ... ... S.E. by E. i E. 

House island beacon ... ... N. | W., distant miles. 

Approximate position : lat. 81“ 11' 40*' N., long. 121“ 62' 30*'E. 

{Variation 2“ Westerly in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milnbb, 

Ofg. Port Officer of Calcutta. 

Pout Office, Oaicutta, the 6/A April 1891. 


The 7th Aprit 
information. • 


NOTIFICATION No. 98Mno. 

Iggi,.—The following Notice to Mariners is published for general 

F. J. Johnstone, 

Secretary to the Govt, of Bengal, . 


GOVERNMENT OF BENGAL, MARINE DEPARFMENT. 
NOTICE TO MARINERS-(No. 70). 
AUSTRALIA. 


ToRBBS strait-INNER ROUTE. 

Beacon on r reef blown down. 

The Portmastcr, Brisbane, has given notice (No. 4, dated 23rd February 1891) that 
the triangular beacon on r Reef, Cole Islands, is reported to have been blown down during 
the recent heavy weather. 

The beacon will be replaced as soon as practicable. 

By direction of the Government of ‘Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta, 


Port Office, Calcutta, the 6/A April 1891. 




[BMISTEIUill Ho. 29.] 


No. 16 of 1B91. 



The Calcutta Gazette. 


WEDNESDAY, APRIL 22 , 189 1. 


CONTENTS. 


Pago. 

tfktot 1.—Order* and Nottfl(«tlon* by the Llentenaut- 
Oovemor of Bengal, the High Oonrt. Govemnaeht 
Treaaory, &e. .. ... dlB—4S8 

Past l&.'TOrdets andNotifloatiom by theGOTemmeat 

of India ... ... ... ... M. ... ... S7*”88 

Pabt IB.—Orden by the LieDtenant-QoTsrnor of 

Bengal ... ... ... ... ... ... 1S7—180 

Past II.—Adyortieementi aaa ••• aag •«« 807—871 

III.— Act* of the Bengal Oounoil.. Nil. 


Past IV.—Bill* of the Bengal Council :— 

A Bill to conniilidate and amend Uie law relating ti> 

Uaokiiey-Uarriages and Palanquin* in Calcutta... 3—]:. 

Past V.—Act* of the eovemoT.Genoral’a Council 

aaaented to by the Gorornor-Oeneral . Ki\. 

Part VI.—Bill* introduced Into the Council of the 
Gnvernor-General for making liaws and Begnla- 
tion* or pubUahod under Buie 88 .. ... Nit. 

ArnuisixMarino NotilloBtioua . 

Bvppaamrx Mo. 16. cs8—eto 


PART I. 


©rirers anJ^ §^Uttt^nattt=<§o&fmor o( |§eugal, 

CaJirt, Creasatg, ^c. 

ORDERS BY THE LIEUT-OOVERNOR OF BENGAL. 


No. 31A. 


Gembbal. —The 80lh March 1891.—The following Special Deputy Collectors are 
appointed to act, until further orders, as Deputy Magistrates and Deputy Collectors : — 

Baba Sree Nath Chatterjee, Special Deputy Collector... Dtirbhunga. 

„ Succhitadanund Mukeijee, ditto ... Faridpu r. 

Mr. P. T. Rebello, ditto ... Shahabad. 

Babu Kcdar Nath Mukerjee, ditto ... Sarun. 

„ Petambur Baneijee, ditto ... Pubna. 

„ Kanti Bhusan Sen, ditto ... Bengal Nagporc Railway. 

The 1«/ April 1891.—The following gentlemen, who are probationers in the Subordinate 
Executive Service, are appointed to act, until further orders, as Deputy Magistrates'and 
Deputy Collectors, and are posted to the Sadr stations of the districts mcutionqd opposite 


their names ;— 

Baba Banka Behari Singh, m.a., b.l., Balasore. 

„ Bakhal Chunder Bauerjee, b.a., Paridpur. 

The 14tA April 1891.—^Mr. C. R. Marriott, OlSciating Magistrate and Collector, Pubna, 
is appointed to act as Collector of Customs, Calcutta, during the absence, on leave, of 
Mr. J. Scobell Armstrong, or until further orders. 

Mr. Marriott will continue to act, until farther orders, in the third grade of Magistrates 


and Collectors. 
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T//e 16/A April 1891.—Captaiu J. P. Macnair, Commandant, Calcutta Light Horse, 
is allowed leave of absence for eight raonlhs, with effect from the 14th instant. 

Lieutenant K. Eddie is a| pointed to act as Commandant of the Calcutta Light 
Horse, during the absence, on leave, of Captain J. E. Macnair, or until further orders. 

Mr. II. P. Peterson, Officiating District and Sessions Judge, Faridpnr, is allowed furlough 
for eighteen months, under article 340(6) of the Civil Service Regulations, with effect from 
the 5lh May 1891, or snch subsequent date as he may avail himself of it. 

The 17/A April 1891.—Lieutenant H. B. Spooner, Calcutta Volunteer Rifle Corps, is 
allowed leave of absci:ce for six months, with effect from the 23rd instant. 

Mr. H. Cox, Joint-Magistrate and Deputy Collector, Monghyr, is transferred to 
Kurseong, in the district of Darjiling. 

Mr. A. H. Collins, Joint-Magistrate and Deputy Collector, Daooa, is appointed to act 
as District and Sessions Judge of JessOrc, during the absence, on deputation, of Mr. 11. E. 
Matthews, or until further orders. 

• Mr. \V. R. Bright, Joint-Magistrate and Deputy Collector, Bhagalpur, is appointed 
to act as Magistrate and Collector of Monghyr, during the absence, on leave, of Mr. R AI. 
Waller, or until further orders. 

Mr. II. A. D. Phillips, Officiating Magistrate and Collector, Maimansing, is appointed 
to act, until further orders, in the second grade of Magistrates and Collectors, with effect 
from the 12th March 1891, vice Mr. C. W. Bolton, on deputation. 

Mr. 11. H. Renny, Deputy Commissioner, Singbhum, is allowed leave for three months, 
under article 291 of the Civil Service Regulations, with effect from the 3rd proximo, or sucli 
subsequent date as he may avail himself of it. 

Mr. A. Earle, Joint-Magistrate and Deputy Collector, Kurseong, Darjiling, is appointed 
to act as Deputy Commissioner of Singbhum, during the absence, on leave, of Mr. it. H. 
Renny, or until further orders. 

Mr. F. 11. S. Collier, Officiating Magistrate and Collector, Midnapur, is allowed special 
leave for six months, under article 348 of the Civil Service Regulations, with effect from the 
date on which he may avail himself of it. 

Mr. llomcsh Chunder Dutt, Magistrate and Collector, Dinajpur, is appointed to aet 
as Magistrate and Collector of Midnapur, during the absence, on deputation, of Mr. C. H. 
Vowel], or until further orders. 

Mr. P. II. .O'Brien, Temporary Joint-Magistrate and Deputy Collector, Rungpnr, is 
appointed to act as Magistrate and Collector of Dinajpqr, during the absence, on deputation, 
of Mr. Romesh Chunder Dutt, or until further orders. 

The Hon'ble H. J. S. Cotton, Secretary to the Government of Bengal in the Financial 
and Municipal Departments, is allowed furlough for seven months, under article 340(6) of 
the Civil Service Regulations, with effect from the 2.5th instant. 

Mr. 11. II. Risley, Deputy Commissioner, on special duty, is appointed to act as Secretary 
to the Government of Bengal in the Financial aud Municipal Departments, during the 
absence, on furlough, of the Hon'ble H, J. S. Cotton, or until further orders. 

This cancels the order of the 10th March 1891 appointing Mr. Risley to ant as Magis¬ 
trate and Collector of the 24-Pergunnahs, and in the second grade of Magistrates and 
Collectors. 

Babu Chaku Lai Sircar is appointed temporarily to be a Sub-Deputy Collector of the 
fourth grade, but will continue in bis present appointment as an Assistant Settlement Officer 
in Orissa. 

The 18/6 Apiil 1891.—Babu Hem Chunder Mitlor, Sub-Deputy Collector, Ranaghat, 
Nadiya, is allowed leave for one month, under article 291 of the Civil Service Regulations, 
W'ith effect from the date on which he may avail himself of it. 

Babu Srecram Gnngooly, Canitugoe, is appointed to aet as Sub-Deputy Collector, 
Ranaghat, Nadiya, during the absence, on leave, of Babu Hem Chunder Mitter, or until 
further orders. 

Babu Koniul Narain Chakravarti, Sub-Deputy Collector, Chittagong Hill Tracts, is 
allowed leave for three mouths, under article 291 of the Civil Service Regulations, with effect 
from the 1st Alay next, or from such subsequent date as he may avail himself of it. 

Babu Puma Chunder Roy, Deputy Magistrate and Deputy Collector, is allowed furlough 
for six months, under article 371 of the Civil Service Regulations, in extension of the furlough 
granted to him under the order of the 18th November 1890. 

The 21«/ Api-il 1891.—Captain W. Shireff, Central Bengal Light Horse, is allowed 
leave of absence fur six months, with effect from the 1st May 1891. 

Maulvi Abdul Huq, Sub-Deputy Collector, Nilphamari, Rungpnr, is allowed leave for 
three months, under article 291 of the Civil Service Regulations, with effect from the date 
on which ho may be relieved. 

Mr. O. 11. Reily, Assistant Secretary to the Government of Bengal, Legislative Depart- 
ment, reported bis departure from India on leave on the 9th instant. 

Mr. J. Posford, District and Sessions Judge, Tipperafa, is appointed to act, until further 
orders, as District and Sessions Judge of Faridpnr. 

Mr. S J. Douglas, Joint-Magistrate and Deputy Collector, Tipperah, is appointed to act 
as District i.nd Sessions J udge of that district, during the absence, on deputation, of Mr. J, 
Posford, or until further orders. 

Air. C. F. Mansoii, Personal Assistant to the Commissioner, Chittagong Division is 
allowed leave f>r one mouth, under article 291 of the Civil Service Regulations, with effect 
from the date on which he availed himself of it. 
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Babu Nobin Clmnder Sen, Deputy Magistrate and Deputy Collector, Fenny, Noakhali, 
is appointed to act temporarily as i'ersonai Assistant to the Commissioner, Chittagong 
Division. 

Babu Okboy Coomar Boso, Deputy Magistrate and Deputy Collector, Noakhali, is 
appointed temporarily to have charge of the Fenny sub-division ot that district. 

The following gentlemen, who have qualified at the examination recently held for 
appointments to the Provincial Service, arc appointed to act, until further orders, as Deputy 
Magistrates and Deputy Collectors, and are posted to the Sadr stations of the district nien- 
tioned opposite their names :— 

Mr. L. T. it. Lucas, Daeoa. | Mr. J. A. Craven, Lohardugga. 

Bahu Ananta Lai Chatterjee, Sub-Deputy Collector, Barh, Patna, is appointed to act 
as Special Deputy Collector tsti butwara work in Dqrbhunga, vice Babu Sree Nath Chatterjee. 

Babu Nobin Clmnder Sen, Sub-Deputy Collector, Dacca, is ai pointed to act as Special 
. Deputy Collector on road ccss revaluation work in Faridpur, vice Babu Succhitadanund 
Mukerjee. 

Babu Durga Cburu Gbosc, Sub-Deputy Collector, Chittagong, is appointed to act as 
Special Deputy Collector on road cess revaluation work in Pubna, rice Babu Piturabur 
JBanorjoe. 

Babu Gopi Krishna Ball, Sub-Deputy Collector, Godda, Sontlial Pergunnahs, is 
appointed to act as Special Iteputy Collector on road cess revaluation work in Saruu, vice 
Baba Kodnr Nath Mukerjee. 

Mauivi Najimuddin Ahmed, Sub-Deputy Collector, Behar, Patna, is appointed to act 
as Special Deputy Collector on butwara work in Shahabad, vice Mr. P. T. llebeilo. 

The following gentlemen are appointed temporarily to be Sub-Deputy ('olicctors of the 
fourth gradff, and are posted to the districts mentioned opposite their names 

Mauivi Habibar Rahman, Dacca. | Mauivi Syed Mahomed Xabir, Behar, Patna. 

Mr. Ram Comal Gupta, Qodda, Southal Pergunnahs. 

Babu Dwarka Nath Basil, Temporary Deputy Magistrate and Deputy Collector, 
Midnapur, is allowed leave for three months, under article 291 of the Civil Service liegula- 
tiuns, with eflect from the 2yrd February last. 

Babu Gossuiu Dus Datta, Deputy Magistrate and Deputy Collector, Siligori, Darjiling, 
is allowed leave for forty-five days, under article 291 of the Civil Service Regulations, with 
efiect from such date as he may be relieved. 

Babu Sheo Nundnn Lai Boy, Deputy Magistrate and Deputy Collector, Ohnraparun, is 
allowed Iciive for three months, under article 291 of the Civil Service Regulations, with effect 
from the date on which he may bo relieved. 

Babu Shamapodo Chowdhuri, Deputy Magistrate and Deputy Collector, on leave, is 
posted to the Sadr station of the district of Chumparun, during the absence, on leave, of 
Babu Shoo Nundnn Lai Roy, or until further orders. 

Mauivi Bazlul Karim, Deputy Magistrate and Deputy Collector, Burdwau, is allowed 
leave for three month.s, under article 291 of the Civil Service Regulations, with effect from 
the date on which he availed himself of it. 

Babu Gopal Ballub Das, Deputy Magistrate and Deputy Collector, Balasore, is trans¬ 
ferred to the Sadr station of the district of Burdwan. 

Babu Khirode t hunder Sen, Deputy Magistrate aud Deputy Collector, Dinajpur, is 
allowed leave for throe months, under article 291 of the Civil Service Regulations, with effect 
from the date on which he may be relieved. 

The following Ofilciating Deputy Magistrates and-Deputy Collectors arc posted to the 
stations mentioned opposite thi ir names : — 

Babu Srinatli Chatterjee ... ... ... Maimansing. 

,, Sucebitanund Mukerjee ... ... ... Backerganj. 

Mr. P. T. Rebello ... .» ... ... Siliguri, Darjiling. 

Babu Kedar Nath Mukerjee ... ... ... Dinajpur. 

,, Pitumbur Banerjoo ... ... ... Backerganj. . 

„ Kanti Bhushun Sen will continue on deputation as Land Acquisition Special 
Deputy Collector, Bengal Nagpur Railway, until further orders. ^ 

Police.— TVre 18/A April 1891.—Mr. V. W. Bertelsen, District Superintendent of Police, 
Birbhum, is allowed furlouirh for one year, under article 371 of the Civil Service Kcgula- 
tious, with effect from the 2()th June 1^91. 

The %\»t April . —Mr. W. H. Cornish, District Superintendent of Police, has been 

granted by Her Majesty’s Secretary of State for India an extension of leave on medical* 
certificate for three months. 

Mr. W. W. Daly, c.i.B., District Superintendent of Police, on furlough, is appointed to 
he Deputy liispcplor-Geueral of I’olice, tnce Colonel W. L. N. Knyvett, reiircd. 

Mr. W. P. Pratt, District Superintendent of Police, Hughh, is appointed to act .as 
Deputy Inspector-General of Police, during the absence, on furlough, ot Mr, W. W. l>aiy, 
c.i.K., or until farther orders. 

Leoislativk. —The \7ih April 1891.—Mr. Gordon Leith, OfEeiating Deputy Suprrin- 
tendent and Remembrancer of Legal Affairs, is appointed to act temporarily, in addition 
to his own duties, as Assistant Secretary to the Govemment of Bengal in the Legisla..ve 
Department. 
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Ecclesiastical. — TAe Zlst April 1891.—The Revd. A. W. Atkinsoa is appointed to 
act, until further orders, as Chaplain of Kidderpur, with effect from the date on which he 
received charge of the Chaplaincy. 

Baba Kali Podo Banerjee, Pastor of the L. M. S. Bengali Church at herhampur, in 
Murshidabad, is itereby licensed, under section 9 of Act XV of 1872, to grant certiflcaies of 
marriage between persons who are Native Christians. 

He is also appointed to be Registrar of Births and Deaths under Act VI of 1886. 

REOiBTRATiONf. — The 3()fA March 1891.—Mr. P. T. Bebello, Officiating Deputy Magis¬ 
trate and Deputy Collector, Siliguri, Darjiling, is vested with the powers of a Sub-Registrar 
in the Phansedewah thana. 

The 17/A April 1891.—Mr. H. Cox, Joint-Magistrate and Deputy Collector, Kurseong, 
Darjiling, is vested with the powers of a Sub-Registrar of the Kurseong thana. 

The Zlat April 1891.—Mr. H. B. Bcames, Officiating First Inspector of Registration 
Offices, is allowed leave for six weeks, under article 291 of the Civil Service Regulations, 
with effe{^t from the 13th May 1891. 

The following notifications are republished from the Assam Gazette'.— 

No. SIOSO .—The ^th April 1891,—Mr. A. B. G. Comber, Officiating Assistant Super¬ 
intendent of Police, Kamrup, is deputed temporarily on spt^cial duty to the Sylbet district. 

No. 3107G*.—TAe 8fA April 1891.—With effect from 12th March 1891, in consequence 
of the departure, on furlough, of Mr. J. Kennedy, o.s.. Deputy Commissioner, second grade— 

Mr. R. S. Greensffields, c.s.. Assistant Commissioner, first grade, and Officiating 
Deputy Commissioner, third grade, to act as Deputy Commissioner, second 
grade. 

Mr. W. Tcunon, c.s.. Assistant Commissioner, first grade, and Officiating Deputy 
('ommissioner, fourth grade, to act as Deputy Commissioner, third grade. 

Mr. J. L. Herald, c.s.. Assistant Cumnussioner, second and officiating first, grade, 
to act as Deputy Commissioner, fourth grade. 

Mr. J. Clark, c.s.. Assistant Commissioner, third, and officiating second, grade, to act 
as Assistant Commissioner, first grade. 

No. 3198Cr.— The 11/A April 1891.—Under the provisions of section 12 of the Criminal 
Procedure Code (Act X of 1882), Mr. Ian Hew Warrender Dalrymplc Clark, District 
Superintendent of Police, on special duty at Golaghat, is invested with the powers of a 
Magistrate of the first class as a temporary arrangement. 

^ John Edoab, 

Chief Secy, to tie Govt, of BengoM. 


REVENUE DEPARTMENT,—FORESTS. 


The 2 Is/ April, 1891.—In consequence of the return to duty on the forenoon of the 2l8t 
March, 1891, of Mr. M. S. Fowler, Deputy Conservator of Forests, from the leave granted 
him in the notification, dated the 16th December, 1890, the following reversions are ordered 
with effect from that date :— 

Mr. U. li. Heiuig, Officiating Deputy Conservator of Forests, fourth grade, to 
Assistant Conservator of Forests, first grade. 

Mr. H. Hiiincs, Officiating Assistant Conservator, first grade, to Assistant 
Conservator, second grade. 

C. £. Auckland, 

Offg. Secy., to the Qovt, of Bengal. 

REVENUE DEPARTMENT,—OPIUM. 


The 21s/ April, 1891.— In consequence of the vacancy caused by the death, ou the 10th 
February, 1891, of Mr. G. R. Carter, late Sub-Deputy Opium Agent, fifth grade, the following 
promotions are made in the Opium Department:— 

Mr. A. T. Christian, Assistant Sub-Deputy Opium Agent, first grade, to be Sub-Deputy 
Opium Agent, fifth grade. 

Mr. J. O. D. Murray, Assistant Sub-Deputy Opium Agent, second grade, to be Assis¬ 
tant Sub-Deputy Opium Agent, first gr8d('. 

Mr. W. L. L. Reed, Assistant Sub-Deputy Opium Agent, second grade, sub. pro tern., 
is- confirmed in that grade. 

Mr. C. C. Lincoln, Assistant Sub-Deputy Opium Agent, third grade, to be Assistant 
Sub-Deputy Opium Agent, second grade, sub. pro iemi. 

Mr. £. C. Godfrey, Assistant Sub-Deputy Opium Agent, third grade, sub. pro tern., is 
confirmed in that grade. 

Mr. G. W. Olipbant, Assistant Sub-Deputy Opium Agent, probationary grade, to be 
Assistant Sub-Deputy Opium Agent, third grade, sub. pro tern. 

Mr. A. H. Biss, Assistant Sub-Deputy Opium Agent, probationary grade, sub. pro tern., 
is confirmed in that gi;ade. 

Mr. J. £. Powell, Officiating Assistant Sub-Deputy Opium Agent, to be Assistant Sub- 
Deputy Opium Agent, probationary grade, sub. pro tern. 

The above appoiutmeuts will take effect from the llth February, 1891. 
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TAe 2lst April, 1891 .-Mr. A. Christian. Sub-Depnty Opium Agenf, Benares Agency 
IS translerred to the Behar Agency, and is placed in charge of the Moughyr sub-division 

The Zlst April, 1891.—Mr P. Ross is appointed to act as Assistant Si 
Opium Agent. Benares Agency, daring the absence, on leave, of Mr. A M Alone 
further orders. ' ‘ ' 


Assistant Sub-Deputy 
until 


or 


C. E. BrcKi.AND. 

Offi;. Seep, to the Govt, of Bengal. 


The 


Mth 


ROTIPIOATION. 

« 1 . 1891.-In connection with the settlement of rents in the Sonthal 

Pergunnahs, it is hereby notified that an appeal shall lie from the order of the Settlement 
Officer to the Deputy Commissioner, and from the Deputy Commissioner, where he differ, 
from the Settlement Officer, to the Commissioner. 

C. E. Buckland, 

Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The \7th April, 189 \.—In exercise of the power vested in him by section 3 clause fcl 
of the Indian Museum Act, IV of 1887, the Lieutenant-Governor is pleased to apnoint 
Mr. J. D. Maxwell to be a Trustee of the Indian Museum, vice Mr. A. Simson, resigned.*^ 

C. E. Buckland, 

_ ^ff9- Secy, to the Govt, of Bengal. 


.DECLARATION. 

The 21«/ April, 1891.—Whereas it appears to the Lieutenant-Governor of Bengal that 
land is required to be taken by Government at the public expense for a public purpose viz 
for comnensating (1) Gobardhan Sardar, (2) Srimanta Khan, (3) Durgaram Kauri f t) Paran 
Dalui, (5) Kailas and Thakurdas Dalui, (6; Gobinda Pandit, (7) Isvar Dalui. (8) Nabin Dalui 
and (9) Ganesh Dalui, ohowkidars, whoso service lands were taken up for Ghatal drainage in 
the villages of Srirampur, Gar Pratapnagar, and Argara, pergnnnah Barda, zillah Miduapore 
it IS hereby declared that for the above purpose nine pieces of land, measuring, more or less’ 
1 beegah 6 cottahs and 3 ohittacks of standard measurement, hounded us follows are recinired’ 
within the aforesaid villages of Srirampur, Gar Pratapnagar, and Argara. ’ ^ 


In village Srirampur. 

Plot No. l~For Gadadhar Sardar, measuring 8 chittacks of land, bounded on the north 
and west by mftl land of Chandi Adak ; south by mftl land of Advaita Adak • and cast bv 
service land of Gwdadhar Dalui. ' ^ 


P/of Ao. 2—For Srimanta Khan, measuring 14 cottahs of land, bounded on the north 
and west by mal land of Chandi Adak ; south by the first plot required to be taken up • and 
east by the service land of Gudndhar Dalui. 

Plot No. 3—For Fui garam Kauri, measuring 14 chittaoks, bounded on the north and 
west by the ra^l land of Chandi Adak ; on the south by the second plot to be taken iin • and 
on the east by the chakrau land of Gadadhar Dalui. ^ ’ 


In village Oar Pratapnagar. 

Plot No. 4—For Paran Dalui, measuring 13 chittacks, bounded on the north by m41 
khamar land; south by nu'il laud of Paresh Nath Bhunya ; east by the chakrau land of 
Baburam Sardar; and on the west by mAl land of Paresh Nath bhunya. 

Plot No. 5—hor Kuilash and Thakurdas Dalui, measuring I cottah of land, bounded 
on the north by the ab .veiuentioncd fourth plot; south and west by the mal land of Paresh 
Nath Bhunya; and east by the chakran land of Baburam Sardar and Gobardhau Dalui. 

Plot No. 6—For Gobiuda Pandit, measuring 6 cottahs 1 chittack of land, bounded on 
the north by the abovemenuoned fifth plot; on the south and west bv inAl land of Parish 
Nath Bhunya; and on the east by the chakran land of Baburam Sardar and Gobamhan 
Dalai. 

Plot No. 7—For Isvar Dalui. measuring 11 cottahs 8 chittacks of land, bounded on the 
north by the ahovemeiitioncd sixth plot; west and south by m&l land of Paresh Nath Blmnya • 
and on the east by the service land of Gobardhan Dalui. ^ ’ 

Plot. No. 8 for Nabin Dalui, measuring 4 chittacks of land; bounded on the north by 
the aeventh plot; on the south by the dobattar land of Khetra Mohan Baishnab ; west by 
the m&l land of Paresh Nath Bhunya; and on the east by tne chakran of Gobardh*a^ 
Dalui. 

In village Argara, 

Plot No. 9—For Ganesh Dalai, measuring 4 cottahs 5 chittacks of land, bounded on 
the north by mAI ktiaiunr jote of Srinath Mandal; south and east by m&l khamar laud 
jote Nabin Metia ; and on the west by the drainage obannel. 

This declaration is made, under the provisions of section 6 of Act X of 1870 to all 
whom it may concern. , ‘ 

C. E. Bcckland, 

Offg. Secy, to the Govt, of Bengal. 
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DECLAEATION. 

Tht 2Lst April, 1891.—Whereas it appears to the Lieutenant-GoTernor of Bengal that 
land is required to be taken by Government at the public expense for a public purpose, 
VIZ, fur compensathig (1) Prem Chand Dalui Chowkidar and (2) Sundar Jana Sardar, whose 
service lands wore taken tip for the retired line of embankment at Kaunramjotegarh, per- 
ffiinnah Chetua, in the village of Kanurarrjutegarh, pergunuah Ghetna, zillah Midnapore, 
it is hereby declared that for the above purpose two pieces of land measuring, more or less, 
2 bigahs and 15 coitabs of standard measurement bounded—— 

PM No. 1—For Prem Chand Dalui, measuring 12 cottahs and 10 chittacks of land, bounded 
on the north by m&i land of Shekh Basu ; on the south by m&l land 
of Maslaud Khan; on the east by m&l land of Basir Khan ; and on the 
west by Kuteband and Kharpal of Rajab Mallik. 

/7o^ JVo. 2—For Sundar Jana, measuring2 bigahs 2 cottahs and 6 chittacks, bounded 
on the north by m&l land of Gossaiu Das Sant ; south by m&l land of 
Baikantha Till and Gopal Das Sant ; east by mfil land of Harekristu Jana ; 
» and west by the zemiiidari dwarf embankment 

are required within the aforesaid village of Kanuramjotegarh. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

C. E. BtJCK!.AND, 

Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 21*/ April 1891.—In snpcrse.-sion of the notification, dated the 18th March 1890, 
published at page 220, Part I of the ,<7afcM//o Gazette of the 19th March 1890, the following 
revised notification is published for general information 

Under the provisions of section 9 of the Excise Act VII of 1878, and with the aanctiou 
of the Board of Revenue, a distillery in which spirituous liquors may be manufactured after 
the native process having been established at Bankuora, in the district of Baiikoora, it is 
hereby notified that from and after the Ist April 1891 within the following limiis, which 
have been fixed with the sanction of the said Board of Revenue, no such liquors, unless 
manufactured at the said Suddor distillery, shall be introduced or sold without a pass from 
the Collector, Rnd no still shall be constructed or worked or spirituous liquors manufactured 
except at the said distillery :— * 

Northern boundary .—Eastern limits of the Burdwan district. 

Western boundary .—Eastern limits of the Maubhum district. 

Southern boundary .—The portion of the river Seleye which runs into this district from 

the district of Manbhum down to the borders of thana Onda in 
the district of Bankuora, and the northern limits of thana 
Ilaiepoor, including outpost Simlapal, and the northern limits of 
district Midnapore. 

Eastern boundary .—Limits of the Hooghly and Burdwan districts. 

F. H. Barrow, 

Collector, Bankoora. 


MEDIOAL DEPARTMENT. 


The 21st April \SQl. —Assistant Surgeon Rai Tara Frosunno, ' Roy Bahadur, Chemical 
Examiner to Government and Assistant Professor of Chemistry, Medical College, Calcutta is 
appointed to be in charge, in addition to his own dutii-s, of the duties of Surgeon-Major 
O. J. H. Warden, Chemical Examiner to Government and Professor of Chemistry, Medical 
College, Calcutta, during the absence, on leave, of that officer, or until further orderk 

• The 21*/ April 189 J .-—Surgeon A. W. D. Leahy is appointed to act as Civil Surgeon of 
the 24-Perguunalis, during the absence, on deputation, of Surgeon-Major J. F. P. McConnell 
or until further orders. * 

The 21*/ April 1891.—Surgeon G. J. H. Bell is appointed to be Resident Surgeon of 
the Medical College Hospital, vice Surgeon J. R. Adie. " 

The 21 v/ Ayril 1891.—Surgeon J. R. Adie, Resident Surgeon, Medical College Hospital 
Calcutta, is appoiuUd to officiate as Civil Surgeon of Tipperah, during the absence on 
deputation, of Surgeon Q. Jameson, or until further orders. ’ 

The 21st April 1891.—Surgeon F. J, Drury, Officiating Civil Surgeon of Balasore is 
appointed to be Resident Surgeon, Eden Hospital, vice Surgeon G. J, H. Bell. ’ 

The 2\st April 1891.—Surgeon-Major G. Price, Civil Surgeon of Burdwan. is appointed 
to act as Civil Surgeon of Dacca, during the absence, on leave, of SureeCm-Maior P fJ 
Nicholson, or until further orders. 

Ihe 21st April 1891—Surgeon R. R. H. Whitwell, Officiating Civil Surgeon of 
Tipperah, » appointed to act as Civil Surgeon of Burdwan, during the absence, on deputation 
of Surgeon-Major G. Price, or until further orders. ^ ’ 

H. J. S. Cotton, 

Secretary to the Govt, of Bengal. 
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JUDICIAL DEPARTMENT. 


No. 32A. 

Tfut \7th April 1891. —Mr. H. Cox, Joint-Magistrate and Deputy Collector, Eurseong, 
Darjiling, is vested with the following powers :— 

Powers of a Magistrate of the first class in the Eurseong and Terai (Phausedewab) 
thanas, and powers of a Sub-divisional OfiBoer under section 36 of the Code of 
Criminal Procedure. 

Powers under sections 110, 186, 260 and 624 of the Code of Criminal Procedure, 

Powers of«a Small Cause Court Judge to try suits of value not exceeding Ra. 50 in the 
Eurseong and Phansedewah thanas. 

Powers of a Munaif and powers to try rent suits in Eurseong and similar powers in 
Phansedewah as regards cases transferred by the Deputy Commissioner from the 
Terai officer’s file. 

The 182A April 1891.—Babu Ram Lai Das, m.a., B.n., is appointed to act as a Munsif 
in the district of Patna, to be ordinarily stationed at Bofaar, during the absence, on leave, 
of Babu Gobind Chandra Bysack, or until further orders. 

The 2l8t April 1891.—The Lieutenant-Governor acoepts the resignation tendered by 
Babu Uma Oharan Misscr of his appointment as an Honorary Magistrate of the Tumluk 
Bench, in the district of Midnapur. 

The undermentioned gentlemen are appointed to be Honorary Magistrates of the 
Purulia Bench, in the district of Manbhum, and are vested with the powers of a Magistrate 
of the third class— 

Mf. Charles Henry Maseyk. | Babu Becharam Nundi. 

Babu Bungshidhur Roy, Deputy Magistrate and Deputy ('ollector of Murshidabad, 
is vested with powers under section 133 of the Code of Criminal Procedun*. 

The following officers are vested with the powers of a Magistrate of the second class :— 

Babu Sree Nath Chatterjee, Officiating Deputy Magistrate and Deputy Collector, 
Maimansing. 

Babu Sucebitanund Mukeijec, Officiating Deputy Magistrate and Deputy Collector 
Dackerganj. 

Mr. P. T. Rebcllo, Officiating Deputy Magistrate and Deputy Collector, Siliguri, 
Darjeeling. 

Babu Eedar Nath Mukeijee, Officiating Deputy Magistrate and Deputy Collector, 
Diuajpur. 

Babu Fitambur Baneijie, Officiating Deputy Magistrate and Deputy Collector, Backer- 

ganj. 

The following officers are vested with the powers of a Magistrate of the third class :— 

Babu Bunku Bchari Singh, Officiating Deputy Magistrate and Deputy Collector, balasore. 

Babu Uakhal Chundcr Bauerjee, Officiating Deputy Magistrate and Deputy Collector, 
Faridpur. 

Mr. L. T. R. Lucas, Officiating Deputy Magistrate and Deputy Collector, Dacca. 

Mr. J. A. Craven, Officiating Deputy Magistrate and Deputy Collector, Lohardugga. 

• Grant op x.bavb to Munsips. — The 16th April 1891.—>Babn Qovind Chandra Bysack, 
Munsif of Bchor, in the district of Patna, is allowed leave fur twenty-five days, viz., thirteen 
days under article 309 of the Civil Service Regulations, and the remaiaiog period under article 
806(6) of the same Regulations, with effect from the 17th April 1891, or from the date ou 
which he may be relieved. 

The 17th April 1891.—Babu Bepin Behary Sen, Munsif of Munshiganj, in the district 
of Dacca, is allowed furlough for three mouths, under article 371 of the Civil Service Uegu- 
lations, with effect from the date on which he availed himself of it. * 

The \8lh April 1891.—Babu Sripati Chattei^ee, Munsif of Eishoreganj, in the district 
of Maimansing, is allowed leave for one month, viz., twelve days under article 309 of the Civil 
Service Regulations, and the remaining period under article 30G(6j of the same Regulations, 
with effect from the afternoon of the 3rd April 1891. 

John Edgar, 

Chief Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 20th April 1891.—Under section 3, Act I (B.C.) of 1876 (an Act to provide 
for the voluntary registration of Mahomedan marriages and divorces), the Lieutenant- 
Governor has been pleased to grant a license to Moulvi Mabamad Abdua Shukflr, 
authorizing ^im to register Mahomedan marriages and divorces, and to exercise the other 
functions of a Mahomedan Registrar withiu the thanas of Bhowanipur and Taliganj in the 
suburbs of Calcutta, and tbana Alipur iu the district of the 24-Pergun9ahs. 

John Edgar, 

Chief Secy, to the Govt, of Bengal. 
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NOTIFICATION. 

The iOlh April 1891.—Under section 3, Act I (B.C.) of 1876 (an Act to provi^ for the 
voluntary registration of Mahomedan marriages and divorces), the Lieutenant-Governor 
has been pleased to grant a license to Moulvi Abdul Khaleq, authorizing mm to register 
Mahomedan marriages atid divorces, and to exercise the other functions of a Mahomonan 
Registrar within the police stations of Maniktala, Baliaghatta, Eutallj, Bamapukur, and 
Baligaiij, in the suburbs of Calcutta. 

John Edgar, 

Chief Secy, to the Govt, of Bengal, 


NOTIFICATION. 

The 20/a April 1891.—Under section 3, Act I (B.C.) of 1876 (an Act to provide for 
the voluntary registration of Mahomedan marriages and divorces), the Lieutenant-Governor 
has been pleased to grant a license to Moulvi Mohammad Mosaddnq, authorizing him to 
register Jdabomedan marriages and divorces and to exercise the other functions of a hfaho- 
medan Registrar within the police stations of Baranagore, Chitpur, Casipnr and Ultadanga 
in the suburbs of Calcutta. 

John Edoab, 

Chief Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 20//i April 1891.—Under section 3, Act I (B C.) of 1S76 (an Act to provide for 
the voluntary registration of Mahomedan marriages and divorces), the Lieutenant-Governor 
has been pleased to grant a license to Moulvi Wahid Ulla, authorizing him to register 
Mahomedan marriages and divorces and to exercise the other functions of a Mahomedan 
Registrar within the police stations of Watgunge, Ikbalpur and Garden Roach in the suburbs 
of Calcutta. 

John Edgar, 

Chief Secy, to the Govt, of Bengal. 


PUBLIC WORKS DEPARTMENT,—BENGAL. 

Establishment. 

The 17/A ApHl 1891. 

Bo. 141.—Mr. W. Connan, Executive Engineer, is appointed to officiate as Superintend¬ 
ing Engineer of the Orissa Circle, during the absence, on furlough, of Mr. R. H. Rhind, or 
until further orders. 

BtriLDINOS. 

The 20lh April 1891. 

A'o. 143.— Declaration .—Whereas it appears to the Lieutenant-Governor of Bengal 
that land is required to be taken by Government at the public expense for a public purpose, 
viz., for the court-houses and record-room of the Muneifs at Cbikandi, in kismut Sonloh, 
pergunnah Rajnagar, tbana Palong, zillah Faridpur, it is hereby declared that for the above 
purpose a piece of laud measuring, more or less, 3 bigahs 5 cottahs and 1^ ''chittacks 
of standard measurement, bounded on the north by the road and Chikaiidi river, on the 
south by the jote land of Imamuddin aliaa Mahaddi Hazi, on the 'cast by the First 
Munsit’s residence, and on the west by the Second MunsiPs residence, is required within the 
aforesaid kismut. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

Railway. 

The 21«/ ApHl 1891. 

No. 144.— Declaration .—Whereas it appears to the Lieutenant-Governor of Bengal 
that land is required to be taken by Government at the public expense for a public purpose, 
viz., for the station at Bhowanipur on the Northern Section of the Eastern Bengal State 
Railway, in mouzahs Sherpur, Bhowanipur, and Piruzpur, pergunnah Suroopur, district 
Uinagepur, it is hereby declared that for the above purpose two plots of land, measuring, 
more or less, 34 bighas 4 cottahs and- 15 chittacks of standard measurement, bounded as 
follows, are required within the aforesaid mouzahs of Sherpur, Bhowanipur, and Piruzpur— 

tlot JBo. 1, measuring, more or less, 17 bighas 10 cottahs and 15 chittacks of standard 
measurement, bounded on the north and south by jote land of Kudrutulla ; east by jote land 
of Janulla, Ojibulla, Moonshee Mahmud Shamahmud and others; and west by the B. class 
land of the Eastern Bengal State Railway. 

Plot No. 2, measuring, more or less, 16 bighas and 14 cottahs of standard measurement, 
bounded on the north and south by jote land of Kudrutulla ; east by the A. and B. class 
land of the Eastern Bengal State Railway; and west by jote land of Kudrutulla, Alabokab, 
Janulla, Ojibulla, Uonier, Dukhia, Mauulla and others. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern, and is in supersession of declaration No. 112, dated 24th March 
1891. 
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No. 1^5. —Declaration. —Whereas it appears to the Lientenant-Qovernor of Bengal that 
land is required to be taken at the public expense for a public purpose, viz., for constructing 
flood openings at 60 miles ll chains on the Eastern Section of the Eastern Bengal grate 
Railway System, in muuzabs Moirhaut and Pairadanga, pergunnah Mamjowany, district 
Nuddea, it is hereby declared that for the above purpose two plots of land, measuring, more 
or less, 38 bigahs 6 cottahs and 4 chittacks of standard measurement, bounded as follows, 
are required within the aforesaid monzahs of Moirhaut and Pairadanga:— ’ 

Phi No. 1.—Measuring, moreorless, 14 bigahs 3 cottahs and 2chittacks, bounded on the 
north by land occupied by Nabin Ghunder Sen, Hazaree Mondul and Madari Golder; on the 
east by land belonging to the Eastern Benaal State Bailway ; on the south by land occupied 
by Nabin Cfflinder Sen, Busseer Khan and Kassim Monde!; and on the west by land occupied 
by Madari Goldar, Gofur Tarufdar, Kamadhur Oasty, Busseer Khau, Kassim Moudel, Kupil 
Dhabuck, Woozir Mondul, Bhoobun Ghose, Kuloo Mondul, Nachir Shaik, Manick 
Mondul. 

Plot No. 2.—Measuring, more or less, 14 bigahs 3 cottahs and 2 chittacks, bounded on 
the north by land occupied by Nabin Ghunder Sen, Brojendro Gopal Roy, G »pal Napit and 
Kangolly Bagdi; on the east by land occupied by Ram Churn Kormokar, Kopil Dhabuck, 
Brojendro Gopal Roy, Prannath Roy and Busseer Khan; on the south by land occupied by 
Nobin Ghunder Sen and Brojendro Gopal Roy ; and on the west by land belonging to the 
Eastern Bengal State Railway. 

This declaration is made, under the provisions of section G of Act X of 1870, to all 
whom it may concern. 

No. Declaration. —Whereas it appears to the Ijieutenar.t-Governor of Bengal 

that land is required to be taken by Government at the public expense for a public purpose, 
viz., for ’'staff-quarters at Madaupur station ou the Eastern Section of the Eastern Bengal 
State Railway, in mouzab Madaupur, pergunnah Pajnour, district Nuddea, it is hereby 
declared that for the above purpose a piece of land measuring, more or less, 1 bigah and 1-1 
chittacks of standard measurement, bounded on the north biy land occupied by Jottadhary 
Ghoso and Bboosun Ghose; on tho east and south by land belonging to the Eastern Bengal 
giate Bailway ; and on the west by land occupied by Jottadhary Ghose and Sarada Dasi, is 
required within tlie aforesaid mouzah of Madanpur. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
it may concern. 

No. 147.— Declaration, —Whereas it appears to the Lieutenant Governor of Bengal 
that land is required to be taken by Government at the public expense for a public purpose, 
viz., for the gh&t extension at Goalundo, on the Eastern Section of the Eastern Bengal State 
Railway, in the villages of Parkooria, Oorakandee, and Bhydea, pergniuiahs Amirabad and 
Kassimnagore, sub-division Goalundo, district P'aridpur, it is hereby declared that for the 
above purpose a strip of land measuring, more or less, 123 bighas 2 cottahs and 11 chittacks 
of standard measurement, bounded on the west by land belonging to the Eastern Bengal 
State Bailway; on the north and east by the river Ganges ; and on the south by laud 
in the villages of Bhydea and Oorakandee, is required wlttnu the aforesaid villages of 
Parkooria, Oorakandee, and Bhydea. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
it may concern, and is in supersession of declaration No. 95, dated the 17th March 1891. 

No. 148.— Declaration. —Whereas it appears to the Lieutenant-Governor of Beng»l 
that land is required to be taken by Government at the public expense for a public purpose, 
viz., for the construction of coal sidings. Nos. 1 and VA. in connection with the colliery branch 
line of the Bengal Nagpur Bailway, in the village of Sanctoria, pergunnah Shergurh, 
district Burdwan, it is hereby declared that, for the above purpose, a piece of land measuring, 
more or less, 4 acres 3 roods and 3'16 pules (corresponding to 14 bighas 8 cottahs 3 and 
chittacks of standard measurement), bounded by a nick on the ground, is required within the 
aforesaid village of Sanctoria. 

The mines of coal, ironstone, slate or other minerals lying under the land, or any parti¬ 
cular portion of the laud, except only such parts of the mines or minerals as it may be 
necessary to dig or carry away, or use in the construction of the work for the purpose of 
which the land is being acquired, are not needed. 

This declaration is made, under the provisions of section 6 of Act X of 1870, and section 
3, clause 1 of Act XVllI of 1885, to all whom it may concern. 

EsTABLISB M BNT. 

The 21 April 1891. « 

No. 149.—Mr. J. D. Davies, Executive Engineer, First Calcutta Division,, is grauted 
privilege leave for seven weeks, under article 291 of the Civil Service Regulations, with 
effect from the 13th April 1891, or such subsequent date as he may have availed himself 
of it. .... * 

No. 150.— Mr. W. Girling, Honorary Assistant Engineer, is appointed to hold charge of 
the office of the Executive Engineer, First Calcutta Division, until tho return of Mr. Davies 
from privilege leave, or until further orders. . . 

No. 161.—Mr. P. D. Kiernander is appointed to officiate in class II of the Superior 
Traffic Establishment, with effect from the Ist January 1891, the date on which he assumed 
charge of the Behar district of the Eastern Bengal State Bailway. 
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Local ' Communications. 

TAe 21st April 1891. ' 

A'o. 153.—Dec/ara^ion.—Whereas it appears to the Lieutenant-Oovernor of Bengal 
that land is required to be taken by Government at the public expense for a public purpose, 
viz., for the construction of a road from Sbymagram to Manicknagar, running north-west 
through the villages of Sbymagram, Sreeghar, Nasirabad and Manicknagar, pergunnah 
Bardakhat, zillah Tipperah, it is hereby declared that for the above purpose a piece of 
land measuring, more or less, 13,050 feet in length and 50 feet in breadth, is required within 
the aforesaid villages of Shymagrsm, Sreeghar, Nasirabad and Manicknagar. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

F. J. Johnstons, 

__ Offg. 8ecg. to the OovL of Bengal. 

• 

Establish HKNT. 

The I7th April 1S91. 

No. 140.—Mr. R. B. Buckley, Temporary Superintending Engineer, who reported him¬ 
self at Calcutta on return from privilege leave on the forenoon of the 11th April 1891, has 
been appointed by the Local Government on deputation for a period not exceeding six months, 
under article 98 of the Civil Service Regulations, to enquire into the system of canal 
administration in Orissa. 

The 20th April 1901. 

No. 142.—Mr. W. S. Bremner, Assistant Engineer, attached to the office of the 
Superintending Engineer, South-Western Circle, is transferred to the Nuddea Rivers 
Division. 

laaiGATIONT. 

The 21st April 1891. 

No. 153.- -Declaration. —Whereas it appears to the Lieutenant-Governor of Bengal 
that laud is required to bo taken by Government at the public expense for a public purpose, 
viz., for the Bhwgrai Embankment in the village of Khalabadia, mehal Kasba, pergunnah 
Bbograi, zillah Balasore, it is hereby declared that for the above purpose three pieces of land 
measuring, more or less, 1 acre 3 roods and 2 poles of standard measurement, bounded on 
the—* 

First plot, ZG poles —North by embankment and its slopes; south by Bhuaband and 
its slopes; west by khal or canal of Guchida river; and east by side drains of 
embankment: 

Second plot, 3 roods 27 poles —North by Bhuaband and its side drains ; south by the 
side of 14 span sluice ; west by bank of Guchida river; and cast by the mehal 
land of Khalabadia mouzah cultivated by Bhagaban Fila and lleazuddeen : 

Third pilot, 2 roods 19 North by side drains of Bhuaband; south by side drains 

of Bhuaband ; west by bank of Guchida river; and east by side drains of 
Bhuaband, 

are required within the aforesaid village of Khalabadia in mehal Kasba. 

This declaration is made, under the provisions of section 6 of Act <X of 1870, to all 
whom it may concern. 

C. W. Odltng, 

Offg. Joint-Secy, to the Govt, of Bengal. 

GOVERNMENT OF BENGAL—MARINE DEPARTMENT. 

The 17th April 1891. 

No. WlMarine. —The following cominunication No. 1285, dated the 11th April 1891, 
from the Government of Bombay, regarding the removal of quarantine at Aden, Ferim, and 
the Somali Coast against arrivals from Poiut-de*Galle, is published for general information. 

C. W. Odt.ing, 

Offg. Joint-Secy, to the Govt, of Bengal. 

Copy of a letter from the Secretary to the Government of Bombay, General Department, to the 

Secretary to the Government of Bengal, Public Works Department, No. 1285 of 1891, 

dated 1 1th April 1891. 

With reference to my letter No. 259, dated 20th January 1891, I am directed to state 
that under instructions from the Government of India, quarantine restrictions at Aden 
Perim, and the Somali Coast against arrivals from Foint-de-Galle have been withdrawn. 

No. ll2Marine. —In 'exercise of the powers conferred upon him by section 23 of 
Act Vi of 1884 (the Inland Steam-vessels Act), the Lieutenant-Governor is pleased to 
appoint the gentlemen named below for the purpose of examining the qualifications of 
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persons desirous of obtaining certificates of competency as second class masters of inland 
steam^vessels at the examinatiom which will be held this day— 

The Officiating Port Officer, Calcutta ... ... President. 

C). M. Anderson, Esq., Branch Pilot ... \ 

Captain A. J. Brame, Marine Superintendent, India I Members. 

General Steam Navigation Company ... ) 

The 20/A April 1S91. 

No. llSMarine. —In exercise of the powers conferred upon him by section 4 sub¬ 
section (1), clause (c) of the Indian Ports Act, 1889, the Lieutenant-Governor is pleased 
with the pre^ous sanction of the Governor-General in Council, to withdraw the provisions 
of section 31 of that Act from the port of Dhamra (Chandbally). 

C. W. Odling, 

, O^ff. Joint-Sect/, to the Govt, of Bengal. 


TU 2<ith April 1891. 

No. 114i/artne.—The following communication. No. 1308, dated the ISth April 1891, 
from the Government of Bombay, and its enclosures, regarding the imposition of quarantine 
at Aden, Ferim and the Somali coast against arrivals from the coast of Yemen between Leith 
and Lohaiya, is published for general information. 

C. W. OnniNo, 

C/fg. Joint-Secy, to the Govt, of Bengal. 


' No. 1308, dated Bombay Castle, the 13th April 1891. 

From—W. L. IIarvky, Esq., c.b.. Acting Undcr-Secretary to the Government of 
Bombay, General Department, 

To—The Secretary to the Government of Bengal, Marino Department. 

In continuation of my telegram of the 20th ultimo, I am directed to forward herewith, 
for the information of the Government of Bengal, copy of a Resolution of this Government, 
No. 130G, dated 13th instant, and of the notification issued thereunder, regarding the enforeo- 
meiit of Q.uarautinc Rules at Aden, Perim, and the Somali Coast against arrivals from 
the coast of Yemen from Leith to Lohaiya. 


Quarantine : ImposiUon of — at Aden, Perim, and the Somali Coast against arrivals from 

the Coast of Yemen between Leith and Lohaiya. 

No. 130G. 

General Department. 

Bombay Castle, 13th April 1891. 

Telegram from the Government of India, Home Department, dated 24th March 1891. 

Telegram from the Political Resident, Aden, dated 27th March 1891 :— 

“ Your telegram of yesterday. Egypt has beon asked. No quarantine in Egypt. 

I have no information regarding supposed prevailing epidemic.” 

Telegram from the Political Resident, Aden, dated 28th March 1891 :— 

‘•Following, telegram received from British Consul at Alexandria Quarantine 
against plague imposed in Egypt against arrivals fro’m Arabian Coast from Leith to 
Lohaiya inclusive Telegram ends. Similar quarantine imposed here.^’ 

Telegram from the Government of India, Home Department, dated 4th April 1891 :— 

■‘Number 117, Sanitary. Your telegram 29tli March. Quarantine at Aden against 
arrivals from Arabian Coast from Leith to Lohaiya inclusive owing to plague sanc¬ 
tioned. Please forward rules you propose to enforce. Last rules against plague are 
those of this Department’s Notification No. 105, dated 20th May 1881. Will they 
suffice to prevent quarantine against Aden in Egypt ?” 

Telegram from the Political Resident, Aden, dated 7th April 1891 :— 

“ Your telegram of yesterday. The May Rules, 1881, will suffice.” 

Telegram from the Government of India, Home Department, dated 10th April 1891:— 

” Number 126, Sanitary. Your telegram 8th. Issue of rules similar to those 
sanctioned in Home Department Notification No. 105, dated the 20th .May 1881, 
to provide for quarantine against plague at Aden on arrivals from Arabian Coast froiq 
Leith to Lohaiya inclusive approved. Please wire date of publication of rules and 
send copy, as republication in Gazette of India necessary.” 

Resolution. —A notification should be published in a Bombay Government Gazette 
Extraordinary bringing the Quarantine Rules into operation at Aden, Perim and the Somali 
Coast against arrivals from the Coast of Yemen between Leith and Lohaiya. 

2. Copies of the notification should be forwarded to the Political Resident, Aden, and 
the other Officers and Departments concerned, for information, in continuation of Government 
Resolution No. 1067, dated 20tb ultimo.. Copies should also be forwarded to the Governments 
of India, Bengal, Madras and Ceylon, and the Chief Commissioner, Burma. 

W. L. Garvey, 

Acting Under-Secy, to Government. 
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NOTIFICATION. 

GENERAL DEPARTMENt. 

Bombay Castle, 13/4 April 1891. 

No. 1306.—In exercise of the power conferred by Act I of 1870, the following Buies 
for Quarantine against Plague have been made by the Government of Bombay, with the 
previous sanction of the (iovernor-General in Council: they have effect from the 28th ultimo 
in the Ports of Aden, Perim and the Somali Coast as a temporary measure* 

I.—The Commander of every vessel, including buggalows or other native craft, arriv> 
ing from tbe Coast of Yemen from Leith to Lohaiya shall, before entering the 
harbour, indicate by signal the port from which such vessel has come. 

II.—Such Commander shall not, except_^s hereinafter provided, allow any communi* 
cation, cithi-i with the pilot boat, except orally, or with the shore, or with any 

* other vessel or boat in the harbour. 

III. —Immediately on any such arrival being signalled, the Health Officer of the Port 

shall go alongside the vessel and ascertain by enquiry from the Commander 
whether any person on board is suffering, or has during the voyage suffered, 
from plague, and if the Health Officer is satisffed by such enquiry that no 
person on board is suff' ring, or during the voyage has suffered, from plague, he 
shall direct the Commander to take the vessel to the quarantine anchorage, duly 
appointed and notified in that behalf by the Resident, there to remain for a 
period of seven days from the date of arrival in the harbour. The Health 
Officer shall also direct the Commander to prohibit, during the period for 
which the vessel remaius at the quarantine anchorage as aforesaid, all commu¬ 
nication except such as is hereinafter provided for between such vessel and the 
shore, or other vessels and boats in the harbour. 

IV, —If the Health Officer shall have reason to believe at the time when the vessel 

arrives in the harbour tliat any person on board is suffering, or during the 
voyage has suffered, from plagnc, he shall direct the Commander to take the 
vessel to the quarantine anchorage as aforesaid, and there to remain for a period 
of fifteen days from the day of arrival in the harbour j and shall further direct 
• that during such fifteen days, intercourse between the said vessel and the shore 
or other vessels and boats in the harbour shall be prohibited as provided in 
Rule HI. 

V.—If during the period a vessel is at the quarantine anchorage aforesaid, any case 
or cases of plague should occur on board, the said vessel shall remain in quaran¬ 
tine for a period of fifteen days from the date of the last case occurring, and be 
subject to all the prohibitions provided for in Buies III and IV. 

VI.—^^Vhen any vessel has been placed in quarantine as aforesaid, the Health Officer 
may direct the removal of so many of the passengers and crew as may not be 
siificriiig from illness, and whose services may not be required on board the 
vessel, to such particular spots as may from time to time be selected by the 
Resident as places of quarantine, there to remain for a period of seven days, or 
if the vessel has been placed in quarantine for fifteen days, for a period of 
fifteen days. If a case of plague occurs among such passengers and crew daring 
any such period, they shall remain in a place of quarantine for a period of 
fifteen days from the date <>£ the occurrence of the last case of such illness. 

VII.—Any mails or cargo which may be brought by any vessel so arriving shall be 
landed under such precautions as the Health Officer may deem necessary to 
prevent the spread of the disease. 

VIII.—It will be the duty of the Port Officer to facilitate the conveyance to all vessels 
in quarantine of such supplies of provisions, stores and other articles as may be 
required by those on board. Such supplies will be placed on the boats of the 
vessels in quarantine, to be subsequently removed by members of their crews. 

IX. — .All vessels arriving at Aden, Perim and the Somali Coast, which may have com¬ 
municated with vessels coming from the Coast of Yemen from Leith to 
Lohaiya, shall be subjected to the same quarantine as vessels arriving at Aden, 
Perim and the Somali Coast from the Coast of Yemen from Leith to Lohaiya. 
By order of His Excellency the Right Eoiiourable the Governor in Council, 

J. Nuobnt, 

Chief Secretary to Government. 

EASTERN BENGAL STATE RAILWAY. 

NOTIFICATION. 

No. 23.—Mr. O. P. Chad burn. District Traffic Superintendent, is granted privilege 
leave for two months and one day, under articles 277 to 291 of the Civil Service 
Regulations, with effect from let May 1891 or such subsequent date as he may avail himself 
of it. 

Seaudah, the 20th April 1891. 


S. Finney, Offg. Manager. 
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KOTIFIOATION. 

M. 24.—Mr. 8. Forbes, Ai|ist»nt Store-keeper, is granted one month's privilege leave 
in extension of the two months’ privilege leave granted to him, with eflfeot from the 17th 
February 1891, under articles 277 to 291 of the Civil Service Begulations. 

S. Finnxt, Cfffff, Manager. 

E. B'. S. Bailwat, Manaoeb’s Office, the 21sf April 1891. 


JAIL DEPARTMENT. 


No. 3896, dated the 14fA April 1891.—Surgeon P. J. Drury made over charge of the 
Balasore Intermediate Jail to Assistant Surgeon Moti Lai Mukerjee on the forenoon of the 
.4th April 1891. 

M. S. Eurrson, 

For Inspr.’Genl. of Jails, Bengal. 


iVb. 4008, dated the \7th April \%2 \.—Babu Cbnndra Bhusan Chuckerbutty made over 
charge of the Durbhunga Jail to Assistant Surgeon Nohin Chunder Dutt on the forenoon of 
the 28th March l8ul. 

Bo. dated the \^th April —Mr. M. S. Emerson made over charge of the 
Alipore Central Jail to Mr. A. D. Larymore on the forenoon of the 14th April 1891. 

No. 4023, dated the 18<A April 1891.—Mr. E. W. Payne made over charge of the Dacca 
Central Jail to Mr. H. M. Owen on the forenoon of the lOtb April 1891. 

A. D. Lahtmore, 

For Offg. Intpr.-Genl. of Jails, Bengal. 


CIVIL MEDICAL DEPARTMENT, BENGAL. 


JVb. 4617, dated 18M April 1891.—Assistant Surgeon Preo Nath Bose, Teacher of 
Materia Medica and Pharmacy, Medical School, Dacca, is allowed leave for one month under 
article 291 of the Civil Service Hegulations. 

No. 4661, dated the 20f/j April 1891.—Assistant Surgeon Ananda Lai Bose, in ofiSciating 
medical charge of the Pooree Dispensary, is appointed Teacher of Surgery and Midwifery, 
Orissa Medical School, and to have medical charge of the Cuttack Ueaeral Hospital, vice 
Assistant Surgeon Chooney Lall Dass, transferred. 

No. 4664, dated the 20th April 1891,—.Assistant Surgeon Chooney Lall Dass, Teacher of 
Surgery and Midwifery, Orissa .Medical School, and in charge of General Hospital, Cuttack, 
is appointed to be Teacher of Medical Jurisprudence and Therapeutics in the Dacca Medical 
School, vice Assistant Surgeon Shib Chunder Basu, transferred. 

A. IIlLSON, M.D., 

Inspr,-Gen], of Civil Hospitals, Bengal. 


HIGH COURT NOTICE. 

HIGH OOURT—Original Side. 

NOTICE. 

Bated 17th day of April 1891. 

Mb. W. B. Fink, First Assistant or Deputy Registrar, High Court, Original Side, has 
been granted furlough out of India from 24th April to 1st October 1891. 

By order, 

R. BEtcUAMREBS, Registrar. 


Sheriff’s Office, the 1st April 1891. 

Notice is hereby given that the Second Criminal Sessions of the year 1891 of the 
High Court of Judicature at Fort William in Bengal for the Town of Calcutta and 
Factory of Fort William, and the places subordinate thereto, will be holden at the Court¬ 
house in the Town of Calcutta, ou Wednesday, the twenty-ninth day of April instant, at 11 
o’clock in the forenoon, and so on from day to day until the said Sessions be over. And it 
is'hereby proclaimed that all persons who will prosecute any of the prisbners to be broug*ht 
up for trial at the said Sessions be present then and there to prosecute. 

Mahomed Forrock Shah, Sheriff. ■ 
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SMALL CAUSE COURT NOTICE. 


Undkr section 7, Act IX of 1887, notice is herebj given that the Small Canse Court 
Judge of Dacca and Munshiganj wilt hold his sittings at Munshiganj from the :j4th to the 
Slst May next, and during the rest of the nionth at Dacca, Sundays and holidays excepted. 

Babi Coandha Oanouli, Addl. Sub-Judge, for Diet. Judge. 
Judge’s Office, Dacca, the \%th April 1891. 

' ' —— • ' -- -' - 


EDUCATION DEPARTMENT. BENGAL. 

Subordinate Educational Service. 

The 21s/ April 1891.—Mr. J. D’Silva, Seventh Assistant in the Office of the Director of 
Public Instruction (cla.sa VI), having returned to duty on the forenoon of the 8lh instant, the 
unexpired portion of the leave . granted to him under the orders of the 2nd March lust is 
cancelled. * 

A. Croft, Director of Public Instruction. 


MIDDLE SOHOLABSHIP LIST FOB BEHAR OIBOLE. 

A BOY, Avadh Kishore, was inadvertently entered as a candidate from the Gya Cheap 
School. The boy was irregularly admitted as a student of this school, and he should have 
appeared and been entered as a private student in the examination list. His scholarship is 
accordingly cancelled, and is awarded to Bisambbar Lai of the Aurangabad Middle English 
School. 

C. A. Martin, 

Bakkifobb, the 14/A—15/A Jpril 1891. Inspector oj Schools, Behar Circle. 


MIDDLE ENGLISH SCHOLARSHIP COURSE FOR 1891-93 

AND 1893-93. 


This course includes all the subjects prescribed for the Middle Vernacular 
Scholarship Course with the addition of English as follows:— 

English Literature .—Selections from Royal Reader, No. IV. 

Prose—(1) The Kettle of Boiling Water; (2) Speak the Truth; (3) Burning 
of the Ship Kent’, (4) Honest Jacob ; (5) Don’t be too Sure; (6) What is a'False¬ 
hood? (7) Alfred I; (8) Alfred II; (9) Thou shalt not Steal; (10) Men, oftn 

S ou do nothing? (11) A Ltunp of Sugar; (13) Learn to Obey; (13) No pains, 
b gains; (14) Our Bread Stuffs; (15) The Royal Carpenter, I; (16) The Royal 
C^enter, II; (^17) Too Late; (18) Our Clothing; (19) Be PoKte; (30) Fresh 
Air; (31) Cleanuness. , . . 

Poetry —(1) Casabianca; (3) Cuckoo; (3) Llewylyn and his Dog; (4) May 
Queen; (6) The Burial of Sir John Mo6re. 

Grammar —Bennie's Orairimar (to the end of Syntax). 

■A. CROFT, 

Director of Puhlie Instruction, Bengal. 

Calcotta, 

The \blh April 1891. 
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MIDDLE VERNACULAR SCHOLARSHIP COURSE FOR 1891-92 

^ AND 1892-93. 

Ori^a Frose —Prabandhamala, by M. R^do (omitting the lessons headed 
Purusabhab and Naribhaba, Soundaijya and Rucbi, and Manabjatirunnati). 
Oriya Poetry —Kabitabali, Part 11, by R. N. Rai and M. S. llko. 

Oriya Grammar—SaxhB.BB.T Byukaran, by Nimai Bullav Bhattachariya 
(up to Tadhita, omitting small type). 

Oriya Composition —Utkal Rachana, by R. N. Rai. 

Urdu Brose and Poetry —(For Mahomedan candidates only, alternative 
with Oriya)—^Kuat Faisla, by M. Hassan Ali; Intikhab Nayab, by M. Sura 
Mai. 

Urdu Grammar —Kawaid Urdu, Part-HI. 

Oriya History —Sankhipta Bharat Itibas, by the Raja of Talcher, 

Oriya Geography — {General) —Bbugolpath, by S. N. Roy. • 

Ditto — (Physical) —Prakritik Bbugolpath, by Raghunath Singh. 

Geometry —Any Geometry prescribed for the Ist class of Middle Schools. 
First Book with deductions. 

Patiganit, Parts I and II, by Umesh Chandra Basu. 
Mensuration —Utkal Parimiti, byUmesh Uhandral Basu (first nine chapters). 
Hygiene —Swasthasadhan, by Syamsunder Patnaik. 

Physigs—^nxnl Padarthabijnan, by Jogesh Chandra Roy, 2nd edition, 
first four chapters. 

Botany — Dr. Stewart’s Botany (first ten chapters). 

N.B —Candidates are at liberty to choose either Physics or Botany for the examination. 

A. CROFT, 

Director of Public Instruction, Bengal, 

Calcutta, 

The \bth April 1891. _ 


List of Candidates who have obtained Upper Piimary Scholarships in the Behar 

Circle for 1891. 


Name. 

Gobardhan Lai 
Prayag Lai 
Avadesh Singh 
Firangi Lai 

Birkcshor Singh 
Parmanand Tewari 
Gourimani Bakahit 
Ganga Singh 

• 

Goknl Chand 
Avadh Behari Lai 
Warsali tJuRain ... 

Abdul Hafiz 

Jalesurar Prasad 

Beni Rai ... 

Barga Ham 

Kewal Prasad 
Hahendra Snkul 
Mosahob Thxikur ... 

Bamjivan' Sah ao« 

UdifNarayan 
Samkhelawan Hai 

Jangli Singh ... 

Tula Zziahna Choddhori 


Chhedi Sahn 
Mir Mabbuh AU 
Jalim 6ir 
Akhar Husain 

•Tagadish Prasad ... 

Hand Hisliore 
Bhairani Das 
Bam Gnbidda Fotdar 


School. 

Alumgunj U. P. 
Bankipnr U. P. 
Baragaon U. P. 
Fatuah U. P. 

Beri IT. P. 

Ooh U. P. 

Oya Girls' U. P. 
Hati U. P. 


Name. 

Patna. 

Earn Sahai Lai 
Baboo Lai 
Nanhku Pande 


Gxa. 

I Jagdoo Singh 
'Hirsman Lai 
Bhagwan Ham 


SHABABAD. 

Babhnoul TT. P. t Ham Tupsi Ham 

Bnxar Jubilee U. P. ' Go pi Ham 

Bhadwar TJ. P. Sheo Hatan Lai 

Karan serai U. P. 

Sabus. 

Bareja IT. P. Lalji Lai 

Bhalna IT. P. Kamla l^wari 

Gudribazar 17. P. 

CHUMPABirir. 


School. 

... Tslampnr U. P. 
... Marachi U. P. 
... Kazipur U. P. 


... Koch tr p. 

Manhi IT. P. 

... ShahpurU..P. 


... Misirtola IT. P. 
... PakriU P. 

... Sahyar U. P. 


... Hosepur U. P. 

... Bouiacltapor U. P. 


Bettiah Mnniripal U. P. Sukdeo Lai 

Nagdaha U. P. Siogheswar Singh ... 

Pakaria TT. P. , 

MoZUVFliBPDB. 

Hathsal^nj IT. P. Nandkishoro.Lal 

’ Manik Chak IT. P. Hari Narayan Tewari 

Pathrahi U. P. , 

DosBHanax. 

JegiaraU. P. Bachkor Praaad Tha- 

Kurson IT. P. . knr. 


Drigpal Singh 

BKaeanroa. 

Babhangavan IT. P. Banka Hai 

Barohpura IT.- P. Parson. Lai. Misra 

Belhar IT. P. 'Mohamad Woiid 

Khanjorpura IT. P. 

•MbireBn. 


Dahya U. P. • 
Jamalpnr IT. F. 
Lagar H. P. 
Mansurohuk IT. P. 


Abdul Ali 
Mohit Lai Misra 
Ganga Modi 


Parsowni IT. P. 
Piprakhcm U. P. 


Hepura IT. P. 
Sherpur IT.: P. 


Warisnagor XTj P. 

Khalispur U. P. 

■ Makundpur U; P. 
'Miijanbat U. P. 
Purani P. 


Sadanandpur U. P. 
Shernia lL P. 
a^gra U. P. 
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PlTBUlia. 

AkLil Cluuidm S»ha ... BelUaXT-P. I Lilodhar Mandal ... Kamalpur tT. P. 

Pran £.rialuia.Tbokdar ... DasgaonU. P. I Alaknath M^war ... Mednipur TJ. P. 

* SONXBAI. pEBOtTKSAHB. 

Taraprasaimo Sai ... Bagdohari 17. P. MahendraLal Mudal Enmirdaha 17. P. 

Mangobinda Bhattacberjee Bebjore U. P. Erishsa Cbandra Eumrabad 17. P. 

Gobinda Prasad Siagb ... Gena IT. P. Marudi. 

Biram Marudi ... Taljhari Aided Mission. 
Matsan. 

Batish Chnndra Ghoso ... Bskhra 17. P. | Xlara Narayan Bas ... Shamundi U. P. 

Hari Prasad Maojbi ... Bbaluka U.P. I 

C. A. MaBTIN, LI..D.. 

BaNKirvR, the April 1891. Inspector of Schools, Behar Circle, 

List of Candidates who have obtained the Middle and Upper Primary Schloar* 
•• ships in the Bnrdwan Division for 1891. 

HUGHLI. 

MiDPLB EnOIiISH. 

Kamo. School. Kamo. School. 

1. Eisscavar Samanta ... Malaypnr. 3. Hari Das Bhattacharjea ... Shehakhala. 

2. AsTiiii Kumar Samanta ... Ditto. 4. Faaupati Kath Dos ... -Hughli Model. 

Misdee Vebnaculab. 

6. Kalipada Kath ... Ballublipur. | 7. Surendra Kath Mukhorjea Damurdaha. 

6. Surendra Kath Bannerjea ... Ditto. 

UrrEE Pbiuabt. 

1. Surendra Kath Mandal ... Takoole. | 3. Pliakir Chand Chatterjea... Chattra. 

2. BholaKath Acharjea ... Batonol. I 4. Hari Das Ghosal ... Bolun. 

HOWBAH. 

Middle EiraLisii. 

1. Basanta Kumar Sanyal ... Santragaclii. | 2. Bakhal Chandra Manna ... Bhandardaha. 

Uppeb Pbiuabt. 

1. Jogendra Kath Pramanik ... Chongel. 

BIEBUITM. * 

Middle Vebeaculab. 

1. Achintya Kath firajra ..: Sari. \ 4. Shaik Mowla Baksh ... Bahiri. 

2. Gostha Behari Garai ... Kirnohar. | 6. Kamos Chandra Mukherjea... Pikar. 

S. Behari Lai Ghose ... Sari. 

IJppBE Pbiuabt. 

1. Ananta Krishna Laha ... .Tamna. 4. Tarak Kath Gni ... Singi. 

S. Ananta Hari Sarkar .., Satra. 5. Bndha Kaujan OatU ... Bolepur. 

8. Satis Chandra Aeharjoa ... Simed. 6. Sidhosrar Mukherjea ... Ghurshye. 

bakkuka. 

Middle EEausH. 

1. Surendra Kath Has ... Khatrah. 

Middle Yebnacdlab. 

2. Bhairah Chandra Das ... Bajagram. 6. Nibaran Chandra Chatterjea Bishonpnr. 

8. Kilkantha Biswas ... Birsinghapur. | 6. Fpondra Kath Ohakravarti... Bankadaha 

4. Abinas Chandra Ghoso ... Bajagram. ' Circle. 

Uppeb Pbimakt. 

1. Lakshmi Karayan Foddar Bhutsabar. ; 6. Sripati Lai Mand^ ... Tikarparah. 

2. Badha Kath De ... Bhagaldighi. I 6. Srimati SiTamohini Debi ... Sonamukhi Cen> 

3. Kedar Nath Datta ... Kotalpur. 1 tral Girls’. 

4. • Srimati Charubala Dassi ... Bankura Hindu 

Girls’. 

MIDNAPUE. 

Middle Eholish. 

1. Ugraprabba Chowdhuri ... Kalagaohia. 4. Adhar Chandra Datta ... Panskura. 

2. Jogendra Kath Adhikari ... Barmchanpur. 6. Mahendra Kath Maiti ... Kalagaohia.. 

3. Kntya Gopul Bai ... Manikpdr. 

Middle Vebnaculab. 

6. Kitai Charan Bawl ... Barmohanpur. | 8. Indra Norain Giri ... Mngberia. 

7. Debendra Kath Adhikari m Kharkusuma. I 9. Sasi Bhusan Bose ... Lowtda. 

Uppeb Pbiuabt. 

1. ’ Beni Madbav Chakrayarti ... Kakharda. 4. Bhut Kath Tripathi ... ’ Butnan. 

2. Adhar Chandra Maiti ... Sitapur. 6. Barnes Chandra Bannerjea ... Lohaii. 

5. Kirapad Batabyal ... Brahmanbasan. 

BUEDWAK. 

Middle Enolish. 

1. Bhola Kath Bai- ... Nasigram. IS. Prakas Chandra Mukherjea... Sanknara. 

2. Bakhal Das Mukherjea ... Kuohut I 4. Bagalsuanda Mandal ... Ukhara. 
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Bhupati Chatterjea 
Bhasan Ghandra Ghoial 

Binode Behari Sfanna 
Akahay Chandra Mitra 

Bampada De 


MiDonx YasxAovtAB. 

Snsnnia. 7. JDurllubh Chandra Datta 

Kajdanga. 8. Asntoa Saha 

Gfpbb Pbimabt. 

Sihara. A. Elapilesrar Hajra 

Kamarpara, 6. Aantos Nandi 

West. 6. Bijaj Basanta Singha 

Musthal. 


Bajdanga. 

Mandalgram. 

Falasi. 

Snnrey. 

Baharan. 


Brahma Mohan Mai-lik, 
Inspector vf Schools^ Western Circle. 


Hcohli, the 17th April 1891. 


¥early Examination for Fourth Grade Accountants. 

Thr yearly examination of candidates for the fourth grade of Accountants, Public 
Works Department, will be held at the Civil Biigineeiiug College, Secbpore, on Monday and 
Tuesday, Ist and 2nd June 1891, at 10-30 a.h. 


SUBJECTS. 

Writing (neatness, clearness and rapidity] 
Dictation (spelling, punctuation, &c.} ... 

Arithmetic (whole course) 

Mensuration (a) (whole book) 
Book-keeping (Jb) ^Mercantile) 


Total 



Full mark*. 

Minimum paw 
marks. 

• 

100 

50 


100 

50 

• 

240 

160 

1 

60 

80 


100 

50 


600 

400 


* Minimum required in ali 

papers colloctirel;. 

(a) Todhuntor's Mensuration for Beginners. 

(h) “ Book-koeping ” by Ball and Hamilton. 

“ Book-keeping” by double and single entry by W. Inglis (Chamber’s Educational Course). 

The marks gained by candidates who fcdl will not be published. 

1. The examination is held annually at the Civil Engineering College, Seebpore, on 
the first Monday in June. The examination will be conducted either at the College or by an 
Examiner, Public Works Accounts (including Railway and Telegraph), in Bengal, Assam, 
and Burmah only. 

Candidates will not be examined in any of the Calcutta OITires. 

i. ('andidates not in Oovernment employ who wish to be examined at the College must 
forward their applications direct to the Principal; those employed in Government offices 
through the bead of their office, who will forward the application lo the Principal. 

All applications must reach the Principal 30 days before the date of examination. 

8. The candidate should apply to an Examiner of Public Works Accounts not later 
than SO days previous to the date fixed for the examination, and obtain his consent to con¬ 
duct the examination if examination at. the College is not convenient. The application must 
be forwarded by the candidate, not direct to the Principal, but through the Examiner. 

4. All applications must be accompanied by a fee of Rs. 10 and the following certi¬ 
ficates. 

('ertificates may be submitted in original, or true copies attested by an officer of the 
Engineer or Accounts Branch, but none will be returned :— 

(1) Certificate* of good character signed by applicant's immediate official superior, 

or by the instructor under whom he has been educated, or by some other 
superior under whom he may have been brought up'or employed, or to 
whom he may be well known. (This certificate must have special reference 
to the two years immediately preceding the application). 

(2) Certificate that candidate is under 25 years of age (not required if candidate is in 

permanent Government employ, or an employe under District Boards). 

(3) Certificate that the application is in candidate’s handwriting. 

It will rest with the Principal of the College, on a consideration of these certificates, 
to decide whether the candidate should be registered for the examination or whether his 
application should be rejected. 

5. Copies of examination papers are not procurable except those that are issued for 
examination. These need not be returned. 

6. Each examination is oomplete in itself. A candidate who has failed in an exami¬ 
nation, and presents himself for examination on a subsequent occasion, must undergo the* 
full examination, and furnish a fresh fee and certificates. 

7. Passed candidates should apply, not to the Principal of the College, nor to the 
Accountant-General, Public Works Department, but direct to the Examiner of Public 
Works Accounts in the Province or Railway under whom they may desire to be employed. 

8. It must be distinctly understood that the passing of this examination does not give* 
any claim to an appointment, and that in making appointments reference will be given to 
qualified persons who arc already employed in the Department. 

• S. F. Downing, 

Principal, Civil Engineering College. 


SiBBFOEB, the April 1891. 
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NOTIFICATIONS OF THE BOARD OF REVENUE. 

* 

No. 462B. 

Notice ia hereby given that the fifth Sale of Opinm, the Froviaton of 1888-89, 
trill be held at the Gorernment Opium Sale-room, No. 2, Bankahall-street, on Monday, 
the 4th May 1891, at 11 a.m., and will compriae 4,750 cheata, via.— 

Cheats. 

Opium manufactured at the Patna Factory ... ... 2,260 

Ditto at the Ghazeepore Factory ... ... 2,600 

Total ... 4,760 


2ttd.—The general conditions of the sale now advertised will be the same as usual. They 
may be ascertained by reference to the Notification issued on the 27th November 1890, and 
published in the Qovemment and Exchange Gazettea, or on personal application at the 
Ofifice of the Board of Revenue. 

3rd .—The latest dates for deposit and clearance will be the 9th and I9th May 
1891 respectively, that is to say, no Bank of Bengal Receipts, Government Promissory 
Notes, or other public securities that may be tendered for deposit in redemption of 
Promissory Notes given by purchasers in the sale-room will be received after 1-30 p.m. 
of Saturday, the 9th May 1891, and no Bank of Bengal Receipts in full payment of 
lots will be accepted after 3-30 f.m. of Tuesday, the 19th May 1891. 

4th .—In addition to the quantity above advertised for sale, the following quantities, 
more or less, of the Opium manufactured at the Patna and Ghazeepore Factories will be 
brought to sale up to December next, about the dates specified below. The Board ef 
Revenue, however, reserve to themselves the right of altering these dates should circumstances 
render it expedient to do so ■ 


Daibb. 

Manufactured at 
the I'atne Factory, 
about chosta. 

Manufactured at 
the Ghazeepore 
Factory, a&>ut 
cho^a. 

Total, 

about cheata. 

On or about Wednesday, Srd June 

1891 ... 

2,950 

2,600 

4,750 

On or about Thursday, 2nd July 


2,250 

2,500 

4,750 

On or about Monday, 3rd August 


2,250 


4,750 

Ou or about Wednesday, 2Qd September 

99 • • • 

2,250 

2,500 

4.750 

On or about Thursday, Ist October 


2,250 

2,500 

4.760 

Ou or about Weduesday, 4th November 

99 

2.250 

2,500 

4,750 

On or about Wednesday, 2nd December 


2,250 

2,500 

4,750 

Total 

• • • 

16,760 

17,500 

83,250 


By order of the Board of Revenue, Ii. P., 

•K. G. Gopta, Secretary. 

Board op Ruvsnus, L. P., Fort William, the 31sf March 1891. 


Notification under Section 30 of Act XII of 1882 {The Indian Salt Act). 

In exercise of the powers conferred by the 2nd paragraph of Notification No. 769, dated 
11th February 1888, issued by the Governor-General of India in Council (in the Department 
of Finance and Commerce), under section 28 of Act XII of 1882, and published at pages 67-— 
72 of the Gazette of India, dated 11th February 1888, the Commissioner of Salt, Abkari, and 
Separate Revenue, Madras Presidency, under section 30 of Act XII of 1882, authorizes 
the person named below to exercise the powers of a Salt Revenue Officer 


Locality. 

Name. 

Bank. 

Powers to be con¬ 
ferred. 

Bxmabks. 

Balasorc Circle ... 

Mir Abdulla 

Third grade peon 

Salt Bevenuo 

Officer. 

J^e _ Srd grade peon 
Sheik Gcol Mahom- 

j 




med, deceased. 


E. Millbtt, Aaaiatant Secretary. 

Board of Bctshuz, Sbparatb Rbvbnub, Madras, the 18/6 Aj^il 1891. 
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Notification, under Section 30 of Act XII of 1882 {The Indian Salt Act). 

In eBorcise of the powers conferred by the 2nd paragraph of Notification No 769 dat^a 
11th February 1K88, issued by'the Governor-General of India in Council (in the Denartm.>n» 
of Finance and Commerce), under section 28 of Act XII of 1882, and published at fi- 

72 ot the Gazette o/India, dated 11th February 1888, the Commissioner of Salt Abkari s 
Senarate Revenue, Madras Fresidenev. under section 30 of Art XTi laoo 


« sw wa. waaw ^ V/l^XUlUiSSlOUer Ol OElt. A 

Separate Revenue, Madras Fresidencj, under section 30 of Act XII of 1882 
each of the persons named below to exercise the powers of a Salt Revenue Officer: 


67- 
, and 
authorizes 


Locality. Name. 


Rank. 


Powers to ho con- „ 

ferred on each. fisMABKs. 


Basudebpor Circle Mr. B. J. Saldanha... 
Manikpatna Circle Mr. J. £. F. Vas ... 


Assistant In- Salt llcvonuo 
spector, second OlHcor. 
grade. 

ditto ... ditto. 


E. MinnsTT, Assistant Secretary. 

Boabu op Revenuf., Separate Revenue, Madras, the 14th April 1891. 


ELECTION OF MUNICIPAL COMMISSIONERS. 


NOTIFICATION. 

It is hereby notified for general information that a bye-election will be held in Ward 
No. I of the Taki Municipality, in the district of the 24-PergvnDafas, on the 13th June next 
for the purpose of electing a Commissioner for that Ward in the place of Nirmal Chandra 
Ohose, deceased. 

A. Smith, Commissioner. 

CoMMR.'s Opfice, Pkbsy. Divn., Calcutta, the 2Qth April 1891. 


NOTIFICATION. 

It is hereby notified for general information that at the election held on the 3rd instant 
in Ward No. Ill of the South Dum-Dum Municipality, in the district of the 24-Pergunnahs 
Babu Nilmony Mitra has been duly elected a Commissioner for that Ward. ’ 

A. Smith, Commissioner. 

CoMMR.'s Office, Pkest. Divn., Calcutta, the 18/A April 1891. 
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(Srbers anb ipotificattons bji t|)c <§obcrnmciit of |iibia. t^c. 

[^Reprinted from the “ Qaoette of Tndia.^^~\ 


The follo'wing orders issued by the Governmeut of India in the Legislative Department 
are republished for general informatiun. 


John Edoar, 

Chief 8eey. tu the Govt, nf Bengal. 


NOTIFICATIONS. 


Simla, the 15 th April 1801. 

No. 11.—Mr. C. D. Paniotj, Barrister-at-Law, has been granted leave of absence for a 
period of three months, or until further orners, from his office of Keportcr for the Indian 
Law Reports in the High Court, Calcutta, with effect from the S'Jud instant, or such 
subsequent date as he may avail himself of the leave. 

No. IS.—-Mr. A. F. M. Abdur Rahman, Barrister-at'Law, has been appointed to 
officiate as a Reporter for the Indian Law Reports in the High Court, Calcutta, during 
the absence, on leave, of Mr. C. D. Ranioty, or until further orders. 

• • S. Hakvry Jambs, 

Secretary to the Gotfertimi tit of India. 

The following orders issued by the Government of India in the Horae Department are 
republished fer general information. 

John Edoak, 

Chief Secy, to the Govt, of Bengal. 
NOTIFICATIONS. 

Public. 

Simla, the 16fA April 1891. 

No. 729.—The Birthday of Her Majesty the Queen-Empress of India will be kept in 
India on Saturday, the 30th May 1891. 

Judicial. 

The 14ih April 1891. 

Ro. 4,97. —Mr. A. Phillips, Barrister-at-Law, Standing Counsel for the Presideney of 
Fort ‘William in Bengal, is granted leave for seven months, under article 727A of the Civil 
Service Regulations, with effect from the 23rd April 1891, or from the subsequent dai% on 
which he may avail himself of it. 

No. 499.—Mr. L. P. Pugh, Barrister-at-Law, is appointed to officiate as Standing 
Counsel for the Presidency of Fort William in Bengal, during the absence, on leave, of 
Mr. A. Phillips, or until further orders. 

C. J. Ltall, 

Secretary to the Government of India. 
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The following order issued by the Government of India in the Revenue and Agricultural 
Department is republished fur general information. 

Joi4n Enoaa, 

Chief Secy, to the Govt, of Bengal. 
NOTIFICATION. 

Genbral. 


The \ 7th April 1891. 

Mr. P. 0. Lyon, c.s., Private Secretary to the Lieutenant-Governor of Bengal, is 
appointed to oflSciate as Under-Secretary in the Revenue and Agricultural Department, 
during the absence of Mr. Muir-Mackenzie. ’ 

E. O. Buck, 

Secretary to the Govt, of India. 


* The following order issued by the Government of India in the Military Department 
is republished for general information. 


John Edqab, 

Chief Seey. to the Govt, of Bengal. 


Simla, the 17/A April 1891. 

London Gazette. 

No, 874 .—Tiie following extracts are published for general information:_ 

** London Gazette,” dated ike 3rd March I89\,page 1204. 


War Office, 

Pall Mall. 3rd March 1891. 

Staff. —Licutenant-Colonel J. H. Rivett-Carnac, c.i.e.. Commandant, 4th Adminis¬ 
trative Battalion, North-Western Provinces Volunteers, to be Aide-de-Oamn 
to the Queen, with the rank of Colonel in the Indian Volunteer Forces 
Dated 4th March 1891. 

• • * • _ 


E. H. H. CoDLEN, 
Secretary to the Govt, of India. 
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PART IB. 


ORDERS BY THE LIEUT.-GOVERROR OF BENGAL. 

MUNICIPAL AND LOOAL. 


NOTIFICATION. 

T/ie IGtA April 1S91.—It is hereby notified that, under section 59 of Act III (B.C.) of 
1884, the Lieutenant-Governor approves the election by the Commissioners of the Bhnd- 
dressur Municipality, in the district of Uooghly, of fiabu llaj Kissen Bancrjee to be their 
Chairman. 

H. J. S. (JOTTON, 

_ Secretary to the Govt, of Bengat, 


NOTIFICATION. 

The 16M April 1891.—It is hereby notified that, under section 59 of Act III (B.C.) of 
1884, the Lieutenant-Governor approves the election by the Commissioners of the Sherepore 
Municipality, in the district of Bogra, of Babu Kali Kishorc Munshi to be their Chairman. 

H. J. S. Cotton, 

_ Secretary to the Govt, of Bengal. 

NOTIFICATION. 

. The 16/A April 1891.—It is hereby notified that, under section 59 of Act III (B.C.) of 
1884, the Lieutenaht-Governor approves the election bjr the Commissioners of the Taki 
Municipality,in the district of the 24-Fergunnah8, of Babu Krishna Chandra Roy Chowdhury 
to be tbeir Chairman. 

. H. J. S. Cotton, 

__ Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The 16/A April 1891.—It is hereby notified that, under section 17, Act III (B.C.)*of 
1884, the Lieutenant-Governor is pleased to appoint the following gentlemen to be Cotumis-. 
sioners of the Nalchitti Municipality, in the district of Backergunge :— 


Babu Banamali Bay. 

,, Ambika Charan Sarkar. 

,, Annada Charan Mitra. 

„ Golok Chandra Cbaudhuri. 
„ Har Kumar Maulik. 


Babu Krishna Nath Ghosh. 

„ Banga Chandra Talukder. 

„ Basanta Kumar Itay. 

„ Pyari Mohan Ray. 

H. J. S. Cotton, 
Seeretary to the Govt, of Bengal. 


NOTIFICATION. 

The 16/A April 1891.—It is hereby notified that, under section 59 of Act III (B.C.)*of 
1884, the Lieutenant-Governor approves the election by the Commissioners of the South 
Suburban hlunicipslity, in the district of the 34-Pergnnnahs, of Bai Ambica Churn Bai 
Bahadur to be their Chairman. 

H. J. S. OoTToir, 

Secretary to the Govt, of Bengal. 
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NOTIFICATION. 

The i\st April 1891.—-It is hereby noticed that, under seclion 23, Act III (B.O.) of 
1884, the Lieutenant'QoTernor is pleased to appoint Mr. A. C. Mackertich to be the 
Chairman of the Sasaeram Muuicipality, iu the district of Bhaiiabad. 

H. J. 8. (’OTTON, 

_ Secretary to the Oovt. of Bengal, 


NOTIFICATION. 

. The %\at April 1891.—It is hereby notified that under section 14, Act III (B.C.) of 
1^84, the Lieutenant-Governor is pleased to appoint the following gentlemen to be Com¬ 
missioners of the Soory Muuicipality in the district of Beerbhoom 

13abu Umbica Cbaran Mookerjee. I Babu Dhone Krishna Ghose. 

,, Upendra Nath Bancrjee. j. „ Banka Behan Mitra. 

H. J. S. Cotton, 

, _^_ Secretary to the Govt, of Bengal. 

DECLAllATION. 

The l%th April —Whereas it appears to the Lieutenant-Governor of Bengal that 
land is required to be taken up by Government at the expense of the Howrah Municipality 
for a public purpose, viz., for straightening Abiuash Chandra Banerjee’s Lane at Srehari 
Nawparah under the jurisdiction of the Municipality of Howrah, pergnunah Boroo, zillah 
Hooghly, it is hereby declared that for The above purpose a piece of land measuring, more 
or less, 10 ci>ttahs of standard measurement, is required. The land is bounded on tho North 
by outfall drain and laud of Lokenath Ghose; nn the South by old lane called Abiuash 
Chandra Baneijee^s Lane; on the East by Ahiuash Chandra Banerjee’s garden and the new 
road ; and on the West by Abinash Chandra Banerjee's land. 

Tftis declaration is made, andet the provisions of seotion 6 of Act Xof lK70, to all whom 
it may concern. 

H. J. S. Cotton, 

_ Secretary to the Govt, of Bengal. 


NOTIFICATION. 

I'he 16/4 April 1891.—It is hereby notified for general information that, under 

section 6, Act I ^H.Q.) of 1885, the Lieutenant-Governor 
declares the ferry named in the margin, in thana Cox’s 
Bazar, in the district of Chittagong, to be a public ferry. 


Rankliola furry across tho Ba^rkhuU 
khal in tUu CuJ. s Bazar sub-divisiuu. 


II. J. S. Cotton, 
Secretary to the Govt, of Bengal. 


NOTIFICATION. 


in 


The 16M April 1891.--It is 
the ei^ercise of the power 


Sankhola ferry across Iho BafrUhali 
kkal iu tile Cox’s Bazar sub-division. 


hereby notified that the Lieutenant-Governor is pleased, 
conferred on him by section 35 of the Bengal Ferries Act, 
I (B.C.) of 1885, to direct that the ferry named in the 
margin, which is situated in the district of Chittagong, 
shall be managed by the District Board of Chittagong, and 
that all the proceeds of the ferry, and all the fines levied and compensatiou received under 
the said Act in respect thereof, shall be paid into the District Fund with effect from the 
date of this notification. 

H. J. S. Cotton, 

_ Secretary to the Govt, of Bengal. 


NOTIFICATION. 


The I7th April 1891 . —t is hereby notified that the Lieutenant-Governor is pleased, in 
KurmrakiuiU ferry in ibo sub-dmsion the exercise of the power Conferred on him by section 85 of 
of Mad.vriporo. the Bengal Ferries Act I (B.C.) of 1885, to direct that the 

ferry named in the margin, which is situated in the district of Purreedpore, shall be managed 
by the District Board of Purreedpore, and that all the proceeds of the ferry, and all the fines 
levied and compensation received under the said Act in respect thereof, shall be paid into 
the District Fund, with effect from the date of this notification. 


H. J. S. Cotton, 
Secretary to the Govt, of Bengal. 


NOTIFICATION. 

The 18/A April 1891.—It is hereby notified for general information that, in exercise 
of the power conferred on him by section 6, clause (c) of Act I (B. C.) of 1885, the 
Lieutenant-Governor is pleased to establish a public ferry over the river Dhnrla at Bospechai 
within the police-station of Burobari in the sub-division of Kurigram in the district of 
Bungpore. 

BL J. S. Cotton, 

Secretary to the Govt, of Bengal. 
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PART II. 

^b&ertisfniiuts. 

fN.B.— AdvertiaementB, Notioes, &c., intended for insertion in this part of the Gazette, 

cannot be received after Noon on Monday.]) 

LAND SALE NOTICES. 


N otice is hereby given that the unciormentionod plots of land, no longer required by Government, situated along the 
East Indian Jiaihvav, in the diatriet of Moiighyr. will be put up to sale at our o’clock p.k. on Wednesday, the 6th May 
1891, oorrcspondiiig with the 12th Bysack 1298, Fasli, at Monghyr. 

The purchasers of the several plots of land will be subject to the following conditions :— 

Ivf.—The purchasers will have no power to make any excavations on the land nearer than three foet from the 
foundation. 

2nd .—If the amount of pnrehaso-monoy does not exceed Us. 100, the whole amount must be paid down at once. 

2rd .—If the amount of purchase-money exceeds Ks. 100, one-fourth of the amount must be immediately deposited. 
. If the balance be not paid by noon of the hfleentli day after the snlc, reckoning the day of sale as one, or if 
that day bo a Close holiday, then by noon of the first snoocHiding office day, the sale shall be cancelled, the 
sum deposited being forfeited to Government, and the lot again put up for sale at tlio risk of the defaulting 
purchaser, after issue cf advertisement as in the case of original sale. 

4tit.—The plots of land will bo sold revenue-froe to the highest bidders. 

—^Tbat purql^sers shall be put in possession on receipt by the Collector of the orders of the Board confirming 
the sole. 


Name of 
diatriot. 

PevKunnah 
and mou> 
sail. 

Number of 

Bituafi«>d on 
which Hide »f 
the iiiulway. 

Approitmate area 
uf lot in biffhaa 
and in aorea. 

LaWO BBCIsUDBl) PROM 
SAI.B FROM KACH 
fcOT. 

CommeiioHuitmt 

which land 
ia situated. 

ReMon for 
eioluaiuti. 


of lot. 

1 

3 

4 

ft 

« 


7 

8 1 

Honghyr... 

Pf'rcnnnali 

Nalimabad, 

niOi’»th 

Khatsour. 

Kolwoen 
nuK) 
and 827. 

South 

B. K. cn. 
0 7 10 

A. B. 1*. 

0 0 10*33 


A. B. P. 

Between tiiile 320 
and 327. 

t>o. 

Ditto ... 

Pitto ... 

Ditto 

0 7 8 

• 

0 0 10*70 



Ditto 


Boundary of lot. 


Nortb.—Bast Indian Bail- 
way Uompany's land. 

West.—Kast Indian Rail¬ 
way Oompany’a laud. 

Enat.—Public aniad from 
l4ikhue»i station lu 
Hhaikpurab. 

South.—Bliattu l«rs pro- 

Indian Rail, 
way Compfftiy's land. 

etouih -Bbattu Lai and 
olhera’ laitd. 

Ea»r>.-~Keul River. 

W«!at.>»Pnblio roan from 
liSktiiserai Htation to 
Hhaikbputah, 


Monghyr, the 11th March 1891. 


B. M. WauBB, Collectoi. 
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Notice under Rule 19, Section U, Part I. 

T^OTICE is hereby given that the lease of the land specified in the schednle hereunto annexed, and of which the 
J-V plan is open to inspection at the ofiice of the Commissioner of the Sunderbans, has been applied for by Kudra 
JVarian Jolirbhushon, and will be sold at 12 o’clock noon on the 3rd August 1891, Monday, the 19th 8rabun 
1298JJ.S., at the Sunderbans Commissioner’s Ofiice at Alipore, unless meantime the sale is stopped or postponed in 
consequence of claims or objections under Act XXIII of 18(33 {to provide for the adjudication of claims to waste 
lauds), or owing to any other cause. 

2. The lease of the land will be granted subject to the conditions which arc specified below, as well as to the 
general terms annexed to the rules for the sale of leases of waste lands in the Sunderbans of the 24.Pergunnahs, 
Khulna, and Backerguuge, dated 12lh I^uvember 1879. 

CunditionK. 

That the land shall be subject to all existing rights of way and water and other easements. 

That the right of using all streams and channels in any way navigable shall bo reserved to the public, and also 
the use of a tow-path, not less than 26 feet in width, on each side of every such stream and channel. 

That no charge will be made toi wood and timber standing on the land at the time it is leased, nor for any 
wood which may be cut and burnt Ui effect clearances, or which may be used on the lan(l. But for wood and timber 
exported for sale, a duty shall be levied at such rate and in such matmer as may from time to time be prescribed by 
Government. 

That the Govornment_ reserves to itself the right to all minerals on the land, together with such rights of way 
and other reasonable facilities as may be requisite for working, gelling, and carrying away such minerals. It also 
retains its proprietary right in the land, and only confers on tho lessee an occupancy right which shall be hereditary 
and transferable. 

Schedule. 


N umber of Lot. 

District, sub-division, 
tliana. 

Area. 

• 

Boundaries. 

Lot No. Ill, 2ud portion 

Biglias. 

24-Pprgunnalis. Diiimutid | 6,tMlU 

Harbour, Sultanpur. 

! 

I 

1 

1 

i 

' 

Ayrth.— liy the Gheebatec or Kaleenagonee Gang 

Eaxt. -J!y an iiiiiiginiiry line drawn from a iKiiiit 
on the* hanks of the Ghecbalec or Jvulee- 
iiagcuee litiiig to a point on the banks 
of a khal rising from ihe Geapali klial 
or ereek. 

South.- By a khal rising from the Ocapati khal or 
creek. 

ires/.—By an imaginary line drawn fiv ni a point 
^ on the banks of (Jie (rlieebateu or Kali- 


\ i imgoiieo (Tiiiig to a point on the banks 

I I ' of a UJial rising from the Geapati khal 

: i ; or creek, and from thence the said khal 

! i till it meets ihu (rcaputi klial or creek 

j anil a portion of tiie ticapiiti kiial <»r 

I creek. 

j As shown in Mr. Sunderbans Couiiuissioner Klli- 
i I son’s rntt]i of season 189U-91. 

_ ___J_... i _i__ .. .. 

J. KtiLisoN, Commissioner, Miiinlerbans, 

Sunderbans Commissioner’s Office, Camp Khulna tlic 1st April 1891. 


N otick is hereby given, under sections 8 and 13, Ael XI of 1859, that the iiudermi-ntioned iistiites, or shares 
of estates, in the district of Moughyr, will be put up for sale at the Collector’s Ullico of that district on 
Sill May 1891, for arrears of revenue aud other demands, whitdi, by the Begulaiions and Acts in fori'c, arc directed 
to be realized in the sanie manner as arrears of revenue. 

'\\’'hen in eulniiiiis 6, 7, and 9 of tlie apiamdcd statement it is stated that only a share is to be sold, a separate 
account is kept for such sliare, and the- other share or shares in the estate are excluded from the sale. 


1 

1 

! »■ 

1 

} 

! " ' 'r, 

i • 

: « 


* A 

b 


Name iiiehal uimI 

Sndder 

junitiia 

Whether 
tho whole 

If only a Nharo is 

1 to bi> Bold, apeeiti- 

Natn»«H of proprietorn 

If only u 
NliHre IH tu Im 
Htild, tho 

If the whole 
eatate in to 
bo Noiil, 
the lirreiira 
due from it. 

If only u 
sharo IN to !*«>■ 
(lold. tliR 
urreHm duu 
from It' 

Ko, 

liei-grimnah. 

of whole 
etitate. 

OHtait* ia 
to he Hold. 

[ cation of such 

! toimiv or Hhuros. 

of property to be Hold. 

Siinider jiim- 
inn of Mtich 
ahare. 



Hk. a. r. 




Mh. a. l*. 

Hs, A. r. 

Ks. A, r. 


Kaaulptir 'Hhntoni. 

diu 1 0 


l.'ia. 

Mnwiarant Sundorbati 

858 IS 0 


171 11 0 


Phiit’kiii. 

^iiivtioui. iietvufukuh 




Oijtnri. &o. 




822 

<156 14 0 


t.a. I.srf. Ic. 1*. 

Bhola Nath Muker> 
jna. Mana^'r of K>u* 
dra Brokaah Mifuter. 

<«I2 Z 0 

. 

IS 1 

Mnlki. 






Ae. 





(iiaiiini PrBNftil. per. 

588 H U 

...... 

lid. lit. If/i. Hr, 9p. 

Karu SinKh, Ac. 

*0 7 0 


f* 11 0 


guunah Mulki. 








83U 

Ditto ditto ... 

588 3 0 


ta. HJ. lae. ISr. ... 

Madan Mohan Lai. 

88 5 0 

... 

37 1. 0 





&R. 




1451 

Bhowanandpur aliM 

l.llHI 13 0 


;{a. 2d. ac. 

Former proprietor 

Khoodur Himth: 

*27 16 0 

. 

35 B 0 


Hamctuori» pergun. 
uulk Malki. 





• 


preMcnt proprietor 
Vunit Lai by pur- 






cliaso at a revenue 









Main on S7th May 
1880 ; Ilia numu han 
Hilt l>een reKiNtorod. 




1451 

llitto ditto ... 

IS 1) 


8d. 2c. 7dt, l'>*. 

Maiiuu 8inKh, &o. 

0 0 


30 I.S 6 

277U 

Hohiuddinniotar Ka« i 

&G4 11 0 


&z. Md. 8c. 86. 7ph, 

Kobau dingh. Ac. 

120 it 0 


18 6 0 

rikh, purKUunuli | 

Anierthu. i 



16r«. Itira. 







Oiant Slitthsadimr | 

],1S7 14 0 

Whole ... 


K«sho Bihari Lai ... 


444 8 0 



l>amdaum alian { 








Ruhimtuir. pergito.; 
uah BalPu. I 

I 






__ 



Mongbyr Collcctorate, the 20th March 1891. 


B. M. WA 1 .LKS, Collector. 
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Notice tinder Bole 19, Section II, Part I. 

T^OTICE is hereby given that the lease of the land specified in the Kchedulo hereunto annexed, and of wliieh 
J-’ the plan ia open to inspection Ut tho_ office of the Commissioner of the Sumlerbaiis, has been applied 
for by Fum Bhushun Newgi and others, and will be sold at 12 o’clock noon on the 6iK July 18al, JUondtiy, the 

28 rd Aasar 1298 B.S., at the Sundorbana Oommissionep’a Office at Aliporo, unless meontimo the sale is stopped or 

postponod in consequence of claims or objections nndor Act XXIII of 1863 (to provide for the adjudication of 
claims to waste lands), or owing to any other cause. 

2. The lease of the land will bo granted subject to the conditions which are specified Iwlow, as well as to 
the general terms annexed to the rules for the sale of leases of waste lauds in the Sunderbons of the 21>Fergunnahs, 
^^ulna, and Backergungc, dated 12th November 1879. 

Ctntditions. 

That the land shall be subject to all existing rights of way and wafer and other easenients. 

That the right ot using all streams and channels in any way navigable shall be reserved to the public, as 
also the nse of a tow-path, hot less than 26 feet in width, on each side of every siie.h stream and channel. 

That no charge will bo made for wood and timber standing on the land at tlie time it i.s leased, nor for any 
wood which may bo out and burnt to effbet clearances, or which may bo used on the land. But for wood anil 
timber exported for sale a duty shall be levied at such rate and in such luamicr as may from time to time be 
prescribed by Government. . , , . . . 

That the Government reserves to itself the right to all minerals on the land, together with such rights of 
way and other reasonable facilities ns may be requisite for working, getting and carrying nwny sucli minerals. 
It also retains its proprietary right in the land, and only confers on the lessee an oceupaiicy right which shall be 
hereditary and transferable. 

Srhi’dule. 


Number of Lot. 


District, sub-division, 
than a. 


Area. 


Boundaries. 


High as. 

Lot No. 24iO, south portion Khulna, Baghat, Kampal il,800 Sorth. —By an imaginary lino ilrawn from the 

mouth of tin- Oeramari klial rising 
from (.he Cliachan Gang to a jaiiiit on 
I (he banks of the I’nssar river. 

I Mast .—By portions of the Mirgamuri and ('liiichan 
I Gangs. 

I hiimth. ~ Wy portions of tho ATirgumari Gang and 
I’a-ssar river. 

I IP’csl. —By the I’assar river. 

j As shown in Mr Sunderhans Commissioner 
I Kllison’s map of season .181)0-91. 


.1. Kiltsos, Commissioner, jSumlerhaiis. 
Snndcrbans Commissioner's Offiee. Camp Khulna, the 1st April 1891. 


Notice under Buie 19, Section II, Part I. 

"VrOTTCK is hereby given that the lease of the land .specified in the seliednle hereunto aunexod. and of whicli tin- 
i-V plan is open to" inspection a( (he otfico of tlie Commissioner of Sunderlmns, has been iipiJird for by Deiio Nath 
Da.ss and others, and will be sold at 12 o’clock noon oil the 6lh July 1891, Monday, the 2:tr(l Asliar 1-29SB.S., at 
the Sunderbans Coinuiissioiier’s Offiee at Aliliore, unless meantime (he sale is sto1)ped_ or postponeil in consequence ol 
claims or objeidioiis nniler Aet XXIII of 1863 (to provide for the adjudication of idaims to waste lands), or owing 

to aiij' other cause. . 

2. The leuso of the laud will he granted subject to the conditions which are speeihed below, as well as to the 
general terms annexed to the rules for the sale of leases of waste lands in the Sunderbans of the 24-1’ergunnali.s 
IChuIiia and Baekcrgunge.alaied the 12th November 1879. 

Coniiitioas. 


That the land shall he snbjeclTo all existing rights of way and water and other easements. 

That the right of using all streams and channels in any way navigable shall bo reserved to the public, us also 
the use of a tow-jiiUh, not less than 26 feet in width on euoh side of every such stream and channel. 

That no charge will be. made for wood and timber standing on the land at the time it is leased, nor for any wood 
which may bo cut and burnt to effect elearanccs, or which may be used on the land. But for wiwd nud timber 
exisirtcd for sale, a duty shall be levied at such rate and m such manner as may from time to time be prescriboil 
by GovoriiDionts 

That the Government reserves to itself the right to all minerals on the land, togetlier with such rights of ;ray 
and other reasonable facilities as may be requisite for working, getting and carrying away such minerals. It 
also retains its proprietary right in the lauds, and only confers on the lessee an occupancy right which shall bo 
hereditary and transferable. 

Schedule. 


N umber of Lot. 


District, sub-divittion, 
thana. 


Area. 


Boundaries. 


Lot, No. 240, middle i Khulna, Be.ghat Kampal 
iwrtiou. 



jV'ort/i.—By an iiiiiiginary line drawn west from 
the nioutli of the ITlukatta khal, *rising 
from the Nora Chilla khat to a point 
on the banks of the Passar river. 

By portions of Nora Chilla kJial and 
Chuchan Gang. , 

South .—By an imaginary lihe drawn from the 
mouth of theGuramara khal, rising from 
the Chachan Gang to a (loint. on the 
banks of the Passar river. 

By the Passar river. 

As shown in Mr. Sunderbans Commissioner 
Kllison’s map of season Ki90-9b. 


Sunderbans Coiainiiaioner'a Office, Camp Khulna, the 1st April 1891. 


J. Kbutsotr, Commissioner, Stunlerbaus. 
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Notice under Rule 19, Section K, Fart I. 

■VTOTICR i* hereby given that the lease of the land specified in the schedule hereunto annexed, and of which 
i-V the plan is open to inspection at the office of the Cominissioner of the Siinderbans, has been applied for by 
Angbor Nnth Mitter and others, and will bo sold at 12 o'clock noon onth^UtliJaly 1891 (2:lrd Ashar 1298 B.S.), 
Monday, at the Sunderbans Commissioner's Office at Alipore, unless meantime the sale is stopped or postponed in 
eousequenee of claims or objections under Act XXIII of 1869 (to provide for the adjudication of claims to waste 
lands), or owing to any other cause. 

8 . The lease of the land will he granted subject to the conditions which are specified below, as well as to the 
general torus annexed to the rules for the sale of leases of waste lands in the Bauderbans of the 21-Porguunahs, 
Khulna, and Backorgungo, dated 12th Jtovember 1879. 

Condilionx. 


That the land shall bo subject to all existing rights of way and water and other easements. 

That the right of usin'T all streams and channels in any way navigable shall be reserved to the public, as also 
the use of a tow-path, not less than 26 feet in width on each side of every such stream and channel. 

That no charge will be made for wood and timber standing on the land at tlie time it is leased, nor for any 
wood nhirh mny be out anil burnt to clTcot nlearances, or which may be nsed on.the land. But for wood and timber 
exported for sale, a duty shall be levied at such rate and in such manner as may from time to time be prescribed 
by (lovernment. 

* That the,^overnment reserves to itself the right to all minerals on the land, together with such rishts of way 
and other reasonable facilities ns may bo reqiiisile for working, getting and carrying away such minerals. It also 
Tfitaiiis its proprietary right in the laud, and only confers on the lessee an occupancy right which shall be here¬ 
ditary and transferable. 

Schedule. 


Number of Lot. 


District, sub-division, 
thona. 


Area. 


Boundaries. 


Bigbas. 

Lot No. 240, north por- Ebulna, Baghat, Bampal 6,000 North .—By the Nora Chilla khal. 
tion. Eaet .—By the Nora Chilla khal. 

South .—By an imaginary line drawn west from 
the mouth of iho Ulukatn khal rising 
from the Nora C'hiBa klial to a ])oiut 
on the banks of (be Passar river. 

Wext .—By tlie Passar river. 

As shown in Mr. Sunderbnn.s Commissioner 
Jtllisou’s map of season 189U-yl. 


•K Klmson, ('ommissioner, Sundorbans. 

Sunderbans Commissioner's Office, Camp Khulna, the 1st April 1891. 


Notice under Rule 19, Section II, Part I. 

■VTOTICE is hereby given that the lease of the land specified in the Schedule hereunto annexed, and of which 
1-s tlie plan is open lo inspection at the office of the Commissioner of the Sundorhans, has been applied for 
by Kali Gopal Mozoomdar and oHier.s, and w'ill be sold at 12 o'clock noon on the 3rd Aiigiisi 1891, Monday, the 
19th Sraban 13i'8H.8., at the Sunderhan Oommissioncr’s Office at Alipori', unless meantime, the sale is stopped or 
postponed in consequence of ch ims or objections under Act XXIII of J863 (to provide for the adjudication of claims 
to waste landi'), or owing to any other cause, 

2. The lease of the laud will bo granted subject to the conditions which are speoilied below, as well as to the 
general terms annexed to the rules for the sale of leases of traste lands in the Snndarbuns of the 24-Pergunnalts, 
Khulna, and Backorgunge, dated 12(h November 1879. 


Conditiouf. 

'I hat the land shall be subject to all existing rights of way and water and ot.l er easements. 

That the right of using all streams and channels in any way navigable shall be reserved to the public, as 
also the use of a tow-path, not less than 26 feet in width, on each side of every such ^stream and channel. 

That no charge will be made for wooil and (imiier standing on the land at tlie time it is leased, nor for any 
wood wliich may be cut and burnt to effect clearances, or which may bo used on the land. But for wood and 
timber exported for sale, a duty shall he levied at such rate and in such manner as may from lime to time bo 
proscribed by Hovemment. 

That the Govcrninont reserves to itself the right to all minerals on the land, together with sneh rights of way 
and other reasonable facilities ns mny bo requisite for working, getting and carrying away such minerals. It also 
retains its'proprielary right in the laud, and only confers on the lessee an occupancy right, which shall be here- 
ditary-aud transferable. 

Sehedule. 


Number of lot. 


District, snb-division, 
thanna. 


Area. 


Boundaries. 


Bighas. 

Lot No. 226. 3rd portion.. Khulna, Pykegachn 6,000 North .—By portions of Kalikabari and Khntakbali 

khals, and an itriagina^ lino drawn from 
a point on the hauks.of (he Khutakhali 
khal to a point on the banks of the 
Laniiohc khal. 

Naxt .—By the liBiidobe khal. 

South ,—By the Lntidoho khal. 

We»l.—Tiy tlio Kalikabari or Bnroer Damon 

khal. 

As shown in Mr. Sundarbans Commissioner 
Ellison's map of season 1890-91. 


.1. EtLisoM, Commissioner, Snnderbans. 
Sunderbans Commissioner’^) Office, Camp Khulna, the 1st April 1891. 
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Notice under Rule 19, Section II, Part I, 

XT OTIC® >9 hereby given that the le^so of the land imeciaod in the schedule hereunto annexed, and of which the 
plan is opon to inspection at tbo *offioo of the Oommissioupr of the Sunderbans, lias been applied for by 
Tranhurry Bhndder and others, aud will be sold at 12 o’clock noon on the 3rd August XH91, Monday, the 19th 
Srabnn 1298 B.S., at the Sundorbans Commissioner’s Office at Alniorc, unless meantime ilie shIo is slopped or post¬ 
poned in conaequeneo of claims or objections under Act TTX XXI of 1803 (to provide for the adjudication of claims to 
waste lands), or owing to any other clause. 

2 . The lease of the land will be granted snbjoet to the conditions which are specified below, as well as to the 
general terms annexed to the rules for the sale of leases of waste lauds in the Sunderbuus of the 24-l\Tgunnahs, 
Khulna, and Baokorgunge, dated 12lh Kovembor 1879. 

Conditionn. 

That the land fholl be subject to all existing rights of way and water and other easements. 

That the right of using all streams and channels in any way navigable shall bo reserved to the public, 
as also the use of a tow-path, not loss than 26 feet in width, on each side of every such stream and channel. 

That no charge will bo made for wood and timber staniliiig on the land at the time it is le.ased, nor for any 
wood which may bo cut and burnt to efteet clearancos, or which may bo used on the lanil. But for wood and timber 
exported for .sale, a duty shall be levied at such rate and in such manner as may from time to time be prescribed 
by Government. , 

That the Government reserves to itself the right to all minerals on the land, together W'ith such rights of way 
and other reasonable fae.ilities ns may be requisite for working, getting, aud carrying away suidi iiiinorals. It also 
retains its proprietary right in the land, and only confers on the iesseo an occujianey right which shall bo hereditary 
and transferable. 

Seneav-Ie. 


N umber of tot. 


District, sub-division, 
thana. 


Boundaries. 


Lot 226, 2nd portion 


Khulna, Pykcgatcha 


Biglias. 

0.000 


North .—By tlic ( hurra Bnjua khnt. 

Jiarl. -'By the Bassar river. 

South.—By a portion of the Lnndobe klial, and 
on imaginary line drawn from a point 
on the bants of the T.andobo khni to 
a point on the banks of the Khutakhali 
klial. and a portion of the said Khuta- 
kbali khal. 

West .—By portions of the Kalikabari and iluring- 
tana kbals. 

As shown in Mr. Siinderlians Commissioner 
Kllison’s map of season 1890-91. 


J. KI.T.ISO.N, Commissioner, ftlunderbans. 
Sunderbaus Commissioner’s Office, Camp Khulna, the 1st April 1891. 


Notice under Rule 19, Section II, Part I. 

N O'riCE is hereby given that the lease of the land specified in the schedule hereunto annexed, and of which the 
plan is oinm to inspection at. the office of the Commissioner of the bunierbans, has been applied for by Joy 
Gopal Alozumdar and others, and will be sold at 12 o’clock noon on the .Srd August 1891, Monday, the l»th Srabun 
1298 B.8 , at the Snnderbans Commissioner’s Office at Alipore, unless meantime the sale is slopped or postponed tn 
consequence of claims or objections under Act XXIXI of 1863 (to provide for the adjudication of claims to waste 
lands), or owing to any other cause. ^ 

2. The lease of tlukland will bo granted subject to the conditions whicdi are specified below, a.s well as to the 

general terms annexed to the rules for the sale, of leases of waste lands in tbo Suuderbans of the 24-1’orgunniihs, 
Khulna, and Backergungc, dated 12lh November 1879. 

Conditions. 

That the land shall be subject to all e.visting rights of way and water and other ea.scments. 

That the right of using all streams and channels in any «'ay navigable sliiill be reserved to the public, as also 
the use of a tow-path, not less than 25 feet in width, on oneh side of every such stce.im and ch.iimel. 

That no eharge will be made for wood and timber standing on the land at the time it is koise.l, nor for any 
wood which may be cut and burnt tsi eff'cet elearaiiees, or which may he used on the land. Hot for wood iiikI timber 
exported for safe a duty shall bo levied at such rate aud in such luaiinur as may from lime to time be prescribed by 

Government. ... , , , • i . r 

That the Government reserves to itself the rights (o all minerals on tlio land, togellier n :tli sneli nglils oi way 

and other reasonable faeilitics as may be requisite for working, getting, and currying away-in li minerals. It also 

retains its proprietary right in the land, and only confers on the lessee an oeciiji.ini'y rigiit uiiieli shall be hereditary 
aud transferable. 

Schedule. 


Number of Lot. 


District, sub-division, 
thana. 


Bonndari 


Lot No. 226, Ist portion Khulna, Pykegatcha 


Bighas. 

'6,900 


North. —Bj' the Cliiira Bajooa klial. 

—Hy'llie 11 iirinctana kind. 

South. —By the Dhon Khali klial. an imagii'.ary 
lino drawn from a poiiil. on the bank.s oi 
a kliii! rising from the X>hoii Khali klm; 
to a. point on the banks of a klial risii.g 
from the Kalikabari or Jlnreer Ihimon 
khal, the said klial and portion of Kab- 
kabari or Bnveer Damon khal. 

We.sf.— By the Clinra Btijoo.a kind. 

As shown in Mr. Sunderbans Commissioner 
liJlisou’s map of soa.son 1890-91. 


Suudorban Commissioner’s Office, Camp Kbulna, the 1st April 1891. 


J. Kplisuk, Commissioner, Sundorbans. 
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N otice is hereby given, under section 6, Act XI of 186ft, Act VII of 1868, and Act II of 1871 (B.C.), that the 
undermentioned dependent tenures in the Cox's Bazar Ichas mebal, in. the district of Chittagong, Will be put 
up to public and unreserved sole at the Collector's Oflico of that district on fhe 20th day of May 1891, for arrears 
of rout and cosscs remafuing unpaid on the latest day of payment, the 26th day of December 1890. 

Mehal Noahad. 


No. of 

No. of 


ANWUAL RENTAL. 

Tjtr amoubt of arrears for 
WHICH THE TBNURaS ARB 

tenure in 

daiien* 

Name of (lofiiiilting tennrti 


TO ItB SOLD. 

Ri^sUir 

deni 

tenure. 

with itu Kitualion. 

Rent. Cesses. 

Rent. Cesses. Total. 


Bbkabics. 



ISfll 

Jiftmznh Telcnaf. 

Thana Ttiknnf, 

Rs. 

A. 

V. 

Hs. A. 

F. 

Rs, A. F. 

Rs. A. 

P. 

Es, 

A. 

p. 



41 

Rhabek Taluk Than Chou* 

1,217 

0 

0 

64 M 

8 

1,217 0 0 

64 14 

G 

1,271 

14 

6 




539 

dhiirain. Hiil Tuluk Srinuitl 
Thau Ohowdhitrain. 
















Mouzah Patili, 













• 


A 

'ihann Knmu. 














72 

49 

Tnhik Geuri Siiiikar* fioi<4'a 
uath Cauoongoe. 

i,4!n 

4 

9 

223 I 

0 

376 0 0 

74 6 

6 

4te 

5 

0 




1 







The entire 
sulde 

tenures will be 







Mmizah VtitiJi. 







52 

Thana Jiamu. 














75 

Taluk Usri Mhikdiir 

525 

0 

0 

07 1 

0 

131 0 0 

32 6 

G 

1C3 

5 

6 




99 

Mouzah Rnjnkhali^ 
















Thana C7*f»4:a#‘ia. 














to 

835 

Hal Tttiiik Uai'idhs Uahardar 

1,153 

0 

0 

60 7 

0 

267 0 0 

B 0 

G 


0 

6 , 




Chittagong Collcctorate, the Ist April 1891. K. W. (‘abi.ylb, Offg. Collector. 


Notice of death sent to the Administrator.General of Bengal under Section 64 of Act II of 1874. 


Name of deceased. Place of death. Date of death. 


Py whom and when death 
rcpuiiod. 


Remarks. 


O. M. Balfour 
C. Thompson 

». Fuller ... 

H. McMaster 


Parbutjioro Tea Estate 14th February ISUI 

Rvrrshoda Hotel, 3rd October 1890 
BatiKoOQ. 

Chittagong (llh l''ol>ruary 1801 

KanaamTeaGardeti.4. 14tli 


G. R. Ofirter 

W. A, Saunders ... 
Charles Melcbin Kruso... 


Cbapra ... 10th 

Surdab, Rajshabyo 5tb March 
district. 

Moulmein district ... llth 


Dtatriet Judge of Sylhct; on 
the srith February and lUth 
March IHOI. 

ilcgistrar, Ilmorder*« (?c>urt. 
RangtHiii; on the 24tU Feb¬ 
ruary l^il. 

Officiating district .Indgo of 
OhittaguiiK; on the 6tb March 
1891. 

Ocmimissiorior of Kiimaon 
Division ; on ibo 5th March 
1801. » 


District Jiidco of Sarun \ on 
the 24th March 1891. 


District Judge of Nuddoa; on 
the 1st April IbOl. 

OfflriatinR Judge of Moul. 
mein ; on the SOtb March 
1891. 


Assets not known. Brother in England 
wilt conic out and adniiuiBter. 

No will. M'idow, Mrs. Jiuio Thomp¬ 
son. Forsyth lUmd, l.iickuow. Assets 
iiU. No application for odzoi- 

nistnition. 

Will left-. Deoeaseil was a Tra. Piantor. 
The widow has obtuined probate on 
24th February 1891. 

Deceased was Managt'r of the Kansani 
Ti'a (surdcii. Will left. Executrix 
and sole legatee, Mrs. Mary V. 
Master, llollur, hcotiaud. Assets 
Rs. 25..*t89-0-ll. 

Deceased was Snb-Depiitir Opium 
Agent, Motihari. No will. Asaota 
not ascertaim^. W^idow will apply 
(or totters of administration. 

Intiwtate. Assets abtiiit lls. 1.479-4-S. 
The Brother, Mr. E. F. 8uundon, haa 
applied for letters of administmtioD. 

Intestate moveable and immoveable 
property valued at Ra. 100,000. 
lieiters of administration have been 
ebt'Oined by the widow. 


L. P. D. Broughton, Admiuistrator-JBeneral of Bengal. 
Administratoh-Qenkrag’s Offick, 7, Council Housf. Street, Calcutta, the 'Hist April 1891. 


Statement of the Affairs of the Bank of Bengfal for the week ending 14th 

April 1891. 


LIABILITIES. 


Capjt^ paid up . 

Riwervo Fund .. . 

Public DepoRit. at Ilead 

Office . Re. r.9,r.0.r.r.8 10 10 

Ditto ditto at Branches ,, 1,62,‘iS,817 8 7 
Other DepoBits at Head Office and BranohcB 
Banh Post Billa, Ac. ... 

Sundries 


Es 

2.00,00,000 

47,00,000 

J 2,21,76,406 

^ 6,5.1,32,373 
8,06,408 
24,81,'6.'i5 


0 0 
0 0 


3 6 

8 10 

4 9 

5 5 


ASSETS. 


Government Securities . 

Other authorised Investments . 

Loans on Government and other authorized 

Securities .. 

Accounts of credit on ditto ditto . 

Bills disoonntod and purchased. 

BiUonces with other Banks . 

Bnllion .. . 

Bond Stock ... . „. 


Stamps 

Sundries 


Rs. 

97,32,089 8 
74,33,850 4 

94,04,8.15 6 
71,93,705 2 
2,57,68,836 16 
8,03,020 5 
10,57,048 2 
12,22,424 0 
11,461 2 
11,53,674 1 


Cash and Currency Notes 
at Hood Office ... Rs. 2,47,79,693 8 
Cash and Currency Notes 
at Branohes .„ 1,69,37,494 14 


6,38,72,744 15 
4,17,17,188 7 


Rupees ... 10,65,89,933 6 6 


Rupees ... 10,55,39,933 6 


0 

0 

5 

0 

3 
8 
2 
2 

4 

5 

5 


0 


6 


Barr of bbhoal, 
Calcutta, ICth April 1891. 


F. T. Lxwis, Offg. Chief Aoott. 

Rate for Demand Loans, 4 per cent] 
Peroeutag^ 51*5. 


By order of the IKreotoni, 

W. D. CnnicKSBaNK, 
Secretory end Treusurer. 

(46—1) 




S(almt«to/Qoi>emmmtPrmmory Not^ten/aced/or pay,nent of InUrest in Londo,,, under deduction of amount re-tramferred to India, and outstanding in the Books of the 

Bank of Bengal on the loth April 1891. * 
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Oudh Forest Department. 

BAHRAMGHAT DEPOT. 

Oh thx Ovsh ahd BoHii.KnAHD Bailwat. 

I^BOM this dst« the jirices of sftl lieanis and scant* 
-a lings supplied from this dep6t will be ns follows • 
Bxams.— 21 feet length, at Bs. 2-10 per cubic fool. 


22 


2-12 



2S 

• » 

„ 2-14 

»• 


24 

»* 

99 3 

99 



AboTe the length given two annas per foot run will 
be charged. Any inches over the foot will be charged 
as a foot. 

floAHTMHOS—From 12 to 20 feet, at Ks. 2-8 per c. ft. 

Under 12 and over 7 „ 2*4 „ 

Under 7 feet „ 2 „ 

The above prices are for ordin*^ building purpose 

For Flanking Sleeperg, &c., special rates will we fixed 
by agreement. 

The Department will still take orders for buildings all 
over at Us. 2-4 per cubic foot, provided the scantlings 
are taken in fair proportion. 

Second and Third Class Timber will be sold and price 
fixed by agreement. 

Anetion Sales will be held from time to lime to clear 
off stock. 

For further particulars apply to the Officer in charge. 

By order of the Conservator of Forests, N. W. I’, 
and Oudh, Oudh Circle. 

Kahrva Lal, 

Sub'Assistant Conservator of Forests. 

Bahrnmgbat Division. 

Banramghat, the 1st April 1886. 

Reduction in the Price of the Pure Sulphate 
of Quinine 

MaNTTFACTIJIIED at TIIE BjsSOAIj GoVBUKJIElfT 
ClNCnoHA PtAHTATlOir. 

N and after Isb April 1891 the price of this qninine 
will be as follows ;— 

1 Pound tin Bs. 16, or, post free, Bs. 16-12. 

3 „ ,, ,* fi i» »» ,» ,, 8-8. 

,, ,. ,, 4 ,, ,, „ „ 4-8. 

Analysis shows this quinine to be of the purest 

manufacture, and it is guaranteed to be free from 
wilful mixture with the inferior alkaloids, Cinelioniue 
and Cinchonidine. It is for sale only to Government 
officers, and only for cash, and may be had from the 
Superintendent, Botanic Garden, Scclqwre, near Cal¬ 
cutta. It can be had citber white or coloured, pink. 


Wanted 

By the Tipperah District Board— 
rilWO Overseers, salary Us. 60 and ponjr allowance 
A Bs. 30. Alust hold a foreman mechanic's or upper 
subordinate's certificate from the Seebporo College, and 
possess osperienoe of road making and bridge works. 

Two 8uh-Overseors, salary Bs. 36 and pony allowance 
Bs. J5. Must rend and write English, know surveying, 
levelling and draftsman's work, and must have experi¬ 
ence of road making and masonry works. 

The above Overseers and Sub-Overseers will be 
Bp]>ointed on trial. If after one year their services are 
approved of, the appointments w’ill become peimanent, 
and under the rules the appointments, in the first instance, 
will be subject to a Government (!ivil Surgeon's certifi¬ 
cate of fitness to perform ont-door works. 

Apply to the District Engineer, Tipperah, up to 20Ui 
April, with copies of testimonials, giving age and starte- 
mont of last cm])lo 3 ’ment, with date snd cause of leaving. 

Fbeo Nath Ghosb, District Engineer, Tiupernh. 

Dated Comillah, the 3rd April 1891. ( 44 —1) 

Wanted 

Y the District Board, Shuhabad, a temporary Sur¬ 
veyor. I’rohable duration of appointment one year. 
Salary Bs. 6') ])er mensem'; no allowances. Must be 
a passed student of one of tin-recognijsed Engineering 
(’• lieges. Applic.itions w'itli copies of te.slimonials, which 
will not be returned, will bo received by undersigned 
up to Isl of May lr9l. The sueeessful eandidatc will 
be required to join his appointment immediately. 

11. Edwauds, C.E., District Engineer, Sliahabad. 

(40—2) 

W ANTED a Head Clerk for the Patna Collectorate. 

Salary Bs. ItSt. Applications will be received np 
to the iJOth in.stant, and must give applicant's age, 
acquirements and previous service. 

G. M. Cttrete, Collector. 

Patifa Collectorate, Bankipoi-e, thelSth April 1819. 

Notice, 

ANTED by the Sarun District Board a Civil 
Hospital Assistant. Salary Ks. 26 a mouth Appli¬ 
cations wilh testimonials will be received up to 3Uth 
April 1891. 

E. Dacke, Secretary, District Board, Samn. 
Dated Chupra, the loth April 1891. (641) 





Reduction in price of Cinchona Febrifuge. 
BOM 1st April 18!*!, and until further orders. 
Cinchona It’ebrifuge can be purchased by all 
Government ofllccrs and by any one taking ien pounds 
at a time, from the Superintemlcnt, Botanic Garden, 
t’alcutta, at the following rates. Four ounce tin 
Es. 2-8; eight ounce tin Bs. 6; one pound tin Bs. 10. 
The general public can be supplied by llie Superinten¬ 
dent, Botanic Garden, for rash only at the iindernoted 
rates :—Per four ounce tin Ks. 3 ; per {•ighl. ounce tin 
Bs. 6 ; per pound tin Bs. 12. This niedieiiie is ahso sold 
by the principal Eurojican and Native druggists in 
Calcutta. Postage four auua.s j.cr 4 ounce tin, eight 
annas per 8 ounce tin, and Iwclve aunas per pound tin, 
in tiddition to the foregoing rati s. 

In the matter of the Daejret.inu aku Eubseono Hotki. 

AED Tbamxo Compant, Limitet). 

I^OTTCE is hereby given that at an Extraordinary 
J-v General Meeting of the abovenamod Cpmpariy, 
duly convened and licld on the 2nd day of April 1891, 
the following .special resolution was duly passed, and at 
a subsequent Extraordinary General Meeting of the 
said Company, duly convened and held ou the 17lh 
day ' of April 1891, the following special resolution was 
duly confirmed, namely:— 

That the Company be wound up voluntarily under the 
provisions of the Indian Companies i^el, 1882, and that 
Mr. Marc Moiigens, of Caleulin, Accountant, ho and he 
is hereby appointed Liquidator for the purposes of such 
winding up. 

Dated this 17th day of April 1891. 

D. Kino, Chairman. 

(56-1) 


Wanted 

A head CLEBK for tlic E.vcise Office. Pay Bs. 40 
rising to Bs. CiO per month. 

Applicants should jiossess a good knowledge of 
English and Hindi, and sopjo experience of 'Excise 
work. 

All applications to bo addressed to Excise Deputy 
Collector, Bliagulpore,'up to 30th Aprd 18Ul. 

Nava Xttmab CiiAKBAVArt, For Collector. 
Bliagulpore, the 18l.h April 1891. 

Notice. 

In the Court of the Mvmsif of Nowgong in 
Rajshahye. 

I Present: Babn llarn Sunder Chakrabatly, Mnusif. 
EXEtlUTION Case No. 170 OF 1891. 
Bhagabati Debia Chowdhnrani, decree-holder, against 
Bup Snndar Ghose, judgment-debtor. 

rilllE undernienlioned property of the jndgment- 
-l debtor will bo sold to the JiigJiest bid on the 4th 
May of 1891 at 12 o’clock noon by the Nazir of the 
Court in his sale room in the Coui t-Iiousc at Nowgong 
for the realisation of Bs. 60-0-9 in satisfaction of the 
jud gnient-de bt— 

Annas 2, gandas 13. corn 1, and cranli 1 share of 4 
annas share of lot Furadpiir, bearing towji No, 360 of 
the Bajshahye Collectorate, siiuate in the Bajshabyo 
district and sub-registry Nowgong. The annual rovenuo 
payable at the Bajshahye Collectorate for the entire 
mebal is Bs. 649-4-U. Thu ujiset value given by the 
decroc'bolder is Bs. 30. 

Haba Sundeu Cuakbabaxty, Munsif. 

(49-1) 
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Eaetem Bengal State Bailway. 

Lut of Inoented Funds in the Register of the Examiner 
of Aof'oanis on the March 1891. 


Vamo of Fund, penon or estate. 


Bama Chum Ghose. Caehier . 

KMdfMhur ran**rje«. Hhh*! f*»y Clerk 
Hakunda Lall B.mttMSherjee, Aseiiitant 
Gttshier. -m 

Bnrat Ohumler Men, Asitiniant rashier... 
Tarapiido Banerjee, Fay Clerk 

ProtMunno ChuiMier Banerjee, ditto 

Chunder Ooomar Boae, ditto 

Annada Pl*o^a<1 Ghoae. ditto 

l^Iit Mnhun Bywvok, ditto 

Uopal Ohuiider Ohttit<erjee, ditto 

Xadar Nath Ohuckerbiitty, ditto 

Peomo Chutider Ghosh, ditto 

JTanokey Nath Gangooly, ^ ditto 

Kaitioa Runjun Mookeijce. As8istant 
Pay Cierk. 

Kshatra Nath Chatterjee, Assistant Pay 
Cl rk. 

Bhabo Rally Hay, Aasiafant Pay Clark... 
Jyotitidra Mohim Bhattaohorjee, Assis* 
tant Pay Clerk. 

Gariondra Nath kfookorjee. Temporary 
AHsiatant Pay Clerk. 

Ptirga Nuudu ('aah Birrar ... 

Beni Madhub itaTierjoe, Cashier, Hellia- 
fchatta. 

Aroou Gopal Mookerjee, Frcifcht ('ollec* 

Thunder Bose, Goods Clerk 
Kiaaory Mohun (hmtterjisi, Head Hook- 
inir Clerk. 

SrtM* Krist<o Har,rah, Cheque Writer 
Bengal Coal Conipuiiy, JLimih'd, ('on- 
trartora. 

Bint and Otimpany, (^oniniotrtra... 

Klias ColiMti aii'i '‘oiMpany, d tro 
Ram Krmto itlookerjet, ditto 
Ihivoiipurt and C->nipiiny, ditto 
Kali Dor BIswhs, Late Assist uit Pay 
Clerk. 

Amirta IaI BIumIhH, Tirket Colhelor .. 
BitaMoo Sirdar, J.iiggsig*' Cooly I 'lintvac- 
lor, 

itoiiia Nath Sen, Head Poddur 
Bhoriith (diuiider (diawdhry, AasiNtant 
Stock Verider. 

‘*'Ottt| 


Amount in-l 
vnfit«d in i 

1 Ct«M of 

. 4 )Mir uHnt. ' 


tloNiiof )8( 5, 

■eounty. 

and other 
yeam. 

Hu. 

10,0(K) 

Security deposit 

(1.000 

d.OUU 

Ditto. 

Ditto. 

s.(»oo 

Ditto. 


Ditto. 

2.f00 

D'tto. 

8,<H)0 

Ditto. 

3.<HI0 

Ditl-o. 

».(ioo 

Ditto. 

x.oon 

Ditto. 

8,1'Ull 

Ditto. 

2.D00 

Ditto. 

8.000 

iHtto. 

2,000 

Ditto. 

.S.OOo 

Ditto. 

2,000 

8.0(H» 

Ditto. 

Ditto. 

Dilro. 

1,000 

Diito. 

1,000 

Ditto. 

3,000 

Ditto. 

J.WK) 

Diito. 

l.filill 

Ditto. 

1.00(1 

Ditto. 

s,000 

Ditto. 

5,000 

Ditto. 

2.0(10 

Ditto. 

I.OOii 

Ditto. 

I.OuO 

IHito. 

l.(H>0 

Ditto. 

lOO i 

Ditto. 

2(M : 

Ditto. 

200 

DHt'i. 

200 

Dili... 

>'4 mo 


Habby Stuabt, ICxaniiucr of Avoouuts. 

Eastern Bengal State Railway. 

Forms in whirh investments in. the Jicffister of the Ex¬ 
aminer of Areounts are held on the 31*# March IS9I. 




GdVornrm-nt 



Rtook Notes hold 

PromisHnry Notes 


Loan. 

by tho Oomptrulior- 

hold U'y the ''oinp- 

Total. 


Gtiiiural. 1 

troilor*Gt*ncrtti 
in safe oubtody. 



< Hr. 

1 Rh. 

lU. 

4 

77,»)0 

1 

e,s(Hi 

84,460 


Habbv Stuart, Exannuor of Accounts. 


In the Court of the Subordinate Judge of 
Dinagepore. 

EXECUTION CASE No. 17 OP 18«0. 

Hari Moni Debya Choudharani, executrix fo llic estate 
of late Syai.'ia Natli Soy, deceased, decree-holder, versus 
(I) Bchari Lall Mustafi, (V) Giri Lull Mustafi, judgment- 
debtors. 

f|10 be sold pursuant te a decree and order, dated the 
*- nth February 1S85, In suit No. 6 of iPSt of the 
Court of the Snborditiate .ludge of Pubna by the 
Nasir of the Dinagepore Judge's Court at the court¬ 
house, on Monday, the 4th May 1891, at 1 F.K.. the 
undermentioned property belonging to the above 
judgment-debtors: — 

Lot No. 1.—Fourteen annas thirteen gnndabs one 
oonri and one kranti share of lot Banuhar estate, 
pergunnah Santosh, borne in the revenue roll of 
the Collectorate of Dinagepore in towji No. 199; the 
sudder jumma of the said share is Es. l,574-3-6f and 
that of the entire mehal Rs. 1,717-5-4. 

HIba Gobixd Mooebbjbr, OFg Snb-.fndge. 

Snb-Judge’a Office, Dinagepore, ihe 18th April 1891, 

(60 -1) 


In the Oourt of the Subordinate Judge of 
Monghyr. 

EXECUTION CASE No. 43 of 1891—MONEY. 
Gurcharan lall Sahoo, docree-holdor. nersus Saligram 
Persad Singh, judgment-debtor. 

'Y^ILL bo sold by tlioNazirof the Subordinate Judge's 
Monghyr, at the Court premises in the 


above case the 


, - premises in the 

AoU,. in BMdernientionod property of jndgment- 

iudim “f Vw ■ Ji" ‘ realization of 

judgment-deht, Rs. 177-7 :— 

„ 9"? catiri two krant, pokhta, 

mehal Ruth Doornur, ash and dakhli. tuppa Saronuja, 
pergunnah 1 horkia, tliana Gagri, bearing towji No. 4349 
and the sudder jnninia Rs. 663-3, approximate value of 
the property being Us. 286. 

CiTATTERJBR, Sub-Judge, Monghyr* 
Monghyr, the 13th April 1891. (47—1) 

In the Court of the Subordinate Judge of 
Mongh3nr. 

EXECUTION CASE No. 43 OP 1891—MONEY. 

Ju^alkjshore Marwari, deeree-holder, versus Birj Lall 
Singh and others, judgtncut-deb'.ors. 

Tl^ILL be sold by the Nazirof the Subordinate .Tudgos’ 
rt Court, Monghyr, at the Court premises in the 
above case, the umlcrincntioned properly of the judg. 
ment-debtors at 7 a.m. on the 27th April 1891 for 

realization of judgment debt, Rs l,29H.2-9 :_ 

Two annas 13 gundas 1 euuri 1 krant kliam out of 
16 annas, mouzah Sararnija, pergunnah Pherkia, thana 
Cagri, bearing towji No. 637, and siid.ler jumma 
Bs. 1,096-4, approximate value being Rs. S.dOO. 

Grikh Chaniiea CHATTERJirB, Siib-Judge, Monghyr. 
Dated Monghyr, llie J3lh Ajwil 1891. (48—1) 

Notice. 

rPENDEES are invited for mining lease of the Mica 
-A Mines in the undermentioned villages, situated in 
and outside the Government Reserve Forest in Kuderma 
Government Kstaro. These mines arc at present worked 
b^ Messrs. Clireslien and Company and Mr. H. O. 

Fraiser, and llie terms of their len.ses will expire on the 
aoiii September IS91 and 81st August 1891, respec¬ 
tively. 

2 The conditions of the lease will be found at pages 
1018-1062 of Part I of the ValeuUa Gazette of 12th 
December 1888. 

8. Tlie tender,., which should be superscribed “Ten¬ 
der for Mica Mines in ICoderma." will bo received by 
the Deputy Commissioner up to lOtli May 1891, 

4. 'I'he iinrlersigucd doe.s not bind himself t 
the highc.t offer. 

Names OF Viti,A6E.s, 

Inside the Ecseree Forest. 


' to accept 


1. 

Bnr.'itniid. , 

9. 

I'linnidiidliua. 

2. 

Itli rruii 

10. 

Fatralii. 

3. 

Cliani)ia(1ih. 

11. 

Kharaktiiumlii. 

4. 

Taiauitiili. 

12. 

Sidwatand. 

6. 

.lamo.'te. 

13. 

Kara in land. 

6. 

Karipiiliri alias Mog- 

14. 

Karharia. 


laniarnn. 

15. 

S.'tpalia. 

7. 

Kalii) Kmlar. 

10. 

Aleghatan. 

8. 

Durbusha. 




Outside the Rose 

•rvc 

Forest. 

1. 

Mahnatnnd. | 

3. 

Uishenpore, 

2. 

Bimratari. ' 

4. 

bishuitikur. 


6. Meglialari. 

C. h, Gabbett, Dy. Commr. 
f Iaza'ibagh, the 7fh -April 1891. 


Lost. 


T he Government Promissory Note No. 277723 of-aihe 
4 per cent. Loan of 1865 for Rs. 600. originally 
standing in the name of the Batik of Bengal, and last 
endorsed to Knmiid Bella ry Samanto, the p-oprietor, by 
whom it was never endorsed to any other person. Pay¬ 
ment of the above note and the interest thereupdn have 
been stopp<*d at the Public Debt Office, Bank of Bengal, 
and application is to be made for accrued interest ami 
for the issue of duplieales in favour of the proprietor 
after two years fromdate'of last advertisenienf. 

Kuuui) Behaby Samanto. Moorsliedabad. 

(61-3) 
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Notlos. 

rr\HE Hirectow li«Te made ihe foWoninit » 

J- th» B«nk’« e«t»bli»hm«it er~ , , ... 

Mr. A. J. Brown of Head CHBm htm been arpouited 
Acting Aocoontant at Bombay, vim Mr. A. K. Oldham, 
who has been granted leare to Enrope. 

W. D. Cbitickshask, Secretary and Treasurer. 
Bank of Bengal, Oaloutta, tiie 16th April 1891. 

(46—1) 

In the Court of the Subordinate Judge of 
Dinagepore. 

EXECUTION CASK No. S4 0P 189^. 

(1) Jogendrs Chundra Boy and Jnanada Sundsti Dasi, 
minors, by their neat friend Gobmda t.'hundra Roy, 
decree-holders, eersas (1) Lalit Behari Hoy and the 
csecutors of the estate of liall Behan Roy, deooaaed, 
the said MSt Behari Boy, Braja Gopi Dosya, and 
Dorga Nath Basu, jodgment-debtors. 

T O be sold pursuant to a decree and order, daM 6th 
April 188C, in a suit No. 36. of 1886 of this Court, 
by the Nasir of the Dinagepore District Judp's Court, 
at the court-house, on Monday, the 4th May 1891, at 
1 P.H., the undermentioned property belengiag to the 
aboTo judgment-debtora— , , . 

Zot No. 1.—Three annaa 16 gundaba share of lot 
Noadhapara, pergnnnah Kbolsbi, bomo in the retenuo 
roll of the Colleotorate of .Dinagepore in towji No. 8^, 
whioh share eotupriaea a ten annua ahare of mouzaha 
(1) Noadhapara, (6) Shal Khariah, (3) Chak Benode, (*) 
iloBseinpore, (6) Jigagar. («) Rathoil, (7) Aubhiramporo. 
(8) Notipore, (9) Sheikhporo, (10) Hoeaemabad, (11) 

■ Chatahal, (12) Behari, (13) Jharah. (14) Monijhar, (16) 
IsBubpore, (16) Jibanpore and (17) Haeraliporc; the 
■udder Jumnift ^>£ the said ihare is Rs. 818-0-lJ, and that 
of the entire mehal lot Noadhapara Ha. 3.490-2-8. 

Uaba Gobihi) Mookubjib, Offg. Sub-Judge. 
Snb-Judge’a OiSce, Dinagepore, the 18th April 1891 

(69-^1) 

Notice of Sale. 

SncTiOH 287 of thb Code of Oitil Fnoennunu. 
DISTRICT BANKOORA, 

I» XHB CotTBT OF TUB UiaTBICT .luDOK OF Ba!I*00*A. 
Execution Cate No. 11 of 1891. 

Chintamoni Dntta of Rajgrain, chowki Bankoora, 

• decree-holder, vercut Drabamoyi Debya of Ajodbya, 
Cbowki Biihenpur, judgment-debtor. 

N otice ia her«by given that, under section 284 of 
Act XIV of 1882. an order has been passed by this 
Court for the sale of the attached property mentioned in 
the schedule below in satisfaction of the claim of the 
decree-holder in suit No. 18 of 1 h 86, amounting, with 
coats and interest up to the date of sale, to the sum o 
Ra. 8,694-11-9. 

The property will be put up to sale at the monthly 
Bale by the Naair of the Court of the District Judge of 
Bankoora at 10 o'clock a.m. on the 2Uth May 1891, 
eorreaponding with 7th .laista 1208 BS The claims 
and Imbilitira attaching to the said property, so far as 
they have been aseertained, are speoified in the iMt 
column of the scbcdule— 


Western Bengal Prospecting Syndicate 
Limited. 

T^OTICB ia hereby given that an Eatowrdinary 
i V General Meeting of the Shareholders of the «bot^ 
named Company will ^ held at the Company a Regis¬ 
tered Office, No. 7, Church Lane, Calcutta, on Monday, 
the 27th day of April 1891, at 12 o’clock noon, when 
the snbjpined Resolutions will be proposed. 

Should the Resolation.* be passed by the requisite 
majority they will be submitted for eonflrmation as 
special Resolutions to a second Extraordinary General 
Meeting which will be subsequently oonveuM for the 
purpose— 

Rbsoltttiovs. 

That the Company be wound up voluntarily, and that 
Mr. Viiioent Louis Kees of No. 7, Church Lane, Cal* 
entta, he and he is h>’reby appointed Liquidator for the 
pnrp .SOB of such -winding up. 

That the conditional agreement anbmitted to this 
meeting, and for purposes of identification signed by the 
Chairman of this meeting, be and the same is hereby 
approved, and that the Liquidator be and he ia hereby 
authorised, pursuant to section 204 of the Companies 
Act, 1882, to adopt tho said agreement and carry the 
same into effect. 

By order of the Board, 

J. MArKiLtioAK & Co., Managing Agents, 
Western Bengal Prospecting Syndicate, Limited. 

Calcutta, 17th April 1891. (60—1) 

S TAMLAL DAS. b.i.., intends to be enrolled as a 
Vakec), High Court, Calcutta. 

(82-4) 


8 


ATIS ClI.tNDRA MUKHKRJT, x.a., b.i,., intends 
to apply for enrolment as Vakil of the High Court. 

(87—4) 


^ Notice of Sale. 

Sbctiok 287 OF thb Codb or Cjyix. PnocaniTBX. 
DISTRICT BANKOORA. 

In STHK CoHST OF TBX DlSIBICT JlTDOX OF BaVKOOBA 
Execution Case No. 10 of 1891. 

Chintamoni Dntta of Rajgram, chowki Bankoora, 
decree-holder, venue Hemangini Debya of Ajodhia, 
chowki liishonpiir, judgment-debtor. 

N OTICE ia hereby given that, under section 284 of 
Act XIV of 1882, an order has been passed by this 
Court for tho sale of the attached property mentioned in 
the schedule below in satisfaction of the claim of the 
decree-holder in appeal No 17 of 1890, amonnting, with 
costs and interest up to the date of sale, to sum of 
Rs. 4,713-12-3. 

Tlio property will be put up to sale at the monthly 
sale by the Nazir of the Court of the District Judge of 
Bankoora at 10 o’clock ‘a m. on the 20th May JWl, 
corresponding with tho 7th Jaista 1298 B.8. The claims 
and liabilities attaching to the said property, so far as 
they have been ascertained, are apeoified in the last 
column of the schednle— 


h 

T.° 


nesoriptiOD of 
soli 


to be 


The 1 


Is 

Oeaoription of property 

1 The revo- 
ioue aKsess- 

niTetme 

on ' 

tbe <'eta«e. 

Detail of 
* eucumbreneea. 

6** 

to be fokl. 

Oil on the 
eBtato. 


Xstste taluk Jamtora. per- 
IPiDnah Bishrnpur, beariuR 
towii No. 7 of the Bankoora 
Cotlert»rale. The eatate hta 
been split up imo the follow¬ 
ing ' numbera by leparate 


BCOOUUtS — 

Ko. 7 
No. 7JI 
» 7-4 
1-* 

,. 7-7 
„ 7.9 
„ 7-10 
7-11 

Total 


BeTenue, 
Ua. A. r. 
174 7 
l,( 2 t a 
t.»>a s 

53 4 
B3 IS 
148 6 
1,803 8 
S83 10 


8,en 7 1 


Ba. 

6.091 


A. P. 
7 I 


The estate baa been 
mortgaged to 
Nihal . Ghand 
Maroarl Of Boid- 
wan for Ba. 
ts,u00 on tbe l-t 
of 1891 

H.S. (only 4 
annas nr i share 
of tile property 
belonging to the 
delitor will ba 
sold). 


Batate talnk Jamtora, pwgiin. 
nnta Biahenpnr, besrins towji 
No. 7 of the Bankoom Cnllee- 
toraie. The eatate hat been 
afillt np into the followinK 
nnnibera by separate ao- 
couttta, 

Bevenne. 

Ba. a. P. 


No. 7 
„ 7-8 

V. 

:: U 

., 7-i0 
.. 7-11 

Total 


... 174 7 

... 1,881 0 
... 8.8119 S 
68 4 
68 16 
... 14S 6 

... 1,30» £ 
... 686 11) 


... 6,031 7 I 


Ba. A. P. 
6.891 7 1 


Detaila of enoain. 
branoea. 


This aatate hao 
been mortgaged to 
Nihal Ohand 
Maroarl of Buid- 
wan for Ba. 86,1199 
on the let Jafata 
1891 B.O. (only 4 
annas or { share 
of theae estates 
belonging to tho 
debtor will to 
sold). 


B. C. SsAU, District Judge. 
Bankoora Judge’s Office, tho 18th April 1891. (OS*-!) 


B. C. Skai., District Judge. 

Baakoon Judge’s Office, tbe 18th April 1891. (62—1) 
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Notice of Sale. 

Sicnoa 88T or tbx Cooa o* OmL Pbooidvsi. 
DlSTBlCrr BA.NEOOEiL 

Ik thk Covbt ok thb Dianiox Jodob pr Baksooba. 


SxeeuiioH Com No. 9 <f 1891. 

Cbintamoni Dotta of SajBram, chovki Bankoora, 
deoree>ho]deri wrtut Mohoah Chandra Banerjee 
and others, of Ajodh^a, chowki Bishenpnr, jadg- 
nent-debtors. 

I^OTIOB is hereby given that, nnder seetion 28i of 
i-a Act XIV of 18&, an order baa been passed by 
this Court for the sale of the attached property mention¬ 
ed in the schedule beleir in satisfaction of the claim of 
the deeree-holder in suit No. 18 of 1886, amounting, 
with costs and interest up to the date of sale, to the 
sum of Bs. 6,424-A-O. 

The property will be put up to sale at the monthly 
sale by the Nazir of the Court of the District Judge 
of Bankoora at 10 o'clock A.H., on the 20th May 1891, 
corresponding with the 7th Jaista ll98 B.S. The 
claims and liabilities attaching to the said property, so 
far as they have been ascertained, are specified in the 
last column of the schedule — 


DeKriptlon ol property 
to be sold. 


Bstatetaink Jsmtom, person; 
neb Birhenpor.beariiistowU 
No. 7 of the Kaiikoors Cnl. 
teotorate. 'Ihia eatate has 
been split up into the follow- 
ins numben by eeinrate 


accounts 

No. 7 
.. 741 
.. 7-t 
„ 7-1 
7-7 
.. 7-9 
7-10 
.. 7-11 


Revenue. 
Rs. a. P. 
174 7 1 
i,a« s 
8,2u9 S 
Vi. 4 
62 16 
14S e 
l.auo 2 
VIZ 10 


Total ... 8,e»l 7 1 


The 
revenue 
aoessed on 
tlie estate. 


Rs. s. P. 
6,(W1 7 1 


Detail of eoonm. 
brsnoes. 


Thii estate haa 
b«v-n nvinsased to 
Niltal Ohaiid Ma- 
rnsri Ilf nurdwan 
for Ks. 2'i,oiio on 
the l-t Jnista 1291 
(only i-ishi snttas 
or half share of 
these properties 
will be sold in 
this case). 


B. C SsAL, District .Judee. 
Bankoora Judge’s Ofiice, the 18th April 1891. (64—1) 


Notification. 

I T is hereby notified, under seefion 5 of the Indian 
Treasure Trove Act (VI of 1878), that about ten 
months ago treasure, extnsisting of 80 old rupees, was 
found hidden nndergronnd by a woman called Sombiti 
of Kortas, a village in the Eorapnt taluk, while digging 
for mots in the jnngle to the west of the village, and 
that 68 of the said coins were converted into two 
neck ornaments and a bangle and 11s. 2 into current 
radices. 

All persons claiming the said treasure or part thereof 
are hereby required to appear piTsonally or by agent 
before the Collector of Vizagapatani at his ofiice on 1st 
September 1891 in vi-w to the matter being enquired into 
and determined according to law.. 

W. A. WltLOOK, 

Collector and District Magistrate. 
Vizagapatam, the 6th April lb91. 


(Tbumta Tea Oompany, Limited 
(in liquidation). 

OTIC B is hereby given that a G-oneral Meeting of 
^ the Members of the abovoiiamed Company will bo 
held Bt No. 80, Dalhoiisie Square, South,Calcutta, on the 
29ih day of May 1891, at noon, fortho purpose of having 
an account laid before them, showing the mannor in 
w tich the winding up has beeu couductod and the pro¬ 
perty of the Company disposed of, and of hearing 
any ex 2 >lanation that may lie given by the Liquidator, 
and also of determining by extraordinary resolution the 
manner in which the bonks. Accounts, and documents of 
the Company and of the Liquidator thereof shall he 
disposed of. 

A. C. 8. Holues, Liquidator. 
Dated Calcutta, the 18th April 1891. 

(63—1) 


Adulpore Terai Tea Oompany, Limited fin 
Liquidation). 

» Genertl Meeting ot 
I..I 4 .♦ abovenamed Company will be 

Mth ?r’ Sooth, Calcutta, on the 

.*« ‘^®“ ohowing tho manner 

the wimiing up has been conducted and the 
property of fte Company disposed of. and of hearing any 
exidanatton that may be given by the Liquidator, and 
also of detomuntng by eztraordinarv resolution the 
msnnerin which the books, aeeonnts, and doenments of 
“o^^ny *nd of the Liquidator thereof shall bo dis- 

_ , ^ H. Hbbbbbt, Lquidator. 

Calcutta, 18th April 1891. (66—1) 


Notification. 

TTND EE the authority vested in him by Motion 20 
^ _of the Chota Nagpur Encumbered Estates Act VI 
of 1876, and in snperseaeion of the previona notification 
published in the Calontta OataHo of the 85th February 
1891, in Fart II at page 209, the Commissioner of Chota 
Nagpnr hereby- appoints Mr. J. C. Lloyd, the Sub- 
Deputy Collector of the Falamow snb-dii^ion, in the 
district of Lohardogga, to be the Manager of the follow¬ 
ing encumbered estates which lie within the aaid sub¬ 
division — 

1. Namoodag Estate ... The property of Bhan Fro- 

tap Singh and Bisesswar 

Singh. 

2. Nawadiba Estate ... The property pf Baba Sew 

sarun Singb, 

3. Manka Estate ... The property of Enraar 

Biaseswat Singh and 

Kumar Bithnath Singh. 

4. ^ Saraitli Estate ... Tho property of Timkur 

Moheshannnd. 

W. H. Gbimlbt, Commissioner of Chota Nagpur. 
Commr’A, OfBoe, Chota Nagpur, the 18th April 169i. 


Notification. 


T O be peremptorily sold by the Registrar of the 
Calcutta High Court in his sale-room iu the 
sonrt-house on Saturday, the 26th of April 1891, at the 
hoar of 12 i'olook noon, pursuant to a decree and order 
)f the said Court made in suit Nj. 297 of 1889 
.Mokshoda Bswah vemua Uttum Monee Dossee), and 
dated respeetively 26th July 1889 and 17th December 
‘ 890, the following property :— 

No 27. Baniatullah Street, in the town of Calcutta, 
leing a parcel of land containing by estimation about 
I cottaus and bounded on the north by the dwelling- 
honsc of Ehetter Mohun Bhuttnctiarjee ; on the south 
by the dwelling-house of Ealiv Churn Muduck, 
deceased ; on the vast by a publ c road ; and on the west 
by the dwelling-houses of Nokur Chundor Bysack and 
ithers, together with tne tiled h its and briokbnilt walls 
»'i all the four sides and other briokbnilt erect! -ns. 

The abstract of title and conditions of tale may be 
seen at the Office of the said hegistrar and at the Office 
of Messrs Ghose and Ghose, Attorneys for the Plaintiff, 
at No. i2, Old Post Office Street in Calcutta, on any day 
before tho sale, and will be pr<>dnced at the aaid sale. 

B. BEbcuAMiiEBa, Begistrar. 
O-hose and Ghose, Plaintiff’s Attorneys. • 
Calcutta High Court, Original Side, the 17tfa March 
1891. (37-^) 


Notification. 

' pO be peremptorily sold by the Registrar of Calontta 
A Hif^ Court, Original Side, in his room in the conrt- 
iouse on Saturday, the 2oth of April next, at 12 o’clock 
.loon. pursuant to a decree and order of the said Court 
made in suit No. 06 of 1889 (Gopaul Chunder Bose 
versut Owen Simeon Arratoon, and dated respectNely x. 
.he 20th May 1889 aud 2ath July 1890)vthe following 
property 

Lot 1.—No. 13, Gomes' Lane in the town of 
Calcutta, being an upper-roomed house, togothersniih the 
piece nr parcel of land or gronud on part whereof the 
same is erected and built, the area of whioh, as per 
pottah No. 66'47, is eight cottahs ilevvn chittaoks and 
three square feet, being liolding No. 326, Block No. 1. 
Soatb Division, and which property is bounded on the 
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north by the tiled hate be]oii|;iDE to Soerjee Coomw 
Coondoo and other*; on the louth by Gomes’ Lane ; 
on the east by No. 14, Gomes’ Lane ; and on the west by 
Ho 138, Gomes' Lane. 

The abstract of title and thA.eoa4>i>''‘n* of may be 
seen at the Office of tb^ Strar. Hifth Court, Origi^ 
Side, and at the Office of Idessrs. Ghose and Ghose, the 
Plaintiff's Attorneys, at any time beforo the sale, and will 
be produced at the sale. 

B. BBtCHAMBBBs, Registrar. 

Ghose and Ghose, Plaintiff's Attorneys. 

Calcutta High Court, the 18th March 1891. (68—1) 


Notice. 

List of Unclaimed Packages Iging on the Custom Mouse 

Wharf 

I Parcel, Grindlay A Co. 

S.S. “ Khandalla,” 

1 Parcel, M H 

„ “.rapan.” 

<60 Jars. No mark 

,, “ Koekehff. 

S Bags, ^ N 0 ... 

„ “ Nizam.” 

1 Case, Alex. Souter 

„ ” Kaiser-i- 
llind.” 

1 Box. a * Co in a diamond ... 

„ " Palitana.” 

JO Bags, no mark 

„ “Nadir.” 

1 Bundle,-no mark ... 

,. " Nixam.”^^ 

1 Hundle, no mark 

„ " Mariora." 

1 Chair, no mark 

„ •• Hengal.” 

1 Chair, J. W. Bakor 

„ Ditto.” , 

1 Air Gun, 11- -1. Mitchell 

„ “ U<'wa.” 

6 Chairs, no mark 

„ ••Shannon.” 

1 Chair, C. P. Hill 

,. •• Ditto.” 

1 Chair, A. H. G. 

„ “ Ditto.” 

1 Chair, J. Bichmend 

„ “ Ditto. ’ 

1 Chair, Harraden 

„ “ Ditto ” 

1 Chair, O. Maonamara 

,, •• Xhedive.” 

1 Chair, W. K. Eddis 

,, •• Ditto.” 

1 Chair, Young or E i Y 

•• r>itto.’’ 

1 Chair, Toomey 

„ •Ditto.”* 

2 Chairs, no mark 

,, “ Ditto ’■ 

2'Bags, no mark 

N, i#.—The abo»o will be sold if 

„ “ Nawnb.” 

not cleared on or 

before the 16tli May ls91 


J. Sconti:,!, Aumsthono, 
C'ol lector of Customs. 


Custom IIoiiRe, Calcutta, the 20lh April 1891. 


INSOLVENT NOTICES. 

1» th» Court for tho Belief of Insolvent Dtbtora at 
Calcutta. 

In the matter of E. H. SonoMON, an insolvent. 

On Saturday, tho llth day of April iristiint,^ an 
account of the rcceipt.s and disbursements of the Official 
Assignee, from tho 9th day of May 189 to tho 7th day 
of April 1891 was liJetl in tho Office of tho Chief 
Clerk, and it was ordered that Saturday, the 2nd day of 
AJay next, he appointed for iho further heoriog of this 
matter for tho purpose of making a dividend. 

CST Any creditor or other person interested who 
may intend to establish or oppose any claim U|juii the 
estate of the said insolvent may attend and bu heard, 
having given notice to the chief Clerk throe clear days 
before the day of heaiing. 

A. B. Miller, Official Assignee. (CO—1) 

In the matter of C. Andbews, an insolvent. 

On Saturday, the llth day of April instant, by an 
order of this Court, the said insolvent was adjiidccd 
entitled to his personal discharge under the Act XI Vic., 
Chapter XXI as to all persons named in his lohedulo as 
creditors or claiming to be creditors respectively.- 

J. W. SowTOK, Attorney. (07—1) 

In the matter of Poobno Cbundbh Shaba, an insolvent. 

Notice that an application for an ad interim protec¬ 
tion order has been this day made by the said insolvent, 
and that such application will be heard and disposed 
of by the Acting Commissioner of tho Insolvent Court 
on Monday, the i7th day of April instant, at the hour of 
half past ten o’clock in the forenoon. 

(2* Any creditor of the said insolvent desirous of 
opposing such application mn-st appear beforo the said 
Court at the time and place aforesaid. 

C. A. Smith, Attorney. (68—1) 


In the matter of T>3Vxmsnor Epstohjxb, an 
insolvent. 

On Monday, the SOth day of A pril instant, it Was 
ordered that the matters of the petititm of the said 
insolvent be beard on Sntnrday, the Oih day 6f June 
next, and that the said insolvent do then attend to be 
examined beforo the said Court. 

Asutosb De, Attorney. (6>—3) • 

In the matter of Antmti Gbobob Pwnras, an insolvent. 
On Monday, the Idth day of April instant, it was ordered 
that the matters of the petition of the said insolvent 
besheard on Saturday, the 6th day of June next, and 
thtt the said insolvent do then attend to be examined 
be ore the said Cour^ 

Insolvent in person. (70—2) 

In the matter of Chables Fbbdbbicx Mahttbl, an insol¬ 
vent. 

On Tuesday, tho llth day of April instant, it Was 
ordered that the mutters of the petition of the said 
insolvent be heard on Saturday, the 6th day of June 
next, and that the said iiisnlvent do then attend to be 
examined before the said Court. 

Insolvent in person. (71— 9) 

In tho matter of Chabbbs Sahpbi, Dawsob, an in¬ 
solvent. 

On Saturday, the 18th day of April instant, it was 
ordered that the matters of tho petition of the said 
insolvent be heard on Satnrdny, the 6th day of Juno 
next, and that the said insolvent do then attend to be 
examined before the said Court. 

Dignam and Co., Attorneys. (72—2) 

In tho matter of PooBsro CnuN»EE Shaba, an in¬ 
solvent. 

On Sulurday. tho 18th day of April imstant, it waa 
ordered that the niatterH of the ])elilion of the said 
insolvent bo heard on Saturday, the 6th day of June 
next, and that iho .said insolvent do then attend to bo 
examined before the said Court. 

C. A^. Smith, Attorney (7:8 - 2) 

In the matter of Gobtndkam and others, insolvents. 

On Tuesday the 7th day of April instant, it was 
ordered that the matters of the petition of the said 
insolvents be heard on Saturday, the 6th day of .Tune 
next, and that the said insolvents do then attend to bo 
examined before the said Court. 

O. F. Pittar, Attorney. (7-1—2) 

' [n the matter of Sooetan Mkebzah, an insolvent. 

On Tuesday, the Idlh day of April instant, it 
waa ordered that tlio matters of tho petition of the said 
insolvent bo heard on Saturday, the 6th day of Juno 
next, and that the said insolvent do then attend to bo 
uxinnined beforo tho said Court. 

H. C. Chick, Attorney. (76—2) 

In the matterof Charles Alpbbd Witibneaebe, an 

iuRolvout. 

On Saturday, the 18lh day of April instant, it was 
ordered that the matters of tho petition of the said 
insolvent be hoard on Saturday, tho 6th day of .June 
next, and tliafc tho said insolvent do tilen attend to bo 
examined before the said Court. 

Insolvent in person. {70—i) 

In the matter of Wiluah Gbobob Hbins, an-insol- 
veut. 

On Saturday, the 11th day of April instant, an acbonnt 
of tho receipts and disbursements of tho Official As¬ 
signee, from the 1st day of May 1890 to the 7th 
day of April 1891, was filed in the Office of tho 
Clticf Clerk, and it was ordered that Saturday, the 2nd 
day of May next, be apwinted for tho further hearing 
of this matter for tho purpose of making a dividwtd. 

Any creditor or other person interested who may 
intend to establish or oppose any claim upon the estate 
of the said insolvent may attend and be heard, having 
given notice to tho Chief Clerk three clear days before 
tho day of hearing. 

A. B. Miller, Official Assignee. (77—1) 

In the matter of Nundbam, an insolvent. 

On Saturday, the 7th day of February last, by an 
order of this Court, the said Insolvent was adjudged 
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ontitled to his wrsonal disoharge under the Act XI 
Vic,, Chapter XXl as to all persons namod in bis 
schednle as creditors or claiming to be creditors res¬ 
pectively. 

M, Camel), Attorney. , (78—1) 

- • 

In the matter of David Swabiks, an insolvent (second 
insolvency). 

On Batnrday, the 11th day of April instant, it was 
ordered that the Assignee do pay and divide tho snm 
of lis- 108-8-9 to and amongst all the creditors npon 
the estate of the said insolvent ns a dividend at the rate 
of Bs. 11 per cent upon such of the debts ns are 
admitted in the schedule of the said insolvent, and such 
claims as shall be proved or substantiated to the satis¬ 
faction of the said Assignee in proportion to their 
several debts, with leave to the Official Assignee to apply 
to this Court from time to time for directions respecting 
any debts or any other matter or thing relating thereto. 
A^B. Miller, Official Assignee. (79—1) 

In the matter of Geokob Edwin De^ilva, an insolvent. 

On Saturday, the 11 ih day of April instant, an account 
of the receipts anddislmrsemontsof the Official Assignee, 
from the 18th day of Dcceniher 1890 to tlu) 7th day of 
April 1891, was tiled in tho Office of the Chief Clerk, 
and it was ordered that Saturday, the 2iid day of May 
next, bo appointed for tho further heuriug of this matter 
for the puri)Ose of making a dividend. 

Any creditor or other person interested who may 
intend to establish or oppose any claim upon the estate 
of tho. said insolvent may attend and bo heard, having 
given notiec to tha Chief Clerk three clear days before 
the day of hearing. 

A. 11. Miller, Official Assignee, (80—1. 

In the matter of Gopai. CnoNDEH Mullick, jin insol¬ 
vent. 

On Saturday, tho 11th day of Ai)ril instant, it was 
ordered that tho Assignee do pay and divide tho sum 
of Es. 499-13-10 to and amongst all tho creditors Ti]>on 
the estate of the said insolvent as a dividend at the rate 
of lis. 3-6-0 per cent- upon such of the debts as aro 
admitted in tho schedule of tho said insolvent, and sneh 
claims as shall bo proved or substantiated to the satis¬ 
faction of the said Assignee in proportion to their 
several debts, with leave to the Official Assignee to apply 
to tliis Court from lime to time for directions respoetiug 
any debts or any other matter or thing relating th«!relo. 
A. B. Miller, Official Assignee. (81— 1) 

In the matter of Bbindabun Chon dee Sett, an insol¬ 
vent. 

On Saturday, the 1 Itli day of April instant, it was 
ordered that tho Assignee do pay and divide tho sum 
of Its. 1,983-7-8 to and amongst all the creditors upon 
the estate of the said insolvent as a dividend at the rate 
of Ks. 20 per cent, upon such of the debts as aro 
admillec( in the schednle of tho said insolvent, and 
such claims ns shall be proved or substantiated to tho 
satisfaction of the said Assignee in projKotion to their 
several <lcbts. with leave to the Official Assignee to 
apply to this Court from time to time he-directions 
respecting any debts or any other matter or taing relat¬ 
ing thereto. 

A. B. Miller, Offieial Assignee. (82—1) 

In the matter of Dhtthjkebhoy Edstomjbb, an insol¬ 
vent. 

Notice that an npplicalion for an ad interim protec¬ 
tion order has been this day made by the said insolvent, 
and that such application will bo heard and disuosod of 
by the Acting Commissioner of tho Insolvent Court on 
Monday, the 27th day of April instant, at tho hour of 
half past ten o’clock in the forenoon. 

Any creditor of the said insolvent desirous of 
opposing such application must appear before tho said 
Court at the time and place aforesaid. 

Asutosh De, Attorney. (83—1) 

In tho matter of Chablks Sahubi, Dawson, an 
insolvent. 

Notice that an application for an ad interim prolec 
tion order has been this day made by the said insolvent 
and that such application will be heard and disposed of 
by the Acting ('ommissioner of the Insolvent Court on 
Monday, the 27th day of April instant, at tho hour of 
half past ten o'clook in the forenoon. 


Any creditor of tho said insolvent desirous of 
mpoaing such application must appear before the said 
Court at the time and place aforesaid. 

Dignam & Co., Attorneys. (84—1) 

In tho matter of DHUNjEEnnoT Eustomjeb, of No. 14 
Ezra Street in the Town of Calcutta, morehaut, lately 
carrying on business there under tbo name and 
style of D. Enstomjee, an insolvent. 

Notice that the petition of the said insolvent seeking 
tho benefit of tho Act XI Vic.. Chapter XXI, was 
filed in the Office of tlio Chief Clerk on Monday, tho 
20th day of April instant, and by an order of the same 
date the estate and effects of tho said insolvent were 
vested in tho Official Assignee. 

Asutosh De, Attorney. (85—1) 

In the Tualter of Soot.tan IMEF.nzAir, lately an order 
supplier in the service of tho lato ex-king of Ondh, 
and at present a prisoner in the Civil side of the 
Presidency Jail, an insolvent. 

Notice that tho petition of the said insolvent seeking 
tho benefit of tho Act XI Vic., Chapter XXI, was filed 
in tho Office of tho Chief Clerk on Tuesday, the I tlh 
day of April instant, and by an order of the same date 
tbo estate and effects of tho said iusolvcut were vested 
in the Official Assignee. 

H. C. Chick, Attorney, (86—1) 

In tho matter of LoniiAiNB Kino, residing at No. 10. 
Elysium Eow in the Town of Calcutta, lately carrying 
on business as a merchant and agent at No. 3. New 
China Bazar Street in the said Town of Calcutta, 
under the stylo or firm of Lorraine King and Company, 
formerly residing at No. 4, Eussoll Street in the 
Town of Calcutta, and up to December 1887 carrying 
on the same business under the sumo style or firm 
at No. 26, Strand, in tbo Town of Calcutta, and 
afterwards and up to June 1889 at No. 64, Eadha 
Bazar in the said Town of Calcutta, an insolvent. 
Notice that the petition of the said insolvent seek¬ 
ing the benefit of the Act XI Vic., Chapter XXI, was 
filed in the Office of the Chief Clerk on Saturday, tho 
Jllh day of April inslant, and by an order of tho s.ame 
date the estate and elVeets of tho said insolvent were 
vested in the Official Assignee. 

Dignam & Co., Attorneys. (87—1) 

In the matter of Andaui Geoeok Petebs, of No. 112, 
Lower Circular Eoad in tho Town of Calcutta, lately 
carried on business as miscellaneous goods rncrehant 
at the New Market, also employed in tho Oriental Gas 
Company Limited, an insolvent. 

Notiec that the petition of the said insolvent seeking 
tho benefit of tho Act XI Vie., Chapter XXI, was filed 
in the Office of the Chief Clerk on Monday, tho 13th day 
of April instant, and by an order of the same date 
the estate and effects of the said insolvent were vested in 
the Official Assignee. 

Insolvent in person. (88—1) 

In tho matter of CnAULES Fbepertok Manpel, of 
No. 21, Wellesley 2nd Lapo in the 'I'ow'n of Calcutta, 
an assistant at. Messrs. Francis, Harrison, Hathaway 
and Co., :in insolvent. 

Notice that, the petition of the said iii«oIvent seeking 
the benefit of tbo Act Xi Vic., Chapter XXI, w a'J filed in 
tho Office of the Chief Clerk on Tuesibiy. the llth day 
of April instant, and by an order of tho same, d.ate 
the estate and effects of the said insolvent, were vested 
in the Olliciiil Assignee. 

Insolvent in jiersou, (89—1) 

In the matter of Pooeso CnrNPiai Siiaha, at present 
out of employment, but re.siding at No. 22. Bobu 
Bazar Street in the Town of Calcutta, an insolvent. 
Notice that the petition of tho said insolvent seeking 
the benefit of the Act XT A'ic., Cliaptcr XXi, was filed 
in the Olliee of the Chief Olort on Saliirday, tlie iHrh 
day of April instant, and by au order of tho same d;;^ 
the e.st ate and elVeets of the said insolvent were vested 
in tlio Official Assignee. 

C. A. Smith, Attorney. (CO—1) 

In tho matter of Chaiilks Aeebed W'ittenbakke, of 
No. 19, Mo. jtshce Dedarbux Lane in tho Town of 
Calcutta, formerly a milk supplier, but at present a 
Government pensioner, an insolvaut. 

Notice that thp petition ‘of the said insolvonf seeking 
the benefit of tbo Act XI Vio., Chapter XXl, n’as filed 
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in the Office of the Chief Clerk on Satnrday, the 18th 
day of April instant, and by an order of the game 
date the estate and efiects of the said insolvent were 
vested in the Official Assignee. 

Insolvent in person. (91—1) 

Chief Clerk's Office, the 21st day of April 1691. 

In the Court of the District Judge. Birbhum. 

In the matter of Shaikh Nabibhx, an insolvent. 

T^OTICE is hereby given that on the ICth January 
189J Shaikh Nabibnx of Kanaipnr, within the 
hfunsifi of Sari, district llirbhum. was declared by this 
Court to bo an insolvent, and discharged under sectitm 
361 of the Civil Procedure Code, 

J. WniTMOBK, District Judge. 
Birbhum, the 20th January 1891. (922--8) 


POSTAL NOTICES. 


UsUs for 


Date of elosing Routs by which 
•t Calcutta. despatched 


1891. 


ESgypt, Snrops, Ameriaa,C«po { 22nd April , 
Culonies (tatouiib United 
Kit'gdnn. , 

Ditto ditto ... 29th 

Ditto (bnak-pott and pattern | 28tb 
packets). 

Mauritius, Mayotto, Nossi Be i 20tb 
and KCunion, 

Zoncibor, Muxombique, Dola- : 22nd 
pun Bay, Natal and Capo | 

Oulonies. I 

OeyloD, Straiti Ssttlaments, 4tb May 
Netherlands India, Labuan, 

Bankok (Siam), Philippine 
lalanda, China and Jnpaii. 

Australia, New Ihivlaud, and I 4th 
Tasmania. 

Colombo ... ••• 22nd April 


Straits, China and Japan ... 2.5th 
liougoon and Moulmein ... 28th 
Ditto ditto ... 24th 

Akyab, Kyaukpyu, Sand 0 way 22nd 
and Rangoon. 

Port Blair ... ... 23rd 

Akyab, Kyaukpyu, Sandowny 2Utli 
and Rangoon. 

Colombo and Mauritius ... 26tl) 
Singapore. Adolaido, Mel- 28t}i 
bourne and S> diiey. 


Per P. ic O. ataamer 
from Bombiy. 

Ditto. 

Ditto. 

Ditto. 

Ditto. 


Ditto. 


Ditto. 

Per P. fc O. atoamer 
Mlrsapore, 

Por atr. Japan. 
Ditto Chanda. 
Ditto 1‘alamcotla. 
Ditto Conanilta. 

Ibtto Uahartmi. 
Ditto Cuconada. 

Ditto Vadala. 

Ditto liuron*. 


AT, B.—The letter-hox for inland urtielos (including articles for 
Biirma and Port Blair and for Ceylon ny land ronto) will bo cleared 
for the last time for articles witbont tlia lete-foe at 7 f.m. precisely 
after which hour inland letiora and papers fully prcx>aid and bear¬ 
ing an extra postage atamp of baU-auna will to recaived up lo 
7-80 P.K. 

On the day of despatch of the Mail for Kurnpe, the letter-box 
for foreign erticlee will be cleared for the last time for articles witb¬ 
ont the late-fae a> 8-30 p.M., end late lelte a and papera will hr 
received np to 9 p.M. On other days tt e tottor-box for foreign 
articles will be cleared for the last time for articles without the late- 
fee at 7 p.h., and foreign letters and papers fnlly prepaid, bearma 
an extra stamp of fnnr annas, will be received up to 7-SO p.M. for 
daapptch by any Foreign Mails despatched the aaine night. 

f £. Huttobt, Presidency Postmaster. 

Oeaeral Post Office, the 2l8t April 1891. 


Unclaimed Letters held in the OaJoutta 
General Post Office on 21sg 
. April 1891. 

Adams A Co. Dlanairer, Commercial News. 

Arrowsmith, Mrs. Oriental .lute Manufac- 

Burke, W., Eso. turing Co. 

Delmcge Eeid A Co., Paul and Lowis. 

Messrs. Bobson.William, Bevd., m. d. 

Editor, Masonic Herold. Sallick, E. A. 

Erank, Emil. Schneider, J. P. 

O'. A. Traser, n. ». Secretary, Boyal Oasetto. 

Hamilton Arbuthnnt A Co. Spencer, John. Esq. 

Howell, W. T., Mr. Staidther, F. S, 

LjoU James A Co. Woodgale A Co. 


Leitart marktd Gart of “ Fott Offtoe. 


Aitchison, William. 
Aldham, C. J. 

Bain. D. M. 

Barrett, E. M., Capt. 
Barslone, F. A., Miss. 
Barwell, D. 

Batti. P. H. 

Bee, F. R. 

Beier, Paul, Esq. 
Berkovirtz, Fani. 
Berliavsky, Leon. 

Boyd, Miss .1. 

Buchanan, W. G. 

Bridle, T. 

Byan. H. 

Campbell, W. K. 

Caryl, Miss. 

Glory, Leon. 

Coc, P. H. 

Cox, Capt. 

Crove, W. 

Dampier, L. 

Dias, J, P. 

Dolby, J. E. 

Eddington, A., Mrs. 
Edwards, Lt.-Ool. Sir F. J. 
Esisonstark, Loon. 

Evan. -J. B. 

Ezra, E. 

P. S. Square. 

Perry, U. 

Ferry, Charles. 

Foreman, John. 

Pox, It. S. 

Francis,. Jus. 

Fraser, J. C., Mr. 
Freedman, J. J. 

Frost, A. 

Gallwey, C., Mrs. 

Giroud, Mousr. 

Godsal, H. 

Good, Mrs. 

Harris, C. 8. 

Harris, J. 

Harris, Mrs. C. 

Harris, T. L. M. 

Hill, McCalmont S. 
lloarc. Miss. 

Hobson, ,1. C. 

Hoghton, Miss. 

Hough. A. 

Howard, II. S., Capt. 
Howard, H. 1’., Mr. 
luaubrough, P. W., Esq. 
Ireland. W. DoCourcy. 
Irina, Augu.ste. 

Jamie, D. M. 

JeukiusoD, J. 

Kelly, B. 

Kufftuan, 8. 


Bell, H. J, 

Czerwenka, Olga, Mrs. 
Guthrie, J. 


Lambert, J. T. 

Leslie, 6.. Mrs. 
Livermore, E. 

Luff, J. M. 

Mackenzie, A. 

Mann, G. 

Marsden, C. W. 
Marsden, H. W. 

Martin, .Tames. 

Marot, Madame. 
Marstor, G. H. 

Masetti, Nina. 

Mathews, (J. A. P. 
Molde, C. 

Mcldram, J. T. 
Mouradian, ,T. 

NewCome, J. T. 

Oldham. C. I. 

Partridge, W. L. 

Pirag, Jacob. 

Plunkett, Sidney, Esq. 
Pronde, Mrs. 

Itainy, P. 

Eodaor, W. H.. Esq. 
Howland, P C. 
Euthonborg, Carl. 

Kyan, H. 

Sander, Angela, Signora. 
Satiderson, Mrs. 

Snsson, Sir Edward. 
Schlnnk, G. T. 

Shepherd, E. P. 

Shipley, G.. Mrs. 
Sieberg, Otto. 

Smith, G. 

Sladen, H. 

Southwell. Miss. 
Spinner, Revd. W. 
Stapleton, Mr. 

Steele, William. 
Stevenson, Mrs. 
Strangmao, L. G. 
Stratford, F. W. 

St. Clair, A., Mrs. 
Taylor, Mrs. S. 

Terry, Miss E. 

I hoiuson, Capt, 

Toogood, P. A. 

Ward. A E. 

Warder, K. W. 

Werner, Louis. 

Warren, T. J. Cory, Esq. 
Webster, Capt. F. 

White, E. J.. Mr. 

White, G., Mrs. 
Williams, A. 

Williams, C. C. 

Wood, H. E. 

Wood, C., Capt. 

Zesmon, L. 

Lottero. 

C. Oomar. 

Leonard, C, B., Capt. 
Livermore, £. 


Megittarod 


Unclaimed Lattera held in tie Barraekpora Boat Ofiee 
on tie 20fA April 1891. 


Bretlingliam, H., Mrs. 
Ditmoo, Mrs. 

Herbert, G., Mr. 
Nicholson. W. 

Pal, K. 

Heed, E. M., Mr. 


Rydquist, C. P. 

Shower, G. H. T., Miss. 
Thomson. James. 
Tritton, S. B. 

Yates, L. E. II. 

£. Hcttob, 


Presidency Postmaster, <Ialeatla. 


A Manual of Tibetan, being a Guide to the 

ColliK|uial Bpoooh of Tibet, in a aorieu of progrosaivo 
Rxeroises, by Major T. H. Lewin, v. n. o. 8., of the Bengal 
Btuif Corps, Late Deputy Commiarionor of Darjeeling. 
I'r 'ux H». (i: potiayt, 3 annas. 

Copies lire to be bod at the Office of the Director of Public 
Instruction. 
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Nuddea Rivers. 


Report okoving the leaot dtpiho of water for tke week 
ending Friday, the ilth A}>ril I8U1. 


I lieasti 
I dnpth o( 

Namfl of Reach of river. water BlKASSa. 

river. \ »onnd- 

I iniPi. 

I 


Rntranee from Oangeg 

Thoiico tfcjiiirimr . 

. From NuiTur to Jimgipur ... 
J J „ Juiifcipur to Berhanipur 

•a j ,, Berhanipur to Cutwa ... 

® I „ Cutwa to Nuddea 

. r Bntrance from GauKee 

Thonoo to AkriKunj . 

C* J Akrigani to juiiotion of the 
' Bli,vrub and Jelin^hi 
Theiioelo Batkabari ... 
Patkaburi to Nuddoa. 


Niroteta. 

Kanoopore. 

Kootiramporo. 

Kedati. 

Dadooporc. 


Kaladanim. 

lialnaaore. 

GbaaiRbatta. 


Kntmnce from Qanaog ... 
'I boiico to Chnypara 
k ram Chnypara to Hhikarpur 
„ Sbikturpur to Boalia ... 
„ Boalia to ChnadanRa ... 
„ Choadanm to Kieeen. 
ganj and Hanakbali... 


Closed. 

Ohuypaia. 

Megna. 

M alopara. 
Moheeporr. 

Chopra. 


Gauge Readingt. 







Height 

M 





Beiabl 

above 

M 


Locality. 

Date. 

Hour. 

above 

mean 






taro. 

tea 

» 






level. 

M 

« 




▲. M. 

Feet. 

Foct. 1 


r 

Sahebganj ... | 

18-4-91 

6 

3-S8 

64-42 

Below 

1 





zero. 

1 

Rampnre Boalia 

18w4-01 

11 

314 

S9’86 

Ditto. 


Bntrance ol Bba- 






1 1 

frirafti 

Bntranon of Bhy* 

18-4-Ot 

7 

3-i!6 

48-S6 


1 

rab-JelifiKhi ... 
Botranen of Ua* 

18-4-91 

... 

6‘ia 

44*53 


L 

tabauRa 

18-4-ei 


.■ti 

. . 


... 

Berhanipur 

KiahnaKAur 

29-4-91 

17-4-91 

ia 

1-10 

94*95 

10*05 


Baroopsuntse ... 
Uanokbali 

18-4-91 

6 

1*66 

5*96 


Hatabanca 

18-4>91 


1*2 

12 27 



C. E. Litrsat, C.R.. 

Fre. Engr., Nuddea Rivere Rivieion, 

Berhampore, the 20th April 1891. 


The Indian Law Reports. 

Pulliihed under Authority. 

Thr Indian Iaiw Reporta, publiahod under the authority of the 
Govomor-Goneral iu Council, appear in monthly p-irta, publiahod 
aa Boon na poeeiblo after tho firat of oaeh month at Calcutta, 
Madraa, Bomlmy, and AllaliatKul, and oompriso four siorioa—ono 
for tho Calcutta High Court, a eocond for tho Madraa High Court, 
? third for tho Bomlaiy High Court, and a fourth for tho Allaha¬ 
bad High Court. Tho caeea hoard by tho Privy Council on appeal 
from each High Court are roporto<l m tho Borios for that iiigh 
Court _ Caaea heanl by tho Privy Council on appeal from Pro- 
vineea in India not aubjoot to any High Court arc reported iu tho 
Calcutta Borioa. 

Tho Calcutta Seriea is diatribntod by tho Bongal Soorctarlat, 
and the Madraa, Bombay, and Allahabad Beriea are diatribntod 
direct fram Madraa, Bombay, and Allahiibod roapcctively. 

In auperacasion of tho provioua advortiaomonla, on and from tho 
1st January 188U tho tornia of auliacriptiun and aalo wdll ho aa 
follows for current iaauoa aa well aa for back numbera of tbo 
Iteporta from 1870:— 

Tirme of suiMiuption payaitU annually in arlmnee. 

Kor tho complete seriea, inclmliny postage, Ra. 2‘I-8. 


■Without With 

postage. postage. 

Ra. A. r. Rs. A. r. 

■"or tho Calcutta Borioa ... ... 10 0 0 2 8 0 

,, ouch of tho Mailma, Bombay, and 

Allahabad Berios ... ... 6 0 0 7 0 0 

,, a part of tho Calcutta Series pur¬ 
chased aopar.atoly {inclusive of 

pottage in India) ... ... . 2 0 0 

,, a part of of the Moilras, 

Bombay, and Allahabad Borioa 
piirohaaetl Miiiaratoly (inclatiee of 

fnalage in India} ... ... . 10 0 


Tho fallowing is tho rate at which deductions will be made for 

irts out of print and at which ilnplioata copies will lio auiinlied 
■ aubacribers when required iu place of copies loal in tnuiait. 

For town. For niufaail. 


For tho Calcutta Sorioa per copy 
,, each of tho Madraa, Bombay, and 
Allahalmd Borioa per copy 
,, tho Calcutta Snriea. For tho yoar 
,, oaeh of the Madras, Bombay, 'and 
AlUoliabod Berios. For tho year 


Ra. A. r. Ra. A. p. 

0 8 9 0 10 3 

0 ,3 0 5 9 

7 2 (i 8 0S 

4 4 0 4 n 3 


Persons desiring to aubacribo for or purchase tho Reports 
should apply to— 

Superintendent, Govemmont Proas, Alodraa., 

Tho (iovomment Control Book Depot, Bombay. 

,, Curator of Uovurnmout Book.s, North Wcatorn Provinoca 
and Oudb. 

,, Superintendent of Oovernmont Printing, Bengal. 

Orders ami suhscripliOHS for 1S91 should be at once registered and 
remitted by money-order payaihle to the Aeeoantant and Treaturtr, 
Bengal Stertlarial, Calcutta. 


Thb following Weather Reports of tho Bengal Utotoorological 
De|iartmont, issued by orders of the IJovornmout of Bongal, can 
be aujipltod to tho public at the prtooa anuoaed : 

IK - Bay of Bengal Daily Report giving motoorologioa! obaorva- 
tiona token at 27 stationa on or near tho coast of the Bay, with a 
short and summary. This is publiahod in conneotiou with the 
Bay of Bengal Storm Signal Service. Tho report giving 8 a.m. 
ohaorvationa of the day is distributed by iioun in Calcutta soon 
after 11 A.u. Price to aubacribers in Calcutta Ra. 2 per monacm. 

2iid.—Bengal Dmly Report containing observations taken at 45 
motoorolumcul stations in Bengal and Assam, and transmitted to 
Calcutta by weather tolograma, with a brief summary of ths 
weather iu Bengal during tho preceding 24 houra. The report 
giving the 8 a. M. obsorvationa of each day ia printed iu time for 
the ovoning moil, and ia distributed to aubaoribers in Calcutta 
the same ovoning. This report for tho present is only published 
during tho aoutii-weat monsoon, t.e. from about May 15th to 
November 15th, or tborcabouts. Prico Ka. 2-8 per monaem, includ¬ 
ing postage. 

Snf.—A Weekly and Monthly Statement of Meteorological 
Obsorvationa taken at 49 observing stations, and of rainfall record¬ 
ed at 260 sub-divisional stationa, together with summaries of the 
mure important features of tho meteorology of the jiost week or 
month of tho province, and of tho distribution of tho rainfall and 
its variation from tho normal. Prico of tho Weekly Koport, 
inoludiiig postage. Its. 6 por annum, payable in advance, ami 
of tho Monthly Bumuuiry Report, Ks. 2 per annum, i>ayublo in 
advance. 

Subscriptions payablo to the Meteorological Reporter to the 
Govemmont of Bengal, 6, Russel Street, Calcutta, for tho Bay of 
Bengal Doily Report, and to tho Acxiountuut and Treasurer, 
Bsngal Secretariat, fur the othor reports. 

Abss. Fedlrb, * 

MetoorologicalReporter to tbo Govt, of Bi ng.il. 


AnvRnnsEMKNTS will ho roceivod for publication on the 
wrappers of the Indian Ijaw Reports, Calcutta Beriea, at tho 
following raluK, payable in advance — 


• 

One page. 

Half i>ago. 

Quarter 

For ono issue 

... Ks. 20 

Rs. 14 

iU. 9 

„ three issues 

... „ 55 

„ 36 

„ ti4 

,. sis „ 

. 100 

68 

ff 

,, uiiio „ 

... „ 145 

116 

„ 61 

„ twelve „ 

... „ 180 

„ 120 

» 60 


SEVEKAt. volumes of tho BKNGAL LAW REI^SiKTS, from 
August 1868 to Deuemlior 1875, and FULiL BKNCH DIJUNOB, 
Parts I and 11, are available at tho following rates: — 

Without postage. With {.ostage. 
Rs. A. P. Rs. A. p. 
Bengal Istw Reports for ono yoar ... 2U 0 0 22 8 0 

Single copies, Its. 2 iwr copy. 

Full Keucli, itiiliugs i'arts 1 and II ... 20 0 0 22 8 0 

Bengal Soorotariat I’rosa, 10, Lyon’s Range, Calcutta. 
ReiuitUmcos to lie forwarded to tho Accountant and l^easursr, 
Bengal Sccrotari.at, Writers’ Buildings, Calcutta. 


Annual Statement of the Seaborne Trade 

ami Navigation of the Bongal Presidency and of its Clii of 
Port (Calcutta), and each of its Biibordinato Ports (Chit 'a- 
gong, Balasoro, Cuttack, Pooroo, and Naraingun-'b ) 
Volmiios land IL Prico Rs. 20 for 1889-90. I3)b isbo i 
at tho t alcutia Custom House. I’revious yAuv volumes can 
also bo obtained at the same prico. 
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BOOKS AND POBLIGATIONS 

fOB lALI BT THB 

oi 6abt. Inbia, 

8 , BASTINGS STBEBT. CALCUTTA. 


O—Statutes. 

The Statutes relatinvto India, Vol. 1.1861, firom 
1286 to 1866. B*. 8 (I 2 a.) 

The Btotntes relating to India, Vol. II, 1881, 
from 1860 td 1881. Ri.8(ia«.) ^ 

Supplement to the Statutes relating to India, 
1881. K..S(6a.) 


All book* publiibed by the Superintendent of Oovemment 
Printing, India, can be purcbaeod either directly or through the 
following or any other bookeeller*:— 


CALCUTTA 

MAUBAS 

BOMBAY 

POONA 


AaaNTB: 

... Thacker, Spink ft Co. 

... Higginbotham ft Co. 

f Thacker ft Co., Ld. 

■■■ (. Radbnbu Atmannn Sagoon. 
... Cooper, Maddon ft Ce. 


KOTXCM.Soolc* req^irtd for private uee onlp earn be 
mareioeeil. AppVoalione thoM he accompanied iy a re- 
mittaiee, unlese it ie wished that the books should be sent 
bn value-payable post, in which case, besides the ordinary 
postaye.an additional charge will be made for registration 
and eommission. 

Books required for the public service should be obtains t 

th'ouoh Local Governments. 

The amounts within parenthesis are for packing ana 
postage. 


LEGISLATIVE DEPARTMENT. 

rThoae books (except the Goiieriil Acts for 1877— and the 
Nortli-Western I’roviuoos and Oudh Codes, of which no copies 
remain in stock) may be olitoincd I’l-om tlie Office of 
Suporintondont of Govcrniucut Printing. No. 8 , Unstings .'street, 
Calcutta.] 

THE INDIAN STATUTE-BOOK. 


Rbvibbi> Edition. 

Super roifol cloth, leitsrede 

A—General Acts. 

The General Acts from 1834 to 1800. revised 

edition, 1887. Us .^8 (12a.) , .one, i 

The General Acts from 1867 to 1870. revised 

edition, 1887. Its. 8 (12a.) . .ooi .I'l’ 

The General Acts from 1877 to 1881, edition 

The^Qeneral^Acta for 1882, edition 1885, Part I (con- 

tiuninir Acts II to XII, both inclusive). Us. 8 ( 8 a.) 

The General Acts from 1882 to 1884. edition 1885 
Part II (containing Act XIV and following Acts of 1882 
and the Acts of 1883 and 1884). Ks. 8 (7a.) 

The General Acts from 1885 to 1888, edition 

1889 , with full Chronological Tables showing uH Acts ot 
the Governor-General in Council from 1834 to 1888, with 
their repoaliug and amending enactments. Hs. 8 ( 6 a.) 
Civil Procedure Code, Act No. 14 of 1882, in U rdu. 

Supcr-royal 8 vo., paper cover. Re. 1-6 ( 6 o.) 

Criminal Prococure Code, Act No. 10 of 1882, m 
Itrdu. Supcr-ioyal 8 vo., paper cover. Uc. 1-4 (Ga.) 


B—Local Codes. 

The North-Western Provinces Code, 1886, 

r6vi86d oditiott. Hs. H (12«*) 

The Oudh Code, 1880, revised edition. Rs. 6 (6a.) 

The Madras Code, 1888, revised edition. Ks. 8 (lOa.) 
The Punjab Code, 1888, revised edition. Ks. 6 (8a.) 
The Bengal Code, 1888-90, revised edition, Vol. i 
coiitainiiig tlic liengul Rcgnlatioua, the Local Acts of 
the Govoriior-G«..icral in Council and the Regnlatious made 
und f 33 Viet., Cap. 3, in force in Bengal, with Chrono¬ 
logical Tables and an Appendix showing tlie enactments 
locally notified under the Scheduled Districts Act, 1874. 
Ks. 8 (10a.) 

The Bengal Code. 1889-90, revisod edition. Vol. II j 
containing the unrepcalcd Acta of the Liuntcnunt-Goveriior 
of Bengal in Oouueil, with a Chronological Table and an 
appendix shewing places in Bengal in which cortalta of the 
Acts have heeti brought into force. Rs. 8 (Ite. 1). 

The Burma Code, 1889, revised edition. Us. 6 (8a.) 
The Beluchistan Code, 1890. Rs. 4-8 t6a.) 

The Central Provinces Code, 1891. revised edition. 
Bs. 5 (8a.) 

The Aiiuere Code> 1879. Bs, 3 (6a.) 

The Bombay Code. 1880. Ks. 8 (I2a.) 

The Coorg Code, 1880. Rs. 2 (6a.) 


Under preparatim. 

The Assam Code. 

Ihe North-Western Provinces and Oudh Codes. 

rs/isod edition. 


Mscellaneous Works. 

A Digest of Indian Law Cases ; containing High Court 
Re]x>rts, 1862-1886, and Privy Council Reports of Appeals 
from India, 1836-1886, with an Index of Cases. Com¬ 
piled under the orders of the Government of India by 
JosRru Vbkb WoonjdAN, of the Middle Temple, Barrister- 
at-Law, and Advocate of the High Court, Caicntta. In 
five volumes. Super royal 8vo. Rs. 60 per set; quarter* 
bound copies, Ks. 56 (Ks. S-2); payable in advance. 

HOME DEPARTMENT. 

The Imperial Gazetteer of India, by W. W.Hvktk^ 

in 14 Volumes. Royal 8vo. Quarter bound. Ra. 43-8 

( Hs. 4-9) per set. 

Relations of the Government with the Hill 
Tribes of the North-East Frontier of Bengal. 
History of. By Ai,kx. Maoxevzis, B.C.S. Super 
royal 8vo, full cloth. Rs. 6 (8a.) 

Report of the Indian Factory Commission ap¬ 
pointed in September 1890 under the orders 
of His Excellency the Governor-General in 
Council, with Proceedings and Appendices. 
Peup., boards. Re. 1. (4a.) 

REVENUE DEPARTMENT. 

A Dictionary !of the Economic Products of India- 

Bt Dk. Oro. WATT, C.I.E. 

Beporter on Economic Products. 

Published under the authority of the Government of India in 
tlie Kcveuue and Agricultural Department. 

The first four volumca of tliis woik arc now ready for 
issue, and inietiding suliseribors are invited to register 
their niiiiies With the Superintendent of Goverumeut 
Printing, Calentta, 

The price to subsciibrrs will be in ludia Rs. 30 and in 
Uigrland 2 gniiietis, payable in advance, lor the com¬ 
plete set. An extra cliarge fur jmeking iiiul postage wilt 
be made for the set—in ludia, at 8 annus per volume, 
aud fur England at 2 rupees G annus per volume. 

For copies bound in half calf or half morocco, Ks, 6 and 8 
shilliiigs respectively will be charged extra for the 
whole aets. 

copies will te issued to non-siilscribcrs fill the work is com- 
piste, and no sinjfle volume wilt bo sold separately, qhe price 
to non-subseribers will be Its, 4S in India, and 3 guineas >a 
Mngland, exclusive of parking and postage. 

The Shargi Architecture of Jaunpur, with Notes 
on Ziifiiralmd, 8ahet-M«het, and other plsees in the N.W. 
P. and Oudh. By A. FrritBEB, Ph. D.. with drawings and 
architorturai descriptions. Super royal 4to., cloth bound. 
Rs. 16 (Ke. 1.) 

Corpus Inscriptionum Indicarum, Vol. I, Inscrip, 
tioiis of Asoka. By A. Cunmikuiiam, c.b.i. Super iwal 
4to, clotli. Rs. 7 (13a.). 

Corpus Inscriptionum Indidarum, Vol. Ill, inscrip- 
tions of the early Gupta Kings and their successors. By 
J. P. Fubbt, C.I.E. Super royal 4to, cloth. With plates, 
Rs. 25: without plates. Us. 15 (Re. 1-8.) 

Epigraphia Indica.and Record of the Arohmoio- 
gioal Survey of India. In quarterly Parts. Edited 
by James Bfuokss. LL.D., C.I.E. Parts I to VI now 
ready. Super royal, paper cover. Ks. 3 (3o.) each part. 

Art-Manufactures of India, being a brief account of 
the most imjiortant art-mauufnctnrcs of India. By T. N. 
MtutUABJl, F.L.S. Demy 8vo, cloth bound. Rg. 3 (6a.) 

Indian Museum Notes— 

Vol. I, No. 1.—Notes on Indian Insect Posts. 

Vol. I, No. 2.—Notes on Indian Economic Entomology. 
Vol. 1, No. 3.—Silkworms in India. 

Vol. 1, No. 4.—Notes on Indian Economic Entomology. 
Royal 8vo., paper cover. Re. 1 (2a.) each number. 

Silk in India. 8omo account of. By J. OBOSsieAV, C.8. 
Super royal 8vo, boards. Re. 1 (4a.) 

Wild Silks of India. Hand-book of the collection illns. 
trative of the, in the South Kensington Museum, with a 
catalogne of the collection and numerous illustration^ 
By Tbokab Wabdlb, Royal 8vo. boards, 12a. (2a.). 

FOREIGN DEPARtMENT. 

' Just published. 

History of Services of Officers holding ga¬ 
zetted appointments under the Fore^rn 
Department. Corrected to Ist July 1890. Royal 
8vo, limp cover. 12a. (a3.). 
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Western Tibet: A Prsotioal Dictionary of the 

Lanfrua^ and Cuatonu of the DUtftcta included in the 
Ladak Waiarat. I'y OiFTAiK H. Rambat. Political 
Agent and Joint Commiaaioner in LadAk. Royal 8vo 
cloth. Ba..2) (6a.) 

The Hunza and NaffTr Handbook. Seiner an 

introduction to a knowTedire of the Language, Unre, and 
Conntriea of Hunza, Hagyr, and a part of Ya'iu. Tart 1 
G. W V. LjtlTNBB. Super royal 4to, cloth. Ka. 

Selections from the Letters, Despatches, and 
other State papers preserved in the Foreieru 
Department'Sif the Qoverntnent of India, 
1772-1786. Edited by Oeo. W. Fobekbt, B.A. In 
throe ToIumcB. Price per set. Ka. 12 (Be. 1-12). 

Mission to Yarkund. Report of a. in 1878, with 
photographa. By Sia T. 1>. PoasTiH, K.C.8.I., C.B 
• Demy 4to, fall cloth. Ra. 12 (Re. 1). 

Western Yunan. Beport on the Bizpedition to, 
vid Bhamu, 1871. By JoKir Amoebson, M.1>. Supei 
royal 8vo, full cloth. Re. 4 (8a.) 

FINANCE ANDCOMMEROB 
DEPARTMENT. 

Civil Service Regrulations, embodying the Civil Pey 
and Acting Allouance; Lciivc; Penaiou; and Travelling 
Allowance llegulntiona. Firat edition, corrected to lat Bay 
1888. Super rojel 8vo. cloth 118.4-8 (10a.) 

*•# Zriat qf Correction* to the above are euppUcd per annumforjte. 3 

Light-houees and Light-vessels in British India, 
List of, np to Tftd of 1888, loth issue. Super royal 8vo, 
Htiff cover. It 1 (2 a.) 

Civil Account Code, Volume I, Pert I. Fourth edition 
corrected to 3Uth June 1886. Super royal 8vo, boarda 
Re. 1 (4a.) 

**, CorrecHona to lie above are sold at la. per litl. 

I’arl 1 eoulain* all that it ffenerally veej'ul to the Public 
Part 11 it for the guidance of Treaevrg Cfficer*. 

MILITARY DEPARTMENT. 


Table, of Salariea. Royal 8vo. 

• • Tioubovevolutneeareineuperropul Beo, full doth. 

to in the P. W. D. Code— 

of Suh-diviaionnl 

(lTr>^* ^^'cutive Kngiueera. Fcap., boarda. Ra. 4 

^ Examiner'aOffice, 

heap., bonrds. Rs. 4(l2a.) 

o“’ n“> 147. Law Form, j 
to Q. Rg. 3 (7a). 

Administration Report on 

i i I!’ «*• '■* ^ l®«*.8f,. Part I, 

It' i t ?*■ ® 1SS8-88, Part I, 

Be. 1 (3a.j Part 11 . Ka. 2 (Ho.) For 1886-87, Part I 

rT i \ I il’ »*■ ® 1*'*7-H8, Part 1, 

Re 1 (3a.) I.irtll, Its. 2 fSo) For 1888.88. Psrt I 

Re. 1 (Ba.) Part. It. Rs. S (8a.) For 1888-90, Part l! 


—r- above are eome of the most important pub- 
hcahons available. Complete Calaloquee of all booke 
kept in slock r an be had free of rharge'on. ajiplicatio 

Notice. 

Notioe is hereby pivon that tlio terms for the pnrahase of 
Socrehiriat Press. cxce).tV' (Jovern- 
riie.it office., or offices under the control ..f Govormno.it Officers 
are stnotly cash, anti on no other terms will any pnl.Mc, t «. 

. inserte.l-iiJeithor '^'tlm 
In the C.-UW of insolvoncv notice.., casli mast bo sent with sneh 

notices when furwardml by Mofussil eoiirts or offices, and for tlmse 
ffirwarded by the Official Aasignoo cash must, ho paid . n preseiita- 

EwSrsr ' -i 


Indian Army List, published every quarter. 8uper royal 
8vo, paper cover. Price Ra. 3. (By post Rs. 3-7.) 

Oteiuff to the iitoreaee in the bulk of the new Ii lian Army Lit^ 
by the iumrpimiUion of a largo portion of the hi mb ly and Madrae 
Army loeta. it ia ordered by the Military Depart meat that the price 
of the publication be raiaed from Da. 2 to fa. a, or Ita. 3-7 by poat- 
Povnile »» odvaace. Thia order will lake effect from the I at of April 

Army Regulations (India). Roysl Svn. fnti cloth— 
Vol 1.—PAY CUDK. Part I. For Britiah Tioops 
Ra. 3-8 (10a.) 

Vol. I.—PAY CODE. Part II. For Native Troopi 
Be. 1-12 (6o.) 

Supplement to above. Fund Regulations Re. 1-8 

(2a.) 

Vol. II.—BISOIPLISE. In two parte, interleaved. Ra. 8 
each part(8a. each). In one volume, n«t inter¬ 
leaved. Re. 4-8 (10a.) 

Vol. Ill. — EQUIPMENT, mterleaved. lU. 4 (12a.) Out 
• offprint. 

Vol. IV.—Part 11.—ORDNANCE STOKES. Re l-S (Sa ) 
Vol. V.—COMMISSARIAT TRANSPORT. Part 11. 

Re. 1-8. (4si.) Out offprint. 

Vol. VI.-MEDICAL. Ra. 2(10o.) 

Vol. VII.—DRESS. Ra. 2 (6a.) 

Vol. Vlll.—VETEEINABY. Re. 1 (4a.) 

Vol X.—Part I—PASSAOES—boa. Us. 3 (4a.) Inter¬ 
leaved. Ks. 2-8 (5a.) 

Vol X.—Part II—PASSAGES—INLAND. Rs. 3 (6a.) 

Interleaved. Rs. 3-8 (7a.) i 

. Vol. XL—CLOTH INO. Part I. Britiah Troops. Rs.i(r.a.) 
Military Account Code, 18Q0. Super royal 8vo, 
boards. Rs, 3 (10a.). 

Claseifled List and Distribution Return 
of the establishment of the Military Works 
Department, corrected to Slst December 1890. Royal 
8vo., paper cover, 4a(la.) 


93iff Anplications for Acts of Iho ttoneal Ijee'isl.ativo fftnnnii 

TBlR'^O fiee oDL*r’’''‘lT"'“n *"' the ItKom- 

w- Legislative Department, (invorninoiit of Boniml 

’ Me« 8113 . Tiiaokkji, Srjffiii 

AND Co, (^overnrijout PIiioo, (.’alcuttas 

Notice. 

—The Hubaoripti.m to. and postage for the 
£ ^tanco'M * be at the following ra&a, payable 


Por tie Mofuasil. 


Entire Oazetta 
Postage 
Supplumont 
Postage 
Parts I or 11 
Postage 
Part IA 
P 'Stage 
Part IB 
Postage 


Por annum, 
lie. A. r. 


Parts' Tir, 
I Hiid vr 
Postoi-e 


«v, V. 


Per annum. 
Ks. 


15 0 0 

5 0 0 

6 0 0 
,3 0 0 , 

0 0 ; For a single ooiiy— 

8 0 I * 

0 0 i Entire (laraitto ... OHO 

2 i l’cist..go ... (I 2 0 

w 0 ^ Suppltitncut ... 0 4 0 

0 0 I Vontaixi) ... 0 10 

Parts T, IA. TB, 11, III. IV, V, and VI hh al.-jo imnoriatit riilo'< 

ana extracts, 1 uiina f<»r d Rh«ots or iinder, witli an aaditiomd 
'^barge of 1 anna for every 4 sheota in cxi-csh of 4. 

Postiiffo one nnnu. 

/or CitfraUa, 

Tlio same rates as tlioso for tho Mofussil, with the exception of 
the cbari;'o for postagu. 

^.Containinf; tho Acts ami Pills of tho Legislative CouneiJs of 
India and 


Marine survey department. 

Sailing Directory, Part I : India, Africa, and South 
America, with Charts. By Comhandbb A.D. TatIiOB, I.N., 
F.R.G.S. Suxior royal 8vo. cloth. Ks. 16 (12a.) 

PUBLIO WORKS DEPARTMENT. 

P. W. D. Code, Vol. I. General Regulations, 6th edition 
Boyal 8vo. Rs. 8 (6o.); hitorloavcd, Rs. 8-12 (10a.) 

P, VV. D. Code, Vol. HI. State Railways under Construc¬ 
tion, 8rd edilitin, 1887. Royal 8vo. Us. 2 ('4a.); inter- 
leaved, Ks. 2-8 (6a.) 

P< W. D. Code, Vol. IV. Accounts of Open Lines of Stats 
Railways, IBS'!, Royal Svo, full cloth. Rs.3 (6a.); intor- 
Wed. Ks. 8-12 (lOo.) 

P-W. D. Code, Vol. IV. Accounts of Open Lines of 
'^te Railways. Chap. I.—Earnings. Boyal Svo, boards 
!*•- (2"-) i interleave, 14a. (4o.) 


Notr ^Kato for advortisoments in tho Calcutta Oatefte'^ 

Full pogO| per umuo ... ... Rs. *90 

Half .. „ ... ... „ 10 •» 

Casual otlrcrtiscmentsy 4 nnnaa per lino, 

Notice. 

It is hereby notified, for general information, that snhsoriptinn 
to the couijilelH sones of the Indian Law Reports should bo rogis- 
terod during the first three months of each calendar year. Sub¬ 
scribers are therefore rei|Uosted to send in their siilwcriptions for 
tho complete 80110.1 before tbo Slat March in each year, 'niose 
who regi-ilcr their names aftw that dato will understand that 
opiua will be supplied only if available. 


Tbe Usit of Books aTailaUo for aalo at tha ••orstoirlat 
Brsas win In lYitnre be pnhUabad eaoc onlp In sock w«i«nth . 

■pare oopies of tks Ust win, kowowor, ba kept In 
stock rsadjr fi>r Issue on rseslpt af appumttlons fbs tbsn. 
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List ef Books for sals at ttw Lihrarf of '^ faiitHi Beoiety 
of Bengali No. 57, Park.Strsst, (^outia, anB ^imdils 
from the Society's Loa4m Mas^.. trolinar anil 

Company, il and 59, Hill, Lawlon, t C.- 

BIBLIOTHBCA INDIOA. 


Siiiubit Serut, 


Ba. JL. 


) /S/ s*d> 
I /6/ oMh 


0 12 

4 14 

0 6 


6 0 

1 14 

S 12 

2 4 
1 2 
1 14 

1 0 

3 0 
0 12 
0 6 

1 2 
0 12 
1 14 

0 12 


Adralte Bnlima Biddlbi, fiMe. I—n 
AkuI Pttnua fSans), faao. 11—^XIV 

Ana Biuwhjram, faM. I .. ... .. ... 

Aitareya Aranyaka of the Kg Veda (Sana.), bm, 1—V @ 

/6/ eaob ... . .. ... 

AiihoTiama of Sindilya (Kng.), fee-. 1 
Apheritma of the Vedanta (Sam.), faae. Ill, V—XIII @ /S/ 

fyfl q h .. ... ... 

AslitAifiksiiV^ Prajn& fwo, I—>V1 tt eftoU 

Airaloyana OtfliyA Sdira, fano. n**lV /d/ .•« ... 

Awairiddjraka. foao. 1—V ® /6/eAch... 

AvAdAiift Kolpalatft by Ktlnemoudra it^ans. aad Tibetan) 

VuL If fa«0 1 ... ma .e. 

BhdCmati (Banji.), faao. 1—VTII /8/each 

Branma Btfira (Ef».), faac. I ... ... 

l^rihadhartna Pur&am, foao. I , 

Brihat Arnayaka Up>«ni8had (8aQ8.)| «o* VI, VII and 
iX /6/ each ... ... ... 

Ditto i£ng.)f fa«o. IT -III ^ /6/ oaoh 
Brihat SambHd (Bant*.), fa»o. I—III, v—^VII /d/ each 

Chaitanya'Chandrodaya Kdtaka (Baoa.), faso. 11—III @ /G/ 
each ... ... ... ... 

Chaturrarm Chititnmani (Santi.) Vbla. I, faao. 1 —11 ; IT, 

1 —; ni, l:*arfc I, fa«o. 1 -18, Part 11, fw. 1 2, ^ /6/ 
eaob ... .*• 

Ghh^doftya Upanisbad (E»g.), Taso. 11 
Danarupa, faao. IT and III @ /o/ 

Oohbillya Gribya Bdtra (i^atia.), faao. I—XU /6/ each 

Blndo Aatronoroy (Eiifp.), faao. 1 -III ® /0/ each 
Khlamddhaba (Ikina.), faao. T and IV ® /G/ each 
KiStantra (Bana.), fA<ic. 1—VI @/12/eaoh 
Katba Barit Bd^^ara (Eng.), faac. 1 • XIV ^ /12/ eaob 
Xatiahfiaki Brahman Ui.ianiahafii, faao. II 
Kuruia Parana (Sana), ftuic. I—Vlll @ /O/each 
Uaiitd Vistara iSann.)^ fosc. Tl—VI @ /6/ 

Lalita'Viatara (Etig.), fam 1 111 #/1*2^ eaob 
Madana Pdrijdta (Sans ), faao. I—JV ® /6/ each 
Manuiikd S<mgraha (Sana.), foso. I—ll /H/ each ... 

Mdraandeya (Hans.). fa»o. IV—VU ^ fQJ each 

hi drkandeya Purdna (Kng.}. faao. 1 
Mimdm(»a Daraana (Bans.), foac. U—XIX S /d/ each 
Kdrada Panoiiardtm (Hans.), face. IV 

Ndrada Smriti (Hans 1, faso. T and III ^ ... ... 

NayavArtikam *Sa«»a,). faao. I 

NJrukta (Bans.), Vol I, foso. 1—6; Vol. II, faso. 1-6; 

Vo!. Ill, faso, 1—0; Vol. IV, lasc. 1—6, % /6,' each faf‘c. 8 10 
Nitiadra, or The Eloments of polity ity Kamandaki (Sans.). 

few. It—V @ /8/ oaoh ... ■ ... 1 8 

' ydya Danana (sans.), faac. in ... ... ... " " 

Nydya Kuaamdnjali Praharanam (Sans.), VoL I, faso. I and 
ll @ /O,/ oaoh 

Fuilsishta Parvan (^n» ), faso. I -iV ffi /6/ oaoh ... 1 

Plngala Chhandah Batra <8ane.), faic, iT - III (S, /8/ euoh ... 
Prithintj Rdaau iHaas), Part I, fhso. 1, Part II, foso, I— 
V®/6/oaoh 

Ditto (Eng.), Fort 11,faao. I ... 

Prdkrita Lahshanom (Bans.), faso. I „ 

Pardaara Snuiti (Sana), faso. 1—Vlf @ /?/ each ... 

PnnSeara, Inatitatea of fEngliah) 

Brauta Sdtra of Apustamba (Sana.), faao. I—Xll ® /8/ oach 

Ditto Aaralayana (Sana.), faso. 1—XI (hi/O/oaoh 4 

Ditto Litvdyaiia (Sana), faao. 1—IX fo)/'!/oaoh 8 

Ditto 84'ikhdyaiia tSana. I, faae. I—V®/8/o««h 2 

Bama Vedn Sainhitd (Sana), Voir. I, faao. 2—^10 ! 11. 1—6 : 
111,1-7 ; IV. 1 .-0; V 1-8®/8,'oaoh foao. ...13 

Sankhya Sfitra Vritta (Sans ) fa^ 1 and II ® /O/aaoh 
SShitvi.'Dariiana (Kng.) foao I —IV /6/each 
BdnJ^ya Apnoriaina of Kapila (ISiig.),''laao, I and II @ /«/ 
oaeti 

Sarvo Daranna Songraha (Sana.), faao. II 
Sankara Vijaya (Sana), faao. II and III ^ /8/ oaoh 
Bankhya l'ray(u;h.ana fihashya, fuse. Jit (English preface 
only) 

Sri BbAshyam (Sana.), faao. I 


21 
. 0 
0 
4 
1 
1 
4 

10 

0 

3 

1 

2 

1 

0 

I 

0 

6 

0 

1 

0 


0 

6 

12 

8 

2 

8 

8 

8 

0 

0 

14 

4 

8 

12 

8 

12 

12 

6 

2 

6 


0 12 
8 
0 12 

2 4 
0 12 
1 8 
2 10 
0 12 
4 8 


0 12 
1 8 

0 12 
0 6 
0 12 


BnanitH Samhitd (Eng.), faao. I and II (ffi /12/ eiioh 
Taittirfya Aranvo (Sans.), faso. J—XI @ /ti/ each 

Ua.lil.nr.nM.. \ 1 wV 


Ditto 

Ditto 


0 12 

7 2 

8 12 
0 2 

3 16 
8 12 
S 0 

4 14 
0 12 
2 10 
1 14 


f' ' TUfkmStritt, 

S-ll A ,11/e«di ... 

Xtoga eqo({.(l|Hlgi‘MUtt Mtbri Sift (Piheiaa md SamUhes. t 
plefngiwiewhtii.ufth'InAeK (text), fMo. I—XUl 9 weiidh 

Arabie aad Ptr$iaa Stria, . . 


)),W I-XXII®l/e»d» 
i||), VoL 1, Jfaea I-VII _ 


Aln-f^ 

. w.. *f *anu, r.i ... ,,, 

Akbamdmah, trith Index (textX ftao. I—XXXVII A 1/ 
each 

Bddshdhndmah, with Index (text), faeo. 1—XIX 0 /6/ aMb 
Beale’s Oriental Biognphioal Oiotionary, no. SSL Ato. 
Dictionaiy of Arebio Teohnioal Terma, and A pp^iti. iue. 

I—XXl ® 1/ each ... ... ' 

ParW-nfeahldl ftoxt), faao. I—XIV 0 1/ eaoh 
FihriaU.TtW. or, dTay slutof Bny’ah Books (text), W 
I—IV A /12/ each ... ... * 

Futdh-ul-ahim Woqidi (text), faso, I—IX A /8/ aaob 
« (text), flwc. I-IV 9 /</ eeob 

Haft Asmdn, History of the Persiim Maiuawi (teat), fasa I 
His^ry of the O^iphs (Eng.), faso. I—VI ® /h/ eaob 
Iqbdlnamab-i-Tubaiigiri (text), faso. I HI ® /6/eaob 
Isabtfh, with Suupleiiient (text), 4ft fasa @ /12/ eaob 
Ma^r-ubUmara, VoL I, faso. I—IX : VoL II, faao. I—V A 
/o/ each ... ... ^ 

Maghdii of W^idl (text), faso. I—V @ JSI each "! 

Muntakhah-nhTawdrfkh (text), faso. I—XV @ /6/oaoh . 
Muatakhab.ul-Taw£rlkh(Eng.), VoL II, faac. I-IV a IW 
“O®'* ... ... ” 

Muntokhah-ul-Lubah (text), faso. I XIX 0 /6/"each ! ' 
Mil Mir-i-’Alamglri (text), faao. I^VI @ }8/ each 
Nokhbot-ul-Flkr (text), tains. 1 ... ‘ 

Ni^mt’a Kbiradadmah-i-Iahondarl (text), faao. j and II (3 
/I2./ eooh ... 

Suydty’s Itijon, on the Exagatio Sdoncea of the Koran,' 
with Surmlomont (text), faio. If-IV, VIl—X, @ 1/ oaoh 
Tabmidt-i-Nitairl (text) faao. 1—V 0 /6/ oaoh 

l-’XIV @ /12/ oaoh 

Tdrlkh-i-FirSa Sliahi of Ziaa.al.(Un Barni (text), faao 
J—Vtl @/d/oach ' 

Turikh-i-Baihaqi (text), faao. I—IX at /O/ eaoh 
Tdnluthikh.i-Flroita, of Bhama-i-Sin» A fif (text), faao I—IV 
(a) /6/ each ... 

Wla u ttitmfn (text), faao I—V ® /S/ ’eaob 

Zk^ndmah, Vol. 1, faao, 1—9; Voh II, faao. 1—^ 0 /«/ 


Rs.*. 

.a 0 

III 


S3 0 

13 0 

87 0 

7 2 
4 8 

21 0 

14 0 

8 0 
8 • 
1 8 
0 Kt 
4 8 
1 2 

86 18 

4 6 

1 14 
6 10 


7 0 

1 14 
10 8 

2 10 

5 S 

1 8 
1 14 

6 0 


4. 


8 0 


3 0 


a 0 


1 8 


11 . 

1 - 2 . 


0 6 
0 6 
1 8 

a— 4 2 

BrdLmana(Si;na), flwc. i-^.\iV®"/6/each !" » 0 
Samhitd (Sana), faao. II—XXXIV (»/6/OHoh ... 12 6 13 

Taittirfya Prdtiadkhya (Bans.), faao. I-III @ M/ each 1 

and Aitaroya llpaniahada (Sana), faao, Uond 14 . 

Ill @ /o/ oach ... ... 0 22 ,» 

Tdndyd Wrdhmnna(Sans.), faae. I—XIX at/6/eaoh " 7 « le’ 
Tattva Chinidmani, foac. I—X (Sana.) @ /»/ each 
Tul'al Bat’aal (Bans.), faao I .. . 

Uttara Naishadha (Kaiia.), faao. Ill—XII ® /6/ each 
Cvdangadaado (Sana,), tarns. I—V 0 ,'12/ 

Vardha Purdna iKana), faao. I—V|U ® /6/ each" 

Vdvu ^rto (Si,ua.l, Vol, J, faao. 1-6; Vol II, faao.' 

I—7 ® /8/ each fnao. .. ... 

Vithnn Smriti (Sana.), faao. I -II @ /O/ each 
VinddSratnSknra (.Sons.), faaa I-Vll'/H/ .. *" 

yrihanndradiya Pnrdna (Sana.), faao. I—V ® k) 

Vof-a Bdtia of Piitai^ali (Sana A Eng,), foso, I—V 0 /14/ 
each ... ... ... "w ' < 

The anme, bonnf in doth 


6 I 
2 


, ASIATIC SOCIETY’S PUBUCATXOKS. 

1. AauTTO RKaXAHCHEs, Vote. VII, IX to XI, Vola. XIII 

and XVll, and Vola. XIX and XX (9 10/ each ... 80 0 
Ditto, Index to Vole. I -XVIII .60 

2. PutHiBKOlNaa of the Aaintio Society from 1866 to 1869 (inoL, 

<?> /4/ per Xo. ; and from 1870 to date ® / 6 / per No. 

the Asiatic Sooioty for 1843 (i2), 1844 (12). 1845 
('2l. 1850 (7), 1851 (7), IBS?'( 6 ), 1868 

1872 ( 8 ), 1873 ( 8 ), 1874 ( 8 ), 1875 (V), 1876 1?), 
WAvi’ 7880 ( 8 ), 1881 (7), 1882 ( 6 ), 1888 ( 61 , 

1814 * 6 ), 1886 ( 6 ). 1^1 ( 8 ), @ 1/ per No. to aubaoribera and 0) 1/5 
por No. to iion-aubaoribera 

— Thejij/urtii enelaicd in brnekett gtee Ou namier qflVof, fa 
each yQtume. 

w»*n*y Royiew of the lioseorob^ of the Society 
in>m 1874—18n8 

General Cunningham’s Arohnologioal Suiwy Report 
for 1863.64 Extra No., ,1. A. 8 . B, .804) ... x 

Theobald’s Qatalagua ot Reptiles in the Mnseum of the 
Asiatic Society (Extra No . J.* A. 8 . 0., 1888) 1 

Catalogtie of Mamma's and Birds of Burmab. bv E 
Blyth rfixtm No., .i A. S B, 1876) ... ... 

® Turiri Idon^age as spoken In Eastern 

l^rkoatsn. Part II, Vocabulary, by R. B. Hhaw 

(Extra No J. A 8 , B . 1878) ... .. 

Introdnotion to the Malthili language of tforih 

A Grieriion-Part 1, Grammar (Extm No, 

« A. o. B, 1880) 

Part II, Ohrastomathy and Vocabulary (Extra No!I 
J. A. H. B , 1882) ... ... 

AniH'UI Musharmnin ... 

CataJ(^pio of Fossil Vertobrata... 

^tologuf of the bibrory of the Asiatic Society, Rencal 
Examinaiioa and Analysis of the Haokenrie Manu¬ 
scripts by the ^vd. W. I^ylor 
Ilan Kooug Tsesr, or the Sorrowe of Han. by J. 

FrantiiaDaTis ... ... ... ^ 

Utndhdt-us-stfflyab, edited by f)r. A. Sprenger, SraT 
Tiidyob, a Commentary on the Hidiyah, Vols. H and 
IV<§ia/eaoh ... 

Jawtoi-ul-’ihn ir-riyi&i, 168 pages with 17 ptotee, 4 to.", 

Part I ... ... 

KhiHtnat-nl-'itm ... ... 

Mabdhhdra'a, Vole. Ill and IV ® 20/ aaoh 
iloora and Hewitaon’a Deaoriptiona of Nov Indian 
J^pidnptora. Parte I—III, with 8 coloured platei 
4 o., @ 6 / eaoh ... ... ... 

Tirana Sangralia, I (Marluadeya Parana), Sonekrit 
Sharaya-ool-IaUm ... ... 

Tilietan Dictionary by Cioma de Kdriix 
liitto Grammar 

Vultodaya, edited txj Dt.-Ool G. E. JWer" 

Notioea of Sanikrit Manamipt!i, faao. 1—XXIU 
1 / oaoh 

Nepaloea Buddhlxt Sanekrit UteratiiM by Dr. B. iT 

Btitra ..a ^ _ 

a 'X ohoquoe, monoy^irdBra, Bo., aniat 'be made 'Wable 
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GOVERNMENT OP BENGAL. 


LEGISLATIVE DEPARTMENT. 


Thk following Bill was introduced and read in 
the Council of the Lieutenant-Goveruor of 
Bengal for the purpose of making Laws and 
Kegulatious and referred to a Select Committee 
on the 18th April, 1891, and is hereby published 
for information :— 

No. 3 07 1891. 

THE HACKNEY-CARRIAGE BILL. 

A Bill to consolidate and amend the law relating 
to Hackney-Carriages and Palanquins in 
Calcutta. 

SUMMARY OF CONTENTS. 



Sections. 

Preliminary ... 

1— 4 

Registration of Hackney-carriages 

6—15 

Plate on Hackney-carriage 

16—20 

Driver's License ... 

21—24 

Driver's Ticket 

25—44 

Palanquins 

45—51 

Bye-laws ... 

62—53 

Prosecutions ... ... 

54—57 

Miscellaneous 

68—59 

Schedules 

1 and JI 


arrangement op sections. 

Sbctions. 

1. (1) Title. 

(0) Oommencement. 

{3) Extent of Act. 

2. (I) Repeal. 

(8) Savings. 

3. Dehuitions— 

(1) “Calcutta." 

(9) “ Hackney-carriage." 

(3) “Horse." 

(4) “ Stage-carriage." 

(6j “ The Commissioners." 

4. Alteration of limit of Calcutta. 

5. (1) Hackney-carriages to be annually 

registered. 


(J3) Registering officer to be under 
control of Commissioners. 

6. Commencement and termination of 

year of registration. 

7. (1) Application for registration of 

h ackney-carriage. 

{2) Application may be granted or 
refused. 

8. License to be given to owner. 

9. Form of register and license. 

10. Fee for registration of hackney-carriages. 

11. Registering officer may suspend or 

cancel registration of carriage, &c., 
when considered unfit for use. 

13. Notice to be given on change of owner¬ 
ship. — 

13. Owners and drivers of hadfney-carriages 

to give notice of change of resi¬ 
dence. 

14. Registering officer to enter change of 

residence or ownership on payment 
of fee. 

15. Penalty. 

16. Plate to be affixed to hackney-carriage. 

17. Penalty. ^ 

18. Owner entitled to have new pidte on 

loss or obliteration of former one. 
Lost plate, if recovered, to be delivered 
to registering officer. 

19. Penalty. 

80. Penalty for fraudulently using counter¬ 
feit plate. . 

21. Drivers of hackney-carriages tg, be 

licensed ; particulars thereof. 

22. Penalty on driver not having license 

or lending out the same. 

23. Penalty on owner for sufTerjng un¬ 

licensed person to act as driver. 

34. Certified copy of particulars of license 
may be obtained on payment of fee. 
25. Driver to wear a metal ticket. 

8G, Driver entitled to have new ticket on 
loss or obliteration of former one. 
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Sections. 

27. Penalty for neglecting to deliver up 

ticket, &6. 

28. Penalty for using or having a counter¬ 

feit ticket. 

29. Penalty for failing to produce license. 

80. Driver's license may be revoked or 

suspended. 

81. Fares for hire of carriage specified in 

first schedule. ' ^ 

32. Table of fares to be kept inside of 

carriage. 

33. Driver to drive carriage to place required 

. by hirer not exceeding six miles. 

34. Reifcsonable quantity of luggage to be 

carried free of charge. 

35. Penalty fur refusing to let out carriage. 

for hire. 

36. Penalty on driver for certain offences. 

37. Penalty on driver for refusing to attend 

at premises of owner for purpose of 
driving carriage. 

38. Owner of carriages may be summoned 

to appear before Magistrate and 
to produce driver. 

39. Penalty for refusing to pay legal fare 

and evading payment thereof. 

40. Penalty for destroying table of fares, &c. 

41. Penalty for wilful injury to carriage. 

42. Disputes between hirer and driver how 

to be settled. 

43. Table of distances signed by register¬ 

ing officer conclusive. 

44. Hackney-carriage may ply for hire as 

stage-carriage. 

45. Stands for carriages to be fixed. 

46. Palanquins to be registered annually. 

47. Particulars of register. 

48. (1) Registered number to be painted 

on palanquin. 

(2) Penalty for neglecting to register 
palanquin. See. 

49. Table of fares to bo printed inside of 

palanquin. 

50. Fares for hire of palanquin's specified 

in second scliedule. 

51. Bearers of palanquins to be licensed. 

52. Bearers to carry palanquins to place 

required by hirer not exceeding 
five miles. 

53. ‘ (J) Power to make bye-laws. 

(5) Repeal or alteration of bye-laws. 

(o’) Bye-laws not to take effect until 
, confirmed by Local Government. 

(4) Bye-laws to be published in 
the Gazette. 

54. Penalty. 

55. Prosecutions under Act. 

56. Complaints when to be made. 

57. Penalty for damage to property of 

Commissioners. 

58. Magistrate may award compensation 

for groundless prosecution. 

59. Property left in carriages or palanquins 

to be deposited at police stations. 

60. Local Government to appoint persons 

to perform certain duties on exten¬ 
sion of Act. 

JF^rs/ Schedule .—Rates and fares to be paid 
for backney-cavriages. 

Second Schedule .—Rates and fares to be paid 
for palanquins. 


A Bill to consolidate and amend the law relating 
to Hackngy-carriages and Palanquins tn 
Calcutta. 


Whbbbas it is expedient to consolidate and 
amend the law relating to hackney-carriages 
and palanquins in Calcutta; It is hereby enacted 
as follows 


1. {1) This Act may be called the Calcutta 

Xiiio. . Haoknsy-carriage Act, 1891. 


(2) It shall come into force from the date on 
„ ^ which it may be published 

-ommenoomon , Calcutta Gazette with 

the assent of the Governor General. 


(3) It shall apply to Calcutta as hereinafter 
. defined, and may be ex- 

tended from time to time to 
any other town or place in Bengal by a notifi¬ 
cation published in the Calcutta Gazette. 

2. (1) Acts V of 1866 and IV of 1878 are 
Repeal. hereby repealed. 


{S) This repeal shall not affect the validity of 
anything done or suffered, or of any right, title, 
. obligation or liability which 

vings. have accrued, and nil 

appointments, extensions, and registrations made, 
licenses issued, notifications published, penalties 
incurred, and other things duly done under any 
such enactments shall, so far as they are consis¬ 
tent with this Act, be deemed to have been 
made,»issued, published, incurred, or done, 
hereunder. 

(3) All references made to any such enactment 
shall, as far as may be practicable, be deemed 
to be made to this Act. 

(4) All proceedings now pending which may 
have been Commenced under any such enactment 
shall be deemed to be commenced under this Act. 


3. In this Act, unless there is something 

Pofinitioas. repugnant in the subject or 

OOQ teZ 

(1) “ Calcutta", (subject to the inclusion or 
exclusion of any local area by the Local Govern¬ 
ment under section four,) means Calcutta as 
defined by the Calcutta Municipal Consolidation 
Act, 1888. 

(2) “Hackney-carriage” means any wheeled 
vehicle drawn by horses and used for the 
conveyance of passengers which is kept, or 
offered, or plies for hire ; but shall not include 
any carriage used wholly upon any railway or 
tramway. 

(3) “ Horse " includes mule and pony. 

(4) “Stage-carriage*' means any hackney- 
carriage, the passengers in which shall be 
charged or shall pay separate and distinct fares, 
or shall be charged, or pay, at the rate of sepa¬ 
rate and distinct fares, for their respective 
places or seats therein, or conveyance thereby. 

(3) “ The Commissioners *’ means the Corpora¬ 
tion of Calcutta. 

4 The Local Government may, by notifica¬ 
tion published in the Calcutta Gazette, exclude 
from Calcutta any local area or include therein 
Alteration of Uiuit of any local area in the vici- 
Coicutta. nity of the same, and defined 

in the notification: 
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Provideid that whore the local area to he iaclail* 
ed is a Military Cantoniueut or patt of a .Mili¬ 
tary Cantonmentj a notification shall not be 
published under this section in respeOt of it 
without the previous sanction of the Governor 
General in Council. 


Registration of Hackney-carriages. 

5. (i) Every haokney-earriage in Calcutta 

« shall be annually registered 
nactaoy-camnKostobo ^ ^ Hegisteripg Officer 

who shall be appointed for 
the purpose by the Commissioners, and who 
shall keep a register in which he shall enter 
every hackney carriage under cither the first, 
the second, or the third class. 

(2) Every act, matter or thing done by the 

i 1 „ RejristcriuK Officer under 

llcfififitonnK Oflicorto l>o 

umlor control of Coinmis- OT by Virtue OT .thlS ACt 

Bionora. shall bc subject, to the 

control of the Commissioners. 

(3) The appointment and removal of such 
Registering Officer shall be subject to the pro¬ 
visions of the Cjilcutta Municipal Consolidation 
Act, 1889. 


6. The year of registration shall commence on 

, , the first day of October of 

tcSriirTVearn'} csoh year, and shall termi- 
roijiptration. uate on tbc .tbirtieth apy 

of September following. 

7. (1) The owner of any carriage, who is 

Application for rcfnxira. desirous of registering it 

tion of hucKnoy-carriJifjo. as a hacKDey-camage, shall 
apply to the Registering Officer, stating the class 
ill which he desires tliat the carriage may be 
registered ; and shall submit the carriage for the 
inspection of the Registering Officer. 

(8) The Registering Officer shall decide whether 

Application may bo the carriage is fit to bc 
Krnntoii or roftisoii. registered in the class applied 

for, and shall register it in that class or refuse to 
grant the application 

(3) The person in whose name any carriage 
is registered shall be deemed the owner of such 
carriage for the purposes of this Act. 

8. (I) The Registering Officer shall, at the 

Liconsoto bo giveu to time of registration, deliver 

owner. a license duly signed by 

him to the owner of every hackney-carriage. 

(3) Such license shall be in force for the year 
of registration. 

9. The following particulars shall be entered 

Form of register and the register and shall he 

liconso. specified in the license to be 

given to the owner :— 

(a) the class and the number assigned to the 
carriage in the register. 

(р) the name and residence of the owner, 
the description of the carriage and the place 
where such carriage is intended to be kept. 

(с) the number and description of horses to 
he employed in drawing such carriage, and the 
place where such. horses are intended to be 
kept. 

the number of persons the carriage is 
licensed to carry. 

10. A fee of four rupees shall be paid fpr each 

Foe for regbtrotion of registration of a carriage 

Unoknoy.oamagee. of the first clsss, and u fee 

of three rupees for each registration of a carriage 


of'thie second class, and' a fee of two rupees for 
each registration of a carriage of the third class. 

11- The Registering Officer may suspend for 

Kogiotiring Orncormay ** 

susiwBd ot cancel rc^rin- Cancel the registration of 

carnage and the license 
use. granted to the driver under 

this Act whenever it shall 
appear to him that such carriage or any horse 
or harness used with such carriage is uufit 
for public use; diie regard being had to the class 
in which such carriage is registered. 

13. (1) Whenever any change shall take place 

Notice to ho given on in tlic owiuTship of a liack- 
chango of ownership. ^ iicy-narriago, if the person to 
whom such carriage shall have been transferred 
shall desire to use it as a hackney-carriage, he 
shall, before so using it, give to the Registering 
Officer notice in writing of such transfer, and 
shall include in such notice the particulars 
specified in clauses (b) and (c) of section nine. 

{8J. If any such person shall, before giving 
such notice as aforesaid, use suoii carriage as a 
hackney-carriage, he shall bc liable to a fine not 
exceeding five rupees for every day during which 
he shall so use the same. 

13. {1) Whenever the owner or driver of a 

Owners and drivers of registered liacrkuey-carriage 

nSt^''of'Sgo* iosb change his residence, or 

<toucc. tbc place where such carriage 

und horses are kept he shall, within one week 
from the date of such change, give to the Regis¬ 
tering Officer a notice in writing which shall 
include the particulars specified in clauses (dj 
and (c) of section nine. 

[3) Every such owner or driver who shall 
neglect to give such notice shall bc liable for every 
such offence to a fine not exceeding ten rupees. 

14. The Registering Officer, on receiving the 

Roifistorinff Officer to notices specified ill cither of 

outer ebaiijio of residence last Ui eccdillg 8CC- 

of fee. tions, shall make the neces¬ 

sary alteration in the register and in the license; 
and a fee of eight annas shall be chargeable in 
respect thereof. 

15. (J) Whoever keeps, or is the pronrictor 

• of, any hackney-carriage 

roruiHy. which has not been duly 

registered under this Act shall be liable to a fine 
not exceeding one hundred rupees. 

(8) Any Police Officer may seize and remove 
to a police-station such carriage, together with 
the horse drawing the same. ^ 

(3) If the hackney-carriage or horseX so 

seized be not claimod,' and if any fine imposed 
be neit paid, together with any costs or charges 
incurred, within ten days of such seizure or im¬ 
position of such fine, respectively, such carnage 
and the horse seized therewith may be sold by 
auction, and the proceeds applied to the payment 
of the fine, and all costs and charges incurredjem 
account of the detention and sale. - 

(4) The surplus (if any) if not clamed by the 
owner within a further period of twenty days 
shall be forfeited to the Government. 

Plate on Hackney carriage. 


16. Upon the registration of any hackney- 
6arriage, the Registering 
Plato to tw iiffiKod to Officer shall provide a plate 
haoknoy-oarmgo. bearing the class and the 
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number of such carriage in the register, and the 
number of persons it is licensed to carry ; and 
shall cause such plate to be affixed on some con¬ 
spicuous part of the outside of the carriage. 

17> If any hackney-carriage shall be let, used 
or ply for hire without hav- 
Penaity. ing a proper plate duly 

affixed as required by the 
last preceding section, the owner thereof shall be 
liable to a fine not exceeding ten rupees. 

18- WheneTer the words or figures on any 
Owner entitled to hare Shall, during the term 

new plate on loss or obii- of the license, become indis- 
tertihon of former one. tinot or obliterated, and also 

whenever any plate shall have been lost or stolen, 
the owner of the hackney-carriage on which 
such plate was affixed shall deliver such plate 
(if he shall have the same in his possession) to 
the Registering Officer, and shall be entitled to 
hare a new plate affixed upon payment of one 
rupee: 

Provided that if any plate which shall have 
Lost plate,«recovered, been proved to have been 
to bo delivered to itegis- lost Or stolcu shall aftCr- 
toring Officer. Wards be recovered, the 

same shall forthwith be delivered to the 
Registering Officer; and every person in or 
into whose possession any such plate as last 
aforesaid shall be or come, and who shall refuse 
or neglect for three days to deliver the same to 
the said Registering Officer, and also every re¬ 
gistered owner who shall use or permit to be 
used any plate after the writing thereon shall 
have become indistinct or obliterated shall, for 
every such offence, bo liable to a fine not exceed¬ 
ing ten rupees. 

19. (i) On the expiration or other determina¬ 
tion of the registration, the 
ronalty. owner of any hackney- 

carriage shall cause the plate 
of such hackney-carriage to be delivered to tbe 
Registering Officer. 

(2) Any person who, after the expiration of 
the period aforesaid, shall wilfully ncgleot for 
three days to deliver the plate to the said Officer, 
and every person, who shall retain any plate 
affixed in respect of a registration which is no 
longer in force, shall, for every such uftence, be 
liable to a fine not exceeding fifty rupees. 

20* (1) Every person who shall, for the pur- 

Penalty for frandu- deception, USe or 

lentiy n«ing counterfeit have any plate resembling 
plate. or intended to resemble any 

plate affixed under this Act, shall, for every such 
offence, be liable to a line not exceeding two 
hundred rupees. 

(2) It shall be lawful for any Police Officer or 
any person employed for that purpose by the Re¬ 
gistering Officer, to seize aud take away any plate, 
used oi had as aforesaid, wheresoever the same 
may be found, and to deliver the same to the 
Registering Officer. 

Driver’s License, 

21. (1) It shall be lawful for the Register- 

Priven. of hackney- ing Officer to grant a license 
carria^B to bo UcouaeJ: tO ftCt B8 driv6r Ot ftoy 
pai^cuiurs thereof. backncy-carriago to any 

person who shall apply for the same and to 
whom it may seem proper to the said Officer to 
giant it: 


Provided that no person shall be so licensed 
who is under sixteen years of age. 

(2) Every such license shall contain— 

(a) the number of the license; 

(fi) the name, place of abode and age of the 
person to whom such license is granted 
(c) the description of carriage and horses 
such person is licensed to drive; 

(<f) the date on which the license was grant¬ 
ed, 

and shall bear the signature of the Registering 
Officer. 

(3) The license shall continue in force for 
one year from the date thereof unless the same 
shall be sooner revoked or suspended. 

(4) For every such license there shall be paid 
a fee of two rupees. 

22. If any person shall act as the driver of a 

penalty on driver not hackuey-oarriage, without 
having license or lending having a llCCIlSe in force 
out the same. foj tjjg time being, or 

having a license shall transfer or lend the 
same or allow the same to be used by any other 
person, he shall be liable to a fine not exceeding 
twenty rupees, and in default of payment of 
fine to imprisonment for a period not exceeding 
fourteen days. 

23. Any owner of a hackney-carriage who 
shall knowingly suffer any person, not duly 

Penrfty on owner for hcensed Under this Act, to 
BuSering uniiconsod per- act as driver of any re- 
son to not as driver. gistered hackoey-carriage 

of which he shall be the owner, shall bo 
liable for every such offence to a fine not exceed¬ 
ing fifty rupees: 

Provided that sneh owner and such unlicensed 
driver shall be subject to all the provisions of 
this Act for any act done or omitted to be done 
by such driver during such employment, in like 
manner as if such driver had been duly licensed. 

24. The particulars of every license, which 
Coitifiod copy of parti, shall, granted under the 

culan of license may be provisions Of this Act, shall 
obtaiuodonpaymontoffee. entered in books to be 

kept for that purpose at the office of the Regis¬ 
tering Officer, and every person applying shall, 
at all reasonable times, be furnished with a 
certified copy of such particulars on payment 
of a fee of eight annas. 

Driver’s Ticket. 

25. (i) The Registering Officer shall, at the 
Driver to wear a metal time of granting a license to 

ticket. any driver of a hackney- 

carriage, deliver a metal ticket marked or engraved 
with a number corresponding with the number 
of bis license. 

{2) Every driver to whom such ticket is 
delivered shall, at all times while acting as 
driver or while attending before any Magistrate, 
carry such ticket exposed to view. 

{3) In case any such driver shall omit to 
wear such ticket exposed to view while acting as 
driver or attending before a Magistrate, he shall 
be liable to a fine not exceeding ten rupees, and 
in default of payment of fine to imprisonment 
for a period not exceeding one month. 
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26. Whenever the number on any ticket shall. 

Driver ertitled to hovo ‘I*® ^ejm of the 

now tifdcet on Iobs or obU- license, Dec(>a|e indistinct or 
tointion of former one. obliterated, and also when¬ 
ever any ticket shall have been lost or stolen, 
the person to whom the license relating to any such 
ticket shall have been granted shall deliver suck 
ticket (if he shall have the same in his posses¬ 
sion), and shall produce such license to the Regis¬ 
tering OfiScer, and such person shall then be 
entitled to have a new ticket delivered to him 
upon payment of ^e rupee : 

Provided that If any ticket, which shall have 
been proved to have been lost or stolen, shall 
ai^terwards be recovered, the same shall forth¬ 
with be delivered to the Registering Officer; 
and every person in or into whose po-'Session 
any such ticket as last aforesaid shall be or 
come, who shall refuse or neglect for three 
days to deliver the same to the said Registering 
Officer, and also every person licensed under the 
authority of this Act, who shall use or wear the 
ticket granted to him after the writing thereon 
shall have become indistinct or obliterated, shall, 
for every such offence, he liable to a fine not 
exceeding ten rupees, or in default of payment 
of fine to imprisonment for a period not exceed¬ 
ing seven days. 


shall, for every such offence, be liable to a fine 
not exceeding five rupees, and in default of pay¬ 
ment of fine to imprisonment for a period not 
exceeding seven days. 

(2) It shall be lawful for any Magistrate, on 
conviction of any driver of any offence under 
this Act, to endorse on such license the nature of 
the offence, the date of the conviction, and the 
amount of the penalty inflicted. 

80- (i) It shall be lawful for any Magistrate 

before whom any driver 
Driver’s Uconso may shall be convicted of any 
bo revoked or suspended: ofl’ence, whether under this 

Act or under any other 
Act, to revoke the license of such driver, or to 
suspend the same for such time as the Magis¬ 
trate shall think proper, and for that purpose to 
require the driver or any other person in whose 
possession such license and the ticket thereto 
belonging shall then be, to deliver up the same. 

(2) Every driver or other person who, being 
so required, shall refuse or neglect to deliver np 
such license and such ticket, shall ho liable for 
every such offence to a fine not exceeding twenty 
rupees, anti in default of payment of fine to 
imprisonment for a period not exceeding fourteen 
days. 


27. (I) Upon the expiration or other determi¬ 

nation of any license grant- 
a driver under this 
Act, such driver shall deli- 


(S) The Magistrate shall forward every 
license and every ticket so delivered up to him 
to the Registering Officer, together with a memo¬ 
randum of his sentence in the case. 


yer such license and the ticket relating thereto 
to the Registering Officer. 

(2) Every driver who shall wilfully neglect for 
three days to deliver such expired license and 
ticket to the said Officer ; and also every person 
who shall use or wear, or fraudulently detain 
any snch expired license or ticket, or other than 
such as shall have been delivered to him under 
the provisions of this Act; and every person to 
whom any ticket shall have been delivered as 
aforesaia, who shall lend snch ticket to any other 
person ; and every person who shall wear or use 
the ticket of any other person shall, for every 
such offence, be liable to a fine of twenty rupees, 
and in default of payment of fine to imprisou- 
ment'for a peiiod not exceeding one month. 


(4) The Registering Officer shall enter the 
fact of such sentence in the register referred to 
in section nine, and shall cither suspend or cancel 
such license according to the sentence of the 
Magistrate; and if it has been suspended the 
Registering Officer shall, ou application, at the 
end of the time of suspension rc-deliver such 
license or ticket to the person to whom it was 
granted. 

31. (I) The owner or driver of every 

FaroBforhiro of carri- hackney-carriHgo shall be 
offo s|>ocitio(i in tirat acho- entitled to demand and take 
for the hire of sueh carriage 
the fares specified in the first schedule to this 
Act; 

Provided that when the owner or driver of 


28- (I) Every person who shall, for the pur- 

Ponolty for v- ing or PO«e deception, use or 
baving a cumtorfuit Wear any ticket resembling, 
**'*®*- or intended to resemble, any 

ticket granfed under the authority of this Act, 
shall, for every snch oflence, be liable to a fine 
not exceeding one hundred rupees, and in default 
of payment of fine to imprisonment for a period 
not exceeding one month. 

(2) It shall be lawful for any Police Officer 
or any person employed for that purpose by the 
Registering Officer to seize and take away any 
such expired or connterfi it ticket wheresoever 
the same may be found, and to deliver the same 
to the Registering Officer. 

29. (I) Whenever any driver shall be sum¬ 

moned to appear before any | 
Penalty for failing to Magistrate to answer any 
produce lioonse. Charge preferred against him 

under this Act, he shall 
carry with him his license and produce thr* same if 
required so to do; and any driver who shall on 
such requisition fail to produce such license 


any sncK hackney-carriage, to be paid a fare 
calculated according to the distance, shall be 
required by the hirer thereof to stop such carriage 
for any time or times amounting altogether to not 
less than fifteen minutes, it shall be lawful for 
the owner or driver to demand and receive from 
the hirer so requiring him to stop a furtker sum 
(above the fare to vvhich ha shall be entitled, 
cilculatel according to the distance) of one- 
fourth of the rate for one hour, for every fifteen 
minuies that he shall have been so stopped. 

(2) No owner or driver shall demand or 
receive over and above the said fare any sum far 
back fare for the return of the carriage from the 
place at which it was discharged : ^ 

Provided that any contract entered into to' 
accept a fare lower thaa the fare so fixed shall be 
binding. 

32. The owner of every registered h&ckney- 
earriage shall put up and at 
all times keep distinctly prin- 
' *ted, painted or masked in the 

English, Urdu and Bengalee languages, in such. 
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manner and in such position as shall be directed 
by the Begistering Officer, on the inside of such 
curiage, the amount o£ fare according to distance 
and time which may legally be demanded and taken 
from the hirer of such carriage as a hackney- 
carriage ; and the owner of every such carriage 
who ahall fail to comply with the provision of this 
aection shall, for each offence, be liable on 
conviction to a fine not exceeding ten rupees. 


33. (1) The 


age to 
ttileia 


driver of every registered 
hackney-carriage shall (un¬ 
ite place'required by he has a reasonable 

not exceeding 6 excuse to be allowed by the 
Magistrate before whom the 
matter ahall be brought in question) drive such 
carriage tok. any place to which be shall b^ re¬ 
quired by the hirer thereof to drive the same, 
not exceeding six miles from the place where 
the same shall have been hired. 

{8) When any such carriage shall have been 
hired by time, the driver thereof shall drive the 
same at a rate not less than four miles within 
one hour; and if the driver of such carriage 
ahall be required to drive more than four miles 
'Within one hour, then in every such case the 
driver there'-f shall be entitled to demsnd, in 
addition to the fare regulated by time in the 
first schedule to this Act for every mile or any 
part thereof exceeding four miles, the fare regu¬ 
lated 1^ distance aa set forth in that schedule. 

(B) Any such driver failing without reason¬ 
able excuse to comply with the pmvii<ion8 of this 
section shall be liable to a penalty not exceed¬ 
ing ten rupees, a*Ud in default of paynaent of fine 
to imprisonment for a period not excei-ding seven 


84. The driver of every registered hackuey- 
BcMoucblc quanUty of Carriage shall carry in or 
bigg/aaa to be carried upon such Carnage a reasoti- 
frea of oharKc. able quantity of Itiggago for 

every person hiring such carriage without any 
additional charge. 

35- {i) Any owner or person in charge of 

any registered hackney- 
carriage who shall without 
sufficient reason refuse to 
let such carriage for hire, shall be liable for 
every such offence to a fine not exceeding fifty 
rupees, and to pay such further sum by way of 
oompeasatiou to the party complaining as to the 
Magistrate who shall hear the ease may seem 
just; and such farther sum shall, in default of 
itnmadiate payment, be levied in the mode 
provided for the levying of fines under this 
Act. 

(Sf When any such hackney-carriage shall he 
standing on any premises which under this Act 
may have been declared to be a public stand, 
the owner of the said premises shall be deemed 
to be the person in charge of such hackney- 
carriage within the meaning of this section. 

Penalty'on driver for 36. Every driver of 
certain oSenoea. a hackney-carriage who 

shall— 

(a) be drnnk daring his employment; 

(d) make use of insulting or abusive language, 
or gesture; 

(e) stand or loiter (elsewhere than at some 
stand or other place appointed for the purpose) 
for the purpose of being hired, in or upon any 
public street, road or place ; 


(d) suffer his oarriage to stand for hire aeross 
any street or alongside' of any other oarriage, 
(a) refuse to give way (when he reasonably 
and conveniently may do so)' to any other 
carriage ; 

(f) wilfully obstruct or hinder the driver of 
any other carriage in taking np er setting 
down any person into or from such other 
earriage ; 

(ff) wrongfully preventer endeavonr to prevent 
the driver of any other carriage firom being 
hired; 

(A) demand or take more than the proper 
fare to wfaioh he is legally entitled ; 

(«) refuse to admit and carry in his carriage 
the number of persons painted or marked on 
such carriage or specified in the register, 

(J) carry more than such number of passen¬ 
gers; 

(A) refuse to carry by his carriage a reasonable 
quantity of luggage ; 

(f) before he has been discharged by the hirer, 
(being hired bv time) desert from the hiring ; 

( m) ply for hire with any carriage or horse 
which smll be at the time unfit for public use, 
shall be liable to a fine not exceeding ten rupees, 
and in default of payment of fine to imprison¬ 
ment for a period not exceeding seven days. 

37- Any driver employed as such by the owner 
of any registered hackney- 
rcS"'Shall, Without 
premises of owner for BUtllCient exCUse, refuse Or 
of driving car- neglect to attend at the 
premises of • such owner 
for the purposes of driving any sneh carriage, 
whereby such owner is prevented from letting 
out the same, shall, on complaint by such owner, 
be liable for each offence to a fine not exceeding 
ten rupees, (which or any part of which may, 
by order of the Magistrate, be paid to the owner 
as compensation), and in default of payment of 
fine to imprisonment fur a period not exceeding 
seven days. 


38 . (1) When a complaint is made before a 

Owner of carriages Magistrate against the driver 
may bo summoned to ot a registered hackney- 
appoor before Magistrate carriage for any offisnce 
and to produce driver. . , • • . 

committed by him against 

the provisions of this Act, such Magistrate may 
forthwith summon the owner of the oarriage 
personally to appear and to produce the dri'ver 
of sneh carriage to answer the complaint. 

(S) If such owner, being duly summoned, 
shall, without a reasonable excuse, neglect or 
refose personally to appear or to produce the driver 
according to such summons, he ahall be liable ton 
fine not exceeding fifty rupees, and so from time 
to time as often as he shall be so summoned, until 
such driver shall be produced by him ; 

Provided ihat if such owner shall, without a 
reaaonable excuse, neglect or refuse to appear 
and prodace such driver on the aecond or any 
subsequent summons requiring him so to do, it 
shall be lawful for the Magistrate to proceed to 
hear and determine the complaint in the absence 
of the owner and driver, or either of them. 


39. (i) If any person, who shall have hired a 

Peimity for rofuxSng to rf?«tered hackney-carriage, 

pay ]e((al fare and evad- thall rcfuse to pay tO the 
mg puymont thereof. owDcr or driver thereof, on 
demand, the fare payable under this Act, it sbsi? 
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be lawful for the Magtatarate to order payment 
o£ anob fate and alao of aueh. oonapenaation for b 
loaa of time aa ahall aeam reaaonable, and in p 
defanlt of payment anch fare and oompenaation a 
may be reoaTored in the aame way aa a fine. 

(2) If any peraon who ahall have used any 
auch carriage ahall attempt to evade payment ^ 
of the fare or any portion of the aame which he ^ 
may bo deemed liable to pay, he ahall bo liable ^ 
to a fine not exceeding fifty rupeea, or *<> . , 
impriaonment for Wi period not exceeding one j ^ 
month, in addition to the payment of auch fare 
and oompenaation aa hereinbefore mentioned. ^ 

40. (1) Any peraon who ahall malicioualy or ? 

Penalty for dertroying knowingly tear, destroy, J 
table of bo. deface, obliterate or remove 

any carriage plate, table of fares, driver’s ticket, 
which ahall have been put up under the pro¬ 
visions of this Act, shall be liable for every auch 
offence to a fine not exceeding twenty rnpeea, and 
in default of payment of fine to imprisonment 
for a period not exceeding fourteen daya, « 

(2) Any portion of the fine may be awarded 1 
to We person to whom such carriage plate, table ' 
of fares or driver’s ticket shall belong. ' 

41 Any person using a registered haokney- 
PenaW for “• who shall wilfullj 

jury to carriage. injure the Same shall be 

liable to a fine not exceeding twenty rupees, and 
in default of payment of fine to impriaonment 
for a period not exceeding fourteen days ; and 
shall alao pay to the owner of the carriage such 
compensation for the injury as the Magistrate 
may direct. 

42. (1) In 0**® dispute between the 

Dtaputoabotwoonhiiar hirer and driver of any 
and drirsr how to b« sot- registered hackney-carriage, 
the hirer may require the 
driver and the driver may require the hirer to 
proceed forthwith to the nearest Magistrate’s 
Court, and the then sitting Magistrate shall hear 
and determine the dispute iu a summary way. 

(2) If no Magistrate be then sitting, either 
party may require the other to proceed to the 
nearest police-station, and the officer in charge of 
auch station shall enter the complaint in his diary 
and require the parties to appear before the 
Magistrate at the next sitting. 

(3) On failure of either party to attend such 
sitting, the Magistrate if he thiuks fit shall decide 
the case etc parte. 

43. In the case of disputes as to the fare to be 
oalculated according to the 
distance, any table or book 
oonoiurivs. signed by the Begistenng 

Officer shall, on proof of such signature, be taken 
to be oonclusive evidence of the distances therein 
stated. 


(3) All the other provisions of this Act shall 
be applicable to the case of a hackney-carriage 
plying as a stage-carriage, ao far as the same 
shall be applicable iu each particular instance. 

45. (1) The Registering Officer ahall, from 
Stands for carriages to time to time, appoint one 
*** or more atauds iu Calcutta 

for hackney-carriages registered under this Act, 
and may also assign for the me of such carriages, 

I as public stands, any coach-houses, or stables or 
I sheds, or other suitable places. 

(2) Every public stand so appointed or 
assigned shall have a board affixed in a ounspi- 
cuous place in front thereof, containing a notice 
in the English, Urdu and Bengalee languages 
that the stand ia a public stand under this Act. 

Palanquins, 

46. (I) Every palanquin, plying for hire in 

Fa^anquino to bo regia- Calcutta, shall be annually 

terod anuuaUy. registered by tho Officer 

appointed for registering hackney-carriages at 
the time and in the manner hereinbefore provided 
with respect to the registration of hackney- 
carriages. 

(2) Upon each registration a fee of eight 
annaa shall be paid : 

Provided that the Registering Officer may 
refuse to register any palanquin or may cancel 
the registration thereof whenever it may appear 
to him to be unserviceable or unfit for public use. 

47. (1) The followiDg particulars shall be 


44 . (i) It shall he lawful for any regia- 

T. ... tered hackney-carriage to 

ply for biro m riage- ply for bite M u stagB-car- 
oarriago. riagO. 

(2) The owner’or driver of a carriage so 
plying for hire, or hired as a stage-carriage, 
shall not be subject to the provisions of section 
thirty-one of this Act, Imt shall be entitled to 
demand and take for the hire of such oarriage 
such tares as shifil be agreed upon between 
him and the aeverai hirers respectively. - 


ply f«'Jiwiw «^o- ply for hire as a stage-esr- 


47. (I) The followiDj; particulars shall be 

„ , , „ .. entered iu the register, 

ParUoulars of Begistor. ® 

(а) tho number of the palanquin ; 

(б) the name and residence of the owner. 

(2) Every change of ownership or residence 

shall be notified to the Registering Officer, 
subject to tho same provisions and penalties iu 
default as are provided in the case of the owners 
of hackney-carnages. 

48. (1) The owner of every registered palan- 
Bogirtorod nnmbor to q«in shall Cause the regiatcr- 

bo paintod on paianqum. ^ number thereof to be 
painted in the English and Bengalee figures on a 
oonapicttous part thereof. 

(2> The owner of any palanquin plying for 
hire without being regis- 

Ponaityfornogieotingto terod Of having the number 
ragirior palanquin, &g. affixed thereto as aforesaid 
shall be liable to a fine 
not exceeding ten rupees. 

(5) The person in whose name a pi^anquin 
is for the time beiug registered shall be deemed 
the owner thereof for the purposes of this Act. 

49. The owner of every palanquin shall put up, 
Table of faros to bo print- and at all times keep dis- 
«d inside of palanquin. tinctly printed, painted or 
marked iu the English, Urdu, and Bengalee 
languages, in such manner and in such position 
as shall be directed by the Registering Officer,., 
on the inside of such palanquin the amount of 
fare according to distance and time which may 
be legally demanded and taken from the hirer of 
such palanquin. 

50 , The owner or person in charge of every 

. ■ t palanquin shall be entitled to 

quins spocifiod in second -demand and take for the hire 
whoduie. of such palanquin the fares 

specified in the second schedule to this Act: 
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Provided that when the owner or person in 
charce of any snch palanquin to be paid a fare cal¬ 
culated according to the distance shall be required 
by the hirer thereof to stop such palanquin for 
fifteen intnutes, or for any longer time, it shall be 
lawful for the owner or person in charge to dennand 
and receive from the hirer so requiring him to 
stop a further sum (above the fare to which he 
shall he entitled, calculated according to the 
distance) of one-fourth of the rare for one hour, 
for every fifteen minutes that he shall have been 
so stopped ; and no owner or person in charge 
shall demand or receive over and above the said 
fare any sum for back hire for the return of 
tlq; palanquin from the place at which it was 
discharged^ 

Provided also that any contract entered into 
to accept a fare lower than the fare so fitted shall 
be binding. 

51. (1) It shall not be lawful for any person 

BearonB of poiauciuins to act as the hcaror of a 
to tio liuoniHM]. registered palanquin, unless 

such ptirson shall have obtained a license from 
the Registering Officer in the manner herein¬ 
before prescribed for drivers of hackney-carriages. 

(P) All the provisions of this Act in any way 
relating to the taking out, granting, renewing or 
producing the licenses, or to the issuing, granting, 
wearing or using tickets granted to drivers of 
hackney-carriages, shall be applicable in like 
manner to the bearers of palanquins. 

(5) For every license to act as a palanquin 
bearer granted under this Act there shall be 
paid a fee of eight annas. 


Bye-lawt. 

53. (I) 'Hte Commissioners in meeting may 

Power to make bye- from time to time make bye- 
laws not inconsistent with 
the provisions of ^his Act with regard to— 

(a) the examination, qualification of drivers 

and the conditions under which they 
may be employed ; 

(b) the description of horses, harness and 

other things to be used in hackney- 
carriages, and the condition in which 
such carriages and the horses, har¬ 
ness and other things used therewith 
shall be kept j 

(c) the inspection of the premises on which 

any such carriages, horses, harness 
and other things arc kept ; 

(d) the protection of weak, lame and sickly 

horses; 

(e) the publication of a table of distances; 

and generally for carrying out the pur¬ 
poses of this Act. 


(P) The Commissioners in meeting may, from 
_ , „ . time to time, repeal, alter 

bye-laws. to any bye-law made 

under this section. 

(S) No bye-law, and no repeal or alteration of, 
or addition to, any bye- 

oir&u“Sr r*,r*^odty 

Local Goyorumonfc. tiic same has been ciiufirmed 

by the Local Government. 

(4) Every bye-law, and every repeal or al- 

Bye-kws to be publish- of, or addition to, 

ed in the Gasotto. any bye-law, when confirm¬ 

ed, snail be published in the 

Calcutta Gazette. 


52. (1) The bearers of every palanquin rrgis- 

Boarers to carry palan- Act shall, 

quin? to place required by (unlcss they h&%*C & FPESOn- 

Wiw not exciodinB five able excuse to be allowed 
by the Ma>;istrate before 
whom the matter shall be brought in question), 
carry sui-h paiarquin to any place to which 
they shall be required by the hirer thereof to 
cany the same, not exceeding five miles from 
the place where the same shall have been hired. 


(P) If such palanquin shall have been hired 
by time, the bearers thereof may be required to 
carry it at any rate not exceeding two and a half 
miles within one hour. 

(5) Whenever the bearers of such palanquin 
shall bo required to carry it more than two and 
a haf miles within one hour, they shall be 
entitled to demand, in addition to the fare 
regulated by time in the second schi dule to this 
Act, for every mile or iiiiy part thereof exceed¬ 
ing two and a half miles, the fare regulated by 
distance as set forth in the said schedule.' 

(4) ' All and every of the provisions of this Act, 
as to ofiences committed by or against the owners 
and drivers of hackney-oarriages, and the penal¬ 
ties in respect of the same and recovery thereof, 
and all the remedies by or against hirers, owners 
or drivers of hackney-carriages, and all and 
several of the remedies given to hirers, owners 
and drivers of hackney-carriages, except the provi¬ 
sions contained in section >tbirty-eigbt, shall be 
applicable, ao far as the same may reasonably be 
applied, to the owners and bearers of palanquins. 


64. Whoever infringes any bye-law made and 
confirmed shall be liable to 
a fine not exceeding twenty 

rupees. 

ProaecutioM. 

66. (1) Every prosecution under this Act may 

be instituted before any Magistrate having juris¬ 
diction, who may summon the persons charged 
... to appear at a time and 
place to be mentioned in 
the summons ; and if such person do not appear, 
the Magistrate may‘upon proof of service of the 
summons if no sufficient canse shall be shown for 
the non-appearance of the person charged, pro¬ 
ceed to hear and determine the case in his 
absence. 

(2) If such person do appear, then the pro¬ 
cedure laid down in the Code of Criminal Pro¬ 
cedure of 188'2 from sc'otion two hundred and 
foriy-two to section two hundred and forty-eight 
shall be followed. 

{3) All fines imposed by a Magistrate under 
this Act shall be levied under the provisions of 
sections three hundred and eighty-six, three 
hundred and eighty-seven, three hundred and 
eighty-eight and three hundred and eighty- 
nine of the said Code. 

56. 


No person shall be liable to any fine under 
this Act for any offence 
^ompUints when to be cognizable by a Mapstrate. 

unless the complaint res¬ 
pecting such offence shall have been made 
within three months next after the commiasion 
of such offence: 



I'ABT IVJ 


THE OAIiOUTTA GAZETTE, APBIL 22 , 1891 . 


11 


ProTided that the omission 1 
(a) register any hackney-carriage or palan¬ 
quin ; 

(A) take out a license, • 

shall be deemed to be a continning offence 
until the time for which such registration is 
required to be made, or such license is required 
to be taken out bas expired. 

67. (1). If, through any act, neglect or default 
_ . on account whereof any 

of *^ 00 ™^ person shall have been fined 
Hionera. Uttder this Act, any damage 

to the property of the Com¬ 
missioners shall have been committed by sm^h 
person, he shall be liable to make good such 
damage as well as to pay such fine. 


(S) The amount of such damage shall be 
determined by the Magistrate by whom such 
person has been fined; and in default of pay¬ 
ment of the amuuut of such damage on demand, 
the same may be levied in the same manner as a 
fine. 


58. In any case in which a Magistrate is 
Mogistmto may award f^tisficd that a complainant 
comiHinBation for i^ound- li&d XlO rc&SOD&ble g^rounci 
loss jirosoouUon. ^ fQ, instituting a prosecu¬ 

tion, it shall be lawful for such Magistrate to 
direct the complainant to pay to the accused such 
compensation, not exceeding fifty rupees as he 
thinks fit, aud the sum so awarded shall be 
recoverable as if it were a fine. 

3fiacelianeou3. 


Proporty loft in ctarri- 
nges or i^onquinH tt> l>o 
dopositod at polieo flta> 
tion. 


59. (1) The driver of every hacknoy-carriage 

and the bearers of every 
palanquin within the limits 
of this Act, wherein any 
property shall be left by any 
person shall, within twenty-four hours, carry 
such property, if not sooner claimed by the 
owner thereof, to the nearest police-station, and 
shall there deposit it with the Inspector or other 
officer on duty and demand a receipt for it duly 
signed by the officer taking charge of the same. 


(9) Any such driver or bearer making default 
herein shall be liable to a fine not exceeding 
fifty rupees, aud in default of payment of fine to 
imprisonment for a period not exceeding one 
month. 

(3) The said officer shall forthwith enter in a 
book to be kept for that purpose— 

(a) the description of such property; 

(A) the name and address of the driver or 
bearer who shall bring such property ; 

(o) the day and hour on which it shall be 
brought; 

(d) the name and address of the owner of the 
hackney-carriage or palanquin in which the 
property shall have been left and the registered 
number of such carriage, 

I aud shall give the person a receipt for the 
same. 

(4) The property so entered shall he returned 
to the person who shall prove to the satisfaction 
of the Commissioner of Police that the same 
belonged to him, such person previously paying 
all expenses incurred, together with such reason¬ 
able sum to the driver or bearers who brought 
the same aa the said Commissioner shall award ; 

Provided always that if such property shall 
not be claimed by and proved to belong to some 
one within one year after the same shull have 
been deposited, the said Cuuimissioncr shall 
cause such properly to be sold or otherwise 
disposed of, and the proceeds, after deducting the 
expenses, together with a reasonable sum to the 
driver or bearers, snail be appbed in the same 
manner as fees aud penalties received under this 
Act. 

60. Whenever this Act shall be extended to 
any other town or place under section one, the 
Local Government may 
ap^t ,SJLTmTT'\.er- appoint persons to perf.lr^ 
form certain duties on the duties imposed by this 
extonsiou of Act. Commissioner 

of Police and the Registering Officer. 


FIRST SCHEDULE {referred to in section 31). 
Rdtes ami fares to he paid for hackney-carrioffes. 



• 

Fake by distance. 

Fake by time. 

Description 

of 

carriage. 

For any dis¬ 
tance within 
and not 
exceeding one 
mile. 

For any distance exceeding 
one mile. 

For any time 
within and not 
exceeding 
one hour. | 

For every 
hour or 
part of an 
hour beyond 
one hour, j 

Fora whole 
day ^ou- 
sisting-^if 
nine hours. 

First Class ... 

8 annas ... 

At the rate of 6 aunas for 
every mile and for any part 
of mile over and above 
any number of miles com¬ 
pleted. 

One rupee... 

8 annas ... 

5 rupees 

• 

SecondClass ... 

6 ttunas ... 

At the rate of 4 annas for 
every mile and for any part 
of a mile over aud above 
any number of miles com¬ 
pleted. 

12 annas ... 

6 aunas ... 

3 rupees 

• 

Third Class ... 

3 annaa ... 

j 

At the rate of 2 annas for 
every mile aud for any part 
of a mile over and above 
any number of miles com¬ 
pleted. 

8 annas r„ 

4 annas ... 

2 rupees 


The above fares to bo paid acoording to distance or time at the option of tUo hirer, to be expressed at- the oemm icemvnl of inu 
Wring) if not otiioy wiso oEiirosaod) tbs for© to be pmd according to time* 
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SECOND SOHEDXJLiB {roferred to »» aection 50). 
Rates and fares to Ite paid for palanquins. 


Fake by distance. 

Fabb by time. 

For any dis¬ 
tance within 
and not 
exceeding 
one mile. 

For any distance exceeding 
one mile. 

For any time 
within and 
not exceeding 
one hour. 

For every 
hour or part 
of an hour 
beyond one 
hour. 

1 

For half a 
day or five 
hours. 

I 

For a whole 
day consist¬ 
ing of nine 
hours. 

3 annas 

A 

At the rate of 8 annas 
for every mile and for 
any part of a mile over 
and above any number 
of miles completed. 

6 annas 

1 

3 annas 

' 1 rupee ... 

I 

1 rupee and 
8 annas. 


The abov furoK to bo paid according to iltHtance or iiiiio, at tho option of iho hirer, to be expressed at the commonoetnent of the 
hiring ; if not otherwise expressed, tho fare to be paid according to time. 


STATEMENT OP OBJECTS AND REASONS. 

The present Calcutta Hackney-Carriage Act, Act V (B.C.) of 1866, has been amended 
by Act IV (B.C.) of 1878 so far as to authorize tho Local Government to empower the 
Corporation, instead of the Commissioner of Police, to appoint the registering officer and to 
place the registering officer so appointed under tho orders, disposition and control of tho 
Corporatitm. It is now considered desirable by express legislation to place the working of 
the Act under a registering officer appointed by th^Corporation. 

The hackney carriage service in Calcutta is far from satisfactory, and has given occasion 
to much justifiable criticism and complaint which forced itself upon the notice of the 
Municipality in October last, and the object of the present legislation is to assist the 
Commissioners in every possible way in giving effect to their laudable desire to improve this 
service. 

Under section 4 of the Act, as it now stands, no hackney-carriage can be registered 
under the first class unless it belongs to a coach-builder, hotel-keeper, or livery stable-keeper, 
and does not ply for hire in the public streets. It is desirable to remove this restriction as to 
ownership, and to allow first class carriages to ply for hire in exactly the same way as second 
and third class carriages are now allowed. It is proposed to require the specification of 
some further details in the register and license in order to strengthen the control of the 
Municipality over the description of carriages and horses to be used. The present law applies 
to the Town and Suburbs of Calcutta. The expression ‘ Suburbs of Calcutta' has, however, no 
legal meaning, since the greater portion of the old Suburban Municipality has been amalgamated 
with the town. It does not and never did include Howrah. But at present the Corporation 
conducts the business not only for the town, but also for neighbouring municipalities, includ¬ 
ing Howrah, and makes over to them a certain portion of the registration fees. In order to 
legalize this procedure, the new Bill authorizes the Local Government to include or exclude 
within the limits of Calcutta any local area in the vicinity of the same. Although there is a 
clause in the law empowering the Lieutenant-Governor to extend its provisions to any town 
^cTr place, it would seem that such extension implies a separate administration and not the 
* administration by one authority in respect of several municipalities. The present Act does 
not empower the Municipal Commissioners to frame b^e-laws for regulating the working 
of hackney carriages. There are, however, many details connected with improved adminis¬ 
tration which ought to be enforced by bye-laws, and not to find a place in legislation. One of 
the most important objects with which the present Bill has been introduced is to provide 
special measures for the protection df weak, lame and sickly horses and ponies. It seems that 
all questions, such as the quality of carriages, size and condition of ponies and horses, tables 
of distances, the examination and qualifications of drivers, the conditions of their employment, 
and the like should be dealt with by bye-laws, and for this purpose a provision has been 
inserted in the Bill authorizing the making of such bye-laws subject to the approval of 
Government. Schedule A of the Act relating to rates and fares has also been reconsidered. 
It is proposed that rates of fare for first class carriages should be one rupee for the first hour 
and eight annas for every subsequent hour, making a total of Rs. 5 for a whole day, consisting 
of nine hours. It is proposed that the rate of fare for third class' carriages should be in- 
ci cased to eight annas fur the first and four annas for subsequent hours. It is also proposed 
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that the rate for half a day of five hours ehould be abolished altogether ; that the rate for a 
whole day of nine hours should remain at Bs. 3 for second class carriages, as it is at present 
and be fixed at Rs. 2 foi; third class carriages, instead of the present rate of Re. 1-8. The 
object of this revision is to’enable a better'standard of carriage and horses to be kept 

A number of petty alterations of more or less importance have also been introduced into 
the new Bill, and as it appears convenient to repeal the present Act, instead of amending 
It, the opportunity has been taken to introduce an entirely new measure which comprises 
all the alterations proposed. 


7he 7 th April, 1891. 


H. J. S. COTTON. 


Calcutta ; 

The Zlst April 1891 


} 


GORDON LElTlf, 

Offg, Assistant Secretary to the Govt, of Bengal, 

Legislative Department, 





The Calcutta Gazette. 
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Mr. C. B. Marriott, Officiating Collector of Ouatoms, Oaloutta, is appointed to act, 
until further orders, in the second grade of Magistrates and Collectors, frith effect from the 
17th instant, vice Mr. F. R. S. Collier, on special leave. 

Uahu Purno Ctunder Mitter, Deputy Magistrate and Deputy Collector, is appointed 
to act, until further orders, as Personal Assistant to the Commissioner of the Chittagong 
Division, ou being relieved of his present appointment as Officiating Personal Assistant to 
the Commissioner of the Ghota Nagpur Division. 

PoLiCK.-—7'Ac 2Sih April 1891.—Mr. J. R. Berin{>tcn, Officiating Assistant Superin¬ 
tendent of Police, (lya, is allowed leave for three xqonths, under article 273(a) of the Civil 
Service Begulations, with effect from the 29th instunti or such subsequent date as he may 
avail himself of it. * 

Jails. — The Z7th Apnl 1891.—Mr. P. Donaldson, Superintendent of the Presidency 
Jail, is allowed leave for one day, under article 291 of the Civil Service Regulations, in 
extcnsioiT'of the leave granted to him under the order of the I6th October 1890. 

Registration. — The 2Zrd April 1891.—Babu Pran Krishna Chatterjee is appointed 
to be Special Sub-Registrar of Ranchi, in the district of Lohardugga. 

The 27th April 1891.—Babu llaghnath De, who was, under orders dated the 6th January 

1890, appointed on probation to be Joint Sub-Registrar of Raghuathpur, in the district of 
Miduapur, is confirmed in that appointment. 

Rabu Haripuda Bpuerjee is appointed to be Special Sub-Registrar of Cuttack. 

Maulvi Syed Nurul Uossain, Special Sub-Begistrar, Motihari, is transferred to Purueah. 

Babu Girwardhari Lall, Special Sub-Bcgistrar, Monghyr, is transferred to Motihari. 

Maulvi Shah Muhammad Yakuh is appointed to bo Special Sub-Registrar of Monghyr. 

Education. — The 28/A April 1891.—Mr. J. Reuther, Assistant Inspector of Schools, 
Patna Division, is allowed leave for forty-five days, under article 291 of the Civil Service 
Regulations, w'ith effect from the date on which he may be relieved. 

Mr. J. H. D’Abreu, Head Master of the Patna City School, is appointed to act 
as Assistant Inspector of Schools, Patna Division, .during the absence, ou leave, of 
Mr. J. Reuther, or until further orders. 

The following notifications are republished from thl^ Assam Gazette :— 

No. Z^THG .— The 15//t April 1891.—Notification No. 24340., dated the 19th March 

1891, published at page 158 of the Assam Gazette of the 2lst March 1891, granting furlough 
for one year to Mr. L. St, John Brodrick, Assistant District Superintendent of Police, 
Nowgting, is hereby cancelled. 

No. 3308G.— The 17th April 1891.—Mr. G. Godfrey, c.s.. Deputy Commissioner, Xhasi 
and Jaiutia Hills, is appointed to officiate as Deputy Commissioner, Cachar, during the 
absence of Major H. St. P. Maxwell, b.s.c., or until further orders. 

A^o. 3309G.— The \7th April 1891.—Mr. A. W. Davis, Officiating Deputy Commis¬ 
sioner, Naga Hills, is deputed on special duty with the Kohima Column of the Manipur 
Field Force. 

No. 3314G.— The 17/A April 1891.—Mr. L. St. John Brodrick, Assistant District 
Superintendent of Police, Nowgong, is deputed temporarily on special duty to the Naga 
Hills district. 

No. 3323G.—TAc 17/A April 1891.—Mr. W. H. Dee, c.s.. Assistant Commissioner, 
having passed in Bengali as a third compulsory language by the higher standard on the 17th 
November 1890, within one year of his arrival in Assam, is presented with the autborixed 
reward of Rs. 500. 

John Edoab, 

Chief Secy, to the Govt, of Bengal, 


REVENUE DEPARTMENT,--(FOBESTS>. 


7'Ae 24/A April, 1891.—Mr. W. M. Green, Deputy Conservator of Forests, in charge 
of the Julpigori Forest Division and of the Buxa Sub-Division of that Division, is granted 
three mouths' privilege leave, under article 277 of the Civil Service Regulations, with effect 
from the 1st May, 1891, or such subsequent date as he may be relieved of his duties by 
Babu Sreedhur Chuukerhutty, Sub-Assistant Conservator, in charge of the Julpigori Sub- 
Division, who will, as a temporary measure, bold charge of the Julpigori Division and of 
the Buxa Sub-Division of that Division in addition to his other duties, daring the absence, 
on leave, of Mr. Green, or until further orders. 

C. E. BcCKLANn, 

Offg. Secy, to the Oovt. of Bengal, 
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REVENUE bEPARTMENT,--OPIUM. 


The 24/A April, 1891.—Mr. G. W. D. Dick-Lauder, Aasiatant Sub-Deputy Opium Agent, 
Benares Agency, who was granted leave for six months under orders of the 7th February, 
1891, reported bis departure from India on the 7th April, 1891. 

The 24/A April, 1891.—Mr. A. C. Bryson, Sub-Deputy Opium Agent, Benares Agcncy> 
who was allowed leave for one year under orders of the 7th April, 1891, reported his 
departure from India on the same date. 

The 27/A Apt^l, 1891.—Mr. H. Hastings, Sub-Deputy Opium Agent, Fatebgarh, who 
was allowed leave for six months under the orders of the 6th March, 1891, reported his 
departure from India on the 11th April, 1891. 

C. E. BcCKLANn, 

’ Offg. Secy, to the Qovt. of Bengal. 


NOTIFICATION. 

The 22n</ April, 1891.—Mr. Barada Charan Mitra, Officiating Joint-Magistrate and 
Deputy Collector, now on deputation on the Orissa Settlement, is allowed leave, under 
article 291 of the Civil Service Regulations, fur six weeks, with effect from the date on which 
he may avail himself of it. 

C. E. BrCKLAND, 

Offg. Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 23r<f April, 1891.—Mr. E. W. Collin, Settlement Officer of the Srinagore-Bauali 
Estates, is allowed leave, under article 291 of the Civil Service Regulations, for six weeks, 
with effect from the 5th May, 1891, or any subsequent date on which he may avail himself 
of it. 

C. E. Bucklanu, 

Offg. Secy, to the Govt, of Bengal. 


MEDICAL DEPARTMENT. 


The 21th April 1891.—Surgpon-Major Russick Lai 
Midnapore, is allowed leave for one month and eighteen 
Service Regulations, in extension of the leave granted 
March 1891. 


Dutt, Officiating Civil Surgeon of 
days, under article 291 of the Civil 
to him under the order of the 30th 

H. H. Rislby, 

Offg. Secy, to the Qovt. of Bengal. 


JUDICIAL DEPARTMENT. 


No. S4A. 

The 22nd April 1891.—Babu Bepin Behary Mookerjee, Munsif of Beguserai, in tbe 
district of Bhagalpur, is vested with the functions of a District Court under Act VII of 1889 
within the loom limits of his jurisdiction. 

The undermentioned officers in the Bungpur district are vested with the functions of a 
District Court under Act YII of 1889 within tbe local limits of their respective jurisdic¬ 
tions 

Babu Gsneshysm Gupta, Munsif of Gaibanda. 

,, Ansnd Nath Mozumdar, Munsif of Kurigram. 

„ Apurba Krishna Sen, Munsif of Nelphamari. 

Mr. Abinssb Chundra Mitra, Munsif of Julpigoree, on leave. 

The undermentioned offices are vested with tbe functions of a District Court under 
Act VII of 1889 within the local limits of their respective jurisdictions :— 

Babu Atal Bibary Ghose, Munsif of Goalundo. 

,, Mohendra Lai Goswami, Munsif of Bhangs (on leave). 

,, Dinesh Chundra Boy, Munsif of Madsripur. . 

„ Bari Prasad Das, Munsif of Chikandi. 

Mr. Lokendra Nath Palit, Assistant Magistrate, Tipperah, is vested with powers under 
sections 110, 133, 524 and 191 (c) of A*ot X of 1882 (the Code of Criminal Procedure). . 

Mr. Palit is also vested with power to try summarily the offences mentioned in section 
260 of the Code. 
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The 25M April 1891.—The Lieutenaot-Oorernor accepts the resignation tendered by 
the underznentioued gentlemen of their appointments mi Honorary Magistrates of the 
Commillah Bench, in the district of Tipperah— 

Babu Gobiuda Looban Hojamdar. | Munshi Fande Ali. 

Mnnahi Aftabuddin. 


Mr. H. T. Hyde, Barrister-at-Law, Secretary to the Board of Examiners for Pleader- 
ehip and Muklitearsbip, is allowed leave without pay from the 1st to the 4th February 
1891, in extension of the leave granted to him in the order of the I8tb August 1890. 

Babu Debendro Mohuu Sen, b.l., is appointed to act as a Munsif in the district of 
Tirhut, to be ordinarily stationed at Madhubani, during the absence, on deputation, of 
Babu Bimala Gharan Mozoomdar, or until further orders. 

The April 1891.—Babu Ambica Churn Mozumdar, m.a., b.i.., is appointed to 

act as a Munsif in the district of Bilrdwan, to be ordinarily stationed at Ranigapj, during 
the absence, on leave, of Babu Gopal Krishna Rhose, or until further orders. 

Babu Iswar Chandra Chatterjse, Munsif of Narail, in the district of Jessore, on leave, 
is appointed to act as a Munsif in the district of Shababad, to be ordinarily stationed at 
Arrah, vice Babu Harihar Charau Lai, about to retire. 

Baba Madhub Chandra Chuckerbutty, Subordinate Judge of Chittagong, is allowed 
leave for two months and fifteen days, viz., nine days under article 309, and the remaining 
period under article 306(6) of the Civil Service Regulations, with effect from, the lOth May 
next, or from the date on which he may he relieved. 

Babu Shumhhno Chundcr Nag, Munsif of Midnapur, is appointed to act as a Sub¬ 
ordinate Judge of Chittagong, during the absence, on leave, of Babu Madhub Chunder 
Chuckerbutty, or until further orders. 

Babu Mohendra Kumar Ghose, m.a., b.i,., is appointed to act as a Munsif in the 
district of Midnapur, to be ordinarily stationed at the Sadr station, during the absence, 
on deputation, of Oahu Shunahhoo Chunder Nag, or until further orders. 

TjRKATVti.^—T/ie 2\st Jpril 1891 .—In the notification dated the 10th February 1891, 
published at page 210, Part I of the Calcutta Gazette of the 18th idem, empowering 
Maulvi Sayad Afzaluddm Ahmad and certain other Honorary Magistrates of the bankipur 
Independent Bench to take down evidence in criminal cases in the English language, Jor 
Maulvi Mohammad Hamid, b.a., ” read “Maulvi Mahumad Ibrahim, b.a.” 

Grant nr i-kavk to Munsifs. —The 18th Mart^i 1891.— Babu Rujani Nath Milter, 
Munsif of Attia, in the district of Maimausin!;, is allowed leave for one year, under 
article 369 of the Civil Service Regulations, in extension of the leave granted to him on the 
J2th December 1890. 

The 2‘Srd April 1891.—Mr. A. O. Mitra, Munsif of Julpaiguri, in the district of 
Rungpur, is allowed leave for six weeks, under article 306(6) of the Civil Service Regula¬ 
tions, in extension of the leave granted to him on the 23rd February 1891, 

Babu Krishna Chandra Das, Munsif of Monghyr, in the district of Bhagulpur, is 
allowed leave for two months, viz., seventeen days, under article 309 of the Civil Service 
Ilegulations, and the remaining period under article .300(6) of the same Regulations, with 
effect from the 9th April 1891, in supersession of the leave granted to him on the 17th March 
1891. 


John Edgar, 

Chief Secy, to the Govt, of Bengal. 


lyoTIFICATION. 

The 22nd April l?i91 .—Under section 3, Act I (B.C.) of 1876 (an Act to provide for 
the voluntary registratiou of Mahomedau marriages and divorces), the Lieutenant-Governor 
has been pleased to grant a license to Hajee Muhamed Jaffer Shirazee, authorizing him to 
register Mahomedau marriages and divorces, and to exercise the other functions of a 
Mahomedau Registrar of the Sheah sect within the eighteen wards of the towi^af Calcutta 
mentioned below— 

7. Jorasanko. 

8. Burra Bazar. 

9. Colootolah. 

10. Bow bazar. 

11. Puddopoker. 

12. Waterloo Street. 


1 . 

2 . 

3. 

4. 

5. 

6 . 


Shnmpooker. 
Coomartoly. 
Burtolla. 
Sookea Street. 
Moocheepara. 
J orabagau. 


Fenwick Bazar. 
Taltollah. 

Colinga. 

Park Street. 

Theatre Road. 
Hastings. 

John Edgar, 

Chief Secy, to the Govt, of Bengal. 


13. 

14. 

15. 

16. 

17. 

18. 


NOTIFICATION. 

the 22nd April 1891.—^TJnder section 3, Act I (B.C.) of 1876 (an Act to provide for the 
voluntary registration of Mahomedan marriages and divorces), the Lieutenant-Governor 
has been pleased to grant a license to Moulvie Obedullab, authorizing him to register 
Mahomedan marriages and divorces, and to exercise the other functions of a Mahomedau 
Registrar wkhin the police-stations of Bow Bazar and Puddopoker in the town of Calcutta. 

JoBN Edgar, 

Chief Secy, to the Gott, of Bengal. 
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IfOTIFIOATION. 

Tht ZZnd ^pttl 189li““Undor section 8, Act 1 (B.C.) of 1876 (sn Act to provide for 
the'voluntary registration of Mahomedan marriages and divorces), the Lieutenaiit-tjovernor 
has been pleased to grant a license to Moulvie Mahmoodullah, authorizing him to register 
Mahomedan marriages and divorcee, aud to exercise the other functions of a Mahomedan 
Registrar within the police-stations of Jorabagan, Jorasanko and Barra Bazar, in the town 
of Calcutta. 

John Edgar, 

Chief Secy, to the Govt, of BemjaL 


NOTIFICATION. 

The 2'itnd April 1891.—Under section 8, Act I (B.C.) of 1870 (an Ant to provide for 
the voluntary registration of Mahomedan marriages aud divorces), the Lieutenatit-Qovcrnor 
has been pleased to grant a liceuae to Moulvie Muhammad Tahir, authorizing him to register 
Mahomedan marriages and divorces, and to exercise the other functions of. a Mahomedaii 
Registrar within the police-stations of Sookea Street and Moooheepara, iu the town of 
Calcutta. 

John Edgar, 

Chief Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 22nd April 1891.—Uoder section 3, Act I (B C.) of 1876 (an Act to provide for 
the voluntary registration of Mahomedan marriages and divorces), the Lieutenant-Governor 
has been pleased to grant a license to Moulvie Gholam Rubbani, authorizing him to register 
Mahomedan marriages and divorces, and to exercise the other functions of a Mahomedan 
Registrat within the police-stations of Shampooker, Coomartoly aud Burtolla, in the town of 
Calcutta. 

John Edgar, 

Chief Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 22nd April 1891.—Under section 3, Act I (B.C.) of 1876 (an Act to provide for the 

voluntary registration of Mahomedan marriages and divorces), the Lieutenant-Governor has 
been pleased”to grant a license to Moulvie Abdool Barec, authorizing him to register Maho- 
medan marriages aud divorces, and to exercise the other functious of a Mahomedan Registrar 
within the police-station of Colootolah, in the town of Calcutta. 

John Edgar, 

Chief Secy, to the Govt, cf Bengal. 


NOTIFICATION. 

The i-Znd April 1891.—Under section 3, Act I (B.C.) of 1876 (an Act to provide for 
the voluntary registration of Mahomedan marriages and divorces), the Lieutenant-Governor 
has been pleased to grant a license to Muhammad Najaf Ali, authorizing him to register 
Mahomedan marriages and divorces, and to exercise the other functions of a Mahomedan 
Registrar within the police-slationa of Colingah, Park Street, Theatre Road and Hastings, 
in the town of Calcnttd. 

* John Edgar, 

Chief Secy, to the Opvt. of Bengal. 


NOTIFICATION, 

The 22nd April 1891.—Under section 8, Act I (B.C.) of 1876 (an Act to provide for 
the voluntary registration of Mahomedan marriages and divorces), the Lieutenant- 
Governor has been pleased to grant a license to Moulvie Nujmooddeeu Ahmad, authorizing 
him to register Mahomedan marriages and divorces, and to exercise the other functions 
of a Mahomedan Registrar within the police-station of Taltollah, in the town of Caloutta. 

John Edgar, 

Chief Secy, to the Govt, of Bengal. 


NOTIFICATION. 


The 22nd April 1891.—Under section 3, Act I (B.C.) of 1876 (an Act to provide for 
the voluntary registration of Mahomedan marriages and divorces), the Lieutenant-Govefnor 
has been pleased”to grant a license to Moulvie Mohammad Ikblas, authorizing him to register 
Mahomedan marriages and divorces, and to exercise the other functious of a Mahomedan 
Registrar within the police-stations of W aterloo Street aud Fenwick Bazar, in the town of 


Calcutta. 


John ^doar. 

Chief Secy, to the Govt, of Bengal. " 
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PUBLIC WORKS DEPABrMBNT.-BENQAL.. 

Ebtablirhment. 

The 24/A April 1891. 

154.—Advertinfr to the notification o£ this Department, No. 141, dated the 17th 
April 1891, appointing Mr. W. Cjunan, Execniive Engineer, to officiate aa Superintending 
Engineer of the Orissa Circle, Mr. W. H. Nightingale, Superintending Engineer, Eastern 
Circle, is appointed to hold charge of the office of Inspector of Liucal 'Works in the Presi- 
dency and Bajshahje Divisions as a temporary arrangement, in addition to his other duties, 
with effect from the 19 th Ap.il 1891. 

Railway. 

The 28/A Apni 1891. 

No. 155.— Declaration. —Whereas it appears to the Lientenant>Governor of Bengal that 
land is required to be taken by Governmeut at the public expense for a public purpose, viz., 
for railway embankment at the west end of Shahibgunge gh&t station in the village of 
Shaliibguuge, perguuiiah Telia Gorhi, zillah S mthal Pergunuahs, it is hereby declared that 
for the above purpose a piece of laud measuring, more or less, 1 cottab and 9 cbittacks of 
standard measurement, bounded on the north by railway line ; south by (1) Bewa Singh'a 
land, {i) Beni Prusad Shah's gala, (8) Govind Missir’s Lane, (4) Putti Dasad’s house, (5) a 
lane and its drain, and (6) Puma Bose’s house; east by railway line; and west by Eewa 
Singh's laud, is required within the aforesaid village of Sbahibguuge. 

This declaratiuu is made, under the provisions of section 6 of Act X of 1870, to all whom 
it may concern. 

A’o. 156.— Declaration. —'Whereas it appears to the Lieutenant-Governor of Bengal 
that land is required to be taken up at the public expense for a public purpose, viz., fur the 
construction of the Bcngal-Nagpur llailway, it is hereby declared that fur the above purpose 
a strip of land, measuring about 6 mihs in length, and varying from 150 to 1,110 ieet in 
width, and containing an urea of 229 acres 2 roods and 13 poles, naore or less, situated in 
villages Munharpur, Suusunia, Uaikapat and Daiuloi, pergunnah Sarauda, is required in the 
district of Siugbhum. 

This declaration is made, under the provisioua of aectiou 6 of Act X of 1870, to all 
whom it may concern. 

The land plans may be seen at the Office of the Laud Acquisition Deputy Collector, 
Beugal-Nagpur B.tilway, at Chyebassa. t- 

No. 157.— Notijication. —Whereas it appears to the Liieuteuaut-Governor of Bengal 
that laud is likely to be required for a public purpose, viz., for a railway from Barsoe to 
Dingraghat and from Dingrughat to Kisugunge, it is heieby declared that for the above 
purpose a survey party is about to take the field to survey a line of railway along the left 
hank of the Muhanady from Barsoe to Dingraghat and along the road from Dingraghat to 
Kisugunge, in the district of I'urneah. 

'ibis declaration is made, under the provisions of section 4 of Act X of 1870, to all 
whom it may concern. 

Local Communications. 

The 28/A April 1891. 

No. 158.— Declaration. —Whereas it appears to the Lieutenant-Governor of Bengal 
that laud is required to be taken by Government at the public expense fur a public purpose, 
viz., fur widening and straightening a portion of the second mile of the road from Khoolna 
to Bagirhat, in the villages of Niklapore, Brirampore and Naihatty, pergunnah Hogla, zillah 
Khoolna, it is hereby declared that for the above purpose a piece of land 1,888 feet in length 
and 15 feet in average width, measuring, more or less, 2 beegahs 1 cottah and 15 chittacka 
of standard measurement, passing eastward through the above villages, is required within 
the aforesaid villages of Niklapore, Srirampore, and Naihatty. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
it may cuuceru. 

No. 159.— Declaration —Whereas it appears to the Lieutenant-Governor of Bengal 
that laud is required to be taken by Government at the public expense for a public purpose, 
viz, for a new diversion on the 6th mile of the Jehanabad-Bundhugange road, in the 
village of Mahmoodpur, pergunnah Bhelawar, zillah Gya, it is hereby declared that for the 
above purpose a piece of land Lueasuriug, more or less, S • beegahs 14 cottafas 8 dhurs and 
10 dhnrkis of standard measurement, bounded on the north by Mahmoodpur laud held 
by Gerdhari and Badlian, &c.; south by the cultivated laud of said Mahmoodpur held 
by Qagadkar and Kuuja BeUlur, &c.; east by the land of Rashid Chuck held by Narkoo * 
and west by the land of said Mahmuodpur held by Johrsj, is required within the aforesaid 
village of .Mahmoodpur. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
it may cuncern. 

No. IGO.— Declaration. —Whereas it appears to the Lieutenant-Governor of Bengal that 
land is required to be takeu by Government at tb'.« public expense for a public purpose, viz. 
for a new diversion on the 5th mile of the Jehanabad to Bundhugnnge road, in the village 
of Biheepur, pergunnah Bhelawar, zillah Gya, it is heieby declared that for the above 
purpose a piece of land measuring, more or less, 1 beegah 17 cottabs 1 dhur 6 dhurkia and 
5 pherki of siniidard measurement, bouudsd on the north by the land of Btbeepur held by 
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the Mahamda and Karamat, &c.j south by the land held by Shah Damri and Karamat; east 
by the land of Bibeepur held by Tafaial Hassen ; and vest by the land of Jalalpur held by 
Dudhan Gope, is required within the aforesaid village of Bibeepur. 

This declaration is made*, under the provisions of seotioo 6 of Act X of 1870, to all 
whom it may concern. 

A’o. 161.— Oeelaration. —"Whereas it appears to the Liientcnant-Governor of Bengal 
that laud is required to be taken by Government at the public expense fur a public purpose, 
viz., for a new diversion on the 6th mile of the Jehanabad to Bundhugunge road, in the 
village of Mahmoodpur, perguunah Bbelawar, zillah Uya, it is hereby declared that for the 
above purposi a piece of land measuring, more or less, 7 oottahs 19 dhnrs and 10 dhurkis of 
standard measurement, b mudod on the north, south and east by the land of Afahmoodpur 
held by Don^i ; and west by the land of Jalalpur held by Budhan, is required within the 
aforesaid village of Mahmoodpur. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
it may coiiceru. 

Ao. 162.— I>eclarafioM.—"Wherena it appears to the Liieutenant-Governor of Bengal that 
land is required to be taken by Government at the public expense for a public purpose, viz,, 
for a new diversion on the 6th mile of the Jehanabad to bundhugunge road, in the village of 
Jalalpur, pergunuah Bhelan’ar, zillah Gy a, it is hereby declared that for the above purpose a 
piece of laud mcaauriiig, more or less, 1 beegah 12 dliurs and 5 dhurkis of standard measure¬ 
ment, bounded on the north and aouth by the land of Jalalpur held by Budhan; East 
by the holding held by Shaikh Uamri ; and West by Kararna Nala, is required within the 
aforesaid village of Jalalpur. 

This declaratiou is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

Ao. 163,— Declaration. — Whereas it appears to the Liieutenant-Governor of Bengal 
that land'is required to betaken by Government at the public expense fora public purpose, 
\iz., for a new diversion on the 5ih mile of the Jehanabad to Bundhugunge road, in the 
village of Bashid Chuk, pergunuah Bhclawar, zillah Gya, it is hereby declared that for 
the above purpose a piece of land measuring, more or less, 1 beegah 7 cottahs 16 dhurs 
and 15 dhutkis of standard mrasuremeut, bounded on the north and south by the parti laud 
of Rashid Chuk held by Narkee ; east by Kaiarua Nala and Jalalpur land held by Budhan; 
and west by Mahmoodpur held by Budhan and Narkee, is required within the aforesaid village 
of Rashid Chuk. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
it may concern. 

ESTABniSHMENT. 

2'he 28M April 1891. 

No, 165.—The following notidcatiou, issued by the Government of India, Public Works 
l>epartment, is republished for iuforma'ion :— 

No. 1S5. — The 2^lh April 1891. —Lalla Bulla Bam, Accountant, lat grade, and Honorary Assistant 
Examiner, attached to the OfiSce of the Examiner of Accounts, Eastern Bengal State Bailway, is appointed 
to officiate as Deputy Examiner of Accounts. 

F. J. Johnstone, 

Offg'. Seejf. to the Govt, of Bengal. 


lamoATiON. 

The 28/A April 1891. 

No. 164.—llec/ara/ton.—Whereas it appears to the Lieutenant-Governor of Bengal 
that laud is required to be taken by Government at the public expense for a public purpose, 
viz., for the Groynes at I'attamoondai, in the villuges of Beltul and Pattamuoudai, per¬ 
guunah Tikan, zillah Cuttack, it is hereby declared that fur the above purpose a piece of land 
measuring, more or less, 4 acres and 12 poles of standard measurement, bounded on the north 
by the river Brahminre ; on the south by the feeding channel; on the east by the waste 
mehal laud of mouzab Fattamooudai; and on the west by cultivated mehal laud of mouzah 
Beltal, is required within the aforesaid villages of Beltal aud Pattaniouudai. • , 

This declaration is made, under the provisions of section 6 of Act X of 1879, to all 
whom it may concern. 

C. W. Odling, 

Offg. Joint-Secy, to the Oovt. of Bengal. 


GOVERNMENT OP BENGAL,—MARINE DEPARTMENT. 

The Z%th April 1891. 

No. W^hiorine .—In continuation of the Notifications Nos. 87 and 88Marine, dated the 
7th April 18U1, published at Part I, page 346 of the Calcutta Gazette ' f the 8tli idem, the 
Lieutenant-Governor is pleased to appoint Mr. G. Hobertsou, Engineer and Shipwright 
Surveyor, to be a Surveyor of Steam aud Saidng Ships under Act XXI of 1883 (the Indian 
Emigration Act) at the Port of Calcutta. 

• O. W. OnLiNo, 

Offg. Joint-8ccy. to the Govt, of Bengal. 
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JAIL DEPARTMENT. 


No. 4321, dated the 25th April 1891.—Mr. W. Leonard made over charf^e of ttiO 
Blia^ul pore Central Jail to Sargeun-Major W. Beatson on the forenoon of the 20th April 
1891. 


A. D. Lahymorb, 

For In»pr.-Gtnt. of Jails, Bengal. 


No. 4332; dated the 25th April 1891.—Dr. W. Forsyth made over charge of the 
Peerbhoom Jail to Assistant Surgeon Gopal Lai Haidar on the forenoon of the 13th 
April 1891. 

J. W. Hanxon, 

For Inepr.-Qenl. of Jails, Bengal. 


HIGH COURT NOTICE. 

( IRCTJLAE order, issued by authority of the high court of 

JUDICATURE AT FORT WILLIAM IN BENUAL. 

Civil and Criminal. 

No. 5, dated the Sth April 1891. 

The attention of all Civil and Criminal Courts in Bengal and Assam is invited to the 
following departmental instructions, which the Diroctor-General of the Post Office, with the 
approval of the Governmeut of Indin, has issued for the guidance of Postmasters, on the 
subject of the production of Post Office Kecords Before Courts. 

Production of Records before Courts. 

A summons from a Court of Civil or Criminal Jurisdiction to produce any of the 
records of a Post Office, or a certified extract from or copy of any of such records, must be 
complied with. The receipt oF such a summons, and such particulars as are known to the 
Postmaster regarding the case, should be at once reported to the Pustmaster-Goueral, in 
case he should see fit to raise uny objection in Court under Section 123 or Section 124 of 
the Indian Evidence Act, I of 1«72, to the production of any of the records. When any 
journal or other cecord of a Post Office is produced in Court and admitted in evidence, 
the officer producing it should ask the Court to direct that only such portions of tbo 
record as may be required by the Court shall be disclosed. 


Sheriff’s Office, the 1st April 1891. 

Notice is he-reby given that the Second Criminal Sessions of the year 1891 of the 
High Court of Judicature at Fort William in Bengal for the Town of Calcutta and 
Factory of Fort William, and the places subordinate thereto, will be holden at the Court* 
house in the Town of Calcutta, on Wednesday, the twenty-ninth day of April instant, at 11 
o'clock in the forenoon, and so on from day to day until the said Sessions be over. And it 
is hereby proclaimed that all persons who will prosecute any of the prisoners to be brought 
up for trial at the said Sessions be present then and there to prosecute. 

Mahomed Fdrkock Shah, Sherif. 

cr«iii cv ^twtsiTT -disi 

f^rFfir wfirrift bh 

»Tini ct c-r^ «n m 

CV C¥tw 

WfOr rttwi 

^31 I 

^ -rtif, iflv I 


EDUCATION DEPARTMENT, BENGAL. 


Subordinate Educational Service. 

The 27th April 1891.—Babu Beni Madbab Sarkar, Second Clerk in the Office of the 
Inspector of Schools, Western Circle (officiating in class VII), is allowed leave of absence for 
two months, under article 369 of the Civil Service Regulations, with effect from the End 
instant. 

Babu Rassiok Lai Das, a Sub-Inspector of Schools under the District Board of Bnrdwan 
(officiating in class VII), is appointed to act as Second Clerk in the Office of the Inspector 
of Schools, Western Circle, vice Babu Beni Madhab Sarkar, on leave, or until farther 
orders. 


A. Croft, Director of Public Instruction. 
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The following revised notifiop.tion, relating to the Scholarship Conrses for 
Middle Schools in Orissa, is issued in substitution of that which appeared in the 
last number of the Calcutta Gazette :— 

MIDDLE ENGLISH SCnoLARSTIIP COURSE FOR 1891-92 
AND 1892-93 FOR SCHOOLS IN ORISSA. 

This co^ae includes all the subjects prescribed for the Middle Vernacular 
Scholarship Oburso witli the addition of English as follows:— 

English Literature —Selections from Royal Reader, No. IV. 

Prose —(1) The Kettle of Boiling Water ; (2) Speak the Truth ; ;3) Burning 
of the Ship Kent\ (4) Honest Jacob ; (5) Don’t be too Sure; (0) What is a False¬ 
hood? (7) Alfred, I; (8) Alfred, II; (9) Thou shalt not Steal; (10) Mon, can 
you do nothing? (11) A Lump of Sugar; (12) Learn to Obey; (13) No pains. 
No gains; (14) Our Bread Stuffs; (l^ The Royal Carpenter, 1; (10) The Royal 
Carpenter, II ; (17) Too Late; (18) Our Clothing; (19) Bo Polite; (20) Fresh 
Air; (21) Cleanliness. 

Poetry —(1) Casabianca; (2) Cuckoo ; (3) Llewylyn and his Dog; (4) May 
Queen; (5) The Burial of Sir John Moore. 

Grammar — Lonnie’s Grammar (to the end of Syntax). 


MIDDLE VERNACULAR SCHOLARSHIP COURSE FOR 1891-92 
AND 1892-93 FOR SCHOOLS IN ORISSA. 

Criya Prose —Prabandhamala, by M. Rdo (omitting the lessons headed 
Purusabhab and Naribliaba, Soundarjya and Ruchi, and Manabjatirunnati). 

Oriya Poetry — Kabitabali, Part 11, by R. N. Rai and M. S. R^o. 

Oriya Grammar —Sarbasar Byakaran, by Niinai Bullav Bhattacharjya 
(up to Tadhita, omitting small type). 

Oriya Composition —Utkal Rachana, by R. N. Rai. 

Urdu Prose and Poetry —(For Mahomedan candidates only, alternative 
with Oriya)—Kuat Faisla, by M. Hassan Ali; Intikhab Nayab, by M. Suraj 
Mai. 

Urdu Grammar —Kawaid Urdu, Part III. 

Oriya History —Sankhipta Bharat Itihas, by the Raja of Talcher. 

Oriya Geography — ^General) — Bhugolpath, by S. N. Roy. 

Ditto — (Physical) —Prakritik Bhugolpath, by Raghunath Singh. 

Geometry —Any Geometry prescribed for the Ist class of Middle Schools. 
First Book with deductions. 

Arithmetic —Patiganit, Parts I and II, by Umesh Chandra Basu. 

Mensuration —Utkal Parimiti, by Umesh Chandra Basu (first nine chapters). 

Hygiene —Swasthasadhan, by Syamsunder Patnaik. 

Physics —Saral Padorthabij nan, by Jogesh Chandra Roy, 2nd edition 
first four chapters. 

Botany —Dr. Stewart’s Botany (first ten chapters). . 

N.B. —Candidates arc at liberty to ehoose either Physics or Botany for tho examination. 


Calcutta, 

TAe 22nd April 1891. 


A. CROFT, 

Director of Public Instruction, Bengal. 


Middle Scholarship List for Behar Circle. 

A BOT, Avadh Kishore, was inadvertently entered as a candidate from the Oya Cheap 
School. The boy was irregularly admitted as a student of this school, and he should have 
appeared and been entered as a jnivate student in the examination list. His schoianihip is 
aoeordingly cancelled, and is awarded to Biaambbar Lai of the Aurangabad Middle English 
School, 


Bankibobb, the 144A—15fA April 1801. 


C. A. MaktIn, 

Inspector oj Schools, Behar Circle. 
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Lut of Candidates who have passed the Examination for Sanskrit Titles held in February 1891 in accordance 
with the Resolution of the Government of Bengal, dated the 30tA June 1878, together with the Titles 
and Rewards conferred on them. 


S»nKW ul Candidate, in Titles 
order of miivit. conferwa. 


Oovemmcnt 
rewards to 
pupili. 


Private rewards to 
pupils. 


Govern- 

tnent PnVfti® 

Names ofiteachers. Place of inatruciion. wiirdi to i^waida fee 



Plrtt I>ivM<m, 

Krishna Charau Riya... Kdryatlr- 
I Ilia. 


Kdsi Chindra Chakra- Ditto 
vartt. _... 

SrlnAUi Gwwimi ... n|tto 

Hirada Charau Bhatti- Diiio 

Ui Chakra- Ditto 

I Hariki'shor Bhatticli*- Ditto 

ryya. 

Second Diottion. 

f Hem Chandra Son Gup- Ditto 

I Kinkar Chakra- Ditto 


KAVYA. OR SANSKRIT LITKRATUBK. 


Kaja Kriahna N&th Guru N4tb K^vyatirtha Calcutta 
K&ya B&h&dur 
Rcltolarshtp ut Ua. 4 a 
month. JaimnnivhaQ 
Hukorji Prize of 

Hs. W. . 


Mehemlm Chandra Pnnchaalir AryaVid- 
ILSv.vutiriha. yAlaya. 

Ditto ditto ... Dith> ditto ... 
Parvati Chanu Tarka- AzimauDKO 
tirtha. 

Yadu N&th Vidy&ratna Pdrrasthali 

Buoya RumAr TArka- Mulnlor Sanskrit 
biiushan. Tol. 


80 (special) 


I Kinkar Chakra- Ditto ... 

i BlSihViahaua BhatlA- Ditto .. 

, Sarao'h Chandra Bhatti- Ditto ... 

^ Mm^ri Praharaj Sar- Ditto ... 

SurondraNfcth Bhatti- Ditto 

Dorirdnt PAthaka Ditto ... 

H Indibara Krishna Mu- ^ Ditto 

» plimSlhaNath Bhatik- ' Ditto .. 

10 Btadlfth* PR*® 

J1 AmviVA nhamii Bhatti- Ditto .. 

18 BinyKharan Gdpta ... Ditto .. 

j UmA Hnnksra BhaltA- . Ditto ... 

BhattA- Ditto .. 

U TAvaEaIU BlialtAoliAry- Ditto ... 

16 oSl'turhhuja Mlsra .. Ditto ... 

17 SAai Bhdshsna AdhikAn Ditto .. 

18 YasodAuandan So*-1 Ktto ... 

18 Nak'ileswara BhattA- Ditto ... 

80 DhauurdiiAri Teu'ari ... Ditto ... 

/ Tsriiii Charan GatiRoiA- Ditto .. 

I'mmalhiinAtli ChA- Ditto .. 

83 GanaiirhHran BhattA- Ditto ,. 

ehavyyii. 

84 Kalipida ChAtdrii ... Ditto ... 

, Giriss Ohandia Chakra- Ditto ... 

Lok'nAth MahApAtra Ditto ... 

S7 A|^siija,'Katohra Chak- Ditto .. 

88 MakuminvihAri BhaliA- liitto ... 

to Blu«d*'”i’handra Bhat- Ditto ... 

tAo u. 

SO RAk' .V.ilu!, UAya Ditto •• 

( SkjsfnniUia >*armik .** •* 

Dwft Jtkt'M Chttturji ... Ditto .. 

53 8Aaiiihu' h»»a Sfn Gup- Ditto .. 

54 nttr.m'lmn DharQup- Ditto 

la. 

36 Yanvklisra ... Ditto 

a« Jtiia'tti ith D^wOupta Dillo .. 

S7 TrailnJ.ynnAlb ChAturji Ditto .. 

'Sfl Nivfirn a Chandra CUftk- Ditto 

SB AnHi t.-i.tin BhattAchAr- Ditto 

^ PAr .i.t ( Imruna BhattA- Ditto . 

41 Haili'v BnaLlAohArj’y® Ditto . 

43 Uaor;.. U ... Ditto . 


. OhandrukAnta NayAyA- Malitola, Dacca ... 

UuikAr, 

. Mahntidm Chandra PnnchnaAr Arya 

KAvyutiitha. VidyAluya 

. Purvati CbAron Tarka- AziiuKUUKe 

tirtha. 

Hari NAtb VedAnfca- Viswunath ChaliiR- 
bftfdsA. fiathi, Vhituvra. 

Gonri Svam Scliolor- Gopi *\ALh Misra ... Puri Sanskrit 

ahin of Ua. 40. Si-hool. 

. Yadu NAtb VidyAratna Purvasthali 

Pramn-tha Nath Tarka- DurbhunKa Raj Tol. 

bhusliana. Benares. 

JivAiianda VidyA^Affar... Calcutta .. 

. Diimnibara Tarkasi- BhAtpArA 

dhiuiUu. 

Pr-iuttlha NAth Tarka- Durbhunga. Raj Tol, 
bUiihliAiiA. BHiiiinia. 

. Navin Chandra 8irn. Calcutta 

mani. 

ProfesBors, Sanskrit (Joi- Ditto 

1«KC. ^ , . 

. Suryya KuinAr Tarka- Mulajor Banaknt 

bhdKhana. tol. 

Ditto ditto ... Ditto ditto ... 


DwarkAnAth NyAya- SuAdighi 
bhuMliana. 

RAmRaran VidyAbAgisa Victoria Jubilee Tol, 
Kerhainpur. 

UrishikeiA SAatri ... BbAtpara . 


YAdaveaiTara 

ratna. 

NidhiiiAth JbhAn 


Tarka- Bungpur 


HiiryyRkumAr Tarka- 
bhdaiiana. 

Ditto ditto ... 


Dhamiasamnjfaidod 
school, Muzufter- 
pdr. 

Mulajor Sanskrit 
toU 

Ditto ditto ... 


VTAKASANA, or SANSKRIT GRAMMAR. 


Rajkriabna 
Raya stipend 
of iU, 90, 
and Burdwaa 
prise •( 
A. 50. 


. RantdA XApta VidyA- Hbowanipdr. 

nitna. 

...... PrtifHisors, Sanskrit Cul- Calcutta ... ... 

lege, 

..... Suryya KumAra Tarka- MulajorSanskrit Tol 

bhiiHhana. 

Haja SyAmAnanda Do GopinAth Htira. Purl Sanskrit Bohool 

ttcbuUrahip of Bs. 10. . * . *. « j . 

'-itikanta VAcbaapati .. Navadwipa. 

... Di'VpndranAtN Bmriti- Sumadmgar. 

ratna. 

Mahendra Chandra IhtnchAaAr Arya 
KAvyatlrtlia, VldyAJaya, , 

Rom Karan VidyAbdgliia Vioturia Jubilee 
. Tol, Bnrhampilr 

. Gopinatb Mikia. Puri Sanskrit Bebool 

...' Buryyakunia VidyAlan- GbatakpAri 

kAra. 

...... Bdryya KnmAr Tarka- Mulajor t^anakrit Tol 

bhuihana, 

...... Bijayaratua Ben Oupta Calcutta . 

... GnpmaUi Misra. Puri Banskrit Bobool 

BaraUAkAnta VidyAratna Bbowanipdr 

. JAtA Chandra SiddhAn- XAligbat . 

tBbhdabann. 

ProfessurH, Banskrit OvI- Colontta . 

lege. 

Bdr.vyekuittAr Taxkabhn- Mulajor Banskrit i 
^htuia. Jbf. I 

ChandrakAnta TarkAlan- Calontta . 

kArs 

Barad'akanta Yidyiratna Bhowanlpdr 
BAmAvatAr Miara ... Chapra . 


Sf ■ > i Division, 
Dinan «.-.'hbA 


... VyAkara- 
natirtba. 


YaidyanAtb Dikahit Sal- Banares 
tri. 
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1 


1 


1 


1 


1 


2 

S 


1 


1 


1 


1 

2 


I 


1 


Nijnm of Candidotei in 
order of merit. 


Second JHvieion. 

AbhiUishe Chandra 
Lililri. 


Second iHoieion* 

Amvik4 Charan BhattA* 
ohirjja. 


Second Sioieion, 
JdnakiDktli Smrititirtha 


firet iHviaion. 
ukli Hhattechiryyi 


Second Divieion, 

Gurankth Ohakravartl.. j 

QanK(^ Bhatt&('Ii4ry,Ya i 
UKaiidm JNiar&yuii Uimt-i 
tach&ryya. 


^ret Division, 

YajnOswam BhutU* 
cll4rya. 

Second Division, 

Diinci Charan BhatlA 
chAiyya. 


First Division. 

Lakahmi Chandra Chau* 
dhuri. 


Second Division, 

BAiib Vihkrt D4 b ..r 

Knflhn>ipras4d BhattA* 
nh&ryya. 

Bit4u&th Bbattacbkryya 


First Division. 

Gunioharon Bhatt4- 
obAryya. 


Titles 

oonferred. 


1 

FtlvUe rrmrdi to 
pupils. 

Names of teaehcri. 

Plaoo of iuitruotioo. 

Govern* 
ment re- 
vanU to 
teachers. 

Private 
rewards to 
teachers. 


PUBANA, OE HINDU UYTHOLOQT. | 




Pur4na* 

tirthii. 

lU. 

1 Durbltunga Priie of 

1 Ud. 2U. 

1 

Chandra Tarka* 
ohurkmani. 

Bajanmpdr 

Rt. 




8MEITI, OE HINDU LAW. 




•e 


(A) {.«. Mopsaa. 




Hniritltlr* 

iho. 

. 

Pftrvoti Do*l Priio Ot 
Es. M. 

Hariaa Chandra Tarka* 
ratna. 

Victoria Jubiloo Tol, 
Bcrliaoipilr. 


KihBtnmam 
Dovja Priio 
of El. M. 



(S) i.e. AICCIIVT. 




Dharmo- 

tirtlia. 

. 1 

Biirdwan fioholarship 1 
of R«. 00. 1 

8&dU>hi\dhana BmritiraU 
na. 

Narftl. 

. 

1 


DABSSNA OE HINDU PHILOSOPIIY. 






(A) i.e, Hivpu Logic. ^ 

1 




Tarkatlr- 

iho. 

SO 

Hnra Kumar T&sore 
Gciid Koyur Jugan 
Mohan Mukurji Friso 
orKs. 60. 

Bhuvan Mohan Tidy4* 
ratna. 

Navadwipa 

60 

Burdwan Pria. 
uf Ea. M. 

Ditto ... 

Ditto ... 
Ditto .. 

1 


Siv Chandra Birva* 
bhnuma. 

JayanArOyan Tarkarntna 
[Bhiivan Mohan YidyA- 
1 ratna. 

Mulajor Sanskrit Tol 

Benares . 

NavuUwipa. 

...... 1 




(C) PHILOSOFUr. 




Vt^iUnla- 

tirlhtt. 

lOtt 

1 

Baja Httri N4tb R4y4 
Buh&dur Soholarahip 
of Kd. 6 a xno&th. 
Burdwan Bcholar- 
dhip Eso 60. 

HarinUh Ved&ntob&Kisa 

VlawanAth Ohatoa* 
palhi, Uhindura. 


Hara KninSr 
Tiurore Piiw 
otEi. M. 

Ditto ... 


— 

iHilmaohandra YedAntu. 
ohuuchd. 

Victoria Jubilee Tol, 
BerhampEr. 


St«««S 



(0) i.e., Bj.TcaTi. Pbilobofht. 




giinkh.rv 

tirtbo. 

100 1 

i 

Durbhungn Scholar* 
dhip of Ba. 16 a 
month. Parrati 

Devlp Priae of Ba. 60. 

Chandra giddb&nta- 
bhiiahana. 

Kalighat 

-.... 

Ba] Kriihna 
Ear Stipend 
of Be. SO. 

Ditto ... 

20 (Hpeoial) 


KAUvar YedAntabOgisa 

BerhampAr 



Ditto ... 

Ditto ... 

so (do.) 


BhAgir&thi PraaAd SAatri 

HarinAth TadAntabAgiaa 

Jamu College, Be* 
ttarcR. 

VnawAuAtb Chains* 
pAihi, Cbiusura. 

..... 

veto* 



(P) t.«. aassaAi, Pbsu>sofht. . 




D4nmna* 

Urt^ii. 

M 

Dewankriahna K4ata 
f>fandi‘a Scholarship 
of Bn. B a month. 
Uarakumar Tagore 
Prite of Ha. t). 

Chandra KAnta TarkA- 
UnkAru. 

Caloutto 


1 


Shib Ohanbea G-ui, 

Lecturer in Charge, Principal Santkrit College. 


Civil Engineering College, Seebpore. 

OiiNDiDATBS far admission to • the Engineer Department should apply to the Principal 
before the S5th May 18»1. The Session begins on Monday, the Ist June 1891. Candidates 
must furnish proof that they have passed one of the following tests :— 

(1) —The Entrance Examination of the Calcutta University, and in English and 

Mathematics must have obtained at least 40 and 50 per cent., respectively, 
of the marks allotted to those subjects. The candidate s age must be under 
19 years. 

(2) --The P. A. Examination of*the Calcutta University. The fiaadidate’s age must 

be under 21 years. 

(8)—The B. A. Examination in the B. Course. The candidate’s age must be under 
23 years. 
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Ten scholarships will be awarded to students entering the Engineer Department, not 
being already holders of junior or senior scholarships. 

Every applicant, before admission to the College, will be examined by the College 
Surgeon as to his physical strength, fitness for manual labour, and eyesight. 

Further particulars will be supplied on application to the Principal, 

S. F. Downino, Principal, Civil Engineering College. 

Skbbpohe, the 25/A April 1891. 


Yearly Examination for Fourth Grade Accoimtants. 

Thb yearly examination of candidates for the fourth grade of Accountants, Public 
Works Department, will bo held at the Civil Engineering College, Seebpore, on Monday and 
Tuesday, 1st and 2nd June 1891, at 10-30 a.m. 

SUBJECTS. 


Writing (neatness, clearness and 

rapidity] 

Full marks. 

... 100 

Minimum pass 
marks. 

50 

Dictation (spelling, punctuation. 

&c.) ... 

100 

50 

Arithmetic (whole course) 

240 

160 

Mensuration (a) (whole book) 


60 

80 

Book-keeping (A) (Mercantile) 

... 

100 

60 


Total 

.600 

400 


(“) 

(t) 


Minimum roquirct] in all 

.. . . papers colloutively, 

Todhuntor R Monimration for Beginners. 

“ Uook-kooping” by Ball and Llamilioti. 

“ BtM>k>koopmg** by tloublo and BinKlw entry by W. Inglis (Cliaiubor^H Educational Course^. 


The marks gained by candidates who fail will not be published. 

1. The examination is held annually at the Civil Engineering College, Seebpore, on 
the first Monday in June. The examination will be conducted either at the College or by an 
Examiner, Public Works Accounts (including aailwayt.and Telegraph), in Bengal, Assam, 
and Burmah only. 

Candidates will nut be examined in any of the Calcutta OnTiceK. 

2. Candidates not in Ooverument employ who wish to be examined at the College must 
forward their applications direct to the Principal; those employed in Government offices 
throngh the head of their office, who will forward the applicatiou to the Principal. 

All applications must reach the Principal 30 days before the date of examination. 

3. The candidate should apply to an Examiner of Public Works Accounts not later 
than 30 days previous to the date fixed for the examination, and obtain his consent to con¬ 
duct the examination if examination ar the Colleg-i is not convenient. The application must 
be forwarded by the candidate, not direct to the Principal, Imt through the Examiner. 

4. All applications must be accompaniid by a fee of Rs. 10 and the following certi¬ 
ficates. 

Certificates may be submitted in original, or true conics attested by an officer of the 
Engineer or Accounts Branch, but none will be returned: — 

(1) Certificate of good character signed by applicant's iiputediate official superior, 

or by the instructor under whom he has been educated, or by some other 
superior under whom he may have been brought up or employed, or to 
whom he may he well known. (This certificate must have special reference 
to the two years immediately preceding the application). 

(2) Certificate that candidate is under 25 years of age (not required if candidate is in 

• ’ permanent Government employ, or an employe under District Boards). 

(3) Certificate that the application is in candidate’s handwriting. 

It will rest with the Principal of the College, on a consideration of these certificates 
to decide whether the candidate should be registered fur the examination or whether his 
application should be rejected. 

5. Copies of examination papers are not procurable except those that are issued for 
examination. These need not be returned. 

6. Each examination is complete in itself. A candidate who haa failed in an exami¬ 
nation, and presents himself for examination ou a subsequent occasion, must undergo ttie 
full examination, and furnish a fresh fee and certificates. 

7. Passed candidates should apply, not to the Principal of the College, nor to the 
Accountant-General, Puhiio Works Department, but direct to the Examiner of Public 
WorXs Accounts iu the Province or Railway under whom they may desire to be employed. 

8. It must be distinctly understood that the passing of this examination does not give 
any clsim to an appointment, and that in making appointmenta reference will be given to 
qualified persona who. axe alleeady employed in the Department. 

S. F. Dowxino, 

Prineipai, Civil Engineering College. 

SsxBPOBB, the 6th April 1891. 
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List of Candidates who have' obtained the Middle and Upner Primary Schloar- 

ships in the Burdwan Divibion for 1891T ^ 

nUGIILl. 

Middle English. 

Name. School. Name. School. 

1. BisHesvar Samanta ... Malaypur. j 3. Hari Das Bhattacharjea ... Shehakhiila. 

2. Asvini Eumar Samanta ... Uillo. 4. I’asupati Nath Das ... Hnghli Model. 

^ Middle VEBNAcnLAn. 

6. KalipadaNath ... Balluhhpur. | 7. Surendra Nath Mukherjea Dumnrdaha. 

Q. Sureudra Nath Banncrjca ... Ditto. 

UrpEB Pbimabt. 

1. Snrendra Nath Mandal ... Takoolo. 3. Phakir Chand Chatterjoa... Chattra. 

2. Bhola Nath AcLarjoa ... Batanal. 4. llari Das Gho.sal ... Belun. 

HOWfiAH. 

Middle KNaiiaH. 

1. Basanta Kumar Saiiyal ... Santragachi. | 3. Sarat Chandor Chakervarti Panifal. 

2. itukhal Chandra Mauua ... lihandurdaha. 

Uppeb Pbimaby. 

1. Jogendra Nath Pramanik ... Chengel. 

BIRBHUM. 


Middle Vkhnacdlab. 


1. 

Aehintya Nath Hajra 

... Snri. 

4. 

Shaik Mowla Bak.sh 

Bahiri. 

2. 

Go.stha Behari Garai 

... Kiruahar. 

C. 

Ramos Chandra Mukherjea... 

Pikar. 

3. 

Bohai'i L»1 Gliose 

... Suri. 






Uppeb Pbimaby. 


1. 

Ananta Krislma Laha 

... -Tarana. 

4. 

Tnrak Nath Gui 

Singi. 

2. 

Auanta liari Sarkar 

... Satra. 

5. 

Radha lianjan JIatta 

Bolepnr. 

3. 

Satis Chandra Acharjea 

... Simed. 

6. 

Sidhesrar Mukherjea 

Ghurshye. 


BANKUilA. 
Middle Endlish. 

J. Surendra Nath Das ... Khatrah. 


Middle Vebnacdlab. 

2. Bhairab Chandra Das ... Rajagram. I 5. Nibaran Chandra Chattorjea Bishenpur. 

.3. Nilkaiitha BiHwa.s ... Birsinghapur. | 6. Upondra Nath Chakravarti... Baukadaha 

4. Abiuas Chandra Ghosc ... Rajagram. Circle. 

Upbeb Peimabt. 

1. Lakshmi Narayan Poddar ... Bhutsabar. _ 6. Sripati Lai Mondal ... Tikarparah. 

2. Radha Nath Do ... Bhagaldighi. 0. Srimati Siramohini Debi ... Sonamukhi Cen- 

3. Kedar Nath Datta ... Kotulpur. tral Girls’. 

4. Srimati Chariibala Dassi ... Bankura Hindu, 

Girls’- I 

MIDNAPDE. 

Middlb Rnglibh. 

1. Ugraprabha Chowdhuri_ .. IColagacbia. 4. Adhar Chandra Datta ... Panskura. 

2. Jogendra Nath Adhikari ... Burmchanpnr. 5. Mahcndra Nath Maiti ... Kalaguchia. 

3. Nritya Gopal Rai ... Manikpur. 

Middle Vebnacdlab. 

6. Nitai Charan Bawl ... Barmohanpur. i 8. India Narain Giri ... Mugberia. 

7. Debendra Nath Adhikari .. Kharkusuma. 19. Sasi Bhusan Bose ... Lowada. 

Uppke Pbimabt. 

1. Beni Madhav Chakrovarti ... Kakharda. 4. Shut Nath Tripathi ... Butnan. 

2. Adhar Chandra Maiti ... Sitapur. 6. Barnes Chandra Bannerjca ... Lohari. 

3. Nirapad Batabyal ... Brahmanbasan. 

BURDWAN. 

Middle English. 

1. Bhola Nath Rai ^ ... Nasigrom. 8. Prakas Chandra Mnlchcijea... Sanknara. 

2. Rakhal Das Mukherjea ... Knohut. 4. Bagalonanda Mandal ... Ukhara. 

Middlb Vebnacdlab. 

6. Bhnpati Chatteijea ... Snsnnio. I 7. Durllubh Chandra Datta ... Rajdan^a. 

6. Bhuaan Chandra Ghosal ... Bajdanga. | 8. Asutoa Saha ••• Mandalgrain 

Ufpbb Pbiuabt. 

1. Binode Behari Manna ... Sihara. i 4. Kapilesvar Hajra ... PalasL 

Akdiay Chandra Mitra ... Kamarpara, 5. Asutoa Nandi ... fitinrey. 

West.* 6. Bijay Basanta Singha . ... Baharan. 

8. Bampada De ... Musthal. 

Bbahma Mohan Mallik, 

Inspector of SchootSy Western Csrele . 

Hhohli, the 17 th April 1891. 
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NOTIFICATIONS OF THE BOARD OF REVENUE. 

No. 452B. 

Notice is hereby given that the Fifth Sale of Opium, the Proviaion of 1888-89, 
will be held at the Government Opium Sale-room, No. 2, Bankahall-atreet, on Monday, 
the 4th May 1891, at 11 a.m., and will comprise 4,750 cheats, viz.— 

Chosts. 

Opium manufactured at the Patna Factory ... ... 2,250 

Ditto at the Ghazeepure Factory ... ... 2,500 


Total ... 4.760 


2nd .—The general conditions of the sale now advertised will be the same as usual. They 
may be ascertained by reference to the Notification issued on the 27th November 1890, and 
published in the Government and Exchange Gazettes, or on personal application at the 
Office of the board of Revenue. 

3rd.—The latest dates for deposit and clearance will be the 9th and 19th May 
1891 respectively, that is to say, no Bank of Bengal Ueceipts, Government Fromissory 
Notes, or other public securities that may be tendered for deposit in redemption of 
Promissory Notes given by purchasers in the salc-roora will be received after 1-30 p.m. 
of Saturday, the 9th May 1891, aud no Bank of Bengal Receipts in full payment of 
lots will be accepted after 3-30 v.m. of Tuesday, the 19th May 1891. 

4tA.—In addition to the quantity above advertised for sale, the following quantities, 
more or less, of the Opium manufactured at the .Batna and (ihazeepore Factories will be 
brought to sale up to Di cembor next, about the dates specified below. The Board of 
Revenue, however, reserve to themselves the right of altering these dates should circumstances 
render it expedient to do so :— 






Mannfaotnroil at i 

Mamifucturotl nt 

Totnl, 

about uboRta. 



Datbh. 


tboji^utna FaRtcB'yJ 
ubuUt CliC'HtS. ! 

tJie CJli'izoeporti 
Factory, about 
cbestK. 

Gu 

or 

about Wednesday, Srd June 

1891 

2,250 

2,.500 

4,750 

()u 

or 

about Thursday, 2iid July 


2,250 

2,500 

4,750 

On 

or 

about Monday, Srd August 


2.250 

2.500 

4,750 

Oil 

or 

about Wednesday, 2nd September 


2.250 

2,500 

4 750 

On 

or 

about Thursday, 1st October 


2,250 

2,500 

4.750 

Oil 

or 

about Wednesday, 4ih November 


2,250 

2,500 

4,750 

On 

or 

about ^Vedne^day, 2ud December 


2,250 

2,500 i 

4,750 



Total 


15,750 

17,500 

83,250 


By order of the Board of Revenue, L. P., 

K. G. Gupta, Secretary. 

Board op Rbvbndz, It. P., Fort William, the March 1891. 


No. 588B. 

Notick is hereby given that the Sixth Sale of Opium, the provision of 1888-89 and 
1889-90, will bn held at the Government Opium Sale-room, No. 2, Bankshall Street, on 
Wednesday, the 3rd June 1891, at 11 a.m., and will comprise 4,750 chests, viz.— 

Chests. 

Opium manufactured at the Patna Factory ... * ... 2,250 

Ditto at the Ghazeepore Factory, consisting of 

1,G98 chests of 1888-89 and 802 chests of 1889-90 ... 2,500 

Total 4,750 


‘ind .—The general conditions of the sale now advertised will be the same as usual. They 
may be ascertained by reference to the Notification issued on the 27th November 1890, and 
published in the Qov^nment aud Exchange Gazettes, or on personal application at the Office 
of the Board of Revenue. 

3r(f.—The latest dates for deposit and clearance will be the 8th and 18th June 
1891, respectively, that ia to say, no Bank of Bengal Receipts, Government Promissory 
Notes, or other public Becurities that may be tendered for deposit in redemption of Promissory 
Notes given by purchasers in the sale-room will be received after 3-30 p.m. of Monday, 
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the 8th June 1801, and no Bank of Bengfal Receipts in full payment of lots will he 
accepted after 8-30 p.m. of Thursday, the 18th Jnne 1891. 

In addition to the quantity above advertised for sale, the following quantities, 
more or less, of the opium manufactured at the Patna and Ghazeepore Factories will be 
brought to sale up to December next about the dates specified below. The Board of 
Revenue, however, reserve to^themselves the right of altering these dates should circum- 
BtanciiS render it expedient to do so. 


Datis. 


On or about Thursday, 2iid July 1891 

On or about Monday, 3rd August ,, 

On or about Wednesday, 2nd September ,, 
On or about Thursday, let October 
On or about Wednesday, 4th November „ 
On or about Wednesday. 2nd December „ 


Total 


Muiiufnotiircfl 
at tlio Pn-tna 
Factory, al^uut j 
choslH. 1 

Mniinffictum] at 
th‘t (JhazcM , 
Factory, about 
cliostH, 

Total, 

about chust*. 

2,27)0 

2,500 

4,750 

2,250 

2,500 

4,750 

2,250 

2,5(i0 

4,750 

2,250 

2,500 

4 750 

2,250 

2,500 

4.750 

2,-’00 

2,500 

4,750 

1 

o 

15,000 

28,500 


By order of the Board of Revenue, L. P., 

K. G. Gupta, Secretary. 

Board or IlBVKNtn!, L. P., Fort William, the 28/A April 1891. 


Statement shotving the. Importation of Salt {private proper/y) i/i bond and afloat on the River 
n«oghly, Hubject to Customs Dutv, on the \7dh April 1891. 


DKBOarpTioN or Salt. Privau- hoIuIls. Ado Tut.-ii. 



Md.s 

Mds. 

Md.s 

Liverpool Punga 

11,25,604 

1,71,058 

12,96,662 

Bombay KurkiiicL ... 

32,613 



Arabian aud I’crsian Gulfs Kiir- 
kntch and JIuscat hock 

4,22,787 

25,585 

4,22,787 

Aden Kurkutch 

4,08,976 

4 31,561 

Hamburg salt 

3<;,173 

75,366 

1,11,539 

Ceylon salt • ... 

9,357 

. 

o7 

Total 

20,35,540 

2,72,0C9 

23,07,519 


By order of the Board of Revenue,, Tj. P., 

J. ScoBELL AhmstkONR, Collector of Customs. 
OusTOM HouBEi Gai cotta, the 22nd April 1891. 


ELECTION OF MUNICIPAL COMMISSIONERS. 


NOTIFICATION. 

The '10th Avril 1891.—It is hereby notified for gcner.il information, under Rule 37 of 
the Election Rules, that at the third general election held on the lOih December 1890 tno' 
following gentlemen have been duly elected, under section M of Act III (B.C,.) of 1884, to be 
Commissioners of the Naramgunge Municipality, in the district of Dacca : 

Ward No. 1. , -nt . 

Babu Jogeudra Chandra Das. | Babu Kailas Chandra Nag. 

Ward No. II. ^ 

Babu Bissesvar Das I Babu Adait Chandra Dhar. 

Babu Kunja Behari Saha. 

Ward No. Ill- , 

Babu Kali Naraiu Sen. [ Bubn Mathura Nath Gbosal. 

- Babu Huri Mohun Sen. 


J. Boxwell, Commr. 
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NOTIFICATION. 

It is hereby* notified fiir general information that an election will be held, under 
section 27, Act III (B.C.) of 18H4, ou Monday, the 22ud June 1891, in Ward No. II of 
the Daiuhat Municipality, to fill up the vacancy caused by the death of Babu Ram Oas 
Ghatlerjea. 

• J. C. Vbabey, Offg. Commr. 

Bubdwax Commr. s Office, the Slsi April 1891. 


NOTIFICATION. 

The 21s< A]}ril 1891.—It is hereby notified for general information that a bye-election 
will be held on the IGth June 1891 iu the Kishengnnge Municipality, in the district of 
• Purneah, for the election of two Commissioners for the Kishengunge Ward in the places of 
Babu Bkiiuja Lai and Munshi Kurim Buksh, who having absented themselves from six 
cousecutive meetings without having obtained permission of the Commissioners at a meeting 
have ceased to be Commissioners under section 20, Act III (B.C.) of 1884. 

C. C. Quinn, Offg. Commr. 

Bdagulpokf, Commr. s Office, the 21st April 1891. 


NOTIFICATION. 

It is hereby notified for general information that at the bye-election held on the 30th 
March 1891 Babu Nanda Lai Chose was duly elected a member of the Barrackpore Local 
Board, vice Babu Kcdar Nath Chose, deceased. 

A. Smith, Commissioner. 

CoMMR.’s Office, Pbbsv. Divn., Calcutta, the ZHth April 1891. 


NOTIFICATION. 

The follcrwing gentlemen are appinted to be members of the Charitable Dispensary 
Committee at Kureegram, in the district of Rungpore ^ 

Babu Dwarka Nath Lahiry, Pleader. [ Babu Qopal Chandra Chatterjee, Mooktear. 

E. E. Lowis, Conifnr. 
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^rlrets anb |l0tificattons bg (i0bernmcnt af |nbta. h. 

{^Reprinted from the ^^‘QaaefU'of India**'] 


The following orders, issued by the GoTernnent of India in the Home Department, 
republished fer general information. 

John EnoAB, 

Chief Secy, to the Govt, of Bengal. 


are 


NOTIFICATIONS. 


Port Blair. 

The mk AprU 1891. 

No. 426.~The' services of Captain H. B. Thornhill, Deputy Superintendent, Port 
Blair, having been placed, on his return from furlough, at the disposal of the North-Wcsteru 
Provinces and Oudn Oovefnment from the iSth instant, the following officers are confirmed, 
with effect from that date, in the appointments shown against their names:— 

***•**«• 

Mr. H. Q. Tayler as Third Assistant Superintendent. 

So. 427.—Conseqnent on the departure of Mr. O. H. Brookes, Second Assistant’ ' 
Snperintendeut, Port Blair, on the furlough granted him by Home Department Notification 
No. 145, dated the 8nd February 1891, the following temporary promotions are made in 
the Port Blair Commission until farther orders:— 

Mr. H. 0. Tayler, Third Assistant Superintendent, to officiate as Second Assistant 
Superintendent. 

*•*•••••* 

Ecclisiabtical. 

The 2Srd April 1891. 

So. 111.—The services of the Reverend H. O. Moore, a Jnnior Chaplain on the ^ 
Bengal Eoclesiastiesl Establishment, are placed at the disposal of the Government of * 
Bengal, with efiect from the afternoon of the 7th April 1891. 

C. J. JiTAU, 

Setrdary to the Qovt, of India. * 











APPENDIX TO 


The Calcutta Gazette, 

WEDNESDAY, APRIL 29, 1 89 1. 


GOVERNMENT OF BENGAL,—MARINE DEPARTMENT. 

[Second Publication.] 

NOTIFICATION No. 106Mne. 

Tha M/A April 1891.—The following Notice to Mariners is published for general 
information. i 

F. J. Johnstone, *• 

Offtj. Seri/, to the. Govt, of Bengal. 

GOA^EUNMENT OE BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 71). 

AUSTRALIA—SOUTH. 

Leading lights, Semaphore anchorage. 

With reference to Notice to Mariners (No. 71 of 1888) issued by thi.s office, tlie 
Secretary, Marine Board, Port Adelaide, has given further notice (No. 2 of 1891) that on or 
about 18th March 1891, the red light on the flagstaff near shore end of Semaphore jetty 
would be lowered fifteen (15) feet. The leading lights will then appear some distance apart 
(vertically) to vessels approaching the Mooring buoy. 

By direction of the Government of Bengal, 

A. J. B. MinNEii, 

Ofg. Port Officer o f Calcutta. 

Port Office, Calcutta, the 13//i April 1891. 


NOTIFICATION No. 106Mnc. 

The \Asth April 1891.—The following Notice to Mariners is published for general 
information. 

F. J. JoHNSTONi;, 

Off'/. Secy, to the Govt, of Bengal. 

GOVERNMENT OP BENGAL, MARINE DEPARI'M/JNT. 

NOTIOE TO MARINERS-(No. 72). 

BAY OP BENGAL. 

CniTTAOONO COAST. 

Vp/yer bar black buoy removed. 

Thr Port Officer, Chittagong, has given notice that the Upper b.ar black bdoy, ofV 
Jooldia flagstaff, Chittagong river, has been removed, as it is no longer required. 

By direction of the Govcrniaent of Bengal, 

A. J. B. Milneii, 

. ()//i/. Pork Officer of Calcutta. 


Port Officb, Calcutta, the 13/A April 1891. 
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NOTIFICATION No. lOTMne. 

The 14<A April 1891.—The following Notice to Mariners is published for general 
information. 

. F. J. JOBNtiTONB, 

Offg. Seey. to the Govt, of Bengal. 

GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 73). 

AUSTRALIA. 

Nobhan niVKB. 

Accident to the lightship, buoys, and beacons, at the entrance to Norman river. 

The Fortmaster, Brisbane, has given notice (No. 5 of 1891) that the Lightship and 
Buoys at the entrance to the Norman river were driven from their moorings, and the 
. Beacons were blown down, by the recent heavy weather. 

Tfalfey will be restored to their former positions, as soon as praotioable, due notice of 
which will be given. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Poet Office, Calcutta, the 13/A April 1891. 

NOTIFICATION No. lOSMne. 

The 14/A April 1891.—The following Notice to Mariners is published for general 
information. 

F. J. Johnstone, 

Offg. Seeg. to the Govt, oj Bengal. 

GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 74). 

AUSTRALIA. . 

Pioneer biveiA 

Directions for entering Pioneer river. 

The Portmaster, Brisbane, has given notice (No. 6 of 1891) that in consequence of a 
breach made by the sea daring the recent gales, it has been found necessary to remove the 
4th Pair ofWhite Leading Beacons from the Southern to the Northern End of the East 
Point Signal Station reach of the Pioneer river. The Beacons now are erected on a bold 
sandy patch, on the starboard hand coming from aeaward, and are to be kept in line ahead 
when entering instead of astern hs formerly. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

PoBT Office, Calcutta, the 13/A April 1891. 


NOTIFICATION No. lOOMne, 

The 14/A April 1891.—The following Notice to Mariners' is published for general 
information. 

F. J. Johnstone, 

Offg, Secy, to the Govt, qf Bengal. 


GOVERNMENT OF BENGAL—MARINE DEPARTMENT. 


NOTICE TO MARINERS—(No. 76). 

AUSTRALIA. 

Fitzeov river. 

Central Island —Sotund signals when approaching the upper end. 

The Portmaster, Brisbane, has given notice (No. 7 of 1891) that Masters of steamers 
have been requested to sound their steam whistles, and Mastera of sailing vessels to sound 
their fog horns or ring a bell, when approaching the upper end of Central Island, Fitzroy 
river. 

This is necessary, as vessels on either side of the point of the Island are not risible 
to each other. 

By direction of the Oorernment of Bengal, 

A. J. B. Milner, 

Offfg. Port Officer of Calcutta. 

Port Offioe, Calcutta, the 13/A April 1891. 
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NOTIFICATION No. llOMne. 


Tht \Uh April 1891.—The following Notice to Mariners is published for general 
information. 


F. J. JoUNSTONSj 
Offjf. Secy, to the Oovt. of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS-(No. 76). 
AUSTRALIA—EAST COAST. 


OoOKTnWN APPBOACH. 

•» 

Caution concerning the navigation of Lark Base. 

Thb British Admiralty has given notice (No. 138 of 1891) that several vessels having 
touched on the northern extreme of Lark reef, whilst using the Lark pass off C^ooktowu, 
Mariners are warned that the edge of this reef is submerged and very difficult to see, while 
the Swinger,reef to the north is nearly always visible. The beacon, however, on Swinger 
reef is aboufc^one-third of a mile north of the southern edge ; therefore, whilst keeping 'on 
the northern side of the channel in preference to the southern, it should not be hugged 
too close. 

By direction of the Government of Bengal, 


Port Opfics, Calcutta, the 13M Apriri891. 


A. J. B. Milner, 

Fort Officer of Calcutta. 


NOTIFICATION No. llBMnc. 


The 2\3t .Jpril 1891.—The following Notice to Mariners is published for general 
information. 


P. J. JoBNBTONR, 

Offig. Secy, to the Govt, of Bengal. 


GOVERNxMENT OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 77). 

AUSTRALIA. 

Mobbton bay. 

Floating beacon driven from her moorings. 

Thb Portmaster, Brisbane, has given notice (No. 8 of 1891) that the Floating beacon 
at the entrance to the North or Howe channel, Moreton bay, has been driven from her 
moorings during the recent heavy weather. She will be replaced by a black perch buoy as 
soon as practicable. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Pori Officer of Calcuttu. 

Port Ofpicb, Calcutta, the 20M April 1891. 


NOTIFICATION No. 116 Miie. 


The 21st April 1891.—The following Notion to Mariuera is published for general 
information. 


F. J. Johnstone, 

Offjg. Secy, to the Oovt. of Bengal, 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 78). 

BAY OF BENGAL. 

Obissa coast. 

C buoy shifted from its old position. 

Thb Port Officer, Chandbally, has given notice, that the C buoy, in the Brahmini or 
Dhamrab river channel, has been shifted 200 feet from the old position S. by W. into 
2 fathoms of water. 

By direction of the Government of Bengal, 

A. J. B. Milnbb, 

• Offg. Port Officer of Calcutta. 


Poet Oifiob, Calcutta, the 2Qth April 1891. 
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NOTIPICATIOI? No. 117Mne. 

The 2\8t April 1891.—The folloiring Notice to Mariners is published for general 
information. 

P. J. Johnstons, 

Offg. Secy, to the Govt, of Bengal. 

GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 79). 

INDIA—WEST. 

Bombay coast. 

Johnitone Vustle buoy replaced. 

The Collector of Salt Revenue, Bombay, through the Director of the Indian Marine, 
has given notice, that the Johnstone Castle buoy, at the entrance to Malwan, has broken 
{(drift and been replaced, as a temporary measure, by a small one. 

* 

By direction of the Government of Bengal, 

A. J. B. Milneu, 

0(fy. Port Officer of Calcutta. 

Port Offick, (’alcotta, the 2Qih April 1891. 

[Third Publication.] 

NOTIFICATION No. SUMno. 

The 7th April 1891.—The following Notice to Mariners is published for general 
information. 

F. J. Johnstone, 

OfTg. Secretary to the Qovt, of Bengal. 
GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS—(No. 61). 

CHINA SEA. 

. Malay riiNiNBULA —East coast. 

Iturnpin river entrance—Harbour light altered in colour. 

With reference to Notice to Mariners, No. 85, dated IGlh June 1890, issued by this 
oflice, on tbc exhibition of a harbour light fixed red from a pole on the northern side of 
Rumpin (Rompin) river entrance, the British Admiralty has given further notice (No. 103 
of 1891) that on 1st February 1891 the following altoration would be made in the colour 
of the light 

llumpiii river light is a fixed bine light. 

Approximate position : lat. 2“ 4f/ N., long. 103" 30' E. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Port Office, Calcutta, the Gth April 1891. 

NOTIFICATION No. 90Mne. 

The 7lh April 1891.—The following Notice to Mariners is published for general 
information. 

F. J. Johnstone, 

Offg. Secretary to the Govt^ of Bengal. 
GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS-(No. 62). 

CHINA SEA. 

Malay peninsula—East coast. 

Pahang river entrance—Alterations in harbour light. 

With reference to Notice to Mariners, No. 58, dated the 5th May 1890, issued by this 
office, on the exhibition of a harbour light fixed red from a pole on the northern aide of 
Pa'haiig river entrance, the British Admiralty has given further notice (No. 104 of lh91) 
that the following alterations have been made in the light :— 

Pahang river light is a fixed white light, elevated 37 feet above high water, and should 
be visible in clear weather from a distance of 8 miles. It is shown from a wooden tower, 
33 feet high, painted black and white in bands 2 fret wide. 

Approximate position : lat. 3" 32' 30" N., long. 103° 27' 20" E. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 

Port Office, Calcutta, theGth April 1891. 
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NOTIFICATION No. 9lMiio. 

The 7th April 1891.—The following Notice to Mariners is published for general 
information. 


P. J. Johnstone, 

Offg. Secrttary to tie Government of Bengal, 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS—(No. 63). 

SOUTH PACIFIC OCEAN. 


PeNRHYM ISLANH. 

Position of a dangerous reef. 

The following Notice to Mariners (No. 107 of 1891), issued by the British Admiralty, is 
republished :— 

Information has been received from Mr. R. Turpie, Master of the London Missionary 
Society’s barque John Williams., that the reef north-east of Penrhyn (Tongareva or Man- 
gorongoro) island (marked on plan as “ Dangerous reef hcreabquts”) lies about 5 miles N. E. 
from the north point of the island :— 

This dangerous reef, on which the British barque Flying Venus was wrecked in Sep. 
tember 1889, has been placed on the Admiralty Charts as Flying Venus reef, with two 
fathoms water on it, and marked P. D. 

Approximate position: lat. 8° 54' S., long. 167° 56' W. 

{Variation 70® Easterly in 1891.) 


By direction of the Government of Bengal, 

A. J. B. Milner, 

Ofg. Port Officer of Calcutta. 


Port Office, Calcutta, the Gth April 1891. 


NOTIFICATION No. 92M:ne. 


The 7th April 1891.—The following Notice to Mariners is published for general 
information. 


F. J. Johnstone, 


Offg. Secretary to the Govt, of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 

NOTICE TO MARINERS-(No. 64). 

CHINA SEA. 

Borneo—North-west coast. 

Rocky patch on north side of the channel between Lahuan and Kuraman islands, and existence 

of sunken rock in centre of channel, doubtful. 

• The folio wing.Notice to Mariners (No. 108 of 1891), issued by the British Admiralty, is 
republished for general information :— 

Information has been received from Lieutenant and "Commander E. Rason, II. M. S. 
Plover, dated 19th January 1891, of the existence of a roeky patch, lying on the north side 
of the channel between Labiian and Kuraman islands. 

The rocky patch ou the north side of the channel between Labuan and Kuraman islands 
is about one cable in extent, and consists of three pinnacles, which dry 2 feet at low water 
spring tides, and have 1| to 2 fathoms between them, with 3} and 7 fathoms near its southern 
edge. It lies on the S-fathoms line as heretofore charted (and which now has been extended 
southward of the rocky patch the distance of about one cable), with Kiamsan point, Labuan, 
bearing N. N. E. ^ E., distant 6^ cables, and Burong islet E. ^ S. 

Approximate position, lat. 6® 14' 40" N., long. 115" 8' 4(V E. 

Also that soundings taken in the vicinity of the sunken rock, on which the P. and O. 
steam-vessel Formosa is stated to have struck iu 186C, and charted as lying in the centre 
of the channel between Labuan and Kuraman islands, or in approximately lat. 5° 14' 25* N., 
long. 115° 8' 20" E., gave a depth of 33 fathoms at the distance of 1 cable eastward of tKe 
reported position, the depth gradually increasing to 40 fathoms about 2| cables southward - 
of it. The existence of this rock therefore seems doubtful, and E. D. has been placed jagainst 
it on the Admiralty Charts. 

(Variation 2® Easterly in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milnbb, 

Offg. Pori Officer of Calcutta. 

PoBT OtTicm, Calcutta, the 6th April 1891. 
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NOTIFICATION No. QSMne. 


The 7ih April 1891.—The’ following Notice to Mariners is published for general 
information. 


F. J. Johnstons, 

Secreiarjf to the Government of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINEBS—(No. 66). 

CHINA SEA. 


Philippine islands. 


Shoals on eastern coasts of Mashate and Tagapula islands. 

The British Admiralty has given notice (No. 109 of 1891) of the existence of the under¬ 
mentioned shoals lying on the eastern coasts of Masbate and Tagapula islands, Philippine 
islands 

1. A ledge of sand and rocks extends from Badlai islet, east side of entrance to port 
Kataingan towards Bugtun island for a distance of 1^ miles, with a breadth of 2f cables ; the 
depths on the outer end of the ledge arc 19 to 20 teet, but nearer Badlai islet for the distance 
of about cables there are several rocks with 3 to 10 feet water on them. 

Approximate position of south extreme : lat. 11° 55' N., long. 124° 4' E. 

2. Bugtun island, southward of port Kataingan, has no shoal ground extending from its 
coasts at a greater distance than about one cable. 

3. A sandbank extends from Balangiiingue island, southward of port Kataingan, 
towards Bugtun island for a distance of cables. Near the centre of the narrow channel 
between these two islands there is a shoal of small extent with 8 fathoms water on it. 

4. Shoal ground docs not extend to a greater distance than about one cable from 
Matayon point. Approximate position ; lat. 11° 59' N., long. 124“ 3'E. 

5. A shoal composed of coral and stones, and extending about 5 cables in a north and 
south direction, with a breadth of about 1^ cables, and having 9 feet (the least found) water 
on it, lies with the eastern extreme of Tagapula island bearing about S.W., distant one mile. 
Southward of the shoal the water deepens quickly to about 20 fathoms. 

Approximate position : lat. 12“ 6' N., long. 124“ 16' E. 

{Variation V* Easterly *V'1891.) 


By direction of the Government of Bengal, 


PoKT Office, Calcutta, the Gth April 1891. 


A. J. B. Milner, 
Offg- Port Officer of Calcutta. 


NOTIFICATION No. 94Mno. 


The 7th April 1891.—The following 
information. 


Notice to Mariners is published for general 
F. J. JoHfifSTONB, 

Offg. Secy, to the Govt, of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 


NOTICE TO MARINERS—(No. 66). 

AUSTRALIA—BAST COAST. 


Cape Bowling Grekn. 


Position of a shoal. 

The following Notice to Mariners (No. Ill of 1891), iBBued by the British Admiralty, 
is republished :— 

Information has been received from Lieutenant and' Commander G. Pirie, H.M. 
Sarveying Vessel Paluma, dated 3Uth December 1890, of the existence of a shoal, with 2^ 
faithoras on it at low water spring tides, lying with Cape Bawling (jhreen light-home bearing 
8. 71° W., distant 2-i®o' miles. 

Approximate position: lat. 19° 19' 10“ S., long. 147° 88' 60“ E. 

Note —As there may be less water on this shoal than above given, vessels shonld give 
it a wide berth. 

{Variation 7° Easterly in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 


Poet OFridiB, Calcutta, the Gth April 1891, 
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NOTIPIOATION No. 95Mne. 

The 7 th April 1891.—^The following Notice to MariDers is publiahed for general 
information. 


P. J. Johnston r, 

Offg. Secretary to the Govt, of Bengal. 


GOVERNMENT OF BENGAL, MARINE DEPARTMENT. 


NOTICE TO MARINERS—(No. 67). 
NEW ZEALAND. 


Nobth lanANn —west coast. 


Kaipara harbour—Now leading beacons at entrance. 

With reference to Notice to Mariners, No. 104, dated the 29th July 1890, issued by this 
office, the British Admiralty has given further notice (No. Il4 of 1891) that the uuder- 
mentioned beacons, recently erected on North bead and its slopes, arc now the leading 
marks for the entrance to Kaipara harbour :— 

The upper beacon on North head, painted black, bears from North head light-house 
N, by W. i W., distant about 1,100 yards ; the middle beacon on North head, painted 
white, bears from the light-house W. J N., distant about 1,000 yards j and the lower beacon 
on a low hill, North sand spit, painted white, bears from the light-house S. W. by W. 
distant about 2,400 yards. ’ 

Two smaller beacons, painted black, are situated on the slope of North head, eastward 
of the light-house ; the north-eastern bears from the light-house E. i N., distant about 950 
yards ; the south-western bears from the light-house E. by S. J S., distant about 700 yards. 

Dibections. —The three first-mentioned beacons kept in line, bearing N, E. f N., lead 
from seaward through Galatea channel (with 5 fathoms at low water on the Outer bar the 
least depth), until between North sand spit and Tory shoal ; the two smaller bcacous on the 
slope of North head will then be seen ; and when these arc brought in line, bearing N. E. 
} E., the vessel will be well clear of the northern edge of Tory shoal, and a course may 
be steered along the laud till abreast the light-house, paying attention to any directions 
given from the signal station near the light-house. 

Note. —The light-house, now painted white, is no longer a leading mark for entering 
Kaipara harbour. 

{Variation 14“ Easterly in 1891.) 


By direction of the Government of Bengal, 


PoBT Office, Calcutta, the Qth April 1801. 


A. J. B. Milnee, 

Offg. Port Officer of Calcutta. 


NOTIFICATION No. 96Mne. 

The 7th A.pril 1891.—-The following Notice to Mariners is published for generid 
information. 


P. J. Jo^^STONB, 

Offfjg. Secretary to the Oovernment of Bengal. 


GOVERNMENT OP BENGAL. MARINE DEPARTMENT. 

NOTICE TO MARINERS-(No. 68). 

CHINA—EAST COAST. 


Honokokq harooue. 

Posts and lights marking telegraph cables. 

The British Admiralty has given notice (No. 127 of 1891) that the line of telegraph 
cables laid between the Cable bouse situated about 450 yards south-west of North puiut, 
Honi>kong, and the Cable house situated about 85 yards southward of the battery on the 
south-east point of Knulnug peninsula, is now marked by four white posts (two on each 
side), from which are exhibited red lights at night. No vessels of any description are to 
anchor within the area indicated by these four posts and lights. 

The lights are so screened that the easternmost lights are obscured eastward, and the' 
westernmost lights westward, of the prohibited area ; when therefore the two lights on the 
same aide are visible at the same time, vessels must proceed until one or other of the lights 
ifl obscured, before anchoring. 

The posts are further distinguished during the day by a red diamond below the lantern. 

By direction of the Government of Bengal, 

• A J. B. Milnee, ' 

Offg. Port Officer of CatcuttOm 

Poet Office, Calcutta, the 6th April 1891. 
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KOTIFICATION No. 97Mne. 


The 7ih April 1891.—The following Notice to Matiners is published for general 
information. 


P. J. Johnstone, 

Ofp. Secretary to the Govt, of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS-(No. 69). 
CHINA-EAST COAST, 


Yang Tse Kiano bntrance. 

South Channel—Sunken wreck near fairway. 

Tub following Notice to Mariners (No, 128 of 1891), ipsued by the British Admiralty 
is re-publishcd for general information :— 

Infomation has been received that the tug boat Fairy lies sunk in 10 feet at low water 
spring tides, near the fairway of South channel, Yang Tse Xiang entrance, with the following 
bearings and distance:— 

Tungsha light-vessel ... ... S.E. by E. j E. 

House island beacon ... ... N. I W., distant 4^ miles. 

Approximate position ; let. 31° 11' 40' N., long. 121° 52' 30' E. 

(Variation 2° Westerly in 1891.) 

By direction of the Government of Bengal, 

A. J. B. Milner, 

0,fg. Fort Officer of Calcutta. 

Port Ofkicb, Calcutta, the Gth April 1891. 


NOTIFICATION No. 98Mne. 


The 7th April 1891.—The following Notice to Mariners is published for general 
information. 


J P, J. JonNSTONK, 

Offg. Secretary to the Qovt. of Bengal. 


GOVERNMENT OP BENGAL, MARINE DEPARTMENT. 
NOTICE TO MARINERS-(No. 70). 
AUSTRALIA. 


ToSRBS strait-INNER ROUTE, 


Beacon on r reef blown doivn. 

The Portmastcr, Brisbane, has given notice (No. 4, dated 23rd February 1891) that 
the triangular beacon on r Reef, Cole Islands, is reported to have been blown down during 
the recent heavy weather. 

The beacon will be replaced as soon as practicable. 

By direction of the Government of Bengal, 

A. J. B. Milner, 

Offg. Port Officer of Calcutta. 


Port Orricx, Calcutta, the 6th April 1891. 
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PART IB. 

ORDERS BY THE LIEUT.-GOVERNOR OF BENGAL. 


MUNIOIFAL AND LOCAL. 


. NOTIFICATION. 

2%c 28rrf Itis hereby notified that, under section 69 of Act III (B.C.) 

of 1884, the Lientenant-Governor approves the election by the Commissioners of the Midoa* 
pore Municipality of Baba Boghu Nath Da8,B.L., to be their Chairman. 

H. H. PlSLET, 

Ofg. Secy, to the Oovt. qf Bengal, 


NOTIFICATION. 

The ZSrd April 1S9 \.—It is hereby notified that, under section 27, Act III (B.C.) of 
1884, the LientenanUOovernor is pleased to appoint Babu Govind Chandra Chatteijee, 
(.'tvil Medical Officer, and Munshi Bahimuddin to be Commissioners of tbe Pubna Muni¬ 
cipality, vice Babu Suresh Chandra Banerjee and Mr. T. Ahmed. 

H. H. Bislby. 

Offg. Seey. to the Qovt. of Bengal. 


NOTIFICATION. 

The 2Zrd April 12>9 \.—It is hereby notified that, under section 27 of Act III (B.C.) 
of 1884,' the Lieutenant-Governor approves the election by the Commissioners of the 
Mozufi'erpore Municipality of Mr. E. B. Macnaghten to be their Chairman, vice Mr. B. G. 
Geidt, transferred. 

H. H. Biblet, 

Offg. Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 2Zrd April \%9 \.—It is hereby notified that, under section 69 of Act III (B.C.) 
of 1884, the Lieutenant-Governor approves the 'election by the Commissioners of the 
Satkhira Municipality, in the district of Khoolna, of Babu Sashi Bhusan Boy Cbowdhury 
to be their Chairman. 

H. H. Riblbt, 

Ofg. Secy, to the Oovt. of Bengal.’ 


NOTIFICATION. 

The I4dh April \S9\.—It hereby notified that the Commissioners of the Oolgong 
Municipality, in the district of Bhagnipore, having at a meeting requested the Local 
Government to appoint a Chairman, the Lieutenant-Governor is pleased to appoint, under 
section 23 of Act III (B.C ) of 1884, Babu Bepin Behari Mokherji, Deputy Magistrate, 
to be the Chairman of that Municipality. 

n. H. BibleY, 

O^g. Seey. to the Oovt. of Bengal 




132 


THE OALOUTTA GAZETTE, APBIL 29, 1891. 


[Part IB 


NOTIFICATION. 

The 25th April 1891.—It is hereby notified for general information that, in the exercise 
of the power conferred on him by section 138 of Act III (B.O.) of 1885, the Lieutena^- 
Grovemor is pleafied to amend rule 24 of the rules made under clauses (gf), (/), and (m) of the 
above section, and published under notification, dated 14th March 1887, at pages 79 to 83 of 
Part IB of the Calcutta Gazette of the 16th idem, as follows :— 

24. The District Engineer will frequently inspect outlying roads and works in process 
and see that the work carried on by his subordinates or contractors is sound and economical. 
When on torn* ho will keep a journal in which the distances travelled will be noted. A copy 
of the journal will be forwarded monthly to the Inspector of Local Works, whose duty it will 
be to bring any shortcomings or defective arrangements to the notice of the Chairman of the 
District Board. The District Engineer will also keep note-books in which will be entered daily 
any particulars with reference to works in progress which may call for remark, the dates of all 
inspections, the orders issued to subordinates, the check measurements taken, the accounts 
inspecotd, and generally any details concoming his duties which may be worthy of remark. 
Tuese ^te-books will be considered oflScial records. 


H. H. Rjslby, 

Offg. Secy, to the Oovt. of Bengal. 


NOTIFICATION. 

The 25th April 1891.—It is hereby notified that, under section 69 of Act III (B.C.) of 
1884, the Lieuteuaut-Oovoruor approves the election by the Commissioners of the Seram- 
pore Municipality, in the district of Ilooghly, of Babu Trailokya Nath Mitra, ll.o., to be 
their Chairman. 

H. 11. Risley, 

Ofi'g. Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 27th April 1891.—It is hereby notified that, under section 23, Act III (B.C.) 
of 1884, the^ Lieutenant-Oovernor is pleased to appoint Babu Siva Narayan Mukerji 
to be the Cha'irman of the TJtterparah Municipality, the district of Hooghly. 

H. H. BibleY, 

0/^g. Secy, to the Oovt. of Bengal. 


NOTIFICATION. 

The 27th April 1891.—It is hereby notified that, under section 10, clause (3) of the 
Bengal Local Self-Government Act III (B.C.) of 1885, the Lieutenant-Governor is pleased 
to appoint Mr. It. C. Lyall tp be a member of the District Board of Moorshedabad in the 
place of Mr. J. W. Stocks, resigned. 

H. H. BibleY, 

O^g. Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 27th April 1891.—It is hereby notified that, under section 59 of Act III (B.C.) of 
1884, the Lieutenant-Governor approves the election by the Commissioners of the Kumar> 
kbali Municipality, in ihe district of Nuddea, of Babu Navadwip Chandra Pal to be their 
Chairman. 

H. H. Bislky, 

Offg. Secy, to the Oovt. of Bengal. 


NOTIFICATION. 

The 27th April 1891. —It is hereby notified that, under section 59 of Act III (B.O.) of 
.1884, the Lieutenant-Ooveruor approves the election by the Commissioners of the Bisbenpore 
Municipality, in the district of Bankoora, of Babu Badhika Lall Sbome, Sub-Deputy 
Collector, to be tbeir Chairman. 

H. H. Bislby, 

Offg. Secy, to the Oovt. of Bengal. 


NOTIFICATION. 

The 27th April 1891.—It is hereby notified that, under section 23, Act III (B.C.) of 
1884, the Lieuteuant-Governor is pleased to appoint Mr. B. V. Levinge, Sub-divisional 
Officer, to be the Chairman of the Sitamarhi Municipality, in the district of Mozufierpore. 

H. H. Kiblbt, 

O^g. Secy, to the Govt, of Bengal. 
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NOTIFICATION. 

The 27th April 1891.—^It is, hereby notified that under section 59 of Act III (B.C.) 
of 1884, the Lieutenant-Governor approves the election, by the Commissioners of tlic 
Naihati Municipality in the district of the 24-Pergunnahg, of Babu Mohendra Chundra 
Mitra, m a., b.l., to be their Chairman. 

H. H. Risley, 

Secy, Id the Govt, of Bengal, 


NOTIFICATION. 

The ^th April .—It is hereby notified that, under section 14, Act III (B.C.) of 

1884, the Lieuteu»it-Governor is pleased to appoint the following gentlemen to be Commis¬ 
sioners of the Naraingunge Munioipality, in the district of Dacca:— 

Babu Mohim Chandra Gangoli. Mr. W. C. £. Girard. 

Mr. H. F. Wilson. „ T. DoDombal. 

H. H. Kibley, 

0(fg. Secy, to the Govt, of Bengal. 


NOTIFICATION. 

The 2Sth April 1891.—It is hereby notified for general information that, under Rule 
32 of the Rules framed under section 138(a) of the Bengal Local Self-Government Act, 
1885, the Lieutenant-Governor is pleased to fix Wednesday, the 15th July 1891, as the 
date for holding an election under section 10 of the Act in thana Mohamodpur, in the 
district of Jessore, for the purpose of filling the vacancy in the representation of that thana 
on the Local Board of Msgura caused by the resignation of Mahomed Hadeque. 

H. H. Rislev, 

Off'g. Secy, to the Govt, of Bengal. 


DECLARATION. 

The 2Hh April 1891.—Whereas it appears to the Lieutenant-Governor of Bengal that 
land is required to be taken up by Government at the expense of the Calcutta Municipality' 
for a public purpose, viz,, fur a new road connecting Shibnarain Dass’s Lane with Rughoo 
Nath Chattorjee's Street, it is hereby declared that for the above purpose pieces of land, 
Nos. 6, Rughoo Nath Chatterjee’s Street, 25, Shibnarain Dass’s Lane, and n private passage 
in the Town of Calcutta, district 24-Pergunuahs, measuring, mure or less, 1 cuttah 
3 ehittacks and 0 square feet only, are required. 

The portion marked A on the plan is bounded on the North by No. 6, Rughoo Nath 
Chatterjee's Street; on the South by No. 7, Rughoo Nath Chatterjee's Street; on the East 
by a common passage; and on the West by a drain. 

The portion marked B on the plan is bounded on the North by Nos. 27, 26, and 
25, Shibnarain Dass's Lane; on the South by Nos. 24 and 23, Shibnarain Dass’s Lane; 
on the East by a drain; and on the West by Shibnarain Dass’s Lane. 

A plan and specification of the laud are filed in the Office of the Commissioners for 
public inspection. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
it may concern. 

• H, n. Ri.sley, 

Offg. Secy, to the Qovt, of Bengal. 
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[N.B.—Advertisements, Notices, &c., intended for insertion in this part of the Gazette, 
cannot be received after Noon on Monday.] 


LAND SALE NOTICES. 


N otice is hereby given that tho uriieTnK'nlioncd plots of land, no longer required hy Government, situated along the 
East Indian Unilway, in the district of Moughyr. will be put up to sale at one o’clock p.st. on vVednesduy, the 6th May 
1891, corresponding with the J2th Bysack 1298, Fash, at Monghyr. ^ 

The purchasers of the several plots of land will be subject to the foUowing conditions :— 

!»<.—The purchasers will have no power to make any excavations on the land nearer than three feet from the 
foundation. 

2nd .—If the amount of purchase-money does not exceed Ua. 100, the whole amount must he paid down at once. 

3rd .—If the amount of purchase-money exceeds Us. 100, one-fourth of the aniount must be immediately deposited. 

If the balance be not paid by noon of tJio fifteenth day after the sale, reckoning the day of sale as one, or if 
that day be a.closo holiday, tlien hy noon of the first sueeoediug olUce day, the sale shall be eancclle'd, the 
sura deposited being forfeited to Government, and the lot again pul up for sale at the risk of the defaulting 
purchaser, after issue of advertisement us in the case of original sale. 

The plots of land will he sold revenue-free to the highest bidders. 

Bth ,—That purchasers shall be put in possession on receipt by the Collector of the orders of the Board confirming 
the sale. 
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Monghyr, the 11th March 1891. 


E.' M. WiLLtB, Collector. 


( 
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Notice under Buie 19, Section II, Part I. 

"VrOTICE is hereby givon that the lease of the land s|ieciiied in the schednlo hereunto annexed, and of which the 
^ ' plan is open to iuspectiou at the ofllce of the Cumuiisgioncr of the Sunderbnns, has been applied for by Budra 
Narian •Totirbuushun, and will he sold at 12 o'clock noon on the 3rd AnguKl J891, Monday, the Iflth Srabun 
12988.8., at the Sunderlrtins Cummissioncr's Othce at Aliporo, unless tneantime llie sale is stopped or postponed in 
eousoquence of claims or objections under Act XXIII of 1863 tto provide for the adjudication of claims to waste 
lauds), or owing to any other cause. 

2. 'I he lease of the land wdl bo granted subj -ct to the conditions which are spceiilcd below, as well as to the 
general terms annexed to the rules for the sale of leases of waste lands in the Suuderbans of the 2'1-Pergunnahs, 
Khulna, and Buekergunge, dated I2th fs'ovember 1878. 

ConJitionx. 

That the land shall be subjeet to all existing rights of way and water and other easements. 

That the right of using all streams and ehimnels in any waj- navig able shall be re.sorved to the public, and also 
the use of a tow’-palb, not less than 26 feet in width, on each side of every such stream and ehaniiel. 

That no charge will be made foi wood and timber standing on the land at the time it is lonsod, nor for any 
wood which may be cut and burnt to effeet elearaiieoH, or which may be used on the Innd. Hut for wood and timber 
exported for sale, a duty shall bo levied at such rate and iu siieb uiHuner as may from time lo time be prescribed by 
Government. 

Tnnt the'Government reserves to itself the right to all minerals on the Isnd, tog.'ther with such rights of way 
and other reasonable facilities as may ho requisite for werkiiig. getting, and e^rrying away soch minerals. It also 
retains its proprietary right iu the hand, and only confers on the lessee an oecupaiiey right which shall bo hereditary 
and transferable. 

Srlttihile. 


Number of Lot, 


District, sub-division, 
than a. 


Area. 


Boundaries. 


I Bighas. 

Lot No. Ill, 2nd poiti'^n SA-rergnurahs, Piamond I 6,l»IiO North.— TSy the (Iheebatee or If alcenaecnee Gang. 

Harbour, Sultanpur. Jiaxt. By an inuiuiiiary line drawn from a point 

on tlie biinl. 1 of the fihoehntce or Kiiloe- 
iiHKcnc-e (inng to it ]K.iiit on the banks 
of a kliiil rising from the. Geupati klial 
or ereeli. 

ttniith.- By It khal rising from the Geapati khal or 
creek. 

ff’est .— By an iinngin.ary line drawn fr m a point 
oti llte biitiUs of tile Gheebatee or Xali- 

f nngeiiee (rang to a point on tlie bstiks 

of a Klotl rt.sing from the Gea]iiiti khal 
or creel;, and Iroio ihenee the .said klial 
till it meets lie Genjmti khal or creek 
and a jiortioa of tlie Geupati khal or 
crei-k. 

As sliowii in Mr. Sunderlmns Commis.siuner Elli¬ 
son's map of season 1890-91. 


J. KnnisoN, Coinmissioiior, Suudorhans. 

Sunderbims Commissioner’s (^fliee. Camp Xhulna the 1st April 1891. 

N otice is hereby given, ntiiler sections 6 and 13, Act XI of 1859, that the undernientiened estates, or shares 
of estnte.s. in'the di.st.riet of .Monghyr, will be put. up for sale at tlie Colh elor's Oillee of that district on 
8t.h May 1891, for .irrears of rerenue mid other demands, which, by the hegulaiions and Acts in force, are directed 
to he realized in tlie same Tiianner ii.s arrears of levcnue. , 

W1 ICJI in folitirnis 5. 7, uiul 1) of thr ujiijonilcd Htatcmiont it in Ktaiecl tliat only a shave is to he sold, a separate 
BCeount. is kept for sueh share, «iui llie other share or shares in the enlatc are exclndeii from the sale. 


1 

2 

Towji 

Ko. 

i 

{ Name of inehnl and 
[ (MirKunnuh. 

630 

Biumlptir llhatoni, 

porKMfiimh rharkiii. 

ditnriMMii, perKrumiuti 
iMiiUu. 

8S2 

esi) 

! (Junpn. I'rasad, per- 
1 Kthintih .iliilki. 

aso 

[ Ditlo ditto ... 

1451 

j 

Hliowivnandpiir nli'ts 
Ruuuh'ori, porKUii- 

nuli ftlulki. 

1451 

Ditto liiilo ... 

2779 

Mob U.ddinnfi yii r Ka¬ 
rikh. purKUimah 

Amcrlhu. 

6GH4 

Dinra Khahzadour 

numdttinfi niias 

kulunipur, pcirfuii- 
uah B.iU'u. 


K 

1 ^ 

1 ^ 

Riuld(*r 

jititinia 

or whole 
CHtrtte. 

i 

Whether ' 
! the whole 

1 OHliit** in j 
to be Bold. 

If only a Mhare is 
(di he Mold, Hpo«dll- 
1 <*aiiou of Much 

fihare or sihHrea. 

i 

ItB. A. F. 
QIC 1 0 

1 

lOo.. 

(156 14 0 

. 

Via. ISd. Ic. 14 . 


Namos of proprifttfirH 
of properly tt» bo hoIu. 


MuRKamut Kundnrbati 
C/Utnri. 

BHoIh Nnth Mnkor> 
joM. Mnnsitrnr of Uu. 
dr» Prokush Missor, 


7 


If only a 

ill ld» III*. 
HdUl, lllH 
MUililvr Jilin. 
niH of stitch 
Hliuro. 


Its. A. I*. 

la 0 


If thn wholo 
fhtalo is lo 
b(* Molti, 
fho urrt»nr* 
lino from it. 


Rd. A. V, 


COS 2 0 


0 


If only n 
Hhnrct IB to 
sold, thr 

uTTHAfii due 

from it. 


A. P. 

171 11 0 

IS 1 » 


5S8 3 0 


lid. ftr. Op. 


Kuru SiDKh* Ac, 


20 7 0 


9 11 • 


G 8 A S 0 
I.ICC 13 0 


IS 0 
G&t 11 0 


1.1 A7 U 0 


Whole 


ia. 8d. Ifl^. nr. 
aa. 2d. £r. ... 


Bd. Sr. 7df, in*. 

3a. K</, flc. tl6. Tph. 
ibri, lOrti. 


Mridan Mohan Lfil, 

Ponner pronriotor 
KhoiYilur Kiipih : 
pn.»H«*r»t proprii'tor 
INiiiit J*al by pur- 
olmtio fit n roventio 
Mtilo on S7th May 
IHim ; hit* name hfiB 
not hoon rtiffislHred. 

Maiioo HiiiKb. &o. 

lUihttu AinKh, An. 


Kosho Uihari Lai 


88 5 0 
227 in 0 


AS 0 0 
12U y U 


44* 6 0 


S7 14 0 
85 8 0 


20 13 0 
18 fi 0 


MoDghyr Collectorato, tbo 20th March 1801. 


Ji. M. WauLBa, Collector, 
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Notice under Rule 19. Section II, Part I, 

TVJ'OTICE is hereby given timt the leaito of tho land ■pecificd in the achodule hereunto annexed, and of whieh 
V \ 'I th". °®=® f. the CoinmiK«i„„„r of the S.inderbnns, has been applie 

for by Fum Bhnshnn Newgi and oihofs, and will bo gold at 12 o’clock noon on the edi .lulv IShI Monday 

28rd Aasar 12»8 8 . 8 .. at the Snndorhaug CoramUgioner’g Office at Aliporc. unloHg n.oanHinc the sale hi stopped or 

ppatponod in conacqucnce of claimg or objections onder Act XXIII of 18ti3 (to provide for the adiudiciition of 
claims to waste lands), or owing to any other cause. ■' 

2. The lease oft.be Inna will ho granted subject to the conditions which nrc specified below ns well ns to 
toe. general terms annexed to the rules for tho sale of leases of waste lands in the Suuderbans of the 
Khulna, and Uaokorgungo, dated lath November 1879. ‘ 

Conditions. 


That, the land shall be subjeot to all cxikUiuj rights of way ami waler ami other oasomoiits. 

That the right of using all streams if d chatniols in any way navigable sliall be reserved to the public as 
also tho nse of a towJ^suth, not less than 26 feet in width, on eneh side of I'very siieli slroaui and channel ’ 

That no charge will be made for wood and timber siandimr on the land at the time it is leased nor for anv 
wood which may be cut and burnt to efi'ect cloarnnoos, or which piny bo used on the laud. But for wood and 
timber exported for sale a duty shall bo levied at such rate and iu such manner as may from time to time he 
prescribed by Uovornnu'nt. 

That tho doverninent reserves to itself the right fo ell miuerals on the hind, together with sueh rights of 
way and other reasonable fneilities ns may be requisite for working, getting and earrving awav sneli niinerals 
It also retains its proprietary right iu the land, »ud only eourers on the lessee an oeenpuiiey right wliieh shall lie 
hereditary and transferable. 

Schedule. 


Number of Lot. 

District, eub-division, 
tbaua. 

Area. 

Boiiiubiries. 

Lot No. 240, sout£ portio 

Khulna, Baghat, Bainpal 

Bighas. 

4,800 

Nor//., —By an imaginary lino drawn from the 


nioutb oi till* (li'vamari Uhal rising 
frorii the Ohnelinn (5ang to ii jioint on 
the banks i.f the Pnssar riv*er. 

By ji'ii’tioiis of tin* AJirgainari nntl Chachan 
txung.s. 

Suvlh .—Uv poi tions of the Mirgamuri Gang and 
I’assar river. 

ir'c.v/. —My the Passai* river. 

As shown in Mr t^nnderb.ans Commissioner 
Kllison’s map oC season I8'.itl-'.)1. 


- Ki.lison, t'omniiBsioner, Sundirbans. 
Hnnderbans Commissioner's Odiee. Cunp Khulna, the 1st Ap'il 18!U. 


Notice under Rule 19, Ssc iion II, Part I. 

N otice is hereby given that the lease of the hand spccili-il in tlo* 'ehedule hereunto annexed, and of which tho 
plan is open to inspection at the ollic.e of the ('oinmissioiier of .Siinderbsiis, has been ap'dit il for by Deno Nath 
Dass and others, ami will bo Sold at. 12 o’eloeli noon on the fiili July 18dl. Momlay, ilie 2:!rd Ashar I'llHM.S., at 
the Sunderbans Commisaioner's OHiee at Alipore, unles.s meantime the s.ile is stolqii'il or jiostponeil in ennseipicnco of 
eluims or objections iiudee Aed. XXIII of I8ti3 (to provide for the iidjudii-ation of claim-s to w.isle lands), or owing 
to any other cause. 

2. The lease of the land will be granli'd subject to the emditions wbieb are .specified below, ns well as Ui tho 
general terms annexeii to the rules for tho sale of leases of waste lands iu tho Sunderbuus of tho 24-rergumiahs 
Khulna and ilackergunge, dated the 12th November 1879, 

• Cendilionx, 

That the land sliall be subject to all existing rights of way and water and ether easement.s. 

That the right of using all .streams and channels in any way nivigable shall be reserved to the public, ns also 
the use of a tow-path, not li Ss than 26 feet, in width on each side of every siieli stream and ehannel. 

That no charge will be niiule for w'ood and timber atandiug on the land at the time it is leased, nor for any wood 
which may bo cut and burnt to effect cloaraiiccs, or which may he used on the land. Mut. for wood and timber 
exported for sale, a duty shall bo levied at such rate and in such manner as may from time to time he iirescribcd 
by Government. 

That the Government reserves to itself the right to all minerals on the land, together with siieb rights of way 
and other rensonublo facilities as may be requisito for working, getting and carrying away siieli minerals. It 
also retains its proprietary right in the lands, aud only confers on the lessee an oceupaney right whigh shall be 
hereditary and transCcrahlc. 

Schedule. 


Number of Lot. 


Dist.iet, siib-divisiun, 
tliaiia. 


Are.a. 


Boundaries. 


Lot No. 240, middlo K hiilua, Uaghat Kampal 
portion. 


Highas. 

5,000 


Nueth .— By an imaginary line drawn w^pt from 
the m-julli of the iniikatta klial, rii^ng 
fr .m the Nora Chilirf Ichal to a poinl 
on tin* banks of the I’assiir river. 

/I'mvf.—My portions of Nora ChiUa kliil and 
fthaelian Gang. , 

South .—By an imaginary linn drawn from the 
mouth of the Geram.ij-a khal, rising from 
) the Chachan Gang to a point on the 

banks of the Passar rive^ 

1 ir ^.vf.—By the i’nssar river. 

J As shown ill Mr. Sunderbans Commissioner 
j Ellison's map of season 1890-91. 


J, Ellison, Commissioner, Sunderbans. 
Sunderbans Curomiasioner's Ofilco, Camp Khulna, tho Ist April 1891. 
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Notice under Rule 19, Section II, Part I. 

■^OTICE in hereby given that the loaso of the land gpeeilied in the Dchednle hereunto annexed, and of which 
-i. V llio plan is upon to insfjcctiun at the oflicc of the Commissioner of the Sandurbans, has boon applied for by 

Aughor ^atll Milter and others, and will be sold at 13 o’clock noon on the nth July 1891 (23rd Ashar 1298 B.S.). 
Monday, at the Sundei-bans Commissioner’s Oilier at Aliporo, niiless meantime the sale is stopped or postponed in 
consequonco of cltuins or objections under Act XXIII o± 1883 (to provide for the adjudication of claims to waate 
lands), or owing to any other cause. 

8. The lease of the land will bo granted subioot to the eonditions which are specified below, as well as to the 

f onoral terms annexed to the rules for the siile of leases of waste lands in iho Sunderbuns of the 24.Porgunnahs 
iliulna, and iiackorgungo, dated 12th T<lorciabcr 1879. ^ ’ 

C*onili/ion9, 


That the land shall be subject to all existing rights of way and water and other rasoments. 

That the right of usin-j all streams and channels in any way navigable shall be reserved to tbe public, as also 
the use of a tow-path, not less than 25 foot in wiilth on each side of every such stream and ehatmel. 

That Jio charge will he. made for wood and timber standing on the land at the time it is leased, nor for any 
wood which may be out and burnt to effect clearances, or which may be used on Iho land, lint for wood and timber 
exported for sale, a duty shall be levied at such rate and in such manner us may from timo to time be prescribed 
by Government. 

That the flhBvernmcnt roserroH to itself the right to all minerals on the land, together with sueh rights of way 
and other reasonable facilities as may be requisite for working, getting and carrying away such minerals. It also 
retains its proprietary right iu the land, and only confers on the lessee an occupancy right which shall be here- 
ditarj aud trausforulilo. 


Number of Lot. Eistriot^.^smb-division, 


Boundaries. 


Bighas. 

Lot No. 210, north por- Khulna, Baghat, Kampal 6,000 AwHA.—By the Nora Chilla khnl. 
tiou. Hunt .—By the Nora ChiHa khal. 

By an imaginary lino drawn west from 
the mouth of the Ulukata khal rising 
from the Nora Chilla khal to a point 
on the banks of the Passar river. 

Went —By tho Pn.ssar river. 

As show'll in Mr. Siinderbans Commissioner 
Jfllison’h map of season 1890-al. 


Siinderbans Commissioner’s Office, Camp Khulna, the 1st April 1891. 


•1. .Kniiisotv, Commissioner, Sunderbans. 


Notice under Rule 19, Section H, Part 1. 



by Kali 

19th Sraoan. iseoij.o.. as ino cmnueroaii e.nmmissioner .s umce at Aiipore, nnJoss meantime the sale is stopped or 
postponed in consequenee of cUiins or ohjeetions under Act XXIII of 1863 (to provide for the adjudication of daims 
to waste lands), or owing to any oilier cause. 

2, The lease of the land will bo granted subject to the conditions which are specified below, as well as to the 
general terms annexed to Iho rules for tho salo of leases of iraslc lauds in the Snudarbans of the 24.Pcrirunn«li« 
Khulna, aud Backorgiingc, dulod 12lh November 1879. ” ’’ 


'1 hat the land sliall be subject to nil existing rights of way and water aud other easements. 

That the right of using all streams and channels in any way navigable shall be rererved to the public as 
also the use of a tow'-path, not less than 26 feet in width, on each side of every sueh stream and channel. ^ ’ 

That no charge will bo made for wood and tim’ncr standing on the land nt tho lime it is leased, nor for anv 
wood which may he out and burnt to effect elearances, or which may be used on the land. But for wood and 
timber exnortcil for sale, a duty shall be levied at such rate and iu sueh manner as may from time to timo bo 
proscribed by (loveriimcnt. 

That the Government reserve.s to itself the right to all minerals on the land, together with such rights of way 
and other reasonable fiieilities as may be requisite for working, getting and carrying away such minerals. It also 
retains its propi'ietary right in tho land, and only confers on the Icssoo an occupancy right, which shall" be here¬ 
ditary Slid transferable. 

Schedule. 


N umher of lot. 


District, snb.division, 
thuuna. 


Area. 


Boundaries. 


Bighas. 

Lot No. 226, 3rd portion .. Khulna, Pykcgacha 6,000 2VbrM.—By portions of Kaliknbari and Khutakbali 

kbals, and an imamna^ line drawn from 
a point on the banks of the Khutakhali 
khal to a point on the banks of tho 
Landobo khal. 

East .—the Landobe khal. 

South .—By the Landobo khal. 

West .—By the Kalikabari or Buroer Damon 
khal. 

As shown in Mr. Sundarhans Commissioner 
EUison's map of season 1890-91. 


J. Ellison, Commissioner, Sunderbans 
Sunderbans Commissioner’s Office, Camp Khulna, the 1st April 1891. 
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Notice under Rule 19, Section 11, Part I. 



poned in cotjsoqucnco of claims or objections under Act XXHl of 1803 (to provide for the adjudication of claims (.. 
waste lands), or owinp to any l Uicr clause. 

2. The loa.so of the land will be granted subject to the oonditions which are specified below, as well ns 
general terras annexed to the rules for the sain of leases of waste lauds in the Sunderbans i>f t’lie 2 A P..,-,. 
Khulna, aud Uackorgungo, dated 12th November 1879. ' 


to the 
Pergunnnhs, 


ComfidonH. 

That the laud shall bo subject to nil existing rights of way and water and other easements. 

That tho right of using all 8tfeam.s and channols in any way navigable shall he reserved io the public 
as also the uso of a tfftv-path, not le.ss than 26 feet in width, on each side of every such stream and ehannel. ' 

That no charge will be made for wood and timber standing on the land nt the time it i.s leased, nor for any 
wood which may be nut and burnt to elTee.t eloaranoos, or which may be used on tho land. But for wood and limber 
exported for sale, a duty shall be levied at such rate and in .such manner a.s may from time to time bo pres ribed 
by Government. ‘ 

That the Government reserves to itself the right to all minerals on the land, together with snob rights of wav 

and other reasonable facilities as may be requisite for working, getting, and carrying away such minerals. It .also 
retains its jiropriclary right iu the laud, aud only confers on the lessee an occupancy right wliicli shall ho hereditary 
and traii.sfcrnblc. 

SrieJule. 


Number of Lot. 

District, sub-division, 

1 tliuiia. 

Area. 

13ouml»riL‘s. 



lliulias. 


Lot 226, 2nd pertion 

.. i Kliuliia, Pykegatcha 

o.utxt 

JVurfh .—By tlio C Iiurni Bajiia tbal. 

By tlio Passur I’ivor, 

SuvtAe-^By u 7>orHo7i of ilir* Lnndobf? klml, nml 



nil iniiiginary* liu<‘ drawn from a point 
on the hiints of the laimlohe Ulini to 
a point on Hk- hanks of the K iinl.iikhnli 
khiil and a portion of the said Khula- 
khali khiil 

If'r.st.- liy portions of the Kalikabari and Iluring- 
tuna khahs. 

As shown in Mr. Stinderhans Coninii.ssioner 
i!.lli.son’s ma]) of season 

J. Kllison, Commi.vBioner, Wuuderbans. 

Kunnerlmns Commis.Bioner’s Ollice, Camp Khulna, the 1st April ISltl. 


Notice under Buie 19, Section II, Part I. 

N otice is hereby given that the lease of the land spoeified in the seliediile lii’rcunto annexed, and of which the 
plan is open to inspection at the oflice of the Commissioner of the SniHerbnns, has been applied for I>y Joy 
tiopal Mozunidar and others, and will bo sold at 12 o'clock noon on the 3rd August I8!)J, Monday, the 10th Srabuii 
1298 11.8 , at the Snnderbnns Commissioner’s Olliee nt Alipore, unless meantime the sale is stopped or postponed in 
consequeneo of claims or objections under Act XXIII of J8G3 (to prov'iilc for tho adjudication of claims to waste 
land.s), or owing to any other canse. 

2. The lease of the land will be granted subjeet to the conditions which are specified below, as well as to the 

f eneyal terms annexcii to the rnlirs fi>r the sale of leases of waste lands in the Sunderbans of the 24-Pergnunahs, 
ihnlua, and Backcrgiinge, dated 12th November 1879. 

CMiditions. 

That the land shall bo subject to all existing rights of way and water and other casements. 

That the right of using all streams and channels in any way navigable shall be reserved to the public, as also 
the use of a tow-path, not less than 26 feet in wiilth, on each side of every such stream and channel. 

That no charge will be made for wood and timber standing on the land at the time it is leased, nor for any 
wood which may be cut and burnt to effect clearances, or which may be used on the land, lint for w'ood and timber 
exported for sale a duty shall bo levied at such rate and in such manner as may from time to time be prescribed by 
Govemmont. 

That the Government reserves to itself the rights to all minerals on the land, together with such riglit.s of way 
and other reasonable facilities as may be requisite for working, getting, and currying away such minerafs. It also 
retains its proprietary right in tho land, and only confers on tho lessee an occupancy right which shall bo hereditary 
aud transferable. 

Schedule. 


Number of Lot. District^.^s^ub-division, Boundaries. 


Bighas. 

Lot No 226, Ist portion Khulna, Pykegatcha ... 6,<XX) North .—By tho Chura Bajooa khal. 

Kti.it —the Uurmgtnna khul. 

8fiuth .—Ily the Bhon Khali khal, an imaginary 
lino drawn from a point on fhe banks of 
a khal rising from the Dhon Khali khal 
to a point on tho banks of a khal rising 
frojn tho Kalikabari or Bnreur Damon 
khal, tho said khal and pAriion of Kali¬ 
kabari or Burecr Damon khal. 

Jfett .—By the Chura Bajooa khal. 

As shown in Mr. Sunderbans ' Commissioner 
Kllison’s map of season 1890-91. 

J. Kuieoii,' Comthiasioner, Sunderbans. 

Bonderban Commissionor’s Office, Camp Khulna, tho 1st April 1801. 



380 


THE CALCUTTA GAZETTE, APRIL 29, 1891. 


[Part II 


N ’OTJCE is hereby Riven, under soetion 6, Act XI of 186!), Act VII of 1868, and Act II of 1871 (B.C.), that the 
undermentioned dopondciit tenures in the Cox's Bazar khas niobal, in the district of ChittagonR, will be put 
ut> to publie and unreserved sale at the Collector’s Office of that district on the 20th day of May 1891, for arrears 
of rent and cesses remuiniug unpaid on the latest day of payment, the 26th 4ny of December 1890. 

Meha! Noahad. 


No. of 
tfMiuiv in 

i. 


No. of 
ilDpun- 
dent 
li'iiuro. 


Numeof rtoffluUlrig 
witii itN Kit uaii 


AWKUAli UKNTAL. 


roK: 


Tiik AUOVNT of AQUBaRS fou 
wnicu TMB TBNt'UKB AUK 
. TO BR 8 LI). 


Wfmt. Ct)89Ps. } Total. 


Rkmaukb. 


Ti 


It*}. A. 1 *. Kb. a. k ItH. A. r. Rb. a, P. Un. a. i». 

Muuz^h Ttkntif, 

Thana Viknar. 

Slubfk Taluk Thwi Ohon- 1,217 0 0 ft4 14 « 1,217 u 0| 14 <1 ‘1,271 14 Oh 

dhuruin. Hiil Tnluk Sriumti 
Thfiii (Jliowuhuruin. 


J«{ 


w 




Mouzah Patffi, 
ihana ll’ana. 

Taluk <iioun Suiikur, Koidya l.kd 4 U 
^nuth OttiMKuijfoo. 

Monznh VuNfi. 

Thauti Kama, 

. Tuluk Huri SLikdav 0 0 


Mifuznh tlaj<tkh(iti. 
Tha Jin Vhfikiivhi, 




1 

<1 ! 

.S76 

0 

t>l 

74 

& 

0 

4ID 

G 

B 

i| 













' > 

P7 

1 

0 

131 

0 

1) 

32 

6 

0 





50 

7 


257 

0 


H 

V 

«l 

205 

0 


U 


Thu on! in* 
hold. 


letiuruh will tie 


Chittayong I'olhctorate, the let April 18UI. 


K. \V. ('aiii.YX.u, Offg Collector. 


Advertisement of Sale. 

T^OTruE is hereby given that the proprietary right of Government «.s specified in the conditions of sale IicJom 
As to the undermentioned estate, .situate in the district of Purniiah, will bo put up to sale at the oIIu-.l- of tin- 
Collector on the 19t,h June 1891, corresponding to 6th Asarh 1298 B.S. 

'riie purchaser will be subject to the following conditions of sale 


Conditioim of Sale. 

lei .—The estate to be Hold to the bigbest bidder above the upset price. The pnrchiisor of the e.statf will bo 
euusidered as the proprietor of the estate, and the entire proprietary rif'ht of Government in such 
estate will be transferred to him subject to tbo revenue fixed in perpetuity. 

2ncl .—The sale to be subject to existing lea.ses and to the rights eouforreU by the settlement proceedings and 
by the lnwH,iu force, and purehu-sers to be bound to resiwct the right of rtsident cullivators wli<» 
iiave signed the scliedule of assessment prepared by the revenue authorities 
—If (ho amount of purehnsc-nioney do not exceed Hs. ItiO, the whole amount to be jinid at once. 

4///.—if (he amount of purohasc-inoncy exceed lis. 100, one-fourth of tlie amount bid to be immediately 
dejjosited. If tire balance be not paid by noon of the fifteenth day after the sale, reckoning the 
day of sale as one, or if that day bo a close holiday, then by noon of the first succeeding office day, tin- 
sale is to bo eaucellod (the sum deposited being forfeited to Government), and thejestate to b.r again put 
up to sale at the risk of the defaulting purchaser after issue of ad\ertisemeut us iu the ease of oi-igiuul 
sate. 


^Number on the 
district roll. 


Karne of o.statc and porgunnah. 


Approximate area 
in acres. 


Govcruiuent 

revenue 

assessed. 


620 Naudaiipur 

L’urueah Colleetoriile. the 2jth April ]8'.tl. 


A. B. P. 
260 3 19 


Es 


160 

C. VowBLL, Collector. 


Statement of the Affairs of the Bank of Bengal for the week ending 2lBt 

April 1891. 


LIAHILITIES. 


I'lipltal paid .. .„ 

Rosorve Fund ... ... . ... 

Public DopoSits at Head 

Offioo . Hs. .''iS.efi.dOH 7 r>1 

Ditto ditto at Brauobes ,, l,70,].'i,27(i 7 3) 
Other Dupesits at Head Utboo and Hranches 
Bank Pont Uilis, tic. ... ... 

SiiiKlrios .. ... ... ... ... 


Rs. A. 
2,(10.00,000 0 
47,00,000 0 

2,23,80,.S84 M 

G,«0.7{i,574 0 
3,20,f,y7 14 
25,34,058 1 


P. 

0 

0 


2 

0 

3 


ASSETS. 


Govemmont Seouritios . 

Other aiithurked Investments . 

Loans on Governmont and other authorised 

SoouritioB . 

Accounts of credit on ditto ditto . 

Kills discounted and purchased ... ... ... 

Kalonoos with other Kanks ... 

Bullion ... ... • ... ... ... 

l>ead Stock ... ... ... ... ... ... 

Stamp.. 

Sundries .. •. 


Rs. A. K 

02,37,222 0 0 
74,32,320 4. 0 

89,30,907 U 10 
62,83,082 4 1 
2,10,18,.''23 7 1 
8,61,26.5 in 4 
10,64,190 1 S 
12,22,783 6 11 
11,160 3 0 
17,09,044 3 9 


6,14,11,106 8 2 

Cash and Currency Notes 
nt Head Office ... Hs. 2,60,26,143 13 8 , 

Cash and Currency Notes >4,40,01,309 12 5 

at Brajiohos .„ 1,95,76,166 14 0) 


Kupees ... 10,00,12,415 4 7 Rupees ... 10,60,12,415 4 7 


Bans op BiifOAi, 

Calcutta, 23rd April 1891. 


P. T. LBWI.S, Offg. Chief Acott. 

Hutu for Domand Loans, 4 per cont.- 
Peroontugc 64'8. 


By order of the Directors, 

W. D. CllUlCKSUANK, 

Secretary and Trousurer. 
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SURVEY OP INDIA DEPARTMENT. 


MAT’ EECORD AND ISSUE OFFICE. 

Maps published af- the Head-Quarters Offices, Calcutta and Dehra Dun, fur the quarter endiny 

31st March 1891. 


Agent* for 

Calcutta. —No Agent. Maps eau be obtained from tbe 
Office, 13, Wood Street. 

Allahabad.— Curator, Govoriimcnt Books, North- 
Western Prorincps. 

Nagpur.— Curator, Govcrumcnt Books, Central Pro- 
viucafc 

Lahoub.— Munshi Gnlab Sing, GoTornmont Publishers 
and Booksellers. | 

M All BAB. —Messrs. Higginbothum & Co. 

Musbooreg. —The Seerotary, Mussooree B 


te of Map* : 

Poona. —Slipdl., Government Pholo-zineograpbie Dept. 
Bangoon.— Supdt., Auieriean Baptist Mission Press. 
Mandalay.— The Manager, Mandalay Herald Press 
Hajkot. —Mr. Narainjee Snndej'jee, for maps of Kathia- 
var only. 

Aiimedadai).—T he Hnzoor Deputy Colleetor, for maps 
of Gujarat only. 

London.— Mr. Edward Stanford. 66, Charing Cross. 
Simla.— Mrs E. Corstorjilian, Simla Fancy Kepository. 
jk Society, Baring Institute, Mussooree. 


All published maps are sold at the Survey of India Office, Calcutta, for easli prepaid. 

Agents eanuot issue maps on the PuhUc Service. 

N.lt .—Maps are issued on the Public Service from the Calcutta Office, and their cost, a.s well as the cost of 

mounting and packing, adiiLsted by book-debit. The cost of postage of parcels must he home by appUeants thvm- 

se/.ves. Lists of newly-published maps are periodically notified in the Gazettes of India and of Local Govern¬ 
ments. 


Description and number of sheets. 


Scale. 


Siz<' 

of sheet. 


Price of map unsiounted.I 
Uncoloured. Coloured. 


HemARK 


PHOVMNCIAL MAP. 


Its. A, I Hs. A. 


N.-W. Province.s and Oudh (corrected to 
31st March 1890) 

DIVISIONAL MAPS. 

Presidency Division (with additions and 
corrections to Kailways and boundaries up 
to February 1890) 

DISTBICT MAPS. 

Mongbyr (v'ith additions and corrections to 
boundaries and roads up to September 
1889) 

Lakhimpur (vrltb additions and eorrection.s 
to boundaries end roads up to May 1890) 

Cbittagong, in two sections (with corrections 
up to .Tuly 1890) ... 

Ghazipur, in two sections ... 

Dacca (with additions to boundaries and 
correction of Bailway) 

Garo Hills (Lower Assam), in 4 sheets (2nd 
Edition) ... 

.Talpaiguri and tho Natif’e State of Cooeli 
jichar (with additions and.corrections to 
roads and boundaries up to Ajiril 1890) ... 

STANDARD MAI’S. 

Bengal. 

Shoots Nos. 20,22, 40, 41, 42, 96, 123 and 166 
Bombat. 


Sheets Nos. 233 and 277 

Lower Burma. 


Sheets Nos. 8, 9, 10, 26, 26, 27, 43, 46, and 


277 

Sheets Nos. 236 


226 


^•and^-^ 


N.W. 

—7“ » 




•t* 


Central India and Rajputana. 
Sheets Nos. 200, 340, 380, and 391 


= 32M. 

26" X 20" 

i 0 

8 

() 

'= 8M. 

-hj" X 25" 

i 1 

0 

1 1 

li 

34" X 25" 

do. 

1 

I 

1 

do. 

do. 

40" X 26" 1 

do. ' 

1 

do. 

do. 

= 2M. 

j 

6' X 2' 2" 1 

7' X 2' 6" i 

1 

1 1 

2 O' 

j do. , 

2 

do. 

= 4M. 

26' X 20" 

1 

0 

1 

= 2M. 

48" X -18" 

2 

0 

; 2 

= 4M. 

28" X 24 

! 1 

0 

1 1 

= IM. 

40" X 26" 1 

1 1 

8 

1 

do. 

40" X 27" ! 

1 do. 

do. 

= IM. 

10" X 26" 1 

1 

^ I 

1 

= LM. 

-10" X 27" j 

] 

0 

1 

= IM. 

40" X 26" 

1 

8 1 

1 


12 


4 


8 

4 

8 

4 


12 


12 

4 


12 
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Descbittiox and kt;mbkh of shkets. 


Size 
of slicot. 


PbICE of MAr UMMOTJIlTED, 
Uncoloorcd. Coloured. 


Hemakks. 


! Jl8. A. I Es. A. 


STAND All D MAPS—foneZrf. j j 

i ! 

Centhal Pbotikces. ; 

i 

"Nf ir V W” TV W i I 

Sheets Xoa. 19 19 ^ \ and 20 4" == IM. i 40" x 27" 1 1 0 

.]■ 4 o 1 ' I 

Mabbas. 


Sheets Nos. 1, 2, S, 9. 10, 11, 23. 26, 43, 44, 
47. 60, 61, 52, 68, f!9, 76, 77, 101, lOD^ JlO, | 
and 203. 

Nwbth-Wejt Pboviitces and Oddh. 

Sheets Nos. «.)«, 14.5, 169, 107, 172, 188. 190, 
192, 197, 204, 20B, 213, and 214 

Punjab. 

Sheets Nos. 90 (2nd Edition) and 144 


1" = IM. 40" X 25" ! 1 8 


1 12 


I do. 


South-Eastebn Fbontieb. 

Sheot No. 1 S.E. (4tli Edition), 2 N.E. 
t6tli Edition), v, S.E. (3rd Edition), 4N.W, 
(Srd Edition), 4 S.E. (2ud Edition), 4 S. W. 
(4th Edition), 6 N.E. (2nd Edilioji , 

. 5 N.W. (4lh Eldition), 6 S.E. f2iid Edi¬ 
tion), 6 S.W. (4th Edition), niid 0 N.W. 
(4lli Edition) ... 

INDEX MAPS. 

Standard Siwets of tlie.‘N.-W. Prorinccs and 
Oudli ... 

CHAETS. 

Chart of Trian^'ulation and traversing. 
Gujarat Survey, Quarter Degree Sheet 
XV, Season ISB5-81J 

Oliart of Triaiigulution and traversing, 
G-ijjarat Survey, Seasons 187.3 to 18s6, 
Degree Sheet. II ... . . .. 

Preliminaiy Charts of the Eurrna Coast j 
(between Kulabdia l.igbt-honse and 
Akyab), showing tlie ]>ositioi>s of Heaeons 
anti other points lixed, Soii.sou 1889-90, 
Nos. 6(i, 67 and 68 

MISCELLANEOUS MAPS. 

Nos. 3 and 3((i), Knttalani lle.served Eorcsts 
and Ecserve.d lands, Tenkasi Taluk, 
Tinnevelly Distriet, Madras ... 

Nos. 3 and 3(nf), Krishnapiiratn Eeserved 
Forests and Eeservod lands. Tenkasi 
Taluk, Tiuncvolloy District, Madras 

Nos. 4 and 4 (a), Vasudovanallur Eeserved 
Forest and lleBcrvcd ]and.s, Sankaranainar- 
koil Taluk, Tiimovelly District, Madras, m 
2 sections 

Nos. 6 and 6(a), Srivilliputnr Eeserved 
Forest and liosorved lands, Hrivilliputur 
Taluk, Tinnevelly District, Madras, in 6 
sections 

No. 17, Kataukulam Reserved lands, Sri¬ 
villiputnr Taluk, Tinnevelly District, 
Madras 

No 2l, Unipati Eeserved lands, Srivilliputnr 
Taluk, Tinnevelly District, Madras 

Part of Hazara and adjacent Independent 
Territory 


SrHVBT OF Insta Dbpabtmbnt, 
Calcutta, 1st January 1891. 


1"= 4M 


1" = 4SM. I 17" X If ' 


1"= 2M. 
1"= 4M. 


24" X 20" 
24” X 22" 


1" = 2M. 40" X 27" 


4" = IM. 

do. 

i . o' 

1 

1 

1 4 

do. 

40" X 26" 

do. 

do. 

do. 

40" X 40" 

a 0 

2 8 

do. 

9' 6 ' X 4' 2" 

6 0 

7 0 

do. 

24" X 28" 

0 8 

0 10 

do. 

do. 

do. 

do. 

l"=i 2M. 

40" X 27" 

1 8 

i 1 12 


T. A. POPE. 

Offg. Assistant Surveyor-General, 
In charge. Map Record and Issue Offiee. 
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. APPENDIX B. 

Abiiraet o/ihe Purlitio* Ikaid'a/ Ditlriet Dacca for He year 1«90.91, prepared at renired In 

Act VIII (B.C.) of 1876, Section 48. 


SBonm. 


£l. A. V. 


Bafauiee in hand on Ist^April 1890 ... 16,069 8 1 

Beoeivod on aecoimt of leveral eeUtes... 15,924 1 10 


DiaBUBBiiiSMTa. 

Contribution toward! ostabliahmente 
employed in the Commiaiioner'! oflioe 
under section 38 of the Ai-t 
Bslance of the ooutribution at the 
increased rate of the previous year of 
the cierV entertained in the Oommis* 
aioner’s office made from the “ Parti* 
tion Fund ” under Hoard’s No. 27A., 
dated 2lith .Tanuary 1801 ... 

Salarr of Deputy C Mector employed 
under section 43 of the Act 
Income-tax on the pay of the officer! 

drawini; more than Ita. 43 a month 
Salarr of district establishment employed 
under aeetinn 38 of the Act 
Contributions towards leave and pension 
of the Deputy Collector and the minis¬ 
terial officers of his establishment 
Difference between the old and the new 
rates of oontailnition of the pre¬ 
vious j-ear made from the " t’arlition 
Fund '* under Board's No. 616A., dated 
6th Droember I8w0 

Cost of establishments employed under 
section 31 of the Act 
Continent expenditure 
Travelling allowances 
Balance in hand on 31 st March 1891 


Total 


... 31,993 8 11 


Dacca Colleotorato, the 15tb April 18Hl. 

Oudh Forest Department. 

BAHKAMGHAT DEPOT. 

Ob thb Ours abd KomiKnaBD Baiiwat. 
IDBOM this date the pricci of sAI beams and scant* | 
P lings supplied from this depdt will be as follows 
Bbavs.— 21 feet length, at. Bs. 2-10 per cubic foot. 

29 „ „ 2-12 

23 „ ,. 3-14 „ 

24 „ „ 3 

Above the length given two annas per foot run will 
be charged. Any inches over the foot will be charged 
at a foot. 

SoABTLiBsa—From 18 to 30 feet, at Ri. 3-8 per o. ft. 

Under 13 and over 7 „ 2-4 „ 

Under 7 feet 

The-above prieoe are^or ordinary building; purpose 

For Planting Steepen, Ac., special rates will be fixed 
by agreement. 

The Department will still take orders for bnildingt all 
over at Bs. 8-4 per cubic foot, provided the soantlhiga 
are taken in fair proportion. 

Seamd and Third date Timber will be sold and priee 
fixed by agreement. 

Anetion SaUi will be held from time to time to clear 
off stock. 

For further particulars apply to the Officer in charge. 

By order of the Conservator of Forests, N. W. P, 
and Ondh, Oudh Circle. 

Esbbta Lai,, 

Snb-Aaaiatant Conservator of Forests. 

Bahramghai Division. 

Banramghat, the Ut April 1886. 

Reduction in prxe of Oinchona Febriflige, 
'IBBOM Ist April 1891, and until further orders 
Cinchona b'ebrifuge can bo purchased by all 
Qovemment officers and by any one taking ten pounds 
at a time, from the Superintendent, Botanic Garden, 
Oileutta, at the following rates. Four ounce tin 
Be. 8-8; eight ounce tin Rs. 6; one pound tin Bs. 10. 
The general public osn be supplied by the Superinten¬ 
dent. Botanic (lardcn, /or coin only at &e undernoted 
rates:—^Fer four ounce tin lis, 3; per eight ouiwe tin 
Ba, 6; per pound tin Bs. 12. This medioue is also sold 
to the pnnoipal Buropean and Native druggists in 
Caloutta. Postage four annas per 4 ounoe tin, eight 
annas per 8 ounce tin, and twelve annas per pound tin, 
in ad^tion to the foregoing mtes. 


Total 


Bs. 


371 9 7 


13 3 0 
8,981 14 0 
122 14 0 
1.366 10 7 

910 0 0 

371 7 9 

4,601 9 7 
343 11 7 
730 0 0 
18,836 3 10 

80,998 3 11 


(106—1) 


L. Habb, CoUeotoT. 


Reduction in the Price of the Pure Sulphate 
of Quinine 

MABrVACTtTBBD AT TDE liBMOAl OoVUXUIBT 
ClBCUOBA FlaBTATIOB. 

N and after 1st April 1891 the price of this quinine 
will be as follows :— 

1 Pound tin Bs. 16, or, post free, Bs. 16-12, 

* .. .. f. 9 ,, ., ,, ., 8-8. 


0 


i 


4-8. 


Analysis shows this quinine to be of the purest 
manufacture, and it is gnarantcod to be free from 
wilful mixture with the inferior alkaloids, Cinchonine 
and Cinchonidine. It is for sale only to Government 
officers, and only for cash, and may be had from the 
Superintendent, Botanic Garden, Seebpore, near Cal- 
entta. It esn be had either white nr coloured pink. 

Notiheation. 

T o he peremptorily sold pursuant to an order and 
decree of the CTalcutta High Court, Original Civil 
Jurisdiction, made in suit No. li.fi of 1884 (Bedamath 
Eoondoo Chowdhry veraiie Bakhalduss Mitter), and 
damd respcetivcly the Srd day of April 1884 and 31st 
January 181)0, by the Registrar ot the said Court p his 
room at the Court house on Saturday, the 30tli May 
next, at 13 o’clock noun, the following property 

Lot 1.—The portion of the premises No. 3, Moira 
Street, in the Town of Calcuta. coloured rod on the map, 
marked G, annexed to the return of tiic Commissioners, of 

S artition filed in suit No. 296 of 1879 (tlurrvdoss 
Litter and others versut Amritoll .Mitter and otMrs), 
the area of which by measurement is 18 cottas 4 
ehittacks and 3 square fret, which is contained in Blo.qJk 
No. 13. Holding No. IS, South Division, and was allottd 
to defendant on partition as and for his ime equal 
elereuth part or share in the residuary estate of 1^11- 
ohand Mitter, deceased. 

The abstract of title and conditions of ' sile mi^ be 
seen at the Office of the Registrar, High Court, Original 
Jurisdiction, or at the Office of Mr. N. C. Bose, Attorney 
for the I laintiff, at No. 8, Hastings Street, on any day 
before the salo, and will be produced at the sales 

R. BEtiOnAHBBits, Registrar. 
N. C. Bose, Plaintiff’s Attorney. 

' High Court, Original Side, the 14th April 1891, 

(63-1) 
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Wanted 

A head CLEEE for the Ezolie Office. Fey Be. 40 
rising to Bs. 60 perenonth. 

Applicants should possess a good knowledee of 
English and Hindi, end some experience of Excise 
work. 

All epplioetions to be addressed to Excise Deputy 
Collector, Bhegulpore, up to 30th April 1891. 

Nats. Kumae Chakbatati, For Collector. 
Bhagulpore, the 18th April 1801. 

Wanted 

A n experienced Overseer for six months for’this Muni¬ 
cipality on a salary of E*. 76 (rupees seventy-five) 
per mensem, including horse allowance- Applioitions, 
stating age and qualifications, with copies of testimonials, 
will bo receivftl by the undersigned up to 10th proximo. 
Preference will he given to a passed candidate. There 
is every poasibility of his being permanent. 

ISKAEDBB -dm Mbebza, Chairman, 

City Moorsliedabad Municipality. 

Dated Lalbag, tbe 22ud April 1891. (94—1) 

"WTANTED an experienced Native Doctor for tho 
r T Ehirpai Municipality at a salary of Ks. 20 a 
month. Tbe applicant should be a duly qualified medical 
man, licensed or certified by a recoanized medical college 
or school, and that ho be not a dismissed servant of the 
tloromment or disqualified for his duties by age, in¬ 
firmity or cliaracter. Tbe application must reach tho 
Chairman of the Municipality within a month from t&e 
date. fl05—1) 


Notice. 

rpENDEBS are invited for mining lease of the Mica 
A Mines in the updermentioned villages, situated in 
and outside the Government Beierve Forest in Koderma 
Government Estaie. These mines are at present worked 
W Messrs. Chrestien and Company and Mr. H. O. 
Eraiser, and the terms of thoir leases will expire on the 
30tb September 1691 and Slat August 1891, respec¬ 
tively. 

2 The condition^ of the lease will be found at pages 
1048-1(162 of Fart I of the Calcutta Gazette of 12th 
December 1888. 

S. The tenden, which should be snpersoribed “ Ten¬ 
der for Mica Mines in Koderma,” will be rooeived by 
the Deputy Commissioner up to 10th May 1891. 

4. The undersigned does not bind himself to accept 
the highest offer. 

Nahbb of Villaobs. 

Inside the Jieterve Ibreti. 


!. 

Bazataud, 1 

9. 

Bhumdadhua. 

2. 

Dfasran. i 

10. 

Fatrahi. 

3. 

Champadih. 

11. 

Kfaarakthumhi. 

4. 

Taragnati. 

12. 

Sidwatand. 

6. 

Jamoote. 

IS. 

Karamtand. 

6. 

Karipshri alias Mog- 

14. 

Karharia. 


lamaran. i 

15. 

Sapaha. 

7. 

Kako Kudar. 

16. 

Meghatari. 

8. 

Durbasha. 




Outside the Seserve Forest. 

1. 

Mahuatand. 

3. 

Biihonporo. 

2. 

Simratari. 

A 

Uishuiukur. 


6. Meghatari. 


C. H. Oabbbtt, Dy. Commr. 
Hazarihagh, the 7th April 1891. 


Lost. 

rpHE Government Psomissory Note No. 277723 of the 
A 4 per cent. Loon of 1866 for Bs. 6(X), originally 
standing in the name of the Bank of Bengal, and last 
endorsm to Kumad Behary Samanto. the proprietor, by 
whom it was never endorse to imy other person. Pay¬ 
ment of the above note and the interest thoroupon have 
been 8t<^pod at the Public Debt Office, Bank of Bengal, 
and application is t • be made for aoorued interest and 
for the issue oi duplicates in favour of the proprietor 
after two years fioiu date of last advertisement. 

Kuvirn Bbbabt Bamabto, Moorshedebad. 


S YAMLAL DAS, b.l., intends to bo enrolled as a 
Vakeel, High Court, Calcutta. 

(82-4) 


S atis CHANDRA MUKHEBJI, U.A., B.L., intends 
to apply for enrolment as Vakil of tho High Court. 

( 371 - 4 ) 


Notice. 


List of Unclaimed Packages lying on the Custom house 
Wharf 


1 Parcel, Grindlay A Co. 

1 Parcel, M H 
20 Jars. No mark 
3 Bags, TNG 
1 Case, Alex. Soutcr 

1 Box, S A Co in a diamond ... 
10 Bags, no mark 
1 Bundli*, no mark 
1 bundle, no mark ... 

1 Chair, no mark 
1 Chair, J. W. Baker 
1 -Air Gun, H. -J. Mitchell 
6 Chairs, no mark 
1 Chair, C P. Hill 
1 Chair, A. H, (». 

1 Chair, J. Kiohmrnd 
1 Chair, Harraden 
1 Chair, O. Macnamara 
1 Chair, W", K. Kddis 
1 Chair, Young or E i Y 

1 Chair, Toomey 

2 Chairs, no mark 
2 Bags, no mark 

y. B .—The above will be sold if 
before the 16th May lti91 


8.S. “ KhandaUa." 
„ “ .fapan.’’ 

“Rockcliff.” 

„ “Nizam.” 

'* Kaiser-i- 
Hind." 

„ " Palitana." 

„ “ Nadir." 

,, “ Nizam." 

„ “ Manoro.” 

„ “ Ucngal.” 

„ “ Ditto.” 

„ “ Rewa." 

„ '‘Shannon.” 

•; Ditto." 

,. “ Ditto." 

„ “ Ditto." 

“ Ditto " 

„ “ Khedive." 

., “ Ditto.” 

“ Ditto.” 

„ “ Ditto.” 

>, “ Ditto.” 

„ “ Nawab." 
not cleared on or 


J. SCOBBLI, ABMSTROirn, 
Collector of Customs. 

Custom House, Calcutta, the 20l.h April 1891. 


In tbe Oonrt of the District Judge of 
Rajshabye. 

EXECUTION CA.'^K No. 23 of 1S78. 

Dinondra Nath Sanyal and others, docroe-holdcrs, versus 
flari Chpran Bhattacharjea, Mukund Chandra Bhat- 
tacharjea, Dinendra Chandra Bhattacharjea, Hira 
Lai Bhattacharjea, judgment-debtors. 

he sold by public auction by the District Nazir 
a- in the conrt-honse of the District Judge of Haj- 
shahye at 11 a.x. on the 13th May 1891, pursuant to 
a decree made in suit No. 6229 of of the 

Provincial Court, Moorshedabad (in which the prede¬ 
cessors of the abovenamed deeree-holdors were plain¬ 
tiffs and tho predeoessors of t^ abovenamed debtors 
defendants), and put in execution last under the above- 
quoted number, the right, title, and interest of the 
abovenamed debtors in 8 annas 13 gundas'l kara 1 
kranti of the undermentioned property— 

Dih) Khidra Cham, penronnah Isafsahahi, stations 
Serajgunge, Shahzaapore, UUapara, and Mothora. sub. 
registries Serajgnnge and Shahzadwre, distriot Fubna, 
borne as a talnk m the name of Kashi Nath Fakrashi, 
being No. 11 (old and present) of the revenue roll of the 
Pubua CoUeotorate, and Msessed with a revenue in 
perpetuity of Rs. 3,209-9 oo the whole, and Rs. 1,738-8-3 
in proportion on the.dobtors' share. 

* P. E. Paboitbb, District Jndge. 
The 2lBt April 1891. (89->l) 


Sadr Munaif B Oourt, Tipperali. 

EKBCUTION CASE No. 601 or 1890. 

Brojonath Chacraverti, decree-holder, versus Baluok 
Das Mohunta, judgment-debtor. 

rflHE right, title and interest of the judgment^dehtor 
A in the undermentioned property will he sedd by 
this Court on the 8th June IWl— - 

No. 782 in Register A and No. 888 towji, pergunnah 
Meheroool, moumh Jn{^gemath-ntter, kismut resumed 
mehal No. 117, sadr jumma Bs.‘ 106-7-8, estiiifkted 
value Bs. 1,000. 

UitA Nath Ghosaii, Muuif of CoxnmiUah. 

( 102 - 1 ) 


(61-.3) 
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In the Second Oourt of Subordinate Judge 
of Shahabad. . 

BXBOUTION CAlSE No. 28 o» 1891. 

Ledur Singh, decree-holder, vermt Sukhdeo Singh and 
others, judgment-debtors. 

rriO be sold in the court-house of Snbo^nate Jndfje 
X at Arrah by the Nazir of the District Judge ■ 
Court, Shnhabad, the undermentioned property of the 
judgment-debtors on the 4th day of May 1891 at 7 a.m., 
in satisfaction of a decree, amounting to Es. 3,10S-8-9, 
obtained by Ledur 8ingh aKainst Sukhdeo Singh and 
others on 6th DeeeTnbpr‘1888— 

Two annas ton dams mouzah Dhobaha, appertaining 
to mehal Belawor, pergunnah Punware, thana and sub- 
registry office Arrah, bearing former towji No 616 and 
7 tresent towji No. 9908, and paying G-oreriiment reronue 
Us. 6,434-9-6. 

ArBiNASR CnAwnaa Mittbb, Subordinate Judge. 
Arrah, the 20th .Anril 1891. 

( 97-0 

Notice. 

M b. E. J. birch having returned from leave and 
resumed the office of Cashier will sign for the 
Bank from 25th instant. 

By order of the Directors, 

W. D. JaDiCKSHAKK, Secy, and Treasurer. 

( 100 - 1 ) 

B HfiNT —Warrant No. 241774 for Rs. 20. <^ted 8th 
November ISQit, and not 7th as advertised, vide 
Gazettes, dated ’J8th January, 4th February, 11th 
February 1891. 

Bsoobun Chumdeb Lara ; Nofvbb Gharsba Laha. 

(107—1) 

N otice is hereby given that the int rest and 
responsibility of the undersigned, James Milne, 
in the business of the undersigned. Messrs. Bird St Co., 
of No. 39, St rand Road, Calcutta, Contractors and 
Agents, ceased on the Slat December last, and that 
from that date tiie said .Tames Milne retired from the 
said Firm. Dated this 22ud day of April 1891. 

Javbb Milrb. i 

(93—1) Bibd St Co. 


In the matter of the Indian GO'»panies Act, 
1882, and in the matter of the Majagram 
Tea Oompany, Limited, in liquidation. 

VOTlCtS is hereby gi^en, pur»uant to section 186 of 
the CominnioH Act, 188 ’, that a General Meeting 
of tho members of the aboveinmod Oompany will 
be held on the 1st day of Jrne ffi91 at 12 o'clock noon 
at No. 26, M angoe Lane. (iJalcutta. in order that there may 
bo laid before the said CoiiiViany an account showing the- 
manner in which the winding up has been conducted 
and the property of the Company bns been disposed of, 
and in order that the said Company may hear any 
explanation that may be given^ by the Liquidator, and 
also in order that an extraordinary resolution may be 
passed for determining ( he ttiHoncr in whioh the books, 
.accounts and documents <.l the said ComxMny and of the 
Liquidator shall be disposed of. 

A. S. Lotblock, Liquidator. 

Dated 24th April 1891. 

(108—1) 

The Ohota Nagpore Gold and Minioff Oom¬ 
pany, Liimiced. 

(In Liquidation.) 

TyrOTICB if hereby given that aU persons having 
IV claims a^inst the Ciiota Nagpore Gold and Mining 
Company, Limited, should submit their statements to the 
undersigned, supported by vouchers or other proper 
Ptj^fs. on or before Saturday, the .Ui''; May next, after 
which no claims will bo admitted and ;iic assets will be 
distributed. 


The Ohota Nagrpore Gold and Mining Oom¬ 
pany, Limited. 

^TOTIOE is hereby given, in pursuance of section 186 
f .1 Comunny's Act, 1882. that a General 
Meeting of the menibers of the nbovenamed Company 

ufi sif Office of tho Company, 

No. 88. Strand. Calcutta, on Thursday, the 2l8t of May, 
at noon, for the purpose of having an account laid before 
them showing the manner in which the winding up has 
1 been conducted and the property of tho Company dis- 
posed of, and of hearing any explanation that may be 
given by the Liquidator. ^ 

Dated th e 22nd day of April 1891. (98—1) 

In the C^urt of Babu Hemango OhuPder 

Subordinate Judge 

RENT EXECUTTON CASE No. 7 op 1891. 
Protap Narayen Miikcrjee, Bam Narayen Mukerjee. 
^Briiyen Mukerjee, Surjya Narayen Mukerjee. 
decrM-t,olders,™r..»»(l) Doyal Nath Bhottacharji, 
Bhottacharji, minor, (3) Dwarka 
Nath Bhottneharji, minor (those two minors are 
^presented by their mother and certificated guardian 
K»mmi Debj), (4) I’ruvu Nath Bhuttacharji, (6) 
llpendm Nath Bhuttacharji. (6) Kumar Nath Bhutta- 
cbaTjif (7) 8n.rat ^ath Bhuttacharji. jndinnent- 
debtora. - - o 

fllHK undermentioned property of tho above judgmont- 
A debtors will be pnt up to sale to tho highest bid 
TO the ISth May 1891 at 12 o’clock by the Nwir of tho 
District Judge's Court in the sale-room < f the district 
court-house for tho realization of Rs. 2,690-16-9:_ 

Srhfdule of Propertj^ to be told. 

Lot Bandipur in ohowki Serampore, in pergunnah 
Bandipur appertaining to towji .No. 77 of the Hooghly 
Collectorate, bearing a sudder jninma of Rs 14,782-4-2 
on the whole lot. A two-anna sliare of the above 
property. 

Callt Das Chattbdji, Plesder, for decree-holders* 
Hbhanoo Chundhb Basd, Sub-fudge 

( 101 - 8 ) 

P EOCEKDINGS of an Extraordinary General Meet¬ 
ing of the Central Chota Nagpore Syndinate, 
Limited, held at the Kegistorod Office of the Company. 
No. 12. J.sckson GhsU Street, on Thursday, tho 2nd 
April, at 12 o’clock noon. 

Pbbsent: 

B P. Ashton, Esq. 

A. Sirasoii, Esq., by his Attorney, W. D. Kilbum 
Esq ’ 

C. G V.ansittart, Esq. 

C. W. Wallace, Kso. 

J. Posner, E.-q . by big Attorney, H. Beinhold, Esq. 
Baboo Moliendra Nath Mitra. 

Mr I£. P. Ashton in the Chair. 

The Notice calling the Meeting ha-, ing been read, the 
following Resolutions were submitted 

Proposed by A. Siiusoa, Esq., by his Attorney, W. D. 
Eilbum, Esq., * . 

Seconded by C. G. Yansittart, Esq.— 

That tho Company be wound up voluntarily under tho 
provisions of the Indian Companie.s Act. 1882, and that 
Mr. C. W. Wallace of Calcutta bo and he is hereby 
appointed Liquidator for the purposes of such winding 
up, and that his remuneration be rupees two hundred 
fifty only. 

Carnied. 

Proposed by C. W. Wallace, Esq., 

Seo-mded byj. Posner, Esq , by his Attorney, H.'" 
Beinhold, Esq.— . 

That the conditional agreement aubraitted to this 
Meeting, dated 23rd day of Februai^ 1891, and made 


Calcutta, 22nd April 1891. 


J. A. SiusoN, Liquidator. 

(96-1) 


tne purTOse or laciinnoation is marked by the Chairman 
of this Meeting, be and tho same ia hereby approved with 
the foUowing modification, namely, the addition at the 
end of clause 1 of the ftiid agreement of the words 
“ subject to_ tho liabilities thneof and to the payment 
" by the said Charles Goodrich Vanaittart of ibe cost 
" and exponies of the Company of and inoideot to ita 
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'^winding up and of carrying th« sale into effect,*’ and 
tuat the Liquidator be and he ia. hereby authoriaed, 
TOrauant to section 20d of the Indian > ompaniea Act, 
1882, to adopt the said agreement with the modification 
aforesaid and carry the same into effect. 

_ * Carried. 

Proposed by B. P. Ashton. Esq. 

Seconded by A. Simeon, Esq., by hia Attorney, W. D. 
Kilbnm, Esq.— 

That the Liquidator be and he ia hereby authorised out 
of the 1,60,000 fully paid up shares of one rupee each, 
refenrod to in cianse 2 of the said agreement, when 
received by him, to transfer and make over to the said 
Gharlca G-oodrioh Vansittart 7,600 shares as his commis¬ 
sion or remuneration for the sale of the Company’s 
property, and after each transfer to transfer and make 
over other 7, BOO of the said shares to Mr. Julius' Posner 
•• his oommission or remuneration of the said sale, and 
to di-vide and transfer the remaininn 1,85,000 fully paid 
W ahares arj^ong and to the Shareholders of this 
Company yiart parsu in proportion to tho shares held by 
them rcspectively, and so far as he can without sub- 
dividing anv of the said shares, and to sell tho balance 
(if any) of tno said sharos, and to pay and divide the 
not proceeds to and Hiuong the Shareholders of this 
Company proportionably to the number of sharos held 

them respectively. 

Carried. 

With a vote of thanks to the Chair the Meeting ter¬ 
minated. 

B. F. Ashton, Chairman. 
PosNBB A Co., Manasing Agents. 

(103-1) 

OCEEDINGS of an Extraordinary General 
, _ _ Meeting of tho Central Chola Na^pore Syndicate, 
Limited, held at tho Hegistered Office of the i-ompany. 
No, 12, Jackaon Ghat Street, on tho L7th April 1881, 
at noon. 

Pbbsbnt : 

C. G. Vansittart, Esq. 

O. W. Wallace, Ksq 

A. Simson. Esq., by bis Attorney, W. D. Eilbum, Esq. 

Baboo Mohendra Mach Mitra. 

Julius Posner. Esq., by his Attorney, H. Boinhold, Esq. 

Mr. C. G. Vansittart in the Chair. 

When the following Jiesolutions were passed and 
earried, viz.:— 

Proposed by .fulius Posner, Esq., by his Attorney, 
H. Boinhold, Ksq., 

Seconded by Bnboo Mohendra Math Mitra— 

That the subjoined UosolutioDs which were passed at 
the Meeting of the Company held on the 2tid day of 
April instant be and the same are hereby confirmed as 
special Besolutiuns, viz.— 

Carried. 

C. G. Vansittabt, Clmirnian. 

That the Company be wound up voluntarily under the 

J rovisions of the Indian Companies Act, 1882, and that 
[r. C. W. Wallace of Calcutta bo and he is hereby 
aiqwinted Liquidator for the purposes of such winding 
»p, and that his remuneration be rupees two hundred 
and fifty only. 

lhat the conditional agreement submitted to this 
Meeting, dated 23rd day of February 1891, and made 
between Julius Posner of tho one part and Charles 
Goodrich Vansi'tnrt of the other jiart, and which for 
the purpose of identification is marked by the Chair- 
msm of this Meeting, be and the same is hereby approved 
with the following modification, namely, the addition 
at the end of clause 1 of the said agreement of the 
words “subject to the liabilities thereof end to the 
payment by the said Charles Goodrich Vansittart of 
the cost and expenses of the Company of and incident 
to its viuding up and of carrying the sale into effect,” 
and that tho Liquidator be and he is heroby authorised, 
pursuant to section 204 of the Indian (Jompunies Act, 
1882, to adopt the said agreement with the modification 
aforesaid and carry the same into effect. 

That the Liquidator be and ho is hereby authorised 
out of the 1,60,000 fully paid up shares of one rupee 
•aolu referred to in clause 2 of the said agreement, when 
received by him, to transfer and moke over to the said 
Oharlea Goodrich Vansittart 7,500 shares as his oom- 
mistion or remuneration for the sale of the Company’s 
property, and after each tran'sfer to transfer and moke 
over other 7,6iX) of the aaid shares to Mr. Julius 
Posner at his commissiop or remnneration of tho said 
sale, and to divide and transfer the remaining 1,36,000 


folly peid np shares among and to the shareholders of 
this (Company pari jnutu in proportion to the shares 
held by them re'speotively, and so far as he oan without 
suh-dividiim any of the said shares, and to sell the 
balance (it any) of <the said shares, and to pay and 
divide the net proceeds to and among the shareholders 
of this Company propoitionably to the number of shares 
held by tb^m respeotively. 

With a vote of thanks to the Chair the Meeting 
terminated. 

C. G. VaNsiTTaBT, Chairman. 

Posnbb a Co., Managing Agents. 

(104—1) 

INSOLVENT NOTICES. 

J» tAt Courf for tAe Selitf of Ituolvent Dobtors at 
Calcutta. 

In the matter of Dhunxebbhot BusTOKraa, an 
insolvent. 

On Monday, tho 20th day of April instant, it was 
ordorcil that the matters, of the petition of tho said 
insolvent bo hoard ou Saturday, the Uth day of June 
next, and that tho said insolvent do then attend to be 
examined before the said Court. 

Asutosh De, Attorney. (69—'3) 

In the matter of Andaul Grohqb Pbtrbs. an insolvent. 

On Monday, the 13 th day of April instant, it was ordered 
that the matters of tho petition of the said insolvent 
be heard on Saturday, the 6th day of .fune next, and 
that the said insolvent do then attend to be examined 
before the said Ciurt. 

Insolvent in person. (70—2) 

In the matter of Charibs Fbbdebick Manubl, an insol¬ 
vent. 

On Tnesday, the Ilth day of April instant, it was 
ordered that the matters of the petition of the said 
insolvent.be hoard on Saturday, the 6th day of June 
next, anu that the said insolvent do then attend to be 
examined before tho said Court. 

Insolvent in person. ( 71 —2) 

In the matter of Cbablbb Samubl Dawbok, an in¬ 
solvent. 

On Saturday, the 18th day of April instant, it was 
ordered that tho matt<'rs of the jietitiou of the said 
insolvent bo heard on Saturday, the 6th day of June 
next, and that tho aaid insolvent do then attend to be 
examined before tlie said Court. 

Oiguam and Co., Attorneys. (72 2) 

in the matter of Poobno Ohpndbb Shaha, an in¬ 
solvent. 

On Saturday, the 18ib day of April instant, it was 
ordered that the matters of the petition of the said 
insolvent be beard on Saturday, the 6tb day of June 
next, and that tho said’insolvent do then attend to be 
examined before the said Court. 

C, A. Smith, Attorney (73 _2) 

In the matter of Gobinsbah and otbbbs, insolvents. 

On Tuesday the 7th day of April instant, it was 
ordered that the matters of the petition of the said 
insolvents be hoard on Saturday, the 6th day of Jqno 
next, and that the said insolvents do then attend to be 
examined before the said Court, 

C. F. Pittar, Attorney. (74 _2) 

In the mattor of Sooltan Mbbbzah, an insolvent. 

On Tuesday, the 14lh day of April instant, it 
was ordered that the matters of tho petition of the said 
insolvent be heard on Saturday, the 6th day of June 
next, and that the said insolvent do then attend to be 
examined before tho said Court. 

H. C. Chick, Attorney. (76._2) 

la the matter of Chabijis Adbbbd Witxbitbaxjib, an 
insolvent. 

On Saturday, the 18th day nf April instant, it was 
ordered that tlie matters of the petition of the said 
insolvent be heard on 'Saturday, the 6th day of June 
next, and that the said insolvent do then attend to be 
examined before tho said Court. 

Insolvent in person. (76—2) 

Chief Clerk’s Office, tho 2l8t day of April 1881. 
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In the matter of Josbpk Albxaddbb' Combollt, an 
insolvent. 

On Mondaj, the 20th day of April instant, it was 
ordered that the matters of the petition of the said 
insolvent be heard on Saturday, tho 6tli day of June 
next, and that the said insolvent do then attend to be 
examined before tho said Court. 

Insolvent in person. (112—2) 

In tho matter of JiMB8'!ELi,isov, Junior, an insolvent. 

On Monday, tho 27th,day of April instant, it was 
ordered that the matters of the petition of the said 
insolvent be hoard on Saturday, the 6th day of June 
next, and that the said insolvent do then attend to be 
examined before the said Court. 

Insolvent in person. (113--2) 

In tho matter of Ram FfuBar Shab, an insolvent. 

On Saturday, the J Itli day of April instant, by an 
order of thi.s Court, tho said in sol runt was adjudited 
entitled to his personal disuhargu under tho Act XI Vic , 
Chapter XXI as to all persons named in his schedule as 
creditors or elaiming to be croditors respectively. 

W. C. Eoy, Attorney. (114—1) 

In the matter of JosBvn Edwin Danibc, an insolvent. 

On Saturday, the 7th day of March last, by an 
order of this Court, the said insolvent was adjudged 
entitled to his personal discharge under the Aet XI Vic , 
Chapter XXI as to all persons named in his schedule as 
creditors or claiming to be creditors respectively. 

S>. J. Leslie and Son, Attorneys. (116—1) 

In the matter of Bulla Mull and Mobrsb Das, in¬ 
solvents. 

XV oticc that an application for an ad interim protec- 
yon order has been ihis day made by the said insolvents, 
l^^d that such application will be heard and dis}xiscd 
by tlic Acting Comniissioner of tho Insolvent Court 
on Monday, tho 4th day of May next, at tho hour of 
half 1*“*' o in the forenoon. 

yy j^ny creditor of tho said insolvents desirous of 
opposing Bu<th application must appear betore tlio said 
Court at tho plAco aforesaid. 

I’raunath I’aul, Attorney. (11<»—1) 

In the matter of Josbph Edwin Danibl, an insolvent. 

On Saturday, the 11th day of Ap il instant, it was 
ordered that Saturday, the 6th day of June next, 
be appointed for the further hearing of this matter, and 
that, unless cause bo shown to the contrary on that day, 
the said insolvent be discharged personally as well as 
to his artor-acquired property from all ImbiUties for 
debts, claims and demands of and against the said insol¬ 
vent at the time of the filing of his petition for 
relief. ■ 

8. J. Leslie and Son, Attorneys. (117—-I 

In the matter of Jacob Nazakhtb Josarn, an insolvent. 

On Saturday, the 7th d»y of February last, oy an 
order of tins court, tho said insolvent was adjudged 
entitled to his personal disoiiarge under tho Act XI 
Vie., Chapter XXI as to all persons named in Ins 
•ohodule as creditors or claiming to be creditors re- 

■peclivoly. /iia_,> 

C. A. Smith, Attorney. (118—1) 

In the matter of Amrito Lall Mdokbrarb. an insolvent. 

On Saturday, tho 11th day of April instant, it was 
ordered that the hearing of this matter do stand ad¬ 
journed until Saturday, the 2nd day of May next, with 
liberty to the said insolvent to amend his schedule iilea 
in this matter, and that the said insolvent do then attend 
to be examined before lh« said Court. 

Aushotosh Dhur, Attorney. (H® 1) 

In the matter of Pbtbb Palmbb. an insolvent. 

On Saturday, the 11 th day of Aprd instant, it was 
ordered that the hearing of this matter do stand m- 
joumed until Saturday, tho 2nd day of May next, with 
liberty to the said insolvent to amend his sehodule hied 
in this matter, and that the said insolvent do then attend 

to be examined before the said Court. 

Insolvent in person. (120— 1) 

In the matter of Josbvh Pbancis Dias, m insolvent. 

On Saturday, the lltli day of April instant, it was 
ordered that the hearing of this matter do stand 
adjourned until Saturday, the 2ad day of May next, and 


1 that the order made in thi.s matter for the ad interim 
protoetion of the said insolvent from arrest be enlarged 
** May next, with liberty to the 

id insolvent to amend liis schedule filed in this matter, 
ftnd tiiEt the stiid insolvent do theu fttttfud to b© cx&* 
mined before the said Court. 

M. Dover, Attorney. (121—1) 

In the matter of Amir Sino also called Fachoo Singi 
residing at No. 21, Syed Salih's Lan", Maehooabazar* 
in the Town of Calcutta, lately carrying on businuss 
as a cloth merchant at No. 6, Municipal Market in 
Calcutta aforesaid, under tho style and firm of Amir 
Sing, an insolvent. 

Notice that the petition of tho said insolvent seeking 
the benefit of the Act XI Vic., Chapter XXI. was filed 
in the Oince of the Chief Clerk on Monday, the 27ih 
day of April instant, and by an order of the same date 
the o.stato and effects of the said insolvent wore vested 
in the Ullieial As.signce. 

Wilson and Chaticrjea, Attorneys. (122—I) 

In the matter of .Iambs Ellison, Junior, of No. 103, 
Seal’s Terraco in tho Town of Calcutta, late nn assis- 
tant in tho Great Kastorn Hotel, and at proseut an 
assistant to Messrs. Harold & Co., an insolvent. 

Notice that the petition of the said insolvent seeking 
the benefit of the Act XI Vic., Chapter XXI, was tiled 
in the Office of tho Chief Clerk on Monday, the 27th day 
of April instant, snd by an order of the same date 
tho estate and offeets of the said insolvent were vested in 
the Official Assignee. 

Jnsolvunt in person. (123—1) 

D tlio matter of .fosRPB Albxandbr Connollt, of No, 6, 
Chattawaihill Lane in tho Town of Calcutta, an exa- 
minor attached to the Star Press, an insolvent. 

Notice that the petition of the said insolvent seeking 
the benefit of the Aet XI Vic., Chapter XXI., was filed in 
the Office of the iffiief Clerk on Monday, the 20th day 
of April instant, and by an order of the same date 
the estate and effects of the said insolvent were vested 
in the Official Assignee. 

Insolvent in person. (124—I) 

Chief Clerk’s Office, the 28th day of April 1891. 

In the Court of the District Judge of 
Hooghly. 

In the matter of Uday Chand Chattopadhya, an iusol- 

VOIlt. 

N otice is hereby given that on the 20th March 1891 ^ 
Hduy Ohand Chattopadhya, son of Sib Chandra 
Chattopadhya, of Baiidipur, zillah 24-Prrgnnnabs, at 
present of ITttarpara, zillah Hooghly, was declared by 
this ( ourt to be sn in.solvent, and was discharged under 
section .361, Civil Procedure Code. The 1st Msy 
1891 is fixed for framing a schedule of debts, when 
persons having claims against the estate arc to appear 
and prove them in this Court. 

J. Cbawfurd, Di.strict Judge., 
Hooghly Judge’s Office, the 4tli April 1891. (7—1) 

In the Court for the Relief of Insolvent 
Debtors at Calcutta. 

In the matter of FukbbbChund Mondlb and Tincowbt 
Mondle, residing at Uhuddessur, in tho district of 
Hooghly, and lately carrying on business together as 
dealers in country produce and commission agents at 
No. 118, Bauiutollah Street, in tho Town of Calcutta, 
under the style and firm of Fukoer Chund Mondle, 
Tinoowry Mondle, insolvents, 

\TOTICR is hereby given that on Saturday, the 2nd • 
L V day of May next, at tho hour of 11 o’clock in the 
forenoon, an application will bo made _ on behalf of the 
insolvonte abovenamed to tho Presiding Commissioner 
of the Court for an order that the order of adjudication, 
made on tho I7th day of July 1890 may bo revoki-d. 
and that the vesting order in this matter made on the 

same day be discharged. 

Dated this 7ih day of April 1891. 

Sjiamul Dbonb Ddtt, Insolvents’ Attorney. 

(l7“^ 
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POSTAL UOriOES. 


"Mtilf for 


wbicb 

mX OnleutiA. 


Egrypt, K>uropa, Amertea.r. po 
L.t.lonitt0 CAl’Otitfh Uuurx 
Ki’ . 

T)itto ditto 
Ditto (hiiuk«pu>t uiid piitiorn 
paokats). 

Ceylon, (itrnite 

NetlirrliimlR IndtH, LAOuan, 
liunkok (Kmui), t^bilippiut- 
Ulaiide, OhtuA end dHpeii. 
▲mtcHlie, Now ZveUiid, and 
Tfl»m*iuie. ^ 5 

Pondieborry, Coylon, liatAvia, 
Singapore and China. 
Colombo 

Straitn, China nnd Alapan 
liangoon and Moulniein 
Jlitio ditto 
Akyab, KyaukpyUj Saudoway 
and IhiKgooii. 

Port Uluir ... ... 

Akyab, K3'n\ikpyu, Saiidoway 
and liangoou. 


1801. 


^th April 

Tor P. H O. iiti.Aii 


troi,. 

6th May 

Ditto. 

6th „ 

Ditto. 

ith „ 

Ditto. 


Atb „ 

Pilto. 

Sth „ 

Tor Freuch str. 
Aifivien. 

6th „ 

l\*r 1'. & O. -str. 

(7f itsan 

flth „ 

I'er Ktr. ‘Ku^mvy, 

f.U. „ 

iJitto (flKt, 

1st „ 

2Uth A|>rU 

])ittu /'tifi.tfa. 

Ditto Autfriro. 

Ctli Al.iy 

Ditto via Mtidrtu. 

6tli „ 

Ditto V.aRhUtiuba, 


N»B .—The l(Mtfr*boz for inland ortioloH (inehidinc; artioles for 
Burma and Tort Blair and lor Ceylon i»y land ront<i) will be cleared 
for the iaat time fur an idea witlioet t!ie Ute-'tur at 7 p.m. prrci>oi>. 
after Wiiiub hour inlaud tenara aud papera tuuy prepaid and 
ing an acira (ostAge itainp of baU'^aima will bo leuerroa up to 
7-;iu r.H. 

On the day of donpatcb of the Mai! for Kurope, the lettar-Loj 
for formgu articlea will be cleared for the btat time for artioiei with¬ 
out the lMti**fee a^ 8>SU P.M., and 1 ite letie > and pap la will he 
ret'eivod tip to 9 other dayii ti e lottor<box for foreign 

articlra will be cleirad for the Unt tirai* for artielM wituont the lata' 
fee at 7 F.x.| and foreign letters and paptrs fully jtropiul, haarintf 
an evtra stHiftp of four annat, will b** received up 7*3u p.m. lor 
dispatch by any Foreign Muila dcaputched the same night. 

K. Hutton, Presidency Fodtmaster. 

General Post OlBce, the 2^*th April 1891, 


Unclaimed LetterB hold in the Oaloutta 
General Post Office on 28th 
April 1891. 


Adams ii Co. 
Arrc'wsniitli. Mrs. 
Frauk, IDtnil. 

Frasor, G. A. D. P. 
Honoue & Co. 


Oriental Jute Manufac- 
tiiriiis Co. 

Hobson, Willinm.liovd. ,m.d. 
Sohiieidor, J. 1'. 
iSeorcliiry. Hoynl Uuzetto. 


AlAua^ur, Commercial Nows.t^peiKjer, John, iisq. 

Woodijate it Co. 


Lettart markad Cans of " .Boat Office 
Aitchison, William. Freedman, J. J. 

Armstrone, Lioui.-Col. M. Frost, A. 


Bain, D. M. 

Barrett, K. M. 
Barstone, F. A. 
BarnrcU, L. 

Bee, ‘F. U. 

BorJiavsky, Leon. 
Boyd, Miss J. 
Buchanan, W. Q. 
Bridle. T. 

Bradley, II. 

Byaii, 11. 

Campbell, W, K. 

Cary', Miss. 

Chidell, E. F. 

CJory, Leon. 

Coc, P. H. 

Cor, Capt. 

Dampitr, L. 

XIcBsuza, M. 

I)ias, J. F. 

Dolby, J. 11. 

Edwards, Lt.-Col. Sir F. 
Evan, J. B. 

Ezra, E. 

Ferry, Charles. 
Foreman, John. 

Francis, Jas. 

Frftser, J. V., Mr. 


Gnllwcy, C. H. 

Giroud, Monsr. 

GoJsiil, H. 

Good, Mrs, 

Harri.s, C. S. 

Harris, J. 

Harris, .Mrs. C. 

Harris, T. L. M. 
ilili, MeCulmont S. 
Hoarc, Miss, 
llotsun, J. C. 

Hough. A- 

Howard, II. S., Capt. 
Howard, M. T., Mr. 
Howell, W. T., Mr. 
Jnanbroufrh, P'. W., Esq. 
Ireland, W. DoCourey. 
Irina,' Auguste. 

Jamie, D. M. 

Jenkiuson, J. 

Kelly, B. 

.Koflman, S. 

Lackott, L. B., Mr. 
Liiiubert., J. 1’. 

Leslie, B., Mrs. 
Livermore, E. 

Luff, J. M. 

Maokeusie, A. 


ZeUarg marJbed 
M.inn, G. 

Mamden, C. W. 
Marsden.H. W. 

Msi'tin, James. 

Murot, Madauio. 
Marster, G. H. 

Masetli, Hina. 

Mn thews, U. A. P. 
Mclde, C. 

ATeldnini, .1. T. 
Mouradiac, J. 

Hcwcome, J. T. 
l‘Mrtridge, VV. L. 
I'ickford, C. E. 

Pirag, Jacob. 

Pluiikeli, Sidney, Esq. 
Proude, Mrs. 

Bu!<eu«leiii, E. 

Jluwiaud, F C. 
Kuthenborg, Carl. 
Sander, Angela, Signora. 
S«iider.'ou, Mrs. 
cussuii. Sir Edward. 


Care of “ Bait Ojffict’ 
Shepherd, E. P. 
Shipley,'G., Mss. 
Siebers, Otto. 
Bmitb. G. 

Bladen, H. 
Siapleton, Mr. 
Steele, William. 
Stevenson, Mrs. 
Stranguian, L. G. 
Stratford, F. W. 
Taylor, Mrs. 8. 
Tnylor, vKftv. J. H. 
Terry, Miss E. 

1 homson, Capt, 
Toogood, P. A. 
Ward, A. E. 
Webster, Capt. P. 
White, E. J., Mr. 
Williams, A. 
Williams, C. 0. 
Wood, 11. E. 
Zesmuu, L. 


Mej/iitired Letteri. 

Guthrie, J, Livermore, E. 

UuoiaimeU Letter! held in the Barrack/tore Boat Office 
on the nth April 1891. 

Hitm<»n, Mrs. Thom.son, .Tames, 

Harliort, Pinott. Trittou, S. B. 

Straehun, Mr. 

E. llrTTOH', 

Presidonev l’osl.rna«tHr. (IsIniitta. 


Nuddea Rivers. 

Reportehnteinff the Iraat deptha nf water for the wett 
ending Friday, the 24t/i April 18h1. 


Nama of 
river. 


Reach of river. 


Least 
J«pf-h of 
wttlep 
Bound. 

iuga. 


BaMABKa. 


i 

X 


Rulranr.e from <Pangea 
Theuee 10 Mirpur 
From Niirpur to Jtiiigipiir ... 

1 Juttgipur to Uerlminpur 

1 Berlmropur to Uutwtt .. 

la Ontw'a to Nuddea 


Ft. In. I 
4 H I 

2 U fiwTnaergnnpa. 

2 S ' Kaiioopore. 

2 u ; KuotirHinvoia, 

2 () ; Kfdutu. 

2 0 Bcwaiigungt. 


, / Knimuce from Oangea 

Tlienco to Akriganj 
JjAkrigitio to junction of the 
< Hhyriib ami Jnliiighi 
Thoiic'uto FaLltabiiri 
Putkabapi to ^uddea 


5 0 

6 0 

8 S Pevaoepare. 

8 6 ijftlnaaore. 

3 0 iairpore. 


S 

9 

a 


Kntmnco from flanges 
1 bem'.e tu Chny'iiam 
l*rom Clmj'pam to Hhikhrpur 
„ 8 htkiii*pur to HuttJm ... 

Boalia to Chuaduriga ... 
,, CJuHulaDga to 

guiij and Hanakiiah... 


0 0 ('lowed. 

0 9 Chnypara., 

0 S Megna. 

0 o Hhainpope. 

9 6 Bialinari. 

2 3 Chapra. 


Gaur/e H ^ adinvs . 





! B eight 

Height 

above 

8 


Loeahty. 

Date, 

Hour, above 

ittran 

m 




aoiu. 

nea 

.n 





level. 

M 





m 




|a. U. Feet. 

Feel. 



Bahebgaiij 

25-4-t)l 

1 IS 3’58 

C4‘42 

Itelnv 


Hamporo hoalia 
Kiitmnooof Bha- 


2*20 

39-80 

Ditto. 


Kirali 

SA 4-tJl 

3-15 

48’46 



Kniiiinoe of liby- 






nih-il«Ii?ighi .. 
Rntraure at Ua* 

25-4-DI 

6-oa 

M'tH 



tabatiga 


4-Sfi 

.. ... 


nhoalrati...' 

Uerhainptir 


12 1 UH ) 

S479 


JelioKiii ... 

KiMhuagnur 

£4-4-91 

1*10 

10*06 


SarooT>Kun;;e ... 
Uauakhali 


2*58 

0 88 


Hirtabaass 

95-4-91 

2'10 

13 01 



P. C. Bosk, Arcit., 

For Kxe. Fngr„ Nuidea JKtoera Rivieiott. 
jjerhamporo, the 27th April 1.891. 
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BOOKS AND PUBLIOATIONS 

«o]( vtjm BT Tin 

of 4&obt. printing, |iibw, 

8, HABTINOS STRKKT, OAJiCUTTA. 

A.11 book* publUhed by the .'luporintondoat of Uuveruiueiit 
Printing, ludiu, can be pui'cniuod either directly or tlirou^rh the 
following or any other boekiellere:— 

^SKHve : 

... Thacker, Spink A Ce. 

... Uiggiubothaui A Oo. 

r '1 hacker A <Je., lid. 

"'X HhdUnbu Atiuaraui SacooB. 

... Oouuor, Maddun A Cu. 

HOVlOJt.—JUfokt required fur /rrwate a»« onl]/ em» be 
uarohiued. AppUcaiione thoaUi be accompanied by a re¬ 
mittance tUnleee it ie tciehed that the books should be cent 
bn valne-pavable post, in nhirh case, besides the ordinary 
postaye,an additional uharge nill be made far reoirtraftoit 

BooAf required for the public sereiee should he obtained 

th’ouph ZdOoal 

The amountM within parenthesit f*re for paokinp aua 
poataffc, 

LEGISLATIVE DEPARTMENT. 

fThoso books (except the General Acts for 1877—84. mid the 
North-ostein Provinces and Oudli Codes, of wliicli no copies 
reniuin in slock) may be obtained iVoin the (Jflico of the 
Supoiiuteu'iont of Oovurniuuul. Printing, No. 8, Hustin„'s .11x001, 
CalouttH.J 

Tllli INUIA.V STATUTE-HOOK 
Ubvibrd Euitiok. 

Super royal Srii, cloth, lettered, 

A—General Acts. 

The General Acte from 1834 to 1886. revised 

oditiO'i, 1887. lis. 8 (laa.) _ . 

The General Acts from 1867 to 1876. revised 
edition, 3887. Rs. 8 (12a.) 

The General Acts from 1877 to 1881, edition 

1884. Its. 8 (8a.) 

The General Acts for 1882, edition 1885, Part 1 (con¬ 
taining Acts 11 1.0 XII, bolli inclusive). Ks. 8 (Ka.) 

The General Acts from 1882 to 1884, edition 1885, 

Part II (cuntivining Alt XIV and following Acts of 1882 | 
and Ibe Acts of 1885 and 1884). Its. 8 (7a.) ! 

The General Acts from 1886 to 1888, edition 

i88{), wiili lull Uhrniiologieal Tabh-s showing nil Acta of 
the Governor-Gcnei al in Council from 3854 to 1888, with 
their repealing and amending eniictmeiita. Us. 8 (Oa.) 

Civil Proceaure Code, Act Ko. 14 of 1882, in Urdu. 

Super-royal 8vo., paper cover. Ke. 1-G (Go.) 

Criminal Proceaure Code. Act No. lO of 1882, iu 
Urdu. Supor-ioyiil 8vo., paper cover. He. 1-4 (6a.) 

B—Local Codes. 

The North-Western Provinces Code, 1886, 

rHvific^i ica H 

' The Oudh Code, 1886, revised edition Us. 6 (6a.) 

Tue Jdadras Code, 18H8. revised edition. Us. 8 (10a.) 
The Punjab Code, 1888, revised edition. Rs. 5 (8a.) 
The Bengal Code. 1880-90, _ revised edition, Vol. 1 
euutainiiig the lleiigal Kugulatioiis, the Local Acts of 
the Governor-General in Council uint the Uegulationa uinde 
und-T 53 V:ct., Cap. 3,'in force iu Bengal, withChrono- 
Ingiciil Table" and an Appendix showing the enactments 
locally imtiilcd uu^ur the ^lieduled Districts Act, 1874. 
Is. 8 (10a.) 

The Bengal Code, 1880-00, reviscil edition, Vol. Ii; 
containing iho uuiopeiiioii Acts of the Liciiteiiuiit-Gnvernor 
ot lieiignl ill Council, with a Cbronolrtglc d Tablo iind nn 
apiieiiilix shewing jibices iu Uungal in wliieli cerlnin of the 
Acts have been brought into fnriaj, Ks. 8 (Uc. 1). 

The Burma Code, 1880, revised edition. Ks. 6 (8a.) 
The Beluchistan Code, 1800. Ks. 4-8 (Ua.) 

The Central Provinces Code, 1801. mvUad odition. 
K». 5 

Tho Ajmere Code, 1879. Us. 3 (Go.) 

The Bombay Code. 1880. Rs. 8 (12a,) 

The Ooorg Code, 1880. Us. 2 (G«.) 

Under preparation. 

The Assam Code 

The North-Western Provinces and Oudh Codes, 

revised edition. 


G—Statutes. 

The Btatntee relatingto India, Vol. 1,1881, from 
1286 to 1866. Us. 8 ( 18 «.) 

The Statutes relating to India, Vol. II, 1881, 
from 1856 to 1881. Ui. H (i 2 a.) 

Supplement to the Stiatutea relating to India, 
1881. Us. 8 (6a.'i 

Mscellaneous Works. 

A Digest of Indian Law Casee; containing High ConH 
llupnrts, 1S(J5-1HH6, nod Privy Council Uepurts of Appeals 
from India, 1U56-1886. with un Index of Cases. Com¬ 
piled under the orders of the Geveriiniont of India by 
JosBPH \ KUB Wooiisi AN, of the Middle Temple, Bsrrister- 
at-Law, and Advocate of the High Court, Calcutta. In 
live volumes. Snjicr ro)iil 8vo. Us. 50 per sot; quortur- 
buuud copies, Ks. 55 (Us. 3-2) ; payable iu advance. 

HOME DEPARTMENT. 

The Imperial Gazetteer of India, by W. W.-Hvitteb 

in 14 V'ulumes. Uoyal Bvo. Quarter buund. Ut. 43-8 
( Hs. 4-5) per set. 

Relations of the Governmeni; with the Hill 
Tribes of the North-East Frontier of Bengal, 
History of. Uy Alkx. .Maokbmcix, B.C.S. 8nper 
royal Bvo, full cloth. Us. 6 (Ba.) 

Report of the Indian Factory Commiesion ap¬ 
pointed in September 1800 under the orders 
of His Excellency the Governor-General m 
Oouncil, with Proceedings and Appendices, 
Fcini., hoaruB. Ue. 1. (4a.) 

REVENUE DEPARTMENT. 

ADictionary of the Economic Products of Indla- 

11Y Uk. Oko. WATT, C.l.E. 

Peporier on Jiconamic Products, 

Published under the authority of the Uovi rnmcnt of India in 
the lleveuuK and Agricultural llcpartuient. 

The first four volumes of this wm k are now ready for 
i.s.suH, ami intending subscribers are invited to register 
their imiKeB with the Superintendent of sUovcrumeni 
Priming, Cnh ut.ia. 

The price to snhseiihcra will be in India Hs.-30 and in 
Knglaud 2 guiut-us, payable in udrance, tor the com* 
plc-te SCI. An extra charge for packing and jmstiige will 
he inane for the set—in ludiu, .it B annus per volume, 
and for England at 2 rupees 0 mm.isj.oi- vnlunic. 

Eor copies bound in imlf calf or half nioiorco, lis, 6 aud 8 
sliiiliiios ruspeel.ivelj will be chsrgcd extra for the 
whole seis. 

,e,Po eonins will he issueit to nnn-iuhsrrtbers f ill the work is eem- 
jtlelc, onil oo siHiilt volnine wdl ha sohi sapavataly. 'J/uj prtrs 
to tiansuhscrihers U'<U ha lie. 4S rn Iniiio, and 3 ffuitleas in 
h'vgUintl, tjclusifr. of packiiiii and poa/one. 

The Shargi Architecture uf Jaunpur, with Notes 
on Ziifaiiihud, Bahct-.M diet, and other jilaccs in the .N.W. 
P. and Oiidh. By A. FuilliliU, I'li. D. with drawings and 
ariliite.-ttiral drscriptioiiB. Bnper royal 4to., cloth huutid. 
K.S it;(lte. 1.) 

Corpus luscriptionum Indicarum, Vol I, Inscrip¬ 
tions of Asoliu. By A. Ci NNiNtiiiAU, f.s.l. Super royal 
4t.. cloth, lis. 7lI2a.). 

Corpus lusoriptionum Indicarum, Voi. in, in.scrip- 
tiniis Ilf the early Goptii King- and their siiccessois. By 
J. K Ki.krt, C.l.E. Super iiiy .l -Ho, cloth. With plates, 
Ks. 25; without (dates, Ka. 15 (lie. 1-B.) 

Bpigraplna Indica.and Record of the Arc-hrooio- 
gical Survey of India. li> 'lua terly P.nU. Edited 
by .lAMiiS Bi'UOUES. lili.D., C.l.E. Pans 1 to'VI now 

I rca.ly. Super royal, paiicr eover. I.'s 3 (3a.) each (lart. 

I Alt Manufactures of India. '«'ing a brief aecount of 

tile IIIOHI. imiiortnnt urt-muuufaeture.s of India. Uy T. N. 
Mukhabji, F.L.B. Demy Bvo, cloth bound. Us. 8 (Sa.) 

Indian Mtisaum Notes— 

Vol. I, No. 1 —Notes on Indian Insert Posts. 

' Vol. 1, No. 2.—Notes on lieiian Economic Entomology. 
Vol. 1, No. 3.—-ilkworms in Imllu. 

Vol. 1, No. 4.—Notes on Indian Economic Entomology. 
Uoyal Bvo.. (lapcr cover. Ke. 1 (2a.) each nnmlier. 

Silk in India- some account of. liy J. OauanxeAN, C.a. 
Siijier royul Bvo, hoards, Ue. 1 (4a,) • 

Wild Silks of India. Hand-hook of the cnllection illus- 
truiive of tbe, in the South Kensington Museum, with a 
CHtuloeue of the collection mid numerous Hhisti atieng 
Uy Thomas Wabdi*, Royal 8vo. boards 12o. (2o.). 

FOREIGN DEPARTMENT, 

J UBt pubUshed. 

History of Services of Officers holding ga¬ 
zetted appointnionts under the Foreign 
Department. C meted to Isi July 1850^ hoyul 
Bvo. limp cover. 12a. (a3.). 


CALCUTTA 

MAUUAB 

BUMUAY 

POONA 
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Western Tibet: A Prcu;tioal Dictionary of the 

Langua((e and Cuitonii of the Districts included in the 
Ladik Wazarat. Ky CaPTAIM H, KaXBAY. Political 
Agent and Jnint Commisatoner in Laddk. Buyal Bvo, 
cloth. Ra. 2) (6a.) 

The Hunza and Nagyr Handbook. Being »» 

introduction to a knowl^ee of tlio Language, Knrc, and 
Countriee of Hunza, Nagyr, and a jmrt of Ya-in. I'urt I. 
Ity O. W V. LKlIKJtK. Suiier niyal 4to, cloth. Rf. 5 
(He. 1.) 

Selections ft*om the Letters. Despatches, and 
other State papers preserved in the Foreign 
Department of the Government of India, 
1T?2-1786. EdilOil hy Uko. W. Fomhbbt, B.A. Iu 
three volumes. Price per aet. Ka. 12 (Ue. 1-12). 

Mission toYarkund. Keport of a, in 1873. with 
photogniphi. liy Sin T. D. yousTTU. K.C.S.I., C.B 
Demy 4tn, full cloth. Kt. 12 (Re. 1). 

Western Yunan. Report on the Expedition to, 

eid Bhamu,^871. By John Anaiiibon, M.D. Super 
royal 8vo, full cloth. Rs. 4 (8a.) 

FINANCE AND COMMERCE 
DEPARTMENT. 

Civil Service Regulations, embodying the Civil Pay 
and Acting Allonance; Leave; Pciiaion; and Travelling 
Allowance l{egulHtiona. Pirrt edition, corrected to lat hlay 
1889. Super royal 8vo. cloth. Ra. 4-8 (lOa.) 

IA4t qf Corrtotion* to tht abovt art ouppliod par antmmforllt. a 

liight-houses and Light-vessels in British India. 
List of, np tu end of 1889, 10th isaue. Soper royal 8vo, 
atiff cover. U 1 (2 a.) 

Civil Account Code, Volume I, Part I. Fourth odition 
corrected to SUth June 1886. Super royal 8vo, boorda 
Be. 1 (4a.) 

Correction* to the above are told at la. per UH. 

Part I contain* all that it generally v»eful to the Ptil 
Part 11 it for the guidance of Treaturg Offiver*. 

MILITARY DEPARTMENT. 

Indian Army Listr pujilished every quiirtor. Super royal ' 
BvOp paper iKiver. Price Kb. 3. (Hy post Ks. S-?.) 

wm Owing tikihe intir^tue in iha AuUk tif the nett Indian Army lAtt ^ 
by the inettryoralion of a large portion of the Bombay and Madrae 
Army lAele^ it ie ordered by the Alilitary Department that the prree 
of the publication be raited from He, 2 to Re, or Re. 3*7 by poeU 
payable in advance* Thie order will take effect from the of April 

18 V 0 , 

Army Regulations (India). Royal 8vo, full cloth— 

Vol. 1.—FAY CUDR. Part I, For Britiah Troopa 
Ka. 3-8 (10a.) 

Vol. I.—PAY CODE. Part II. For Native Troopa. 
Re. 1-12 (6a.) 

Supplement to above. Fund Regulations Re. 1-8 

Vol. II.—DISCIPLINE. In two porta, interleaved. Ka. 3 
each part(8a. each). In one volume, not inter, 
leaved. Ha. 4-8 (10a.) 

Vol. Ill —EQUIPMENT, interleaved. Ra. 4 (12a.) Out 
of print. 

Vol. IV.—Part 11.—ORDNANCE STOKES. Re 1-8 (6a.) 
Vol. V.—COMMISSARIAT TRANSPORT. Part 11. 

Ke. 1-8. (4a.) Out of print. 

Vol. VT.-MEDICAL. Ra. 2 (10a.) 

Vol. VII.—DRESS. Ra. 2 (6a.) 

Vol. VIII.—VETERINARY. Ro. 1 (4a.) 

Vol —Fart I—PASSAGES—Sea. Re. 2 (4a.) Inter- 

IcKvi-d. Ka. 2-8 (6a.) 

Vol X_Part II—PASSAGES—INLAND. Ri. 3 (6a.) 

Interleaved. Ra. 3-8 (7a.) 

Vol. XI.—CLOTH INO. Part I. Britiah Troopa. Ra. 2(Ga.) 
Military Account Code, 1800. Super royal 8vo, 
buarda. Ha, 3 (10a.). 

Claesified List and Distribution Return 
of the eetabkahment of the Military Works 
ant.. corrorted tu 31at December 1890. Royal 
8vo., paper cover, 4a(la.) 

MARINE SURVEY DEPARTMENT. | 

Sailing Directory, Port I I India, Africa, and South 
America, with Charts. By Cokkavdbb A.D. Tatlob, I.N., 
F.B.Q.8. Super royal Svo. cloth. Ka. 16 (12a.) 

PUBLIC WORKS DEPARTMENT. 

P, D. Code, Vol. I. General Regulationa, Gtb edition 
Ro yal Svo. Ra. 8 (6a.); interleaved, Ra. 8.12 (10a.) 
p, 'V7'. D. Code, Vol. Ill. state Rulwaya under Conatruc- 
tion, 3rd edition, 1887. Royal Svo. Ka, 2 (4a,) ; inter¬ 
leaved, Ra. 2-8 (6a.) 

'gg, D. Code, Vol. IV. Accounta of Open Linea of Statt 
Railwaya, 1884. Royal Svo, full cl6th. Ha,S (6a.); inter¬ 
leaved, Ka. 8-12 (10a.) 

p. D. Code, Vol. IV. Accounta of Open Linea of 
State Poulwayi. Chap. I.—Eominga. Royal Svo, boardt 
11a- (2a.) i interleaved, 14a. (4a.) 


P. W. D. OodSk^ol. VI. Tablea of Balariea. Royal 6vo- 
Ka. 8 (Ba.) 

Tk» above volume* are in euper regal Sea, /tdtolatfe. 

Forme referred to in the P. W. D. Code- 

Part I, Forma 1 to 48D. Accounta of Sub-diviaiunal 
Officera ond Executive Engineert. Fcap,, hoarda. Ra. 4 
(Ue.) 

Part II A, Forma 46 to 100. Accounts of Ezaminer'aOlBce. 

Fcap., boards. Ra. 4 (18a.) 

Part IIH, Irrigation Forma. Frap., boards. Bs. 8(7a.) 
Part III, Mi-cellaneona forms 106 to 147. Law Forma A 
to Q. Ra. 8 (7a). 

Railways in India, Administration Report on 
the, for 1880.81. Fcap. Ka. 2 (8a.) For 1888-84, Part I 
Re. 1 (3a.) Part II, Ha. 2 (10a.) For 1884-86, Part I 

Ro. 1 (3a.) Part 11, Ra. 2 (8a.) For 1886-86, Port I 

Rp. 1 (»a.) Port 11, Ra. 2 (8a.) For 1886-87, Port I 

Re. 1 (Sa.) Part II, Ha. 2 (8a.) For 1887-88, PaH I 

Re 1 (3a.) Part, II. Ra. 2 (8a ) For lH88-8», Part t 

Ro. 1 (6a.) Part II, Ka. 2 (8o.) For 1889-90. Part 1 

Re. 1 (5a.) Part II, Ra. 2 (Ha.; 

fSr The ahi/ve are name qf the most important pub¬ 
lications available. Complete Catalogues of all hooks 
kept in stock ran be had free of charge on application. 


BOOKS AND PUBLIOATIONS 

FOB BALB BT THl 

^u^ierinunbm of 6o&t. friitting, 

WHlTEJtS’ BUILDINGS, CALCUTTA. 
VOTfCB.—Books required for private use only can 
he purchased. Applications should be accompanied by a 
remittance, unless it is laished that the hooks should he 
sent by value-payable post, in which ease, besides the 
ordinary postage, an additional charge will be made for 
registration and commission. 

Books required for the public service should be obtained 
through thekSeade of Departmente. 

tW Th* amount* within par*nth**t* ar* for paahing and po*tag*. 

GENERAL DEPARTMENT. 

Report of the Director of Public Inetmotiun 
for 1889-90. Brio* B*. 2. Po*tag» to*. 

Code of Regulations for European Schools in 

Bengal for 1889-90. E*. 1 (la. 6p.). 

Bengal Administration Report for 1889>90. 

£*.e(Se. 1). 

Rules under the Indian Emigration Act, XXI 

of 1888— 

In EuglUh, Price Re. 1-8. (4a.}. 

In Kaithi. Price Ke. 1. (4a.). 

In Nagri. Ditto ditto. 

In Bengali. Ditto ditto. 

Rules under the Inland Emigration Act 1 of 

1882. Price Sa. (8a.) 

Instructions for the guidance of Magistrates 

and offlccra registering. emigrants under the Indian 
Emigration Act XXI of 1883 in the Lower ProvincM of 
Ueugal. Price 8a. (2a.). 

MEDIOAL. 

Oiapeneary Manual, 1881. A*. 12 (8«.). 

STATISTICAL DEPARTMENT. 

Returns of the Rail-boxme Trade of Bengal for 
quarter ending Slat December 1890. A*. 8 (2a.). 
Report on the River-borne Trafllo of the 
Lower Pravinees of Bengal and on the Inland Trade of 
Calcutta tor 1889-90. Price B*. 6 (,8a). 

FINANCIAL DEPARTMENT. 

Report on the Cultivation of, and Trade in 

Jute. Pa. 8 (7e). 

JUDICIAL. 

Manual of Notifications and Orders having the 

force of Law. Price Re. 6 (Ha.), 

Question Papers set at the Pleadership and 
Mooktoorship Ezominatioua for the yean 1886—90. 
Price Sue. (2aa.). 

PUBLIC WORKS DEPARTMENT. 
Memoranda on the System of Briok-making at 

Akra. ByA.G. BbkxbBB, Asaietant Engineer. B*. «|4a.). 
Schedule of contract rates for work of different 
kiudi in the several Divisions in Bengal. Corrected ny to 
Slit December 1883. Price Ra. 6 (6a,). 
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Standard Dimensions for Indian Railwavs 

1890. t’rieo 9a. (If».). 

Classified List and Distribution Return of 
Kstttbliflimc'iit of till' Public Works DepartincuL, Ucugul 
Corrected op to Ist April 1891. 6a. (In. ^p.). 

Table of Tolls prepared by the Collector and 

Sinpervibor of tho Culcnitn CuriKls. Price Hs. 2-8 (ia.). 

MARINE. 

The River Hoogrhly: Calcutta to Saugror Island, 
with Charts and Diagrams. Uy S. ii. Llsoit. 
Price i{i.'l-8. I’ligtiiec 2. 

Bailing Directions by Commander L. S. Dawson, 

B.N Price Ho. (lo.l. 


“."1“ wiri'"!’ "i'l be nouie for 

to subwribois when mm bid i i, oh 

oeu iniuirLd 111 place of copies lost in transit. 

For town. Formufaiil. 


For tho C’nlciitta 


K». A. i>. 


.. ^^» 

” bombav,',Old ® *’ •* 

Allahabad Series. For the year 4 4 6 4 II 3 

.hruu‘:.':;;4t'>' r.-hase the Roper,S 

Suiierinteiidcnt, (Iniernnicnt Press, Madras. 

Ihe .ovonmicnl t'entral Hook l.epot. Jlombay. 

” and l’‘’-vinee. 

„ Supcrinleinieiit of ,'iovernmciit Printing, llengal 

htMjikl *Stt/ xhiWli ‘ •IreoaaMa, aud Tnamtr, 


Ycsscis. Price Ue. 1. Poetage (2a.). 

APPOINTMENT DEPARTMENT. 

The Quarterly Civil List for Bengal, corrected 

up to 1st April 1891. Rt. 2 ('la.). 

REVENUE. 

Papers relating to the Cultivation and Trade of 

Wheat. I’tiC'! Ho (2«.). 

Butwarra Manual. 1889. Price Re. 1-8 (4a). 

Land Registration Manual, lbb9. Rrice St. i-e 

(4n.). I 

Wards’ Manual, 1888. Price Re. 2 (4a.). 

Cess Manual, 1888. Prh-e Re. 1-8 (4a.). 

Records’ Manual, 1888. J*rice 12a. (lo. 6^.). 

Mis. Vol. of Board’s Rutes, 1688. I^rioe St. 2 

(*«■)• 

Revenue Ofilcers’ Manual, 1888. Price Re. i (so.) 
Certificate Procedure Manual, 1888. J’rice 8o. 

(1(1. til..). 

Waste Lands Manual, 1888. Price I2a (2o.). 
Sottlemeut Manual, 1888. Price Ha. (2a.). 
stamp Manual. 1890. j'lice Re l-S. (4a.). 

Land Acquisition Manual, 1890. Price Re. i (3a.) 
Rules under tho Bengal Tenancy Act in 

Kii^'ltiiih. Pric' 2a. (Ja.) 

Annual Report of the Department of Land 

Records and Agriculture, Jlciii'ul, for 1889-90. :Price Ha I 
(2a.l. • ' 

The Fauna of British India, Part I. Mammalia. 

Price i!s. 7-H. (;ia.). 

Ditto ditto Fi«hes, Volume I. Price Ri. 16. (6o.) 
Ditto ditto ditto, Volume 11. Price R». 16. (Go.) 
Ditto aitto Birds, Volume I. Price Re. 16 (6a,) 
Ditto ditto Reptilia and Butrachia. Price A’s. 13 . ' 

(6a.). 

The Fiiunu will be complete iti 7 Volumes. The book wil 
be sold SB n eomplete work in 7 Voluu,e«. Subscription 
iu iidviiiiee for llio complete set mus no puid before any 
roluuic it tuppliod. ' 

MISCELLANEOUS. 8 

Way to Health in Bengali. Pr..e (lo.) per copy. 

Ditto in Kaithi. Price (la.) per cepy. 

- p 

The Indian Law Reports. 

Pah!idled Hiidrr Aiil/m ili/. 

THB Indian Law Ihiports, pulilisbed under the authority of tho 
fiovoniiir.dcncriil iu (knineil, appear in monthly p rts, published 


T’ho (love 
,, Cuin 


ADVKKTISRMKNTB will |,o recHiv..,, f,... . i .• 
wrappers of i,ho Indiun Law Ji, I'.dcut’.'‘s*"'" ‘1‘® 

following rates, payable in advancoL 

Ono pogu. 


For one ihsuo 
.. tlimg iuisuog 
six 

nino „ 
twelve ,, 


llulf pagtj. 

K». H 


Quurtyr lui^o. 
J{s. U 


SKVRBAr. volumes of tho UlCNtLtL LAW UFPihppu r 
August 16,18 to lJecoud.or LV.L ami inilTlll' nI'Vi k'l n , 
Parts 1 and lJ,ai-o available at tlio following raie,s;_ 

Without po tagu. With postage. 

„ , . „ !’• R». A. 1>. 

Jfonpfal Law for oik* \’^eur 2u 0 n o n 

Sirurlo (Mijiies, !{«. 2 jM r ctipy. — o U 

FiUI H<meb, Rulings I'm ts I lind 11 «0 0 0 22 S 0 

llengal .Seerelariat Press, 10, Lyons Rango, C',deutt,r 

Roinittnncos to Iw forwarded to tho Aeeoimtant and Treasuror 
Bengal hccn'tariat, rilers'Ituildings, Calcutta. ’ 

Notice. 

—'^bo subscripti.in to, and postago for, tho 
"* ‘“‘^“'"rth bo at the following lates, laiyablo 


Flntiro Gazetto 
Postage 
Hupplomunt 
Postago 
Parts I or 11 
Postago 
Part lA 
J’ stiigo 
Part IB 
Postago 


Piir file Mofusnil. 

Per annum. 

Rs. A. 1’. 


0 0 Parts* m, 
0 0 and VI 
0 0 Postago 


Per annum, 
Rs. A, r. 


6 0 0 

3 0 0 

.'5 0 0 

2 8 0 

2 0 0 

1 12 0 

.3 0 0 

2 0 0 


For a single uopy« 


0 , Kntiro Garotte 
0 j Postago 
0 I Knpjilement 
0 I Po'tago 


as soon as possible after tho first of oaeli month at Calcutta 
Madras, lioudniy, and Allidiabad, and eomfrise four aeries—one 
for tho Calontta High Court, a second for tho Madras High Court 
. third lor the Bombay High Court, and a fourth for iho Allaha^ 
had High Court Tho eases heard by the Privy Counoil on nxiposl 
from oaoh High Court uro roportod m tho Series for that High 
Court _ OasuK hoard by tho Privy Council on appeal from Pro¬ 
vinces in India nut subject to any High Court are roportod in the 
Galoutta Bories, 

Tho Calcutta Series is dislributod by tho Bengal Secretariat 
and the Madras, Bombay, and Allahabad Sorios are distributed 
direct from Madras, Bombay, and Allahalmd rce|:octivcly'. ' 

In suporsession of the previous advertivomeiito, on and from the | 
let .Tanuary 1889 llm terms of subseriptum and side will boas 
follows for current issues ns well a.s for back numbers of the 
Reports from 1876:— 

Teriiui of enlitmplion jm/iiMe annually I'u adniHce. i 

For tho coni]ilete series, including postapej Rs. 22-8, 

Without With 


Parts I, lA, IB, H. HI. IV, V. and VI as also inijsirUnt rules 
ami vxtriu-ta, I uiina for 4 kIiodU 4)r imtier, witli m uilJitianiil 
cliargo of 1 ttuim for ovory 4 shouto in oxcosa of 4. 

J^obtneo t»i)o anna. 
f’or Calautla, 

The samo rates as thoHO for Iho Mofuasil, with the exception of 
tho charge for postngo. 

* Oofitainmg tho Acts and Hills of tho Logislotive CounciU W 
ladmaud fiongul. 


For the OiUoutta Rories 
}• each of tho Mui<’’a.s, llombay, and 
Allalmbud Ht'vios 

„ apart of tlio t’alcutti p'»r- 

chased eeparatcly {iudasiw of 
famta^r in Jm/ iu) 

I) a part of oiu.'l) of tho Madi’an, 
BomlHiy, mid Allahahml Fvi’ics 
purohiiKod iiOiurnU’j [Udusivt of 

portflyt hi Judia) 


With 

JKJStftgC. 

Bh« a. r. 
2 ii 0 


Note —Iluto for advorliscinents iu tho Calcutta C/aztile^ 

Full page, |>cr issuo Jta. *^0 

Half „ ... ... „ 10 

j Casual Ofl vertiHomentK, 4 annas j)©r line. 

Notice. 

It W horchy notified, for "cm rul infi>rinntion, that Nulscription 
to tho <i(.nipIf>U* Huries of tho liidiuti T^ivv Koports Khould ho regis¬ 
tered during Iho iirsi thm> njonths <»f each unlemlur year. Sub- 
Bcrihers aro thcruion' ii,H|ia>st«<l to fiond In their Rubscriptiurs fur 
th > conipleto M-ri* s liyfoit* tho olst M.irch iu each year. Those 
who rogintor t\oir namos after that date will understand thm 
opioH will he HMppIicMl only it' uvuilal.lo. 

Tbe TAut of Bookn available for sal* at ths SsorstarlM 
Vrsas will la fdture be published oaoe oaly la saoh aioath. 

Spare copies of the List yrill., however, be kepi la 
ktook xeodp for Issne on receipt of appUMfUOtti for thMa. 
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List of Books for sale at the Library of the Asiatic Society 
of Bengal, No. 57, Park Street, Calcutta, and obtainable 
from the Society's London Agents, Messrs. Trubner and 
Company, u7 and 59, Ludgate Hill, London, E. C. 

BIBLlOTllECA INBIOA. 

Sa7istrU A. 


AdvaitA Brahraa SitMhi, ftwe. T—II (&l /6/ oach 

Ai^ni l*uraiiH ), fawc. 11—Xi V (gj /O/ Aiach ••• 

Ann BhoHliyatn, foac. I .. ... •• ••• 

Aitaroya eVnvnyaka of tho Rig" Veda (Sana.), ni3c« I—V @ 
/G/each 

Ai>h<»riHmH of SiiirtUya CKng.), ftw1 wrrr 

Aphoriama of tho Vodaiila (SanB.), faac. Ill, V—XIII @ /o/ 
oa<iIi 

A«htfi8t<lwnkff T’mjriii pflramit^t, faso. I—VI at /O/ oacli 

AHvuInyana Urihyu Siltra, fa«c. II—IV <c^/‘I/ ... ... 

Anvavaidvaka, ffwc. 1—V @ ;iM each. . ... •• 

Av.adsiiia Kalpalata l»y KHliomondru (oans. aud Tibetan) 
V<J. i, fjwc. 1 ... ... ... 

IRwfumti (ajins.)^aflc. T VTII (<$ /6/ each 

JJmnma Sfitin (Eiig.), faBc. 1 ... ... ... 

hrihutlliarnm Purttii.ani, fuse. I 

13rUiat Aniiiyakii Uprinishad (SauH.), a o. VI, VII and 
IX (5; /O/ each 

Ditto fKng ), fiiMO. TI ITT @ /6/ oach ... 

Brihal Hamhitit (San-i.), fiksc. I -UT, v—VII Qi}, '6,'oacli ... 

ChttitAnya-Cbiiudrodnya Nutiika [Sanu ), faso. Ji—III (^1^1 
oach 


0 12 
4 14 
0 6 

6 0 

1 14 

3 12 

2 4 
1 2 
1 14 

1 0 

3 0 
0 12 
0 6 

1 2 
0 12 
1 14 

0 12 


Chttttirvarpa Oliintanmm (Sans.) Volfl. I, fasc. 1 —11 ; II, 
1—20 ; 111, 1, fuse. 1 -18, Part II, fasc. 1 % © /6/ 

oach. 


0 


f Uih.4ndog5’a LTpanisluvl (Kng-), fasc. 11 ... ... 0 G 

Dusarupa. fiAse. II and III (fj /d/ ... ... ... 0 12 

0<»bhiHya Orihya Sittra fasc. I—XU 0 /G/ oacb ... 4 8 

Diiidu Astronomy U'lng.), fu-se, 1—III @ /G’ each ... 1 2 

KAlanijfdhalMi (Hans.), fuse. J and TV @ /O/otveh ... 1 8 

KAtaulra (Sans.), fuse. 1—V^I Cf/Wl*2/oaeh ... ... 4 8 

Katha Sant SiXgara (Unj.;.), fuse. I--XIV @/12/ oach ... 10 8 

Kansliitaki Prahman L)i>aui.shadR, fuse. li ... ... 0 G 

Knrnia Parana (Sans ), iase, 1—VTII (&) /O/ each ... 3 0 

tiuiitfi VistJira iSaii:*.), fasc. IT—VI (&) /G/ ... ... 1 H 

Lulita-Vistara (ling.), I III 0/12/each ... 2 4 

Mmlanu ParijiUt (Sans ), fasc. T'-IV 0/G/oach ... 1 8 

MnnntikA Sungrali.a [Hiin.s.), fa.se. I—II 0 /G/ oat'.h U 12 

AlArkan*ioyH PtiriLiia (.Snns.), fiksc. IV—Vil 0/<!/oach ... 1 8 

Mdrkandeya Paniua (ling.), fa.se. 1 ... 0 12 

Mitu.'imsa i)ai*.s.ana (Sans.), hisc. II—XIX 0 /O, each ... G 12 

Ndrada iNmehmatra (Sans.), lase. IV ... 0 6 


N.iruda Srnriti ^San.s ), fnsc. 1 and III @ /O/ ... I 2 

Nayav.irlikoiii <StL»H,). fiUiC. i ... ... ... 0 G 

Nirukta (San.s.), Vul. 1, fjusc. 1—C ; Vol. 11, fasc. 1 -G ; 

Vol. UI. fasc. 1—f»; Vnl. IV, Iiiho. 1—.'J, 0/G'each fuse. 8 10 
Nitis.ira, or TIio KUmioiiU of Polity hy Kamauriaki (Sana.), 
fasc. II V 0/G' each ... ... ... 1 8 

^ y.ly.t Darsiuia (l^ins.), faac. Ill ... ... ... 0 G 

Nyjfya KtiRunjanjah Prukai'auam (Sans.), Vol. I, Gmo. I and 

II G' uoL'-h ... ... 0 12 


PjntrtisliLa Parvan (SniiB ), fasc. I IV 0 /G/ each ... 1 8 

IMngala (’hltandah Sutra (Sana.), fuse. If - III <;» /G/ each ... 0 12 

I’rithirdj IhCsan (Sans ), Part I, fasc, 1 , Part II, htac. 1 — 

V 0 G/ouch ... ... ... ... *2 4 

Ditto (Rng.), Part II,fasc. 1 ... ... 0 12 

Pritbrita hakHhanain (Suns.), faso. 1 ... .*.18 


I’nrfiRrtra Sniriti (San.s ), fasc. I— VII ^ /Gy each ... 2 10 

Parjtsava, Institutes of (EngHsh) ... ... ... 0 12 

Bmuta Sutra of Apastaniha (SHna,), fasc. T—XU0/G oach 4 8 

Ditto Asvulayana (Sans.), fasc. I ~X 1 /G,'each 4 2 

I.itto Jjatyftyana (Sans.), fasr, 1—IX 0/G/oacdi 3 6 

Diito Sd ikh.^yana (Sana.), faso. 1—V 0 .'G/each 2 4 

Sama ^ oda Sanihibi (Sanw.), Voir. 1, fasc. 2 ■ 10 ; j|, 1 —G ; 

ill. 1- 7 ; iV, I—G ; V’ j —8 0 /6/ oach faao. ... 13 8 

SahKhya Siltra Vritta (Stina.) foac. I nnd II 0 /G/oaoh ... 0 12 

Sdlutva Dariuann (Kng.) fiiHo 1—IV («^ 0/each ... 1 8 

R'lnkfijii AiilioriBius of Kuijila (Eng ),'f(U(c. I HUd II (of /O/ 
onoli ... ... ... ... ... 0 12 


Burvii Diirsan-a KnngrahR (Sans.!, fo-v,. II ... ..0 0 

Kiinkara Vijuya (Sana.), foao. II and III (o) >1}/ ouch ... 0 12 

Sankbj'ii Braviujhaua Bhuahya, fuau. Ill (Eugliali tirofaoe 
only) ... ... .. ...0 0 

Sri Wirt.Mliyam (Sana.), faao. 1 ... 0 G 

Kusriiti Saiiiliilil (Eng.), faac. I and II ffi./I2'oach ... 1 8 

TuittinyaArunya (Sana.), fane. I—XI /fi/ oaoh ... 4 2 

l)it.ti> Hrflhmaiia (.Sana), faac. I—X.VI V ^/;/O/each ... 9 0 

Diito Samhitd (Sana), faac. II—XXXIV («i ,'( 1 /oioh ... 12 6 

Tailtiriya I’rdtiiCSkhya (Sana.), faao. I—III Qii /if eaoli ... 1 2 

1)1 Ha and Aitaroya Upaniahuda (Sans.), fuse. Ilonil 

111 (li', , 8/ oach ... ... ... ... 0 12 

Tdinh t Hr.ilimana (Sans.), faso. I—XIX at/fi/oooli "" 7 2 

Tallva Cl'iiiWnmni, faao. I— X (Sans.) /(i/ oach ... 3 12 

Tul'sl .'^nt'sal (Sans.), fasc I ... . ... 0 2 

Uttara Naialii .llia (Sana), fasc. Ill—XII @ /(,/ each 3 16 

Uva.sagad usac (,Sims.), faao. I— V @ /12/ ... ... 3 12 

Vo-rdha I’urdn.i (Sans.), foac. I—VfTI @/fi/oaoli ... 3 0 

Viiyu^ I’urana (Sans.), Vol. I, faso. 1—G ; Vol II, fasc. 

I—7 (S' rf/ each fa.se. ... ... ... . 4 J 4 

Vidimi Smriti(San».), faao. I—II ®V(i/ each ... 0 12 

Vi.itdiiiaHi.'lkara (Sons.), fasa 1 —VII /(!/ ... 2 10 

Vrihat n.irad’ya Purdna (Sans.), fasc. I—V @ V<i .'. 1 14 

Yof.-i Siltra of i'ataiijali (Sana A Eng.), fasc. 1—V ® /li’/ 

••• ... ... ... 4 6 

Tho sumo, boun I in cloth ... ... ... fi 2 


Tihdan Series. Rs. A. 

Shcr-Pbyin, fasc. I- II @ ,1/ each ... ... ... 2 0 

Ittogs hi'jofl rfpag l^sam Akbri Sifj (Tibetan and Sans.),fasc. 110 
Alamj;irnumab, with Indox (text), faso, I--X11I / 6 /oacb 4 14 

Arahir and J^crslan ifiiririi, 

Afn-t-Akbarl (text), fuse. T-XXir (i? 1/each ... ...22 0 

Ditto (Eng.), Vol. 1, fasc. I—VIJ ... ...12 0 

Akbamdmah, with Indox (text), faso. I—XXXVTI g) 1/ 
each ... ... ... 37 0 

Bddshdliudmah, with Indox (text), liino. I—XIX /G/ oach 7 2 

lloalo's Orionliil Biographicai Diiitionary, pp. 291, 4to. ... 4 8 
Dictionary of Arabic Technical Terms, and Ap|.>ondix, fnsc. 

1—XXI @1/oach ... ... ... 21 0 

Farhang-i-Kasliliil (text), faso. T—XIV @ 1/ each ... 14 0 

Kihri«t-i-Tiisl, or, iITsy s list of Shy’ah Books (text), fasc, 

I-IV (ffi/12/oach ... ... ... 3 0 

Eutilh-ubShani Wa.jldi (text), fnsc. I—IX ® /fi/ each ... 3 6 

Ditto Axitill (text), fasc. T—1V ( 2 )/ 6 /each ... 1 8 

Haft Asmdn, History of the Persian .Mnnsawi (text), fnsc. I 0 12 

History of the t/'alipl)R (Eng.), fasc. I--VI (5!/12/oach ... 4 8 

lilbdlnamah-i-.)ahangiri (to.xt), fa-o. I JTI^ ./fi/oaoh ... 1 2 

Isitbah, with Supploiiiont (text), 41) fasc. (i), /i2/ ouch ... 30 12 

Maasir-iil-Umaru, VoL 1, fuse. I—IX ; Vol. II, fiisc. I—V © 

/(>•/ nuch ... ... ... ' 4 5 

M.igh;i/.i of Wa.pdi itext), faso. I—V © /(>/ oach ... 1 14 

Miinljikliab-iil-Tawarlkh (text), fasc. 1 -XV © / 6 /each ... B 10 

Aluntakhab-ol-TaWitrikh (Eng.), Vol. II, fasc. l-'lV @ /12/ 

*''n:h ... ... ... 3 0 

Muiilakhab-ul Dulxdi (text ), faso. 1 XIX ©/fi/oach ... 7 2 

Mu’jisir i-’Alamgiri (text), lasc. 1—VI @ /C/ oach ... 2 4 

Noklibat-ul-Eiki* (text), fjisc. I ... ... ... 0 6 

NirAinf's ivliirailiidiuali-i-lskaiidarl (text), fn.sc. I and 11 @ 

/ 12 ' each ... ... ... ... .18 

Buyrfly's IU|an, on the Exegotic Scionccs of tho Koran, 

with Snpplumont. (text), fasc. 11- I VH—X, © 1/each 7 0 

Tabaqat-i-Niisiri (l,o.\t.) lasc. I - V (!>' '11/ each ... ... 1 14 

Ditto (Eng.), fasc. I 0( IV © 12/each ...10 8 
Tarlkli-i-Firilx Shalii of Ziaa-al-diu Barni (text), fa.sc. 

I Vir (i)/(>/each ... 2 10 

Tarikh i-Kaihnt|i (tu.\t). rn.so. T—l.K at/(!/each .. 3 0 

Tarihahikh-i-Fii-oiw, of .Slianw-i-Siraj A lif (lo.\t). faso. I—IV 

(m /(!/ oach ... ... _ _ ___ 1 3 

Wla o lliiiiiiii (text), f.asn I—V ©/fi ' cnuli " 1 14 

Zafaruaniah, Vol. 1, fasc. 1—9 ; Vol. 11 , fasc. 1—8, @ IGI 
niM-'h ... ... 6 G 


ASIATIC SOCTETrS I’UBLICATIONS. 


1. Ahiatio UCHEAllClIHS, Vols. VII, IX to XI, Vols. XITT 

and XVII, and Vols. ,\l\ and XX ftl 10/each ... 80 0 
DJno, Index to Vols. I -.Will . ... (> 0 

2. PupintBoiN'OR of th<! A si., tic S uhty Irom l.Sli.'i to 1809 (inch) 

@ /•!/ per No. ; and fn.n, IS/O to dato © /(i/ per No. 

3. .loUIl.XAi, of the Asiatic Sociotv for 1844(121, 1814 (12), 1845 
(12), 1810 ( 1 .), 1817 (12), 1818 ( •>,, 18;-,0 (7), I.S.'ll (7). 18.57 («). 18.58 
(.5), ISGl (1). 1801 (.5), 18i!;5 ( 8 ) l.SOi! (7). 1,S07 (O), l.Sti.S (0), 1869 ( 8 ), 
1870 ( 8 ), 1.S7J (7), 1872 ( 8 ), 1873 ( 8 ), 1874 (H), 187.5 (7), 1870 (7), 
1877 ( 8 ), 1878 ( 8 ), 1S7!» (7,, ],SS0 ( 8 ), 1881 (7), 1882 ( 6 ), 1.8.83 (.5), 
1884 ( 6 ), 1S85 ( 6 ), 1886 ^ 8 j. /«) I;’ i,or Nu. to .sol,...criburs and (cA 1/8 
por No, to non-snbscribcrs. 

N. B,— T/ii'jif/nris eHt‘/n.i,d in hnai'Wf:! yiee. On' niindji'r of N^os, in 
I’lU'lt I oltniic. 


4. Centonarj^ Jlovicw of the llc-scarchos of Uio Society 

from 1874— 1 . 8 .;i ... ... 3 0 

fTonoral Cminingicun's Archeological Survey Boport 

for 1803-61 Extra No., A. ,S. B, ;864) ... 1 8 

nioobahl’s t.'.at.aiogno of Itcpt.ilo.s in tho Xln-souin of tho 

Ashilic Society (Extra No , A. S. 15, 1868) ... 1 3 

Oahdogne of Manirna's anil Birils of Ilurmuh, by 15. 

Blyt.h (Extra No., .) A. S 15, 187;5) ... ...3 0 

Skott4i of tho 'I'ncki Iiangnago as H|)okuii in Efctc 
O’nrkostiiTi, Part II, Vticabul.ary, by It. B. »Shaw 

(Extra No .1. A S. 15 ,1,878) ... ... 3 Q 

Introilnction to the Moithili Eangnago of North Bili.dr, 
by <J A. Orioisoh —Part 1, (Iraniniar (Extra No, 

J. A. S. 15 , 1880) ... ... 1 8 

Part 11, Chrcstoniatby and Voctabulary (Extra No,, 

J. A. K. 15 . 1882) ... ... ... 3 0 

P. Anis-u) Mnsharrahin ... ... ,,, 3 0 

6 . Catilogno of )''ossi) Vortol)rata... ... ... 2 0 

8 . Cataliigno of tlio Lilirary of tlie Ahiatio Society, noiigrvi 8 8 

9. Examination and Analysis of tho Aluckonxio Maun* 

BoriplK by tho Kovd. VV. Taylor ... 2 0 

10. Han Koong Tsow, or tho Sorrows of Han, by ‘J. 

Francis Davts ... ... ... ___ 1 3 

11. Istilillidt-us-adflyab, oditod by T)r. A^Sprongor, 8 vo. ..10 

12. Indyah, a Commonlary on tho Uiddrali, Vols. II and 

TV (ai 111 / oach ... ... 32 0 

13. .Tawitini-ul.’ilm ir riyil/.i, 168 pages with 17 plates, 4to!, 

Part 1 ... ... __ _ 2 0 

14. Khisxlnat-ul-’ilm ... ... ... 4 g 

16 . Mahdbhtira'a, Vols. Ill and IV © 20/eaoh 40 0 

16. Mix>ro and Howitson’s Doscrijitiona of Now Indian 

Lopidi'iitcra. lAnrlu 1—III, with 8 coloured plates, 

4to., (ai 6 / onoh ... ... ... I 3 0 

17. Pnrana Saiigrahn, I (Markandeya Purana), Sanskrit 1 0 

18. Bharaya-ool-Isldm ... ... 4 q 

19. Tibetan Dictionary by Csoma do Keros ...' 10 0 

20. Ditto Qrammor ... . ... g g 

2l Vuttodayu, oditod by Lt.-Col. C}, E. Fryer’’ !.'! 2 0 

Kotioos of Sanskrit Monu.scripts, fuse. I_XXIII 

1 / cuoh ... ... ... ^3 g 

Nopalose Buddhist Samskrit Idtoraturo by Dr. R. l! 

— — ... ... ... 6 0 

Af. JJ .—All ohequoa. monoy-ordors, &c., must bo made payable 
to the “ Xroosuror, Asiatic Society ” only. 
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BENGAL 

catalogue of books for the Fourth 



PBiraALi 


BioasAFEr. 

8969 LoknAlh Charit. The Bengali Girish Chandra Biography Printed and published at Printed by Laohhman Die, 
Bioffraphy of Loknath Dae. j the Adarsha Press, and published by Girish 

Brahmachari. Dacca. Chandra Dis. 


9!)60 

0961 


9963 

9963 

9964 

9966 

9966 

0907 

0968 

9969 

9970 
0971 
9972 
997S 

9974 


to have died in the year 1307 of the sanic era. Por the last 84 years of his life he lived at Baradi in 
■ hended everything that is good in the various established religions of the world. He considered the Bhagabat* 
He i^* said to have efiectod sonic miraculous cures and his character was very high. 

I 

PiciroN. 

Adarsha. The Model ditto ... AtuUnanda Piction ... Printed and published at Printed by Oopinath 
Man. Gupta. the Syamantak Press, Basnk and published by 

Dacca. Atulinanda Gupta. 


Bujarini. 
Part I. 


The Princess, ditto 


... Shyiimil C'haran Ditto 
MukharjL 


,. Printed and published at Printed by Gangnli and 

tieiampoie. Company, and pablisbed 

by SliyfimA Charan 
I Mttkharji. 


LAyoiTAOB. 

The fallowing woi’hi are 
deiigned for educational 
purposes. 

Nftipath. The way load- ditto ... Eumgati Langnage Ptintod and published at Printed and pnblished by 
ing to morals. hlyayaratna. Chinsura. Giriudra Nath Bonerji. 

Shishubodhak. Tho In-ditto ... Eiwndral&l ditto ... Printed and published at Printed by Hari Mohan 
fant Instructor. Dds Ghosh. 2, Tut4b&g4u Boad, DAs, and pnblished by 


Shi.sliup4tha. Infant ditto „. Gnradda Bay ditto 
Instructor. Part I. 

Shiksha Sopdn. fltep by ditto ... Akmr Chandra ditto 
step in Instruction. Sen. 


... Binendraldl ditto ... Printed and published at Printed b; 


2, TulAbAgdu 
Calcutta. 


rinted by Hari Mohan 
Di'w, and pnblished by 
liujendralal Dds Ghosh.. 


Sdbitya Pdtha. Literary ditto 
Lessons. 

Shikshd Sopdner Artha ditto 
Pustnk. A key to the 
Shikshd Sopdn. 

Sdhitya Ssndarbha Bo- ditto 
dhini. A key to Sdhi- 
tya Saudaibha. Port 
III. 

Sdhitya Sandarbher ditto 
Bydkhyd. A key to 
. Sdhilya Sandarbha. 

Padyapdth Bibriti. A ditto 
key to Padyapdth. 

Sitdr Banabds Bikdsh. A ditto 
key to Sitdr Banabds. 

Bodhoday Shikshd. A ditto, 
key to Bodhodaya. 

Pratliambhdg Akhydn ditto 
Manjari Bodhiui. A 
Key to Akhydn Man- 
jarl, Part I. 


... Mano Mohan ditto 
Bdy. 

... Kunja Bihdri ditto 
.K dhd. 

... Baikuntha ditto 
Ciiandm 
dth. 

Matilal Cha-ditto 
kravartti. 


... Gopi Mohan ditto 
Datta. 

... Sitd Ndth Pal ditto 


... Dinabandhu* mtto 
Basdk. I 

... Atul Chandraiditto 
Chakravartti. 


. Printed and published at Printed by Jdidinddin 
Mymensingh. Ahmad, and published 

by Gurudds Bay, 

, Printed and published at Printed and published by 
tho Adarsha Press, Lachhmau Basdk. 

Dacca. 

ditto ditto ... ditto ditto 

Printed and pnbli.shed' at Printed by Gopiodlh Ba¬ 
the Byamautak Press, sdk, and published by 
Dacca. Kunja Biliari M dhd. 

ditto ditto ... Printed by Gopindth Ba¬ 
sdk and published by 
Kunja Bihdri Ndth. 

. Printed and published at Printed and published by 
tho liaghuudth Press, by Honda Kishor Bo- 
Dacca. sak. 

ditto ditto ... Printed by Nanda Kishor 
Basdk, and published 
by Gopi Mohan Datta. 

ditto ditto ... Printed by Kauda Kishor 
• Basdk, and published by 

Sitdndth Pul. 

. Printed and published at Printed bif Kalimnddin, 
the Girish Press,'Dacca, and published by Dina 
Hdth Basdk. 

. Printed and published at Printed by Bevati Mohan 
the Bhdratbdndhay Oosvdmi, and published 
Press, Dacca. by Joges Chanda Cbok- 

. ravartti. 


Satik Bhdratbarsber 1887 ditto ... Shydmd Kdnta Law 
Sdlcr 9 Ain. Act IX ' Chaudhuri, 

: of 1887, of tho India b.l. 

! Council, with notes. 


... Printed and published anPrinted by Honda Kishor 
the Baghimth Press, Basdk, and published by 
Dacca. I Kunja Bihdri Bonikya. 
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LIBB A,RT. 

Qmrter ending SlW Deeetnb^ 1890. 


, “ Number 

fj?™' of •heeta, 
the prMi, i.,™ 
or phoe of 

pubuoation. pafu*- 

BOOKS. 


yi^ Numbopof a « 

_ .oplMof Printed or Name «od rewdeno* 

®“’ whii htho litho- . •,**‘K*‘of proprielor of 

edition muhed. bookw Kid oopyriitht, or any 

oonaiata. " to the public. portion of it. 



BlVABEt. 


1890. Pages. ‘ Es. a. p. 

Sept., 17th 31 ... l2nio ...1st ... 1,000 Printed 0 2 0 


Sept., 17th 31 ...l2mo ...lat ... 1.000 Printed 0 2 0 . Brahmachiirf is said to 9969 

Narayanganj on the MeRhna. He is said to hare travelled in varions countries inelnding Mekka.^ Ifis 

git4 to Iwve been composed of eighteen WoXrtw only in its original form ; the other verses are merely interpolati^s^^' 

1 I f r t I 1 I ons. I 


lOthOct. 67 |l2mo, ... .Ist ' 6.000 ditto 0 6 0 
taught by his guru not to renounce the world bnt to rise supcric 
world. Tho man wae deceived and tdiealod B^vni-nl hilt li 


The story of a man who was 


' marriage. --j--aeb-Mv* ttuo jjivwa to lum m 

8th »DV. 12 8T0.dy. 1st COO ditto ... 0 0 6 Shydmfi CharanThe first instalment of n story noRi 

Mukharji,Jiish- which will ho continued in 
subsequent numbers. 


July, 81st 114 ]2mo .. 8th ... 4,000 ditto 
Sept., 2nd 84 12mo dy 1st ... 3,000 ditto 


„ 7th 14 ]2mo rllst ... ],C0C ditto 


Oct, 1st 92 12mo ... 9rd ... 1,000 ditto 

Sept., 12th 23 12mo ... 1st ... l.COJ ditto 


0 4 0 Eamgati Nyaya- .. j,n„„ 

ratna, Chin- 
sura. 

- 0 4 0 MjendraMl Tills An old-fashionod alphabetical 9903 
Ghosh, 2, Tula- primer, 
bagdn Bead, 

Calcutta. 

0 10 An alphabetical primer 9904 


„ 17 th 36 12mo «. 20th,., 2,000 ditto ... 0 2 0 


.. 0 6 0 

. 0 2 0 I 


Oct., Srd 182 l2mo ...Ist ...” 1,000 ditto .. 14 0 


A school-book ... gjgg 


.. 9966 

... 9907 


... 9968 


„ 10th 341 12mo ... Ist ... 1,000 diito ... 14 0 


... 9969 


Sept., 16th 338 l2mo ... Ist ... 1,000 ditto ... 14 0 

Oct, 10th 346 l2mo ... 1st ... 1,000 ditto ... 14 0 

„ Ist 88 12mo ... Ist ... 2,000 ditto ... 0 6 0 

Not., 27th 73 i2mo ... Ist ... 1,000 ditto ... | 


... 9970 


M. 9971 


• ...1 9972 


... 9973 


jSopt, 13th 49 i2mo ... Ist ... 1,000 ditto .... 0 6 0 


An Aot for regulating the •pro- 9974 
cednro observed in the Court.<^ 
of Small Causes in themofusil. 
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BENGAL 

CATALOGUE OF BOOKS for the Fowth 




Title (to be trantilEted into 
BogUiih when the tUle-piKe in 
not in that lanKUAfce}. 


Place of printing and place of 
pnblioation. 


Name or firm of printer, and 
name or flm of publiaher. 


BENGALI 


Mbiiicine. 

9876 Saral ChikitsA Sangraha. Bengali Nanda Gopal Medicine Printed and published at Printed by Ganguli & Co„ 
A Collection of easy Bliattaebdry- E. and N- tjeramporo. and published by Nanda 

Prescriptions. Part II. ya. Gopal BhattachAryya. 


. MiscBinAtnouB. 

9976 Oampati Suhrit. A ditto 

Friend of the Married 
Couple. 

9977 PujAr Clihuti. The Durga ditto 

PiljA Holidays. 


S)978 Agamani. Songs of wel- ditto 
come to Dnrga. 

9979 Saral Enshthi. Easy ditto 

method of casting 
Horoscopes. 

The following work is 
designed for edueational 
2nirposes. 

9980 Adarsha Saha Hasta-ditto 

lipir Bahi. A copy¬ 
book. 


Satish Chandra Miscellane-iPrinted and published at Printed by llAm Chandra 
r'.liii oua. I tint Oriental Pre.ss. Ttanil^. nnH Uv 


POBTUV. 
9981 BishAd. Sorrow 


...Iditto 


9982 KabitA MAla. A Garlundjditto 
of Poetry. 


9983 Pujar Bazar. Tlie mar-'ditto 

ket during the Durga 
PiijA Festival. 

9984 KailAs Biyog. Tho ditto 

Bereavement of Kailas. 


Chakravartti. ous, 

Priya Nath ditto 
Bauerji. I 


. BagalA Charon ditto 
Ghosh. 

. KadhA Mohan ditto 
DAs Gnpta.' 


DwurakA NAthditto 
Hatta & Co. 


. Param Pramod Poetry 
Kiiy. 

Brajendra Mo- ditto 
hlni Dual. 


, Kuiijo Mohan ditto 
Chakravartti. 

. Kali Kamal ditto 
Hatta. 


tile Oriental Press, Banik, and published by 
Dacian. Cnriidus Chattorji. , 

...Printed and published at Printed by Nri^alAl 
Uttarpara. Ghosh, and published 

by Priya NAth Bauerji. 

...Printed and published at Printed and published by. 
Garibpur. Girijii Nath Mukharji. i 

...Printed and published at Printed by Bevati Mohan 
the Bharatbaudhav Chakravartti, and pub- 
PrcBS, Dacca. lisbod by ItadhA Mohau 

Has Gupta. 


Printed and pnbli,sbod at Printed by GopinAth 
the Syamantak Press, Basok, and published 
Hacca. by HwAraku NAth Datta 

f, & Co. 


. Printed and published at Printed by Lachhmon 
the Adarsha Press, Basdk, and publislicd by 
Dacca. Param Pramod ICAy. 

. Printed and publi.shod at Printed by Kedor Noth 
10, Padmapukur lioad, Mitra, and published by 
Bhawauiporc. Manomohan Ghosh. 

. Printed and published at Printed and published by 
tho BAsanti Press, My- JAIuluddin Ahmad, 
mensiugh. 

.Printed and published at Printed and published by 
the Chandrasokliar Jagat Chandra DAs. 
Press, Andarkilla, Chit¬ 
tagong. 


9986 Bhishan Barshor Saugit. ditto ...Lalit Mohan 
Hongs on tho Terrible Hus 

Bains. 

9980 PrtllAp. Bhapsody ...ditto ... NflkantaBasu 


9987 ChAru GAthA. Enter- ditto ... Basik Chandra 
tainiug Couplets. Basu. 


ditto ... Printed and published at Printed by Nibaran 
the MuLammadi Press, Chandra C^klAdar, and 
Dacca. published by Lalit 

Mohan Has. 

ditto ... Printed and published at Printed by GopI NAth 
the Syamantak Press, BasAk, and pnbiuhed by 
Dacca. NilkAnta Basn. 

ditto ... Printed and published at Printed by Nabfn Chandra 
tho East Bengal Press, Do, and published by 
Dacca. Chandra NAth BAy. 


9988 Basanta Dut. Tho Mos-ditto ...Hari Charan 
senger of the Spring. Chakravartti. 


ditto ... Printed and published at Printed by Bevati Mohan 
the Bharat Bandhav Gosvami, and pub- 
Prees, Dacca. lisbod by Hari Charan 

Chakravartti. 


The following work is 
designed for education¬ 
al purposes. 

9989 Kabitu KolAp. A CoUec- ditto 
tion of Poems. Part I. 


, Akrur Chandra Poetry Printed and published at Printed and pnblished by 
Sen. the lAdarsha Press, Lachhman BasAk. 

Dacoa. 
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B 

9 

10 

11 

IB 

13 

14 

16 

le 

1 

Date of 
iiaue from 
the proMi 
OP plaoe of 
publioetion. 

Nambep 
of shMti, 
IflAVeie 
or pBffet. 

Biu. 

Ptrafe, 
Mcona, 
or othei 
edifcioD. 

Number ol 
copiee of 
which the 
odiiton 
eonii«i>a. 

Printed or 
liihfl- 

pniphed. 

Price At 
which the 
book M 
•old to the 
public. 

Name end midenoe 
of proprietor ol 
oopyrislit or atiy 
portion of it. 


Number. 

1--- 

books- continned 









1890. 

Fagei. 

1 




Ha. A. F. 




2nd 

40 


lit .. 

600 

Printed 

0 1 0 

Nan da Gop&] 

The title explains the object oi 

9976 







JJhattfi.ch&ryya, 

mhev 

the work. 



Oct., 6t)i 

127 


lit ... 

1,000 

ditto ... 

0 8 0 


Advice to married couples how 

9976 








to conduct themselves in the 
aflairs ot the world. 



, JRtli 

12 

12mo dy 

let ... 

600 

ditto ... 

0 0 3 

Nrisinhardro Mu- 

The sorrows of a wife at the our- 

9977 







kharji, Uttar- 

tailmeni of the Darga Fuji 









para. 

holidays when she expected 
her husband at home. 


Sept., 28th 

S3 

12n)o dy 

1st ... 

600 

ditto ... 

0 10 

BagaJd Charan 

A desciipliou of the preparation 

9978 






Ghosh, Garib- 

for and the performance of 









pur. 

the Duiga Piijit. 


Dec,, loth 

20 

12ino ... 

1st .. 

1,000 

ditto .. 



The title explains the object of 

9979 








the work. 


Nov., 28th 

SO 

8to 

Ist ... 

1,003 

ditto ... 



A copy-book 

9980 

Oct., let 

S4 

ISmo ... 

Ist ... 

250 

ditto ... 



Short poetical pieces on a variety 

9081 








of subjects written by the 
author. 



Not., 17th 

69 

l2mo d; 

Ist ... 

600 

ditto ... 

0 8 0 

Manomohan 

A collection of short poems on a 

9982 

10 

Ist ... 

1,000 

ditto ... 

0 2 0 

Ghosh, Kntali. 

variety of subjects mostly 
expressive of domestic feeling. 

0083 

Sept, 22nd 

12ino dy 



1 5th 

78 

12mo ... 

Let ... 

600 

ditto .. 

0 4 0 

SialiSamalDatta, 

A poem to the memory of the late 
Bahu Kailus Chandra Buy of 

9984 






Dowan Bazar, 









Chittagonc. 

Chittagong. Ho was a zemin- 









• 

dar, a poet, and a critic of art 
His death is mourned by a large 






• 




number of friends and depend¬ 
ents. 



8 

12mo ... 

1st ... 

1,250 

ditto ... 

0 10 

.. 

A number of songs on tho heavy 

9086 









rains of tho past year. 


Oct., 13th 

10 


1st ... 

600 

ditto ... 

. 

. 

Short poetical pieces on love. ^... 

908t; 

OAfh 

68 

12mo ... 

2ud ... 

1,000 

ditto ... 

0 5 0 


Short pieces on a variety of sub- 

9987 







jeets, one of which is a eulogy 
on Lakshnii Bai, tho Bdni of 
Jhansi, who fought the Sepoy 












Mutiny. 


„ 13th 

16 

12n>o ... 

Ist ... 

1,000 

ditto ... 

0 16 


Written in imitation of* tho 

9988 





Meghaduta, or tbe “ Ulond Mes¬ 
senger." A lady in lovp sends 

• 













her message through Basanta 










(tbe Spring) and his companions 
to her absent lover. 

• 


Sept., 17th 

26 

l2mo ... 

23rd... 

4,COO 

ditto ... 

b 1 6 


A school-book ' ... 

_ 
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BENGAL 

CAIALOQVB OF BOOKS for the Fourth 


Title (to be ir^nilftted into 
Katttber. Kuglisb when the tiiln<pa(to 
ii mit in that laiiKUbge). 



PUoe of printing and plaoe of 
publicatiuii. 


Name or ftrm of printer^ and 
name or Arm of publiaber. 


llEIiiaiON. 


BBNQALI 


Sbr{ Shrf Sutya NiinVyan- Bengali Cliandra Kishor Keligion 
opikhydn. TUe Story t-liakruTartii. 11. 

of Satya Nirfiyan. 


Bmnran fiarpan. The ditto 
Mirror of Kcmem- 
branoe. 


, Uaj Kriahnn ditto 
Sinlia. 


Printed and published at Printed by R&dhaballabh 
the Bdngaii Press, Bas&k, and published by 
Dacca- Cliandra Kislior Chakra- 

vartti. 

... Printed and published at Printed and published by 
Berhamporc. Uuj Krishna Sinha. 


9992 Shri Shrf JTnri Sanktrtan. ditto 

Proclamation of the 
Name of Hari. Part 
III. 

9993 llarinum Sanklrtan. The ditto 

Proelaraalion of tlio 

flamo of Uari. 

9991 Sangft Laharl. Waves ditto 
of Songs. Part I. 

9996 Aga’shanVar Lflamritar-ditto 

nab. The ocean of the 
K cctnr of the Sports ot 
Agaishankar. 

9990 Satya Charitopdkhyan ditto 
Pdnehuli. A recilaliun 
of the account of Satya 
^'dIdyana. 

9997 Amnodaya. Tho Peep ditto 

of Day. Part I. 


, Shashi Bhu- ditto 
shan Basu. 


, Jogendra Ku- ditto 
mar Kandi. 


Suradd Sundari ditto 


Kunja Bihuri ditto 
Gosvamf. 


... ditto ditto ... Printed by Rajhallabh 

Saha, and published by 
Sliushi Bhushau Basu. 

... Printed and published at Printed by Gopfnath 
the Syaraantnk Press, Basuk, and published by 
Dacca. Uajemlra Chandra 

Baiirrji. 

... ditto ditto ... Printed by Gopi Nath 

Bas&k, and published by 
Nilambar D&s & Co. 

...Printed and published at Printed a ud published by 
Shorpur. Tauiizuddin Ahmad. 


.Ifiangadhar ditto ...Printed and published at Printed by Gopi Nath 
1 Ciiakravartti. the Syaruautak Press, Ba.s&k, and jiublished by 

Dacca. Gangadhar Chakra- 

vartii. 

Rev. G. H. Religion C. Printed at 38, Ram Mohan Printed hy B. M. Basti, 
Rouse. Delta’s Road, Bhawaui- and published hv the 

pore, and jiublished at Christian Tract* and 
23,' Chowringhi Road, Book Society. 

Calcutta. 


fC&minir Sapta Dashd. ditto 
Seven stages in a 
woman’s existence. 

Sarala, (A name) ... ditto 


Tarunbayaska Khriatiyan ditto 
diger Prati Par&mar- 
'aha. Qnestiona and 
Hints for young Chris¬ 
tians. 

Saral Prashnottar. A ditto 
simple Catechism for 
young Protestants. 


Rev. T. K. ditto 

Chatterji. 

ditto ... ditto 


ditto ...ditto 


, Rev. W. H. ditto 
Ball 


ditto ditto ... ditto . ditto 


, Printed and published nt Printed by B. M. Basn, 
88, Ram Mohun Datta's and published hy Rev 
Road, Rkawaniporc. W. G. Brockway. 


, Printed at 88, B&m Mohan Printed bv B. M. Bose, 
Datta's Road, Rhawani- and published W the 
jwre., and published at G. M. 8. Book Depdt, 
22, Mirzapur Street, Cal-, Calcutta, 
cutta. 


SCIBHCB (MxTEBlUn- 
CAL.) 


The following worts are 
deiigned fur education¬ 
al purpoett. 


lOQOj Ganit Sam&dh&n. Solu-ditto 
tions of Arithmetical 
Questions. 


Prasanna Ku* Scienee Printed and published at Printed by Rim Chandra 
m&rDis. (Mathe- the Oriental Press, Banik, and published by 
matioal.) Doooa. Prasanna Eum&r Dis. 









libbaby. 

Quarter ending Al«< 1890-^continned. 


8 

9 

Date of 
from the 
proM, or 
place ol 
paolioatioUs 

Number 
of iheefie, 
leaveiy or 
paffes. 


BOOKS—continued. 


Price rt which N»ai# end racidence 
the bock In ot timprietor of 
.iltlUii •«'<* to tho oopiTiRht, or »ny 
Ktmptiea. nublie. poHiun ul it. 

iSiMU. 


1890. Pages. ®s* *• ^ 

Oct., 8tli 20 12mo ... Ist ... 1,000 Printed 0 18 


The story of Satys Niriyan is 8990 
well-known. 


Nov lOtb 12 . Ist ... 600 ditto ... 0 10 . This is a work written about 9991 

300 years ago by Bum Chandra 
D&s, a great Sanskrit ]ioet of 
the Chuitanyaite sect, and tho 

brother of Govindn Das, the author of hundreds ot paJa songs. It treats of tho means of attaiuinont of 
beatitude by the followers of the Oomins. . „ ■ , ,, 

Serit 29ih 113 ■12nio ...1st .. 2,0iX) ditto . . A collection of *«rton songs by 9992 

* ■' Ki'uihAraman Ghosh, Madan 

Mohan Mitra and Shashi 
Uhnshan Uaeu, oUicurs of the 

, Baja of Hill Tipperah. 

Oct 2iid 18 . 1st ... 1,000 ditto ... 0 10 . A collection of WWoa songs ... 9993 


loct., 2ud 16 . Ist ... 1,000 ditto ... 0 10 


Sent 26th 30 12mo ...let ... 1,000 ditto . . Songs on religions subjects com- 9991 

^ ■’ posed by Sdrada Sundari Sen 

of Gajdriyd in Dacca. 

Nov Uth « 8to dylst ... 1,000 ditto ... 0 8 0 . Agalshaukor is said to have 0996 

been one of the incarnations uf 
Vishnu in the Kaliju^a. H e 
has a shrine at Jhaljhalia in 

Maldah, and hie image has been in the possession of the Goswamis of the place for the last 23 generations. 

2Utl 36 |12mo ...list ...I 1,000 Iditto ...I . I . . W36 


Sept., 18th 143 12mo tly 


.3,000 ditto 


„ 24th • 86 18mo dylst... 2,000 ditto 

Get., 10th 12 8vo dylst ...' 1,000 ditto 

Deo,, 16th 12 l2mo dy let ... 1,000 ditto 


... 0 4 0 Bev. G. II. An account of the life of Jesus 9997 

Bouse, H.A., Christ, 
l i.B. Con¬ 
vener. Calcutta, 

Christian Tract 
and Book So¬ 
ciety, 23, Chau- 
ringhi Bead, 

Caieutta. 

,.. 0 0 6 Secreta^, Chris-The title explains tho object of 9998 

tian Tract and the work. 

Book Society, 

Calcutta. 

... 0 0 3 Bev. W. 0. The story of Kathleen Amy 9999 
Brockway, b.a. Webber rendered into Bengali 
Bhawauipore. with the change of Kngush 
names into Bengali. 

0 0 3 ditto ... A Christian tract ... 10000 


„ 8rd 18 18mo dy lst 1,000 ditto 


.. 0 0 8 W. H. Ball, 
33, Amherst 
Street, Cal¬ 
cutta. 


... 10001 


iept., SSth 80 12mo ... 1st ... 1,000 ditto ... « 6 0 
















OAT ALGOUS OF BOOJOS ftr»t Fawrth 


ntla (to bt tnuilmtad into 
WwBkor. Bagllih whan the title-ptga li 
not in that Itimuge). 


Scnvoa (Naicbil abe 

OTKIB.) 





BSN(jlALI 


TA« foUotoing tearbi are 
deiigneifar education¬ 
al pmrpotet. 

10003 Saral Sharir F&lan. An Bengali -radn Nith Mn- Science Printed at Oaribpur, and Printed by Oitiji Ifith 
Va^wotlj^on the pre- hbarji. (natural pnbliihed at Cafcntta. Mnkharfi.and publithed 

serration of health. and ^ the Sanskrit Press 

other.) JlBjwsitorT. 

10001 Ditto ditto ... ditto ... ditto ... ditto ... ditto ditto ... Ditto ditto 

10006 Ssral Sharir F&laner ditto ...0(^1 Chandra ditto ...Printed and published at Printed and published by- 
Artha 0 Prasnottar. A Ohakrarartti. Sherpur. Tamizoddin Ahmad. 

IT AIT f A anil a DafAfsItiam 


Key to and a Catechism 
of Saral Sharir P&lan. 

Hisiobt. 

The filloteing leorJk it 
detigned for education¬ 
al fmrpotet. 

2881 Questions and Answers English firind&bsn 


EKGILISH 


to the History of Eng¬ 
land. 


MncBiLiwBoda. 


8882 Chronological 
189M800. 


TablesJditto 


Dhar, n.i. 


. Fr&n N&th 
Pundit. 


History ... Printed and published at Printed by Frat&p Chsn- 
the Sylmantak Press, drs Be, and published by 
Dacca. Brind&ban Chandra 

Dhar, 


Miseclla- Printed and pabli.shed at Printed by Keddr H&th 
neuns. 10, Padmapukur Eoad, Mitra, and published by 
Bhawdnipore. Srindth Banerji. 


8888 Speeches by Babu Suren-ditto ...Edited by Bdj ditto 
dra Hdlh Banerji, Joueshwar 

1886-90. Hitra. 


,,, Printed and published by 
Keddr Hdtn Mitra. 


POBTBT. 


8884 Horoma 


...ditto ... H. F. Maniaty. Poetry ... Printed and published at Printed and published by 

the Orissa Mission J. F. Hill. 

Press, Cultaok. 


SoiBHCB (BATUBAL ABD 

othbb). 

The following workt are 
detigned for edueation- 
, ulpurpotet. 


An Introduction 
Science. 


to ditto „ . K. K. Dds, b.a. Science Printed and published at Printed by B. li; Bose, 

(natural 88, Bdm Mohan Oatta's and published by Jogesh 
and other.) Bead, Bhawdnfpore. Chandra Banerji. 


2336 a’G uide to Physical ditto ... Sharat Chandra ditto 
^Geography. Mukho- -* 

pAdhyayi. 


Lahquaob. 


The following wort it de¬ 
tigned for educational 
purpotet. 


. Printed and published at Printed by Laksbman 
the Adarsha Press, Bas&k, and published 


Dacca. 


iukhopi^yayA 


HINDI 


1110 EathfcmAlA. 
(T). 


Fables. Hindi... Translated by Language Printed and published at printed and pnbliahed by 


FratAp NArA- 
yAn Misro. 


'rintea ana puniisnea at printed and pnbliauM 
the KhargabilAs Press, Saheb Prasad Sinha. 
Bankipore. 
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N'untlwr of 
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B 

1 

' -r othor 
edition. 

rnpii H of 

I whitdi tlio 
edition 

cunaiMLN. 

Printed or 
li(ho< 
grupliod. 

the liottk iM 
(Mild to the 
public. 

Natne and residence 
of prfipricliir oI 
cftpynjflii, or any I 
1 portion of it. I 

1 

1 Rxua&kb. 

Number. 


BOOKS—concluded. 


1890. Pages. 

Rg. A. I*. 

Sopt, 26tL 43 ISmo dySrtb... 10,iX)0 Printed 0 10 Jadu Nath Mu- 

kliarji, Gaiib- 
pur. 

Oct., 1st 42 12mo dy38tb... 10,000 ditto ... 0 10 GirijA Natb Mu- 

kharji, Garib- 
pur. 

Nor., 14tb 24 12mo dy 1st... 1,000 ditto ... 0 16 . 


BOOKS. 


Sept., 20th 124 12mo dy lst ... 1,000 ditto ... 0 10 0 


jOct., lOLli 120 8ro rllst _ 600 ditto .. 3 0 0 Srinath Bancrji, English, Bengali, Shak, Mnghi, 2332 

Balitram Buso's Bui’mesc, Mulki, VilAyati, 

2nd Lane, Bha- Fusli, Samrat, and Hajri eras, 
waiiiporo. with their corresponding dates. 

,, 6th 262 9vo dylst ... 2,000 ditto ... 14 0 Ecdnr Nath These speeches deal mostly with 2333 

Mitra, 10, the question of political enfrau- 
Padmaptikur rhisement in India. They were 
Road, Bhawuni- delivered both in India and in 
pore. England, and are designed to 

help the Congress movement. 

Some of them are already well known to the Indian public for their oratorical qualities, and the results they 
brought about. 

;. 19th 30 tto Flat ... 60 ditto ... 10 0 H. P. Manisty, A, short poem divided into nine 2334 

Cap. Cuttack. chapters in which the writer 

mourns the loss of his dear 
child, whom in a dream ho finds 
. in heaven, a member of the 

baby-chorus. 


600 ditto 


Nov,, 6th 262 9vo dylst ... 2,000 ditto 


Sept. 19th| 


30 fto Flat ... 
Cap. 


20th 03 12mo dy 2nd ... 1,000 ditto 


„ 16th 88 l2mo dy lst ... 1,000 ditto 


.. 0 6 0 K. K. Dis, B.A., 

Head Master, 
Bdjshdhi Colle¬ 
giate School, 
Bodlid. 

..0 8 0 . 


BOOKS. 


Oct., 26th 46 8vo rllst ... 1,000 ditto ... Nil Bumdin Sinha, Translated from a Bengali mo 

• Bankipore. ‘ ^..nalation of .^sop’a fables 

1 t TaVwfiiB 


l,y Pundit lahvar Obaudra 
Vidy4“4gara. 
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BENGAL 


CA TALOGUE OF BOOKS for the Fourth 


1 

i" 

S 

■ 

4 

& 

NiimLer. 

4 

Titio (let bo iranHliiU’d info 
EaKtish whon thptitlp-piuce is 
nul in ihul laoKUUKO}* 

in witicb 
ih«i »’«x)k IB 

wrillcii. 

Name of Rtitbor, 
trHiiMtatov, ortMlilnr 
of tiko lnK>k. or un.v 
pun ui it. 

Subject. 


MlsriiLLANKOUS. 

Hnrish Gliatulra Kiit'i IFitidi 
A CJulloclioii of Hit! isli 
C.’Imndra's Workn. 
Vul.VI. No. 12. 

Man Tnranca Sin'liu ditto 
IMiald IHh'iii. Till! 
waving' iii'i^iir of llic 
mind. Part I. 

Bi'il’sattii'riilia. A Collff- ditto 
tiou of soul'll. 


Ml! in CIS B. 


• Edited 
liiiindin 
Sdiidia. 


. Kultu Blntual ditto 


Hnrisli Cli.nnd-ditto 
ru. 


Place of print tna and place of 
}jubliputioi\. 


Jlniriftor firm of prinlw. and 
iiauii^ or lirtu u( publishor. 


HINDI 


by \Iisfid- 
lancoUii 


Printod and ■pnblislicd at Printed and ■publisliod by 
tlip Kliargaldli'is Press, Salieb Prasad SinUa. 
liankiporc. 

PriDted at the Behai Printed by Akin Ldl, and 
•Bandliu J're.ss, Ban Id- published by Kultu 
)«)fe. and publisbed at .Bbagat. 
jMabiilla Kazibugh, 

Patna. 

Primed and pnldhslied at Printed by Salieb Prasdd 
the Kburgabiliis Press, Sinbn. and published by 
PanL ipore. Itauidiu Siiiiia. 

MUSALMANI- 


Ebijiil Fokarii. A Cheap Ilnsal- Miibammad HeJieino Printed and pnTdislied at Printed by Basanla Kiiimir 
•Nlethud of Treatment, niaiii Alains’ So I the Daeea Ar.izia Pres.s, De, and publislied by 

Ueiigali. bhau. j Mnh.mmi.Hd Abdiis 

I Soblian . 


KtaiaiON. 

701 Zobdalnl M.asayel. ditto 

Abstract of Law. 


Mozakcro 

aeeouut 

Ali. 


Ifamzan.* An ditto 
of Kaiazan 


Vfaidvi Naim- llelinioii, I'rinted and pul)]i.shed at Printed and published by 
IJddin. Al. Karutia. Mir Atahur A li. 


liamzaii Ali ditto 
M uashi. 


... IViiited and ptiblislied at Printed and puldished by- 
tile l{ay i’less, Uogra liamzau Ali Aliinshi, 


Kalemiitul Kofar. 
whieli makes i 
an lutidel. 


PoKTHV. 


That ditto 
man 


Divnni Azud. A C’nllee- Persian 
lion (if pocius composed 
liy Aziid. 


.\Ianivi Naienlditto 
L^udiu. 


Vlaiilvi Snyyad Poetry 
Mahmud 
Azad. 


IjANGnAOE. 

The fiiJtiiii'iiiff will'll- is 

(tesiifiH'ifJoe citilralioii- 

til /IHI'JIUSCK. 

1123 Byakaran Bodba. vln Sanskrit Kaiibaynbil 
Elementary Sanskrit Triplitbi. 

■Grammar. Part I. 


Belioion. 

Mababliaratam. 

Alaliiiliiiarata. 

XiX. No. U3. 


Tlie ditto 
Vot 
(. 1 !.) 


Sliri Hai ibbaktiiiilus.a. 
Vol. 1. No. 6 (li.) 


'hudrodlialia Paddhati. ditto 
Proeeiiure for the jier- 
fornianee of the iiiarri- 
ngc rite.H of the Shud- 
ras. (K). 

(lopal Saliaaranam. One ditto 
ttiunsa.ml names of ' 
Gopal (Viiihuu). (K). 


Edited by Shtf- Beligioii 
dlinr Cliura- H. 
inani. 

Edited by Kali-. Ditto 
dtis Nath. 


Edited by Ke- Ditto 
shay Chan¬ 
dra Hrahina- 
cliari. 

Edited by Ma- Ditto 
dlinaildan 
Daltu. I 


rrintrd and published at J’rinled and published by 
Eariitia. Atahar Ali. 

PEKSIAN 


Printed and publislied at Printed ami published by 
the .liiliiul Alatabe AhiiulJaiil. 

Press, Patna. 

SANS KBIT 


bargunge 


Printed and publislied at Printed by Slmbeb Pra- 
the Kbargavilas Press, sad Sinlia, and pnb- 
Jiankiporo. lislied by .Kanhaya Lai 

Triiiathi. 


Printed and published at Printed by Tb&kiirdAs 
Sorainpofo. Ghosal, and puldished 

by Umosli Chandra 
Bhattaehi'iryyo. 

Printed at the Melropoli-Printed by BumdayAl 
tan Press, Talla, and A dhyii, and published by 
publislied at 4.5. Strand Kulidus N uth, 

Itoad, Cairn tta. 

Printod and publislied at Printed and published by 
the Arya Press, Seraj- Dvurakd Nath Sorkar. 
gunj. 

Printod and published at Printed and pnblished by 
the Printing Company’s the Cuttack Printing 
Press, Cuttack. Company. 




LIBRA HY. 

Quarter ending Shi Deceember 1890 -ooutiuuod. 


11 


s 

9 

10 

11 

12 

la 

14 1 

U-. j 

rs 1 

17 

Pattt of 
iHHiio from 
the proHK, 
eir plHOo of 
piiblteaUoii. 

Ntnnher 

of sllM't.H, 
loavo.K, or 

pUKON. 

hixo. 

KirRt, 

HfCi 

(j‘ Oilier 
edifiuu. 

.Vumber « f 
rojiii’N of 
wiiieii the 
eriit'oo 

coUKiitttt. 

Vrint^d or 
litlui* 
fftuphed. 

Prrwnf which 
tlH> Imhih )h 
sold to llm 
public. 

KiiiDc itiul rcKtduticc 
(if pi'opnetur ol 
itipyrighi or uny 
^ purtKiu of it. 

RauiUKS. 

N umber 

books- o< 

included. 





1 

1 



lh9U. 

Pages. 





Ea. i. p. 




Doe., I2tli 

64 

8 VO rl 

f.t .. 

250 

iVinted 


Knindin Siiilic 

\ collivtion of songs ... 

nil 





j 



Jiaimipi'i’i!. 



Sept. 21tL 

19 

12mo dy 

1st ... 

1,000 

.litto ... 


Kaitu Bliiigni 

.V collection of songs on a variety 

1112 







Kazibiigli, 

ot suhjeelK. 









I’atuu. 




Cl) 

Svo rl 

l-st ... 

1.200 

.litto ... 


Kanidtn Sinha. 

ditto dil'o 

1113 








Baukipiirc. 



bENGALI 

BOOKS 









/Vug., 8lh 

c;i i 

Sro 

Isl ... 

1,000 

ditto .. 

0 6 0 


There ;iro many' slight indispo.si- 

700 









l,i(»ns lor wjacli ineii nccil iiol 










Cftll ill Hssi>il:nicc oi pro- 










fc'«sit)nnl men. WTifcr 










jfivfs a liiitnin'Tof prcscriplions 










for the cure of such iliscuscs. 



2 . 4.4 

Hvo rl 

5ili ... 

1,600 

ditto ... 

10 0 

.Munlvi Nairn: 


701 








Udiiin, Iviiru- 










tia. 



9lh 

77 

i2mo ... 

Ist ... 

1.000 

'lilty ... 

0 6 0 


L'ho nuflior pros nn acconni of 

703 









hiin.sclt and al.-^o )jis observa- 










on llu* Jkuin/jin, Ibe ^rca.i 










fii.st' held by lb(‘ Muliammada-u 







1 



CdJiiiiumif y. 





Isl ... 

1,000 

.litto ••• 

0 4 0 

.Mnulvi Naim 

He wlu) worships nny other being 

703 








Uddhi, Knrutiu 

jointly with Allah is an iniidcl. 


UOUK. 










0<;t, Isl 

124 

8 VO dy 

Ist .. 

500 

■litto ... 


.Vbdul Jalil, Bfts- 

Short poetical pieces on a variety 

93 








iiI|H»r(s iVJo 

of suljjeols, ivii'^ioUB, social. 




i 





zulVcrporc. 

ito., by the author. 


BOOKS. 

i 







- 



Oot., 2Srd 

48 

Svo dj 

1st .. 

1,000 

ditto ... 

0 4 0 

Kanlidya liirl Tri- 

A metrical Grammar of the Sans- 

1123 








patlii. 4lh J’liii- 

krit language 









dit. J’atiitt (J.'l- 

• • 









logialo School. 



It 2rd 

80 

8vo rl 

1st ... 

300 

ditto ... 

0 8 0 

.Jadii Nath Set. 

lOCs on with the Drvnaparba ... 

1124 








Scramporo. 



July, I5th 

40 

4 to dy 

Ist .. 

600 

ditto ... 

0 6 6 

Killldil.s Nuth, 45,1 

The standard work on Chailan- 

1125 







Strand Koad. 

yailc law and ritual. 

• ^ 








Calcutta. 

• 




12 nui 

1 

1,000 





1126 

5opt., Uth 

16 

1th 

1,000 

ditto ... 

0 16 

The Author 

• 

• 

1127 
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BENGAL 

C^T^LOOtTE OF BOOKS fov the Fourth 



1 

s 

S 

4 

5 

' fi 1 

Number. 

Title (to lie traunlatod in^o 
KtikUkIi whmi the titln-piiffo 
i« not in that luuKuaKe). 

LaofrunfC*^ 
hi whicn 
the \u)(>k 
iH writteu. 

Name of author, 
iraimltitur. or editor 
of the hook, or any 
part of it. 

Subjoet. 

Place of printing and place of 
publication. 


Name or firm of printer, and 
name or firm of publiahor. 


UBIYA 


Dbama. 

737 Baiinli/ilu. Tlic Poreat tJriyo 

Ludy. 

LANavAaB. 

Tim folloH'ln^ tanrhn arr 
desiijuinl fhr cducaliunal 
jiitrjwses. 

738 DoJIiodnyB. (T.) Pudi-idif to . 
I montii of Kiiutvk-dgo. 


Utlfal Uyilkaran Sank- ditto 
slipj). A sliorl firum- 
mar of tlio Ifriya Lau- 
guii^e. 

MlSCELlAIfBOTra. 

Niirilliiir. Portnno toll-ditto 
iiifr by takin" tUo names 
of feninli'S. 

Karmnehitra. Marvellous ditto 
deeds. 

Thf< rtdhivdng trnri: is dr- 
signed fur educational 

purpDSCS, 

Miinasanka O Bajar Hi-ditto 
rail. Mental Arithine- 
tie and Bazar Accounts. 


llam SliankarjDrama Printed and rnblislied at Printed and pnbliaLed by 
f{«y- j tbo Cuttack Printing the Cuttack Printing 

Company’s Press. Company. 


Din abandhu Language Printed snd published at Printed and published by 
Das. the Victoria I'ress, Cut- Dinabandliu Das. ^ 

tuck. 

Guuri Shankar ditto ... Printed and published at'Printed and published by 

tho Cuttack Printingl the Cuttack Printing 
Company’s Press. • n«.«>-- ® 


. C h a t u r b h u j Miseella- 
Puttanuyuk. noous. 

. Blifigirnthi Se- ditto 
thiya. 


Comjiauy. 


ditto ditto 


ditto ditto 


I 

. Sitanath Bay ditto ... Printed and pnblishcd at'printed and published by 

the Victoria Press, C'ut-I B. Buy. 
tack. 


Bklioion. 

Shri JCri.shna Lila. 
Sports of Krishna. 


Tlieditto 


Gobinda Bath Beiigion 

(H.) 


Printed and published.Printed and published by 
at f-ho Printing Com- the Cuttack Printing 
pany’s Press, Cuttack. Company. 

ditto ditto ... ditto ditto 


Snrbasiir Bhagahata. ditto ... B h a g a b & n ditto 
The B h a g a b a t Chandra 

abridged. Sinba. 


Lanofaoe. 

The fullowm^ KorJrs arr 
dcsit/nrd for educational 
purposes, 

604 fiiraji Bhush&. The nongal! R* L. Ghosh 
Buglisli Language. and 

Rnglish 

C06 A Manual of Transla-ditto ... Poni Mad 


BI-LINGUAL 

I.—BENGALI AND 


R. L. Ghosh ... Language Printed and published at Printed by Hari Mohan 

2, Tallabagan Boad, Dus, and published by 
Tillu. R. L. Ghosh. 

Beni Mndliab ditto ... Printed at 10, Podmapu-Printed by Bod&r N&th 
Gdnguli, kur Boad, Bhawinipore, Mitra, and published by 

and published at B. C. Addi. 

Calcutta. 


iHarinainamritam Vnisb-Bengali Edited by Him-ditto 
.invH Vjukaninam. A and nuriiynn 
Sanskrit Grammar de Sanskrit. Bidyuiatna. 
signed for the use i-f 
the Vaishnavas. Part 

10 (T). 

fhe following tcor}: is 
designed for educational 
purposes. 

Nili Byiikhyd. A Key ditto ... Krishnaliari ditto 
to b iti. Gosr&mi. 


n.—BENGALI AND 

Printed and published at Printed by Rajballabh 
Serbampore. S4h&, and published 

by Bamndr&yau Bidya- 
ratna. 


, Printed and published at Printed and published by 
the East Bengal Press, N abln Chandra De. 
Dacca. 





LIBRARY. 

Quarter ending 3ls^ December 1890—continued, 


1.3 


H 

■ 

1 

11 

IS 

13 

14 

IS 

16 

IT 

Dato «I iuno 



First, 

^fuDher 0 

Printed ot 
litho¬ 
graphed. 

Priceatwhici 

Name and residence 



from the 
press, or 
place of 
puDlication. 

of theeta, 
leuvea, 
or pngea. 

8ii«. 

second, 
or other 
edition. 

which the 
edition 
conaiala. 

the bookia 
sold to the 
public. 

of proprietor of 
copyright, or any 
portion of it. 


Number 

BOOKS. 










1890. 

Pages. 

4 




lis. X. P. 




Oot., 2nd 

79 

8vo dy 

Ist ... 

200 

Printed 

0 13 0 

(lum Shankar Biiy 

A story of love and adventure in 

7.37 







which snpuTDatunil agency has 
been freely employed. 




Sept.. 23r(i 

48 

l3mo dy 

Ist ... 

1,000 

ditto ... 

0 19 


An TTriy.'i translation of Pundit 

738 







1. (1. Vidy.asiigara’s well known 
Bengali school book of the 












same name. 


Aug., 31st 

61 

12mo dy 

2nd ... 

1,000 

ditto ... 

0 4 0 

Ganri Shankar 


739 


' 





Uay. 


Sept., 9l,li 

4 

8 VO dy 

1st ... 

1,000 

ditto ... 

0 0 6 

Cbaturhhnj Pat- 

A work on fortune telling. 

740 






tanityak. 


Nov., 4lh 

17 

12mo dy 

4th ... 

1,000 

ditto ... 

0 16 

Bhi^Irath! Sethi- 

ditto ditto 

711 

Sept., 22nd 

Aug., 81st 

68 

12mo dy 

8 VO dy 

5tli ... 

2,000 

2,000 

ditto ... 

0 3 0 



743 

273 

1st ... 

ditto ... 

14 0 

Srigobinda 

Based on the 10th Chapter of the 

744 






Hath a. 

Bhdgavat by Gaur Chsran, the 
son of Mukund Misra of 
Lehank in Khurda Parganu. 




Se])l., 13tli 

13 

16mo rl 

2nd ... 

2,000 

ditto ... 

0 0 6 

Bbagahiin Chan- 

744 






dru Sinha. 



BOOKS. 










ENGLISH 

BOOKS 









1890. 








• 


Sept., Srd 

82 

12mo dy 

Ist ... 

600 

ditto ... 

0 10 0 

R. L. Ghosh, 2, 


604 








Tala bagan 

* 









Eoa l, Tula. 



Nov., 16th 

264 

8vo cr 

3rd ... 

8,000 

ditto ... 

14 0 

Kodiir Nath 


606 








M i tra , 17, 










Padmapukur 
Bead, Bhawani- 



SAN8KEE 

r BOOKS 

i. 





pore. 



Sept. 29th 

80 

8vo 

Ist ... 

1,000 

ditto ... 

0 8 0 


The text of Jivagoshv&nlf with 

1686 







the Commentary of Hare 

ws ^ 









Krishndeh&ryya. 

• 


Out. Slst 

166 

12ino dy 

lat ... 

1,000 

litto 

0 12 0 

. 

tey 

1587 
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BENGAL 

CATALOGUE OF BOOKS for the Fourth 



1 

2 

8 

4 

5 

6 

7 

Nnmber. 

Tillo (to ho translatod into 
EnijrliHh whoii tho tiltOoptiKu iu 
not in that 

lAiinfrun.^ { Namn of <ittihnr. 
in which tmusUtur, nredito 
the hotik is of the hook« or un^ 
writKin. 1 part of it. 

Subject. 

Place of printine and place of 
pubticatious 

Kamo or Arm of printer, and 
numo or firm of publiaher. 








II.— 

UENGALI AND 


REtKJlON. 








1588 

Amliivslitha Ullirilili. A 

Bengali 

K. A. S. Gupts 

Religion H 

Printed and published a 

Printed 

by Gopindth 


Treatise ou the Vaidyt 

and 

tho Syamantak Press 

Basak, 

and published by 


Caste. Fart I. 

Sans¬ 

krit. 



Dacca. 


K. A. S 

. Qupla. 

1589 

Ttlrii Stotram. A Hymr 
to Tarii. ('li.) 

ditto .. 

Tliini Nnrayai 

ditto .. 

Printed and pablishud a 

. Printed 

by B&iballabba 



Bidyurutna. 


Borhamporo. 

SaliA, and published by 


Krishna Karn'unritnm 

ditto ... 

ditto 

ditto ... 

ditto 

ditto 

RAmndrdyan Bidyaratna. 

1690 

ditto 

ditto ... 


Krislitia Nectar tc 

the Ear. No. 1. 








1501 

Nrisinlia Faricliaryya 

ditto ... 

ditto 

ditto 

ditto 

ditto ,. 

ditto 

ditto 


Tho worship ol: plri- 
.siiiha. No. 1. 








1692 

Ditto ditto, No. 2 ... 

ditto ... 

ditto 

ditto 

ditto 

ditto 

ditto 

ditto 

1603 

Ditto ditto, No. 3 ... 

ditto ... 

ditto 

ditto 

ditto 

ditto 

ditto 

ditto 

1694 

Ditto ditto, No. 4 ,.. 

ditto ... 

ditto 

ditto 

ditto 

ditto 

ditto 

ditto 

1696 

-Vnandn Drindiibnn Cham- 

ditto ... 

Tran.slatod by 

Ucliciou, 

ditto 

ditto 

ditto 

ditto 


inih. A work de-jerib- 


Ram Sara- 

11. 





iiiR tho delights of 


yaii Bidya- 


«• 





Brindahau. No. 3 (T.) 


rat.iia. 





1696 

Jogavusishtlia Kamayan- 

ditfo ... 

ditto 

ditto ... 

ditto 

ditto 

Ititto 

ditto 


am. The Itiimayau 

containing Lectures on 
Ihf/a by Vihsiatlia. 
I'art 10. (T.) 









1697 

Ditto ditto. 

ditto ... 

ditto 

ditto ... 

ditto 

ditto 

ditto 

ditto 


I'art 11. (!'.) 








1608 

Ditto ditto. 

ditto ... 

ditto 

ditto ... 

ditto 

ditto 

ditto 

ditto 


Part 13. (T.) 







1693 

Shri Chaitnnya Charita- 

ditto .. 

ditto 

ditto ... 

ditto 

ditto 

ditto 

ditto 


mrita. The Nectar of 








tho life of Ciiaitaiiya. 
Part 18. (T.) 








ICOL) 

Ditto ditto. 

Part 19. (T.) 

ditto ... 

ditto 

ditto ... 

ditto 

ditto 

ditto 

ditto 

IfiOl 

Ditto ditto. 

Part 20. (T.) 

ditto ... 

ditto 

ditto ... 

ditto 

ditto 

ditto 

ditto 

1002 

Ditto ditto. 

Part 21. (T.) 

ditto ... 

ditto 

ditto ... 

ditto 

ditto 

ditto 

ditto 

1603 

jj^pula Chanipuli. In 
^’raisc of Krishna 

ditto ... 

ditto 

ditto ... 

ditto 

ditto 

ditto 

ditto 


No. 1. (T.) 








1604 

Srimadbhugabatam. 

lilto ... 

ditto 

ditto ... 

ditto 

ditto 

ditto 

ditto 


No. 75. (T.) 








1603 

Ditto ditto. No. 76 

litto ... 

ditto 

ditto ... 

ditto 

ditto 

ditto 

ditto 


(T.) 







lO'e 

Ditb) ditto. No. 77. 

ditto ... 

ditto 

ditto 

ditto 

ditto ... 

ditto 

ditto 


(T.) 




* 



1007 

Ditto ditto. No. 78 i 

litto ... 

ditto .. 

ditto ... 

ditto 

ditto 

' ditto 

ditto ... 


(T.) 





ditto 


1608 

Ditto ditto. N 0 . 79. 

litto ... 

ditto 

ditto ... 

ditto 

ditto 

ditto 


(T.) 














nr.—ENGLISH AND 


LaNOUAQ]!. 









The fullown^ worl-s are 









desiqned ^or eduea- 









tianal purposes. 
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Koy to English Reader- 

Snglish 

?nranicslirttr 

language 

Printed and 

published at 

’rintod by 

Bdheb Frasdd 


No. III. .lEsop's 

and 

Sinba. 

the Khargayilas Press, 

Sinha, and published by 


Fables. 

Hiudi. 



Bankipore. 


Parameshyar Sinha. 
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SANSKRIT BOOK 8 -eo«e;«rfcrf, 

I 1890. Pages. * 

Sept. 27th 9 12mo dy'lst ... 1,000 Printed 


R.S. A. p.| 


lDo.<i(;ned for the glorideation 16S8 
I of llio Vaidya co.stn. 


21 8vo ...1st ... 


600 ditto 


0 2 0 


With the eommcntary of Ganga- 1689 
dhnr Vidjaralna. 


29lh 80 8 vo ... 1 st ... 1,000 ditto ... 0 8 0 . This is one of the most eelohratod 1690 

works in Vai.shiiab literature. 

I It wa.s nomposed by the well 

I known Vilvamaugal, w'hosc story 

has furnished materials for several dramas on devotional subjects. A manuscript of the bonk was brought from 
Southern India by Chftitanya during his pilgrimtgo to that part of the country. The well known Krishna lias 
Kaviriij wrote a commentary on the work, and Jadwandona Cmikravarli made a metrical translation of it in Bengali 
during Akbar’s reign. 

, 29tlij 80 , 8 vo ...list .-I 1,000 Iditto ...I 0 8 01 . [This is an old work on the sub- 1591 


kravarli made a metrical translation of it in Bengali 


80 ; 8 vo ... Isl. 


1,000 ditto 


This is an old work on the sub- 1591 
joet of Vaishnab ritual. It 
was consulted by Gopal Bliatta 


0 8 0 


80 8 vo ... 1 st ... 1,000 ditto ... 0 8 0 


29th 80 | 8 vo ... 1st ... 

29th 80 , 8 vo ... Ist ... 


80 8 vo ...Ist 


,. 29th 80 8 vo 


1,000 ditto ... 0 8 0 
1,000 ditto ... 0 13 0 


COO ditto ... 0 12 0 


600 ditto ... 0 12 0 


29th 60 8 vo ... Ist ... 600 ditto ... 0 12 0 

29th 80 8 vo ... 1st ... 1,000 ditto ... 0 12 0 

39th . 80 8 vo ... 1st ... 1,000 ditto ... 0 13 0 


80 8 vo 


1,000 ditto ... 0 12 0 


80 8 vo . Isa ...f l.t 00 ditto ... 0 12 0 


Bhal'ti Vilds. 
ditto 

ditto 

ditto 

ditto 

ditto 
Noticed ... 

ditto 

Often noticed 

... 

ditto 


ditto 


ditto 

... 

ditto 

... 

ditto 


ditto . 

It* 


... 1697 

.. 1698 

1699 


29th 80 8 ?o ... Ist ... 1,000 ditto ... 0 12 0 .. This is ono of ,Tiva Oo.svttmi’s 1003 

large works, dcscrihiiig the 
sports of Kri.shna as given in 

the nth and 12 th Chapters of Shrimadbh&gahata. It is accompanied with a commentary by Vira Chandra 
Gosvimi. I • • 

29th 80 8 vo ... 2nd ... 4,000 ditto . . With the eommcntario.s of .Shri- ]604 

dliur, Riipa, Jivu and Vish- 
vanath Chakravarti. 

29th 80 8 vo 2nd ... 4,000 ditto . . ditto ditto 11505 


1,000 ditto 


0 12 0 


80 8 vo 


4,000 ditto 


„ 29th 81 

„ 39th 8( 

„ 2gth 81 

„ 29th 8( 

HINDI BOOKS 


80 8 vo 
80 8 vo 


80 8 va 
80 8to 


4,000 .'ditto ... 
4,000 ditto ... 
4,000 ditto ... 
4,000 ditto ... 


1890. Pages, 

Sept. 27th 67 12 mo dylst ... 


1,000 ditto ...I 0 6 0 Paramoshvar 

. Sinlia, Second 

Master, Cliain- 
piir Aided 
School, Suruu. 
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BENGAL 



Tilln fin hp LanpiaRn | Niimn of »uthor, 

Numhor. KoKli«l. ‘ « (Im h™k iJ!7rhXXofJnr 

iiotmthttHauguaKB). writton. | tart of il. 



J’laeo of prinlioK and place of Name or firm of printer, and 
publication. numo or linn of publisher. 


III.—ENGLISH AND 


A Koy lo Lon(?man’g English Shiva Nandan Language Printed and published ntjPrinted by Saheb Frasud 
Ueuder, Standard V. and Saliui. the Ehargavilas Press,| Sinha, and published by 

Hindi. Pankipore. Shiva Nandan Salmi. 


LANOrAOE. 

?'Ae foHtminfi wrh is 
(legiffneil for educa¬ 
tional purposes. 

ay Koy to Babn P. 0. Sar- English A.kslinya 
•kar’s First Book of and Kumar 

licading. Uriya. Giiosh. 


LANOUAaE. 

The follominff work is 
designed, fur educa¬ 
tional 2 nirposcs. 


IV.-ENGLISII AND 


Ddla Chandriku. A Sans- Hindi 
krit Grammar for and 
beginner,s. Sans- 

- krit. 

POETBT. 


Ktinhaya Liil 
Tripathi. 


46 Shri Gita Govindfinanda. ditto ...Translated by Poetry 
The Delights of Gita- llarish 

govindu. (T.) Chandra. 


Printed and published at Printed and published by 
the Cuttack Printing the Cuttaek Printing, 
Company’s Press. Comjiany, 

V.—HINDI AND 


Printed and published at Printed and published by 
the Khargavillis Press, Sdheb Pras&d Sinha. 
Bankiporo. 


ditto ditto 


Ekuoion. 

Miirgashirsha Mahimd. ditto ... ditto ... Religion 

The sacrodness of the H. 

mouth of Aqrahdyan. 

(T.) 

Kurtik Earmabidhi. Tlieditto ... ditto ...ditto 

religious duties to bo 
performed in the month 
of Kdrtik. (T.) 

Kartik Nairaittik Kritya. ditto ... Harish Chandra ditto 
Obligatory occasional 
ceremonies to be per¬ 
formed in the month of 
Kdrtik. (T). 

Sandhyfi Paddhati. Pro-ditto ... Edited by Bish-ditto 
cedure for the perform- veshvar prasod 

ance of the Sandhyd Awasthi. 

Ceremony. 


.. Harish Chandra ditto 


ditto ditto 


ditto ditto 


ditto ditto 


ditto ditto 


. Printed by Siiheb Pras&d 
Sinha, and published by 
Bum Din Sinha. 


'Belioioh. 

Hajjat nl Mominin. 
Authority for 
Faithful. 


The Arabic, Munshi Mu-Religion 
the Musal- hammad M. 

mani- Nyamat 
Bengali, Ulla. 


mani- 

Benguli, 

and 

Urdu. 


LANOTfAOB. 

27ic follotoing work is 
designed for educational 
purposes. 


Printed at tlie Behar Printed by Aklii Liil, and 
Bandhu Press. Bank!- published hy the Behar 
pore, and published fit Kuyastha Provinoial 

tho Behar K&yastba Suhliii. 

Provincial Sabhd, Uanki- 
]X)re. 

TRI-LTNGUAL 

I.—ARABIC, MTJSALMANI—BENGALI 

Printed and published at Printed by Atfihar Ali, 
Earatia, and published hy Mun¬ 

shi Muhammad Nyamat 
Ulla. 


II.—ENGLISH, HINDI AND 


Sarsvatf, A 
Grammar. 
(T). 


Sanskrit English, Translated by Language Printed and published at Printed by S&heb Fras&d 
Part 1. Hindi Shiva Nan- tho Ehargavil&s Proas, Sinha, aud published by 

and danLalBdj. Bankipore. Shiva Nondan L&l R&y. 

Sanskrit. 
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!utte from 
the preet, 
or puce ol 
poblioAtioa. 

Number 
of sbeeta, 
learoB, 

1 or pa« 08 . 

Siie. 

PiMf 4«uini)eroi 

<rX’r '•S ‘he 

edition ®dittoti 

Printed or 
iitiiO' 

({nphed. 

Price at 
which the 
book is Bold 
to the public. 


HINDI BOOKS-concludcd. 
1890. Pages. 

Oct., 91st 42 8vo dy Lst 

DEIYA BOOK. 


Ks. A. P. 

600 Printed 0 6 0 Shira Nandan 
Sahiii, Bauli- 
pore. 


Oct., 8tL 24 12mo rilst ... 1,000 ditto ... 0 2 0 The author 
SANSKRIT BOOKS. 


Oct., 24th 14S 8vo dy Ist 


1,000 ditto ... 0 10 0 B&mdin Sinha, 

Bankipore, 


Doc., 11th 43 8vo rl 2ttd ... 1,200 ditto 1 0 4 0 ditto 


„ loth 20 8ro rllst ... 1,200 ditto ... o 2 0 ditto 

» 30 8vo rllst ... 1,200 ditto ... 0 4 0 ditto 


„ 10th • 28 8vo rllst ... 1,200 ditto ... 0 4 0 B&mdin Sinha, 

Bankipore. 


Sept., 24th 26 12mo dy lst ... 1,000 ditto 


BOOKS, j j 

AND UEDU BOOK. 

INop., 18th[ 24 [8ro rl 1st ... 1,000 ditto 


SANSKRIT BOOK. 


Vwhnu Dev 
N&rayan, Ban¬ 
kipore. 


0 4 0 Munshi Mubam- If a man out of spite raises a 
mad Nyamat mosc^ue in the vicinity of an 
UDa. exi.'<ting mosque, tho faith¬ 

ful should not worship in 
now one. 


l>ec, 17th 86 8vo dy 1st ... 1,000 ditto ... 


Shiva Nandan 
L&l E&y, Moti- 
h4ii. 
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BENGAL 



Tillo (tu be trfinvUte'i intf> 


f Lantruuire Natn« of author. 


M I ; ix I I ..I • < ill irrnii'fiULor.tir KUiv<>r 

Nuuii.,.,. EnKliHl, when t ,n title-pune i« jthe hcifc i.;of lli.i l.<.ok. or any, 
not 111 that lanitiiaKo). ; part ol it. I 


u whifh |trftn><lutor.o» «aii<>r MnbWt Plano of priniirur eiirt place of Name or firm of printer, oiid 

m i M fit ‘ 1 .... _...... 1 'tia.tn Ana Mwim rvr _ 


publicatioii. 


namaor Ann or pnbliabrr. 


'i LANOr.VliE. 

T/ii‘ ftilhmbiij worl- /.i 
f/i'sirfiit'i/ Jhr iti/iirationa/ 

■ /iiir/iiiiiei. 

\’i lA Ki'V In CMs.scIl’a; 


in.-KNGLISlI, HIMDI AND 


■/nirjirnei. I I 1 

Koy In CMs.scIl’ajRngliHh, Sliivii NandaniLanguago 'rriiitoJ and publisLcd iitPrinted by Sdlieb Prasad 
rimnli ]{oadiT. >'aitj Hindi i Sabay. r (he Klmruuvilis Press, Kinba, and published by 

1.^ j and I Bauhipore. Shiva Namlan Boliay. 


AliinrriNji. j 

I 

2114- HoniinjiyiUhik 'riit(va-Bi’i)f;ali. 
pniliiixh. Till- .' 111 )- 
stani-e of (lie lionin'O- 
patliin 'y.“lin! of incdi- 
, einn. .V monthly! 

p.api'r. A'ol. 1. Nos. 2 
■ and 3 (togcllier). 

I M TsrKLL.v.NKors. 

2I'I''> .Ashulnlii. I ho Croopor'llennnli 

of llopo. A montldy 
piipov, \'ol. I, No. 2. 

2.t|(i Bandhah. Tlio Friend, ditto ... 

.\ monthly paper, 

\'ol. X.i, No. 3. 


UNI-LINGUAL 

I.-BENGALI 

Edited by Havi Medicine [Printed and published at Printed by Shashibhiishnn 
L'as Chakra- E. I Serauiporc. Ghosh, and jniblislied by 

vartti. I Hari Diis Gkiikiavurtt). 


Edited by Mi.seclla- J’riuled at tbeAryya Pres, Printed by IJivurnka NYitl, 
Knnja Diluiri neons. Sernjt;nnf;<‘, and pub- Surkdr, and published 
De. lished at Atuhariya. by Matliura Nath 

Aiaulik. 

Edited by Kali-ditto ...Printed and pubIi.shod at Printed and imblished by 
prasanna the Girish Press, Dacca.! Kalimuddin. 


2.U7 Bharat Hanjihan. India ditto 
Betived. .A ninntlily 
. jiapiT, A’ol. II. Nos. 1 
I to ll (together). 


Edilcd by Bliii- ditto 
pati Natl- 

Iti'is and 
Drotbers. 


jPrinfod and publi.slied nt.Printed and published by 
I the lludhoduyu Press,I SiJdhoshwar lla.s. 

I Hngli. I 


I'illo ditto, A'ol. Il.lditto 
! Nos. C to 8 (togciher). I 


Pn.shiinhar. A Carliindjditto 
of flowers. A monthly 
pu])er, A’ol.I, No. 7. 

Pitto ditto, A’ol. I.ditto 
Nos. 8 and 1) (together). 


Edited liydillo 

IJ mesh 
IJhandra Bai- 
talik. 

ditto .. ditto 


.. Printed and published ai.;Printed liy Ghnndra Nath 
2, Tala Biigan Koad,i CliakravarttI, and iinli- 
Tala. I Jislied by It. L. Gliosli 


... ditto 


Jislied by It. L. Gliosli 
and Company, 

.. Printed by Jlari Moban 
Diis, and published by 
by It. li. Ghosh and 
Company. 


2421 iDitfo dilto A''ol. I, ditto 
Nos. JO to 13 (together). 

2122 Sadatlanda. The Hnmn-ditto 
rist. A montlily 
^]icr, A^'ol. IA^ 

2423 Samiiioehak. The Critie.|ditto 
1 Vol. I, Nos. 6 and 0. I 


2424 Sangini. The Female ditto 
Companion. A month¬ 
ly paper, Vol. I, 

Jito. 7. 

liSLIOION. 

2125 Sh&stra-Pdlh-Sammilani. 'ditto 
An Association fur 
tho stndy of the 
Holy Scriptures. A 
monthly paper, Tol. 

II, No. 9. 


ditto .. ditto 


Edited by Ifa. ditto 
rihar Nandi. 


Edited by Sii- ditto 
rendra Mo¬ 
han Bhatt4- 
churyya. 

Edited by Ba-ditto 
dliik6. Prasad 
Datta. 


. Printed and published at.Pi'inted and published by 
the Girish Press, Dacca. Kidimuddin. 


Printed and published at Printed and published by 
Kashipur.-Chuaddngd. liakhftl Dds Bhatta-. 

ohdryya. 

. Printed and published at Printed and published by 
17, Tdlfi Metropolitan lldnidByill Adbya. 

Press, Tula. 


Edited by Her Boligion C. Printed and published at Printed by B. M. Basu 
T. K. Chat- 38, Bdm Mohan Dattu’s and published by Ber. 

terji. Eoad, Bhaw&nipore. W. G. Brochway. 
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^ 1 

u 

10 

11 1 

IS 

IS 1 

14 

n 

j 

1 

Date of itiaue 
from the 
preis, or 
pUce of 
puuiication. 

Numtaor 
of sheets, 
loaves, 
or ptKOS* 

Hite. 

1 

Ftrat, 1 
■Acund, 
or other 
edition.1 

Nurobar of 
copioH of 
whioh the 
edition 
cuiiNists. 

Printed or 
iitho* 
Kraphrd. 

Prieesf wliich 
l h(‘ book is 
sold to the 
pnhlic. 

Name and residence 
of proprietor of 
eopyriKht, or any 
portion of it. 


NiiraWir, 

UJiDTI BO 

1 

ISiK), 

lOK. 

i 

If 

1' 



« 

1 

1 

• 


jNoV., l8t 

j 

rEllIOD] 

I'KPaODK 

49 

[CALS. 

lALS. 

8vo dy 

1 

1st ... 

250 

jl’riiitcd 

0 0 0 

Shiva Nantlan 
Saltay, Biiuki. 
pore. 

1 

12 

Sept, mh 

I 

[ 

48 

8vo t1 

Ist 

250 

ditto ... 

0 4 0 
per part 


The usual contents ... 

2411 

i 

1 

|l)ct. ISth 

i 

16 

Rro rl 

'l,st ... 

GOO 

ditto ... 

1 0 0 
yearly. 


Tlio power of opinion is snperiov 
to liruto force and the power 
gained hy knowlcilgc. 

2115 

16th 

lu'ljl, \v 

4R 

•hile self 

8vo 

-roliunoo 

1st 

is the 

400 

peculiar 

ditto ... 

cliaraetor 

0 8 0 

istic of Enp 

[lishmen. 

The differenec bofcween Bengali 
and Eiigli.sli .society lie.s 
in lliis that the Bengalis are 
wanting in the spirit of self- 

2tU) 

Atif;. Ist 

48 

iHvo 

1 

1,0)0 

ditto ... 

0 2 0 

Bhupati util 

Das and Brotlicr, 
Chiusur/i. 

The writer sny.s tliat alt Rnglisli 
cirilian.s slionhl assenihle once 
a monlli at the Town Hall to 
a-certain the host nieains of 
iirotecting the peace of the 

2417 

Empire, ujul all iJcjigalia 

uf whatever rank .should be carefully excluded from the meeting. 


()fa. J9i]i 

j 1 

1 : 

48 

8to 


1,(J00 

ditto ... 

0 2 0 

ditto 

Tlie writer says tlint llie Con- 
gres.sists of Hooglily are trying 
to put down tile Bln'irat Saniivan, 

2418 

which oppoRcs that movement, 
men to assemble in a eon^ress to 

Ho cannot midorsland what crime the tTOvennnent has committed to induce 
cnriiiiro iihont it. 


ISept. 1st 

16 

8vo dy 

1st ... 

1,000 

ditto ... 

0 1 6 

K. L. Glioso & 
Company 2, 

Thia Biigin 

Ih'iul, Tula. 

Articles of literary and religions 
interest. 

2119 

„ loth; 

32 

8ro dy 

1st ... 

1,000 

1 

• j 

ditto .. 

0 3 0 

ditto 

In an article on religious revolu-l 
1 tioii the writer s.ays tJiat Hin¬ 
duism has heen suhieclod to 

1 serious hardship, lioili inter- 

2420 

1 nally and cxterTiallr, internally owing to the increase of population and externally owing to foreign domination. 


Ill another article the writer finds fault with the present system of edneation, 
faith IL llindnism. 

inasmuch as it shakes people's 


„ i&tii 

48 

8vo dy. 

Ist ... 

1,000 

ditto .. 

1 0 4 6 

ditto ...I 

In an ariietc nti the Age of Con¬ 
sent Bill, the writer thinlfli i4 is 
a useless measure. 

2121 

Oct., 16tL 

12 

8vo 

Ist ... 

! 

600 

1 

ditto ... 

0 0 6 


A humorou-s paper ... ... 

2-122 

., ISth 

24 

8vo rl 


600 

ditto ... 

0 8 0 

Sbvamiul Banorji, 
Sautipur. 

Articles of Jitcrarj’ interest 

242.S 

July, SIst 

1890. 

24 

12mo dy 

Ist .. 

600 

ditto . 

0 4 0 

B&dhikiv Pmsiid 
Datta, 181, 

M aniktala 
Street, Calcut¬ 
ta. 

ditto ditto 

• 

j434 

1 

1 

Aug, 25th 

IG 

! 

8vo dy 

1 

i 

1,000 

ditto ... 

0 0 8 

Bcv. W. G. Brock- 
way, L. M. 8. 
In 8 ti tuti on, 
Bhawaniporo. 

The usual contentB ... 

- 1 

2il2G 
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BENGAL 

CATALOGUE OF BOOKS for the Fourth 


Title fto bo tranilfttod into 
Number. BngUnU when tho lltlo^paKe is 
uut in that longuagu). 


Vl&OB of printing and place of Name or firm of printer, and 
publlualion. name or firm of publieher. 


name or firm oi publieher. 


BENGALI 


Eblioion. 


2126 Shislra-Patli-SaniTnilani. Bengali Edited by Hcv. Buligion C, Printed at 38, Earn Mo- Printed by B. M. Basn 
An Anaociation for T. K. Cbat- ban Datta’i) Hoad, and and publiabod by Eev. 


tbo study of tho 
Ikily Scriptures. A 
monthly tftijer, Vol. 

II, No. 10. ‘ ■ 

2427 Ditto ditto Vol. II, ditto 

No. 11. 

2428 Ditto ditto. Vol. II,'ditto 

No. 12. I 


Ml8CELLA.l?BOtrB. 


published at L. M. S. W. G. Brochway. 
Institution, Bhawanipur. 


... ditto 
... ditto 


Printed and published at 
38, Bam Mohan Datta’s 
Boad, Bhawanipur. 


II.—ENGLISH 


Tho Cosmopolitan. A English Edited by Kali-Miscclln- Printed and published at Printed and published by 
monthly Preethoughtj prasauua Ka- ncous. the Secular Press, E&liprasannu Eavya 

journal. Vol. 1. No. 8 1 vyaBisharad. i Bhawanipur. Bish4rad. 


818 Ditto ditto. Vol. I.ditto ... ditto ...ditto 

No. 9. 

810 Ditto ditto. Vol. I. ditto ... ditto ...ditto 

No. 10. 


820 Ditto ditto. Vol. I. ditto 

No. 11. 

821 Ditto ditto. Vol. I. ditto 

No. 1. 


MiscnLLasBous. 

97 Kshatriya Patrika. A Hindi 

monthly jiapor. Vol. X. 

No. 8. 

98 DvijapatrikA. A fort-ditto 

niglitly paper. Vol. I. 

No. 16. 

99 Ditto ditto. Vol. I. ditto 

No. 17. 

100 Ditto ditto. Vol. 1. ditto 

No. 18. 

101 Ditto ditto. Vol. I. ditto 

Nbs. 19 and 20. 

102 Brahman. A monthly ditto 

paper. Vol. Vll. No. 3. 

109 Ditto ditto. Vol. VII ditto 
No. 4. 

104 Dinakar-Prakash. The ditto 
llising of tho Sun. A 
monthly paper. Vol.V. 

Nos. 11 and 12. 


dilto ...ditto 


III.-HINDI 


, Edited by Bam- MiseoUane- Printed and published at Printed and published by 
din Siuha. ous. tho Khargabilds Press, SAheb Prasad Sinha. 

Bankipur. 

ditto ... ditto ... ditto ditto ... ditto ditto 


ditto ... ditto 

ditto ... ditto 

ditto ... ditto 

. Edited by Pra- ditto 

tAp Narayan 
Misra. 

ditto ... ditto 

Edited by Bum- ditto 
das Barma. 


Printed by S&heb Pras&d 
Sinha, and published by 
Pratip NArAysn Misra. 
ditto ditto 

Printed by BAhob PrasAd 
Sinha, and published by 
KAmdAs Barma. 


II.—BI-LINGUAL 

I.—BENGALI AND 


Ebligiok. 

06 Bangabandhu O Tbe Bengali Edited by the Religion, B Printed and published at Printed and published by 
New Light. A weekly -imd NabahidhAn tho East Bengal Press, Nabiu Chandra Do. 

paper. Vol. XXI. Nos. English. Brahma So- Dacca. 

I to 12, and Vol. VII. maj. 

No.l. 











21 


Quarter endinff 31t/ Deepnber 1890'~oonolnded. 



PERIODICALS—oonoluded. 


Sept. 27th 20 8vo dy 


B|. A. p. I 

1,000 Printed 0 0 3 fiev.W.G. Broch-The usual contents 

way, L. M. 8. 

Ins t i tn t io n, 

Bhawduipore. 


Oct. 23rd 16 8vo dy ... 1,000 ditto ... 0 0 3 

Not. 28th 16 8to dy ... 1,000 ditto ... 0 0 3 

PERIODICALS. 


... ditto ditto 2427 

... Contains an article on the pppa- 2428 
gation of Christianity in Aoria. 


IAuc. Slst 24 8vo rljlst ... 600 ditto ... 0 8 0 Kdliprasanna ^ Gitcs some curious information 

Kivya llisha- about caste-Christiana in 

' rad, Bhawani- Southern India—Cliristians who 

pur. belioTo in the caste system and 

refuse to marry widows. 

Mi.ssionarics do not approro 

of their conduct, but dare not gire a shock to their feelings. In one instance these castc-Christians demanded 
a separate church for themselves. 

- i. .. . I.-W 1,1.. I A I a*AA. 1 A A rt I J :4A^ I A ^a: .1__J ___f-if i ^ 


0 8 0 


0 8 0 


Sept. 80th 24 8 vo rllst ... 6'0 ditto ... 0 8 0 ditto ... Articles condemning Christianity, 

Christian practices and ideas. 

Oct. Slst 24 870 rllst ... COO ditto ... 0 8 0 ditto ... In ono of its articles the writer 

calls Jesus Christ “ The Goat’s 
Deputy” . because the Jews 
used to socrifico goats, and 
bcliorod that theso carried oS 
their sins. The ChristianB 

believe that Jesus was sacrificed for the atonement of the sins of men, and so he was the “ Goat's Deputy." 

Not. aOth 24 8 vo rllst .. COO ditto ... 0 8 0 ditto ...Contains ‘‘An Atheist’s address 

to God.” 

Jan Slst 24 8 vo rllst ... 600 ditto ... 0 8 0 ditto • .. 'Ihe Cosmopolitan is the revival 

. of the" Anti-Christ.” 


IPERIODICALS. 


Oct. 20th 16 870 rllst ... 160 ditto 

„ 2lBt 16 8vo rllst ... 260 Iditto 

„ 22nd 8 8vo rllst ... 260 ditto 

Deo. 18th 10 8vo rllst ... 260 ditto 

„ 16th 16 8vo dylst ... 2o0 ditto 

Oot. 20th 16 870 rl Ist ... 260 ditto 

Deo. 12th 11 8vo rllst ... 260 ditto 

„ 14th 12 8vo rllst ... 276 ditto 


Ramdin Sinha, 
Bonkipui. 


... A coUootion of short moral 
stories. 


Prat&p Ndriyan . • . 

Misra, Cawn- 
pnr. 

ditto ... .. 

Bamdas Banna, Contains an article on the Ineome- 
Lucknow. tax headed “ £i Ijut," 

or plundering in the same of ■ 
taxation. 


PBBIODIGAI£. 

ENGLISH PERIODICALS. 


Oot. IStU 146 8to ...1st 


200 ditto 


8 0 0 


The usual contents 
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Origital Entry of Copyright of Books reeeieed during tho Fourth Quarter ending SlatfBetember 1890 . 


1 

1 

a 

4 

5 

1 

a 

7 

1 

K 

The title of the book and the con- 
tent! a< tbo tltlo-page with • 
tnuulation into Enidiib of 
snoh title or oontonti when 
the eeme eto not in the 
Bnslieh hui|{u|ita. 

^Ibe plaoe of printing 
and the place of 
pnoUcation. 

The name or ftrm of the 
printer, end the name 
or nmi of the 
pnUiiher. 

The dete of iune 
(nnn the pnn, 
or or 

pubUcetioB. 

The name and retidenoe 
of the proprietor of 
the copyright nr 
of any portion 
of luoh copy-' 
right. 

The date on which 
the entry was 
rtsistered. 

1092 

Diwaai Azod. A Collec¬ 
tion of Poems composed 
by Azad. 

Printed and pnb- 
lished at the Jalil- 
nl Matabe Press, 
Azimabad. 

Printed and pub¬ 
lished by Audnl 
Jam. 

i 

1890. 

Ist October ... 

Abdul Jalil, Rasnl- 
pur, than a 

Mahua, zilla 

Mozuffarpnr, 

1890. 

6th October. 


.The Catalogue of Books received in the Bengal lAbrary during the Fourth Quarter ending 
3lst December 1890 contains the following :— 


No. 



Books. 


lotel. 

—— 

LAioutea. 


Non'.duoetloiwl. 

Edaotttioniile 






UKi-iiiNoualiS. 







2S 

s 

Bengali 

English ... ... ••• 

... 

29 

8 

18 

3 


47 

6 


4 

Hindi •«« ••• ••• 

tee 

S 

1 


4 


6 

Musalmani-Bengali ... 

• ee 

4 



4 


6 

Persian ... 

• w. 

1 



1 


7 

Sanskrit 


4 

1 


6 



tJriya 

••e 

6 

8 


8 



Total Uni-linguals 

... 

49 

26 

73 


Bi-iufouacs, 







1 

2 

Bengali and English ... ... ... 

•ee 

'A 

2 


2 


h 

Bengali and Sanskrit... 

••a 

1 


23 


4 

English and Hindi ... ... ... 

• •e 


2 


2 


6 

English and Uriya ... ... ... 

... 


1 


1 



Hindi and Sanskrit ... 

• ee 

6 

1 


6 



Total Bi-linguals 


27 

7 

84 


» 

Tbi-lisouacb. 







1 

Arabic, Musalmani-Brngali and Urdu 

• ee 

1 



1 



Bnf^liiliy Hindi, and Sanskrit eea ••• 

• ee 


1 


1 



English, Hindi, and Urdu ... 

• •• 


1 


1 



Total Tri-lingnals 

ate 

1 

2 

3 


Uni-LiNOUAl, Fbbiodicalb. 







1 

Bengali Periodicals ... 

••• 

16 



16 


2 

English Periodicals ... 

... 

5 



6 


3 

Hindi Periodicals 


8 



8 



Total Uni-lingual Periodicals 

.•• 

28 


98 


Bi-likoual PxBiosiaAls. 







1 

Bengali and English Periodical 

• •• 

1 



1 



Total Bi-lingual Periodicals 

... 

1 


1 


Gbabd Total of Books, &o., &c. 


100 

86 

141 


HABAPBASAD BHASTBI, 

Calcutta, Librarian of the Bengal Library and Keeper of the Catalogue gf B t Htk e 

The 23rd March 1891. under Section XVIII, Act XXVof 1867. 
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HACKNEY CARRIAGES AND PALANQUINS ACT, 1866, 

AMENDMENT RILL, 

Tlic IIox’ble Mu. Cotton moved for leave to introduce a Bill to 
consolidate and amend the law rclatinfr to Hackney-carriages and I’alanquins in 
(Jalcutta. Ho said:— 

“ Mr. President—As it is my intention to ask yon to be good enough 
to suspend the Rules for the Conduct of Business with a view to the intro¬ 
duction of the Bill at this metding, it will probably be unnecessary that 
1 should trouble the Council with any observations on the subject of the 
present motion.” 

The Motion was put and agreed to. 

■^rho Hon’bt.e Mu. Cotton applied to the President to suspend the rules of 
business to enable him to introduce the Bill. 

The Hon’hle the Puesident said:—“Our object is to enable this Bill to bo 
passed at a Sessions of the Council which will take place in July and August 
n(!xt, so that the Act may come into elfect on the 1st of October following. 
The' importance of that object seems sufficient to justify me in declaring tlic 
suspension of the standing rules.” 

The IION’ni.E Mu. Cotton said:—“In introducing the Bill to consolidate and 
amend the law I’elating to hackney-carriages and palanquins in Calcutta, it will 
bti convenient that 1 should, in the first instance, refer briefly to the history of 
tlic h'gislation in Calcutta relating to hackney-cairiagcs. 

“ It is nearly 27 ytiars ago since legislation on the subject was first intro¬ 
duced into this t;!ouncil. Our much respected follow-lownsinan Nawab (then 
Mold vie) ‘Abdul Latif was plactsd in charge of the th’st law relating to hackney- 
camag(‘s in Calcutta. I'liat measure becanu! law as Act 1 of 1804 aft(‘r consi¬ 
derable discussion. The objects of (hat measure, in the words of the hon'blo 
member, were ‘to restrain the extortion of native livery stablo-kcej)ors, 
provide a regulated scale of fares, and otherwise to place the relations 
between the carriage hiring community and the owners and drivers of gharries 
on a satisfactory footing.’ 

“After a brief interval it was, however, found that Moulvic Abdul Latif’s 
Act re<[xiir(Hl amendment. Although it jdacod suflieient obligations on tho 
owners cd caridages, it was considered that it failed to exercise sufficient 
control over the drivers of can'iages. * Moreover, it left practically uncontrolled 
power in t,ho hands of the registering officer. A Bill was therefore introduced 
l>y Mr. F. R. (yock<‘rell into this Council to amend and supersede tho former 
Act, and became law as Act V of 186(J. That is the law now in force. There 
has been no siibstantive change in legislation on tho subject, with tho exception 
of an amending measure introduced by Mr. Reynolds in 1878. Tho Act of 
1806 (]\fr. Cockerell’s Act) 2 )lace<l tho registering officer and the administration 
of tho law relating to hackney-carriages entix-ely under tho control cf the 
Cymmissioncr of l^olicc. Tho object of Mr. Reynolds’ amending Act, IV of 
1878, was to authorise tho Local Government to jjlace tlie registering officer 
under tho control and sujiervision of tho Corjjoration. That Act enifiowercd 
tho Local Govonimcnt to make an order authorising the (^ftiixoration to 
exercise the ])owers exercised by the Commissioner of I’olico, and under that 
law the necessary t)rdev was ]>asse<l, and since 1878 the registering office and 
the administration of the Ilackney-CaiTiage Act have boon transferred from tho 
Commissioner of Police to the Municiijul Commissioners of Calcutta. There was 
nc> other change made in the law. 

“ Now, Sir, you, as w(*ll as all the members of this Council, must bo 
well aware that from a long tinjo past there has been growing up a strong 
feeling of dissatisfaction with tho w'ay in which the hackney-carriage 
scrAuce ol‘ Calcutta is administered. The jmblic of Calcutta, botli the residents 
and visitors to the place, have complained, and with good reason, of the extreme 
inefficiency of the' iieva gharries of tho city, and of tho disreputable 
manner in whicli they arc turned out. _Tho Municipal Commissioners of 
(Julculta, respondiixg to the public sentiment on the subject, took the 
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matter into their consideration last autumn, and appointed a Committee 
to enquire into the wor4ciug of the Act and to suggest amendments. In 
this Commhteo the leading members were two reprcseutalives of the Tradt's’ 
Association—Mr. Phelps and Mr. llemfry—and it is to tlioso gentlemen in 
narticular, as well as to the Comniittee in general, that the thanks of the. 
Calcutta community arc due for w<n'king out a scheme to improve the working of 
the hackney-carriage ser\dce of Calcutta. The Committee sat sevtu-al times, and 
tlieir report was laid before this Government on tlie 30th of March last. Their 
I’econnnoudation was that legislation should be r<Jsorto<l to, and that further 
powers should be given to the Corporation to carry out the objects of the 
Act. It Avas felt by the Government that it was very nect>ssary to assist and 
tmeourago the Corjjoration in their praiseworthy endeavours to improve tJu) 
administration of the hackney-carriage service, and no time Avas lost thorefore 
in jjrc^aring a draft measure and in obtaining the permission of the Government 
of India to introduce it into tliis Council. 

“ Mr. President—As it is not probable that I shall bo in Calcutta during 
the d(jliborations of the Scdect (Jommitteo on this lUll, T venture to trcs 2 )ass 
on your time and on that of the Council at somoAA'hat greater length 
than Avould otherAvise ha\’'o been necessary, in cxiilaiuiug some of the dilhirent 
changes proiiosed to be introduced in the substantive kiAV on this subj(^ct. 
I liaAU! briefly cxjilainod them in the Statement of Objects and lieasous, but 
it Avill bo convenient that, on this occasion, I should ex^duin them in somcAvhat 
greater detail. 

“ The first of the changes effected under the new Bill is to lay doAvn 
that the AA Oiking of the Act is to be entirely under the control of tin; Corpoi-a- 
f ion of Calcutta. Under the existing law, as I have stated, it is in the })OAver 
of the Local Government to authorise the CoriJoration of Calcutta to take measures 
for that j)ui'j)oso, but this Bill Avill jdaco tin; Avorking of the Act directly under 
the Coiqioration without any delegation of authority from Government. 

“ It is intended also that financial responsihihty shall accompany admi¬ 
nistrative rc.sjionsibility. Under section 51 of the jirosent Act, it is laid 
down that all penalties and fees levied under tin; Act shall bo disijosod of in 
such manner as the Local Government shall direct. In point of fact, in 
most cases in Avhich the Act has been extended to mofussil municij)alities, it has 
been directed by the Government that fees and jienalties shall be credited to the 
municijiality conccj'ued. But this has not been done in Cah;utta. There haA’^o 
been a series of conflicting and varying orders on the subject ; but as the orders 
now stand, fees and penalties, after deducting working expenses, are credited to 
Provincial funds under the head of Police. A grant is then made to the muni- 
cijjality for tire construction and maintenance of stands, and the balance over 
is again crcditeil to Government. This is a vciy cuuibi’ous arrangement, 
which it is undesirable should continue. 1 haA-’C therefore omitted in the j^resent 
Bill the provision that all jjenalties and fees shall be disj>oscd of in such manner 
as the Lieutcnant-GoA’’ernor of Bengal shall direct, and the effect of^ this 
omission is that all fees levied will bo credited to the Coriioration ; Unit is to 
say, the fees payable on the registration of carriages, the foes j;aya.ble on drivers’ 
licenses, as avoII as any foes which shall be leviable under the Act on account &f 
transfers of registration or coj)i(;8 furnished. All those fees Avill bo credited 
to the Oorijoration. But penalties or fines imposed in Magistrates’ Courts will 
be ci’oditod, under the gonei'al rules on the subject', to the Govorjiuieiit. It is 
of course at the discretion of the Govornmeut at any time to order, if it should 
bo thought fit, that fines realised under any special law may bo credited to the 
municipality; but thci’o seems no reason to refer to this in legislation. At* 
j)resont it is coutemplat(;d that penalties and fines realised on convictions, under 
the Act shall bo credited, as ponidtioa and fines for all other offences are, to the 

Goveimment.* > 

‘‘ Another jioint of some importance is the ari’angoment made by this Bill 
in regard to jurisdiction. The present Act a 2 )plie 8 to Calcutta and the Suburbs 
of Calcutta. J3ut since the Calputta Municipal Consolidation Act has been 
passed, the expression ‘ Suburbs of Calcutta’ has no longer^ any definite 
meaning. As a fact the present laAv, Avorkod_ under the registering officer 
apjjointcd by the- Coiqioration of Calcutta, is admiuLstered by the Corjioratioli in 
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oomniunication with the adjoining iminicipalitios, such as tho iuunici])alitios of 
Howrah, Cossipore-Chitpore, Maniktolluh and J)uiu-Dum. Tliei’O is ono rtjgistoring 
officer maintained in Calcutta, who registers gharri ;s for all these neiglibouring 
nmniciiralities, and, under arrangements come to with those inuuici})alities, tlroy 
receive a certain portion of the fees placed at the disposal of tho Corporation. 
'The South Suburban Municipality is worked separately. There is a separate 
registering officer there, and 1 am informed that the gharries of that municipality 
jray fees twice over both to the South Suburban IMunicipality and to the Calcutta 
Corporation. The Bill now before tho Council is designed to avoid any diffi¬ 
culties which may be found to result from tho present arrangement. It defines 
‘Calcutta’ as it is defined by tho Calcutta Municipal Consolidation Act, but tho 
next section (4) says;—‘The Local Government may, by notification published 
* in thi^CaJeutta Uasetle exclude from Calcutta any local area, or include there¬ 
in any local area, in tho vicinity of the same.’ It will therefore recpiire a 
notification from tho Government to include Howrah or any of these suburban 
municipalities within the limits (<i Calcutta for tho purposes of this Act. But 
when they have been included by that notification, tlie ariangomonts which 
are in force in Calcutta will also extend to those municipalities, and it will be 
left with the local bodies concomed to make arrangements amongst themselves 
for distributing the fees and apportioning tho expenditm'O. 

“ The existing law authorises the Local Goveinment to extend the i)rovision8 
of the Act to any other local area in tho Province where it may bo found 
necessary to do so. This has been done in many places, and tlio same provi¬ 
sion is continued in the present Bill. TJio last section of tho Bill, which has 
been taken from the Madras Act on tho subject, is new. Jt supjdios what was 
an omission in the present law that, when the Act is extended to any ton n or 
place, the Local Government may apj)oint persons to perform the duties imposed 
by tho law. on tho Commissioner of I’olice and tho Registering Officer. In 
uiofussil municipalities it wdll be conveniopt to enfrust the powers of tho 
registering offeer to some subordinate—it may be of the Municipality or it may 
be some Government official—and the powers of the Commissioner of I’olico 
will have to be delegated in the same w'ay to some corresi)onding authority 
in the mofussil municipality to which the Act may be extended. 

“ Tho next change to which 1 shall refer is the year of registration. Under 
the present law the year of registration dates from tho 1st of Ajnil. It is proposed 
in this Bill to make tho registration year take effect from tho 1st of October, which 
wdll be convenient on the general ground that tlie Calcutta season commences in 
October or November, and tho carriages licensed under tho Act w'ill therefore be 
new and smart at the time of the year when the season commences. 

“ A more important change relates to the recognition of first class hackney- 
carriages on the same footing as second and third class carriages. Under the 
present law, no hackney-carriage can be registered under the first class unless 
it belongs to a coach-builder, hotel-keeper or livery stable-keeper, and docs not ply 
for hire in the public streets. The consequence is that no one in Calcutta is aware 
that ho has over seen hackney-camages of the first class. They exist in livery 
stables, but are not marked as such, and to the general public hackney-carriages 
consist entirely of second and third class carriages. By the change proposed in 
tbe Bill hackney-carriages of the first class will ply for hire in exactly same 
way as second and third class hackney-carriages ; there is to bo no difference in 
this respect between them whatever. The only difference will bo that the 
license foe and the rates of faro will be higher in the case of first class carriages, 
and they will therefore be of a better quality. There are also some minor 
details with which I need not trouble the Council regarding registration and 
license, the object of which is to strengthen the control of the municipality over 
tho working of the Hackney-Carriage Department. 

“ Another minor change to which I wish to draw attention is, that the age of 
the driver, which under the present law cannot bo below 14, is raised by the Bill 
to 10. The fees for registration are also slightly increased. Under the present 
law a fee of lis. 3 is paid for first class hackney-carriages, and of Rs. 2 for second 
and third class carriages. In tho Bill before the Council, it is proposed that a fee 
of Rs. 4 shall be paid for first class hackney-carriages, of Rs. 3 for second class, 
and of Rs. 2 for third class carriages. It is proposed also, that, when any 
change of address is registered, tho fee which would bo realisable by the Cor- 
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poration should be eight annas. At present there is no foe for transfer of 
ownership or changes of address. 

“ There are sundi^ other changes in the Bill to which attention will be 
drawn in Select Committee, especiairy in regard to the amount of i>onalties 
impos^, the general tendency of the changes made being to reduce the 
penalties, especially in the case of drivers. Under the pr 98 ent Act it is found 
that the alternative penalty in default of mymont of j&ne is somewhat excessive. 
For instance, in the case of a fine of 10, imprisonment for one month is 
imposed in default of payroent of the fine, and this period of imprisonment 
seems excessive in comparison to the amount of pecuniary fine. It has been 
reduced in most cases, so as to be more proportionate to the amount of the 
fine which it is competent to a Magistrate to inflict. 

• “ Then the most inmortant of tiie changes I think vrhich the Bill proposes is, 

that it authorises the Corporation to make bye-laws subject to the approval 
of the Government for the working of the Act. It is a serious defect in the 
present Act that no power is given to make bye-laws. It was not necessary 
of course that this power should have boon given as long as the control 
of the hackney-carriage service rested in the hands of the Commissioner 
of I'olicc, but when tliat power was transfeiTcd to the Corporation of Calcutta, 
it was quite necessary that the power of making bye-laws should also be 
given to the Corporation. As a fact certain bye-laws have been framed by 
the Mimici|mlity, but as they are not authorised by the law, they are of no 
legal validity. It is proposed in the Bill that a variety of rules which it is 
not convenient should bo contained in substantive legislation should btj 
made by the Municii)al Commissioners and enforced as bye-laws. The first of 
these has reference to the examination of the qualifications for drivers and the 
conditions under which they should bo employed. This is a very important 
point. At present, as far as I am aware, drivers are not subjected to any 
examination at all, and wo all know, I think from experience, that their 
ignorance of the topography of Calcutta is as groat as can well bo imagined. 
There is no reason why tlie standard of intelligence and the knowledge of the 
streets of Calcutta possessed by hackney-carriage drivers should not bo consider¬ 
ably improved. In other countries it is usual to subject such drivers to examin¬ 
ation both in driving and topography before they are allowed to take out licenses, 
and it is desirable tlmt a siuiilar course should be followed in Calcutta. But the 
rules on the subject should certainly be left to the local body which is responsible 
for tho working of the law' and need not find a place in the Act itself. Then 
there is tho description of horses, harness and other things to be used in hackney- 
carriages, and tho condition in which such carriagcjs and the horses, harness 
and other things used thorcAvith shall be kept There are also other questions 
of importance, namely, tlm size of the carriages imd the size of the horses 
or ponies. These are all matters which ought to bo provided for by the 
controlling authority in'bye-laws, and there is the inspection of the premises 
on which the carriages, horses, harness and other things are kept. It is con¬ 
venient that rules should be laid down for regular inspection, wilhout which 
no proper control can be exercised. Then there is also what is of the first 
importance, namely, the protection of weak, lame and sickly horses. It is not- 
too much to say that in tho opinion of tho Government this provision is tho most 
important of all. It is a point to which public attention has been most 
prominently drawn, and it is a point on which the public expect, both of the 
Government and tho Municipality, that they will adopt stringent measures to 
ensure improvement. Then there is the question of the publication of a table 
of distances. In other countries it is usual at a hackney-carriage stand to find, 
a table of distances from wliich tho public may learn wha^ faro they will have 
to pay from such a point to such a point. This is a matter which the Municipal 
Commissioners should certainly consider, and they probably will prepare tames 
and have them- put up at the stands for tho information of the public. It is 
of course very necessary that these bye-laws should not have effect until 
confmned by the Local Government, and this is provided for by the Bill, and a 
penalty for the infringement of any bye-law is also provided. ^ 

“Now I come to the question of rates of faro. They are contained in a* 
schedule annexed to the Act, and it is proposed in tho present Bill to make 
some change in the existing rates. As regards first class hackney-carriages 
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which arc not referred to at all in the schedule to the present Act, as they 
are not under the existing law carriages which ply for hire, it is proposed 
that the fare by distance should bo annas 8 for a mile or less, and 6 annas for 
every mile or part of a mile over and above the first mile; that the faro by time 
should be Re. 1 for one hour or less, and 8 annas for every hour or part of an 
hour beyond the first hour ; and that for a whole day consisting of nine hours the 
faro should bo Rs. 5. These are the rates proposed for first class carriages. With 
regard to second class carriages no change is proposed in the rates of fare by 
distance or in tJio faros by time, except that the provision in the present law, 
which authorises a special rate to bo paid for half a day of five hours, is omitted 
entirely from the new schedule. As to third class cai-riages there is no change 
proposed in regard to the fares by distance, but there is a slight increase 
proposotl in rtjgard to the faros by time. The present law imposes a faro of ■ 
6 annas for the first hour or part of an hour; this is raised by the Bill to 8 annas, 
and for every hour or ]>art of an hour beyond the first hour the rate is raised from 
3 annas to 4 annas, and for a whole day consisting of nine hours the rate is raised 
from Re. 1-8 to Rs. 2; and as in the case of second class carriages the rate for half a 
day of five hours has been struck out. The object of raising the rates in regard 
to third (dass carriagt^s is to enable a bettor standard of carriage and horse to be 
kept uj), as the comjdaint of the owners of third class hackney-carriages is that 
really they cannot afford to keep up bettor carriages or to entertain a lx)tter 
class of ponies, and this slight rmsing of the rates of fare will x’omove the cause 
of this complaint. It is expected of the Corporation that they will insist 
on better thml class cari’iagos being maintained, and of tins public tliat they will 
be prepfircd to pay slightly increased rates of faro in return for a better articjle. 

“ The Act relates not only to hackney-can-iages, but to i)alanquinH, but it is 
not pro]}os(?d to inak(5 any change in the existing law' in x'cgard to palan(|uins. 

“There ai'o vai’ious petty alterations, many of aveihal character, in the Bill, 
and, with references to the number of changes effected, it has been considered 
advisable to repeal the existing law entirely and to proixjse a new enactrmmt 
in its place. As the l^residcnt has told you, it is not the intention of the 
Government to hasten or msh the passing of the Bill in Select Cominitt<;e. As 
the Bill’ has boon laid bofoi’o you to-day after susjjonsion of the rules of business, 
no doubt it has the appeanince of having boon pi'essed somtJwhat moro rajndly 
than is usual in the case of Bills introduced into this Council, but such pressure 
was unavoidable having regard to the late date on which the Government 
received the ])apers on the subject from the Chairman of the Corporation. The 
intention of the Government is that the Bill shall be jxuhlishod in the Ga.zotto 
and circulated through the press anti other channels to all persons interested 
in its ])rovisions, and that they should bo asked to favour the Government 
with their opinions. It is hoped that these opinions may. be collected in 
the course of tv\'o or three months, and that it may bo possible to puss 
the Bill during an autumn session, so that it may take effect from the new 
year, which, as I have informed you, it is proposed to date from the 1st of 
tlctober. 

“ With those remarks I beg to introduce the Bill and to move that it be read 
In Council.” 

Tho Motion was put and agreed to. 

The Bill was read accordingly. 

Idle TIon’blk Mk. Co'I’Ton also moved that tho Bill bo referred to a Select 
Committee consisting of the Hon’blo Mr. Allen, tho Hon’blo Sir Henry Harrison, 
the Hon’bio Dr. Rash Behari Ghose, the Hon’ble Mr. Wallis, and the Mover. 

d ho Motion was put and agreed to. 

Tho Council was adjourned sine die. 

GORDON LEITH, 

CALCUTTA; ^ OJg. Assistant Secretary to the Government of Ber^al^ 

The 2l*< April, 1891. J Legislative Department. 
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PBOVINOIAL SEBVIOE’S ESTIMATES FOB 1891-02. 

FINAlkJIAL DEPAKTMENT—FINANCE. 

CalcuitOj the 17th April, 1891. 

EESOLUTION. 

Read— 

The ReeolutionB reviewing the Estimates of Provincial Services for the years 1889-90 
and 1890-91. 

Read also— 

The estii^tes framed by this Government for the year 1891-92. 

The orders of the Government of India on the above. 

The following comparative statements show in a compact form the principa 
results under receipts and expenditure according to the contract assignment with 
’ the Government of India for the five years from 1887-88 compared with the 
actuals of 1887-88, 1888-89, and 1889-90, the revised estimate for the year 
1890-91, and the budget estimate which has been passed by the Government of 
India for the year 1891-92. 

Rkcieipts. 


ItBCBIPTB. 


Principal heads of reve¬ 
nue. 

Interest 

Telegraphs 

llecoipts of Civil Depart¬ 
ment. 

Miscfllanoous 
Itailways ... 

Irrigation ... 

Civil Works 

Total 


Contract 

Actimts of 

ArtuuN of 

aHHlKnaiunt. 

1S87-SS. 

1888-8(1. 

lls. 

Rs. 

Ks 

2,84.82,fjOO 

2,97.08,583 

2,93 20,418 

73,000 

67.093 

97.3H3 


1.163 

926 

39,40,000 

36,97,494 

37,27,693 

9,09.0()0 

9,28,738 

10,6n,70S 

1,00,19,000 

1,12,7.3,486 

1,17,38.869 

22.74.000 

20,67,‘<99 


7,60,000 

4,02,801 

4,71,640 

4,64,47,000 

4,81,47,266 

4,87,78 .(.H)4 


AcliialK of 
18S1K90. 1 

Hi'visod 
ehtiinntL' for 

Undf^t 
(^tiniato tor 

ISIMMU. 

1891 .U2. 

Rs. 

R.S. 

Rs. 

3,10,27,600 

2,93,8;;,OoO 

3,11,09,000 

1,01,260 

1,14,000 

1,74,000 

870 


38,17,030 

39.98,000 

41,62.000 

9,98,690 

10,36,000 

10,01,000 

1,26,01.400 

1,46,66,000 

1,66,20,000 

24.12.050 

22,88.000 

23.42,900 

6,69,600 

7.27,0(10 

4,69.000 

6,14,.34.500 

6,22,31,000 

6,47,57,000 


ExPENUlTljltK. 


MXrKNDITUBB. 


Direct demands on. reve¬ 
nues and charges in 
respect of revenue ad¬ 
ministration and col¬ 
lection. 

Interest 

Telegraphs ••• 

Salaries and expenses of 
Civil Department, 
Miscellaneous 
Famine relief 
Constmotion of railways 
Kailways ... 

Irrigation ... 

Civil Works 
Contributions ••• 

Total 


Contract 

Aof.iiJiN of 

Actuals uf 

aRSiKiiUH'nt. 


18S8-^i>. 

Rs. 

Rs. 

Rs. 

63,16,000 

6(5,71,487 

06,9(5,800 



45,802 

1,000 

916 

884 

2,48,66,000 

2.08,87.a;63 

2,16,64,368 

26.61,000 

26,69,129 

26,32,077 



64,3.38 


— 1,849 

—10.803 

87.63.000 

9o,84.9o0 

93,P2.7I6 

46,69,<KX) 

f.3,37,180 

62,36,696 

81,14.000 

29.26.811 

40,23,961 

1,69,000 

2,61,063 

7,60,184 

4,64,47,000 

4,68,87,189 

4,94,35,922 


1 

Actiiiita of 1 


Diiilicct 
catimate for 

i8»'J-UU. I 

l89U-i*l. 


Rs. 

Rs. 

Bs. 

G8.9U.4()0 

1 

62,23,000 

64,06,0(;0 

67.720 

89,010 

1,16,090 

870 



2,25,28,880 

2,21.20,000 

2.28,69,000 

26.7n,:-80 

27,96,005 

27,9'',(X0 

1,34,270 

25,(H10 

6,000 

240 

11.000 

6,000 

96,00.890 

1,13,07,000 

1,26,38,000 

61,40,800 

62,81.000 

66,22,000 

31,86,650 

36.14.000 

38,01,UlHl 

11,82,96(5 

8,8(5,OOf5 

8,30,0fJ0 

6,04,09,11(5 

1 

5.26.46,000 

6,48,71,000 


2 . 


The current contract between the Government of India and the Gov¬ 
ernment of Rengal w'as based on arrangements made 

Terms of the contract assignment. , . , vinanco Gommittoo. No material advance* in 



Kovonuo. oianius uuu. AiiAs-ioi., - . 

were considered feasible, a general standard of 

was obtained, which was adojitod as the “ Ruhng account. i ho rarplus ot this 
ant amounting to Ha. 0,90,000, was approprmtod by tile Govommont ol 
KdiTthrough tho Laud llovenuehend, leaving the promnw with a Revonue and 
EVoMStore exactly equal. Under the present contract the Gevornmont of Bengal 
L/^E^tlmitted L a quai-ter ahme in the 

from Government estates, whilst under Stamps and ihxciso its share was 
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changed from one>ha3f to 1iure&<fouariha aiod CKao^lourth The pro- 

portion of charges under Stamps and Excise followB. the proportion of receipts. 
The cost of surveys and settlements and themamioniteoe 61 agricultural works and 
embankments was made entirely Provincial. BK^unds and orawbaoks follow the 
proportions assigned for the revenues. The Patna-Gya State Railway was made 
Imperial, and the Eastern Bengal State Railway System Provincial, udth this 
reservation, that any excess over 30 lakhs in the net revenue from the Eastern 
Bengal State Railway proper will be credited to Imperial revenues, and that any 
deficiency below 20 lakhs will be made good by Imperial to ProvincaaL The 
interest on funds provided for outlay on State Railways and Irriga’don Major 
Works is homo by the Provincial revenues and is calculated on the entire capital 
outlay, including loss by exchange, from the commencement of operations, but 
excluding the amount advanced from Provincial revenues during the term of • 
tho«contract. The Provincial Government was allowed to retain an opening 
balance of Rg. 20,00,000 at the commencement of the quinquennial period, 
and under the orders of the Government of India this balance may not be 
reduced. 

The only important change which has been made since the contract was 
finally settled is the transfer of the management of the Tirhoot State Railway 
to the Bengal and North-Western Railway Company from 1st July 1890. 
This change does not, however, materially affect the resources of the Provin¬ 
cial Government, although its accounts are swollen by the inclusion of the 
receipts and working expenses of the Railway, and the payment of the Com¬ 
pany's share of the net receipts from the entire undertaking. 

3. The first year of the contract, 1887-88, was a period of comparative 

prosperity. The receipts under the principal heads 
' ■ of revenue were highly favourable. Railways showed 

a great advance above the contract estimate, and at the same time there was a 
large reduction of expenditure in the Civil Department. To a considerable 
extent this reduction was fictitious, as the savings under the head of Education 
were adjusted by corresponding grants made to District Boards. But these 
adjustments were not completed within the year, and while the accounts closed 
with a small increase of expenditure over the contract assignment of only 
Rs. 3,90,189, the increase in receipts was Rs. 17,00,256. The net surplus of 
the year was Rs. 13,10,067 and the closing cash balance Ks. 33,08,990. 

4. The year 1888-89 opened accordingly under favourable conditions. 

, .iQoao.. But the harvest generally was a poor one, and tiie 

' ‘ ■ elasticity of the revenues which had been marked 

under several years of prosperity suffered a severe check. For the first time 
for many years the stamp revenue receded. But the income from railways 
continued to show a satisfactory increase. It is from this cause mainly 
that the total receipts of the year are about 6J lakhs of rupees more than 
they were in 1887-88. The expenditure side shows, ho.wever, an increase of 
nearly 26 lakhs. This is largely due to the increased grant for civil works 
of about 11 lakhs. This grant was made when it was known that the credit 
opening balance of the year was more than 33 lakhs, and financial prospects in 
other directions were generally good. The additional grant was urgently 
.required and was very profitably expended. There w’as an unavoidable 
increase in expenditure under Railways, under Contributions to District Boards, 
and an augmented outlay under most heads of general administration. The 
net financial results of the year are, however, less unsatisfactory than was at one 
time anticipated. The accounts closed with an incroase of expenditure over 
the contract assignment of Rs. 29,88,922, and an increase in the receipts of 
Rs. 23,31,004. The net deficit is Rs. 6,57,918, and the clcsing cash balanoe was 
reducea to Rs. 26,51,072. 

5. The receipts of the year 1889-90 wore generally satisfactory. The 

. . , principal heads of revenue showed a l^ge increase, 

of which, however, about 2f lakhs are due to special 
assignments from the Government of India to the Local Government for 
special works, principally the Orissa Coast and Hidgiloe Tidal Canals whitdj, 
imder the rules in- force, are shown under the head of Laud Revenue, and 
a grant of Rs. 1,91,423 was made under the same head for a new pilot 
brig. A grant of two lakhs was also made to the Provincial Government 
with effect fronj this year on account of the cost of the Metropolitan 
Police. Stamps, Provincial rates. Assessed taxes, Forests and Registration 
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all showed an increase. The item of Land Kevenue proper was aii»>'nientod 
by the payment of large arrears of revenue due from the Hurdwan Kaj 
estate for the pretjoding year. The receipts fnrtu Railways increased by neariv 
eight lakhs of rupees. On‘the other hand, there was a falling off in Excise and 
the prospects of the year, which would otherwise have been very favom’able 
were clouded by bad harvests and distress in Behar and Orissa. The increase 
in expenditure under ordinary heads was not more than must bo expected under 
a progressive administration. A l^ger outlay is necessary to ensure a larger 
revenue. The increase under I’olice was principally due to the conveision”of 
the entire cost of the Calcutta and Suburban Police as a Provincial char«ro with 
effect from’the Ist April 1889, and under Marine to the purchase of the steamer 
Guide. The oTitlay on Famine Relief is of a special nature. The oxj)enditnro 
on Civil Works was curtailed. The accounts closed with an increase of 
• expenditure over the contract assignment of Rs. 39,02,110 and an increase in the 
receipts of Rs. 49,87,000. The net surplus of the year was Rs. 10,20 390 and 
the closiim cash balance amounted to Rs. 36,76,460. 

6. The financial position of the past year 1890-91 is primarily affected 

KoviHod estimate for 1890 - 91 . pa:^ient of ten lakhs of rupees, which has 

boon transferred under the orders of the Covern- 
ment of India from Provincial to Imperial revenues. This payment is adjusted 
in Land Revenue under the head of Receipts on account of iirincipal heads t)f 
revenue. The large increase under Railways is principally duo to the inclusion 
of the gross rec(iipts of the Bengal and North-Western Railway for the last nine 
months of the year. I’here has boon a corresjionding increase in the exjienditure 
side, and the not surplus has been discounted by a credit for 4 lakhs taken by the 
Government of India under the head of J.iand Revenue on account of the esti¬ 
mated not oaruing.s of the Company for the last three months which were not 
paid during the year. A crtjdit for Rs. 3,17,000 has been taken under Civil 
Works, being the estimated value of a portion of land in the Custom House 
jiromisos made over to the East Indian Railway Company for the extension of 
their office building. The ordinary heads of revenue diow but little expansion. 
The expenditure, on the contrary, shows a tendency to increase under almost 
all heads. There is a largo iiuaease under Land Revenue on account of 
8ui*veys and Setthimemt ; under Law and Justice on account of the incrofise in 
Civil Courts ; under Railways as already explained; and also under Irrigation and 
Civil I*ublic Works. A specdal grant of four lakhs was made from J^rovincial 
Revenues to the Public Works J)epartment to undertake urgent works, and 
especially to defray fhe cost of repairs and maintenance of the roads in the 
Darjeeling district, which were much damaged by heavy rains. The accounts 
of the year are not finally settled, but it is expected that they will close w ith a ntd 
deficit of Rs. 4,1.>,000, and that the closing balance on the 31st Maiadi wdll 
have boon reduced f o Rs. 32,01,000. 

7. lor the year 1891-92, which is the last y(?ar of the current contract, 

Hodgot for 1891 - 92 . budget estimates, which have been passed by 

the Government of India, provide for an iutvrcase 
of revenue under almost all heads of account. The total amounts to 
Rs. 5,47,57,000, which is no less than Rs. 83,10,000 in excess of the figiures in 
the contract assignment. Rut at the same time the estimates of t^xpenditure 
have^ increased in a still larger pro]>ijrtion. The expenditure is estimated to be 
Rs. 5,48,71,000, or Rs. 84,24,000 in excess of the assignment. * • 

8. The following table shows the receipts under the principal heads of 

RiccBii.Ts-Priaci,,uii.e«dBo£reve.mo. ff^enuo according to tho coutract assignment, and 

tJio anticipated receipts under tho same heads for 

the current year :— 


Land Revenue (proper) ... 

Ditto adjustment ... (• 

Salt . 

Stamps 

Exoise ... ... 

Provinoial Rates (Proper) 

Ditto (Recoveries of 
cess colleef-ion charges 

from District Boards) ... . 

Customs ... ... 67,000 

Assessed Taxes ... 17,81,000 


Contract 

aaaiKiiment. 

Rs. 

98,63,000 
—)6,89,000 
1,00,000 
1,00,87,000 
24,82,000 
39,20,000 


Budfret ostimaie, 

Rs. 

98,65,000 
(Jr) 31,000 
1,60,000 
1,08,76,000 
26,25,000 
40,82,000 


3,20,000 

56,000 

21,00,000 


Inoreaae. 

Rs. 

2,000 

7,20,000 

50,000 

7,88,000 

1,43,000 

1,02,000 


3,20,000 

-— 1,000 

3,10,000 
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Contract BudKot (•xtiinate, Increaao. 

asaignineut. 

Rs. Hsr R • 

Forests ... ••• 3,60,000 3,90,OOO 40,000 

Registraflon .. ... 5,38,000 6,26,000 87,000 


Total ... 2,84,82,000 3,11,09,000 26,27,000 


Tbo large increase under Land Revenue is due to special assignments 
from Imperial to 1 Provincial Funds which are adjusted under this head. 
The other increases are attributable to the natural expansiveness of the revenues, 
especially under the head of Stamps and Assessed Taxes. The increase under 
Provincial Rates is principally due to a change in procedure under which the cost 
of collecting the Road and Public Works cesses is adjusted under Provincial 
•Rates, Jjlie share debitablo to district funds being shown as receipts under the 
same head. After eliminating adjustments and transfers of account, the real 
increase credited to the Provincial revenues under principal heads during the 
five years of the current contract is Rs. 16,87,000. 

9. Under Railways, there is an extraordinary increase during the same 

^ period of from Rs. 1,00,19,000 to Rs. 1,55,20,000, 

or more than 55 lakhs of rupees, of which nearly half 
is no mi nal and duo to the inclusion of the receipts of the Bengal North- 
Western Railway, and the remainder is a real JProvincial asset derived from 
the successful administration of the Kastern Bengal RaiBvay System. 

10. A comparative statememt of the ox[)onditure during the past five years 

Expbndituse—B cvouue iieiidg. uudor Roveiiuo lioads is also shown in detail—— 


Rcfimds and drawbnoks 


Contraut uasii;niQeut. 

Rs. 

1,56,000 

estimate 

189 M3, 
Rs. 

1,49,000 

Assignnuints and compensation 

, 1,(58,000 

1,56,000 

Land Revenue 


34,08,000 

39,08,000 

Salt 

• • • 

11,000 

31,000 

Stamps 


3,76,000 

4,11,000 

Excise 

• • • 

90,000 

1,70,000 

Prt>vinoial rates 

• • • 

8,77,000 

Customs 

• • • 

4,97,000 

6,48,000 

AsBossod taxes 

• • • 

86,000 

99,000 

Forests 

• • • 

2,26,000 

2.36,000 

Registration 

... 

2,95,000 

3,22,000 


Total 

63,1.5,000 

64,05,000 



The increase in round numbers amounts to 11 lakhs of rupees. The 
increase unde 
cost of which ’ 
of Rs. 

under Excise is the necessary accompaniment of the important changes which 
have been made in the administration of this Department. The new charge 
shown under Provincial Rates is a matter of account only, and represents the 
copt of collecting the cesses in the districts to which the Local Self-Government 
Act has been extended. The other returns do not seem to call for explanation. 

11. The items which compose the major head of Salaries and Expenses 

Civil Departments. follow^—^ Department may be compared as 


G^encral Administration 

Judicial Courts 

Jails 

Police 

Marine 

Education 

Medical 

Political 

Scientific and other Minor Departments 

Total . 


intract oatiignmont. 

Budgret ostimBto. 

Rs. 

Rs. 

15,62,000 

16,73,000 

80,11,000 

85,05,000 

17,28,000 

21,96,000 

47,48,000 

63,33,000 

7,81,000 

8,78,000 

32,4(>,000 

24,W4,000 

14,69,000 

16,61,000 


22,000 

8,30,000 

3,07,000 

2,18,66,000 

2,28,69,000 
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Under some of those heads the increase in expenditure has been very 
largo. The increase of nearly 5 lakhs under Judicial Courts represents the 
financial effect of the fticrease which has becji found necessary in the 
number of Subordinate Judges and Munsifs and judicial establishments 
generally. The increase under Jails is on account of the largo outlay on 
machinery and manufactures, and is in a measure counterbalanced by a corre¬ 
sponding increase in receipts. The increase in the cost of Police amounts 



reduction under Education is fictitious only. A great portion of the expenditure 
under this head is no longer departmental, but is incurred by District Boards 
to which an equivalent grant is made for the purpose under the head of Contri¬ 
butions. A portion of the increase under the head of Medical is due to the 
establishment of a Sanitary Board. _ „ „ 

12. Miscellaneous expenditure has increased from Rs. 26,61,000 to 

Bs. 27,90,000. There is, however, a decrease under 
MUceiianeou.. Stationery and I’rinting and Miscellaneous jjroper, 

and the real increase under this heading is due to superannuation or pensionary 
charges which have risen from Rs. 12,54,000 to Rs. 15,43,000. 

13. The expenditure on Railways has increased from Rs. 87,63,000 to 

Rs. 1,25,38,000; of this amount nearly twenty-five 
lakhs are duo to the inclusion of the working expenses 
of the Bengal and North-Western Railway and the Company’s share of net 
receipts for the year, three lakhs to the working expenses of other railways, 
and the remainder to interest on debt and miscellaneous charges. 

14. Irrigation expenditure has increased from Rs. 45,69,000 to 

Rs. 55,22,000. The interest charge has risen 
Irrigation. 22,94,000 to Rs. 24,08,000, the 

remainder is duo to expenditure on works. A large share of the expenditure on 
the Orissa Coast and Ilidgilee Tidal Canals has been contributed by the 
Government of India and is credited under the head of Land Revenue. 

15. The inci’ease in expenditure on Civil Works from Rs. 31,14,000 

provided in the contract to Rs. 38,01,000 in the 
Civil workB. ensuing year is unavoidable with reference to the 

necessities of so large a province. 

16. The increase under Contributions from Rs. 1,59,000 to Rs. 8,30,000 

is duo to the development of Local Solf-Govern- 
coniribuUonB. uicut and the assignments it has been necessary to 

make to local bodies in order to maintain an equilibrium between receipts 
and expenditure imposed on them. 

■ 17. It is expected that the current year, which is the last year of the present 
Provincial contract, will close with a balance at the credit of Provincial revenues 

of Rs. 31,47,000. • . , , . v 

18. A statement is annexed showing details of receipts and expenditure 

during the quinquennial period, and comparing them with the figm-es of the 
Ihrovincial contract. 

Order. —Ordered that a copy of the Resolution be submitted to the Govorif-. 
ment of India, Department of Finance and Commerce, for information. 

Ordered also that a copy of the above Resolution he forwarded to^the Board 
of Revenue; to all Commissioners of Divisions; to the Inspoctors-Goneral of 
Civil Hospitals, Police, Jails and Registration; to the Directors of lublic 
Instruction and Land Records and Agriculture ; to the ConsorTOtor of I orests; 
to the Accountant-General, Bengal; to the Port Officer, Calcutta; to the 
Superintendents of the Royal Botanic Garden and Government Printing, 
Bengal, and to all Departments of this Government for information. 

By order of the Lieutenant-Governor of Bengal, 

H. J. S. COTTON, 

Secretary to tlte Government of Bengal. 
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Rbobipts. 

Contract 

assignment. 

Actuals, 

1887-88. 

Actuals, 

1888-89. 

Actuals, 

1889-90. 

Revised 

estimate, 

1890-91. 

Budget 

estimate, 

1891-92. 

Opening balance * ... 

bonds of EoTonne— 

.—Land f Proper ... 

Berenue. I Adjnstmont ... 

.—Salt ... ... 

Stamp.s 

.—Excise 

.—Provincial Eates ... ... 

.—Customs 
.—Assessed Taxes 
.—Forests 
.—Eegistration ... 

Total 

,—Interest 

», Telegraph and Mini— 

—Telegraphs ... 

.jy Civil Department- 

—Law and Justice- 

Foes, fines, and forfeitures of Judicial 
Courts. ... 

Jails 
—Police 
—Marine 
—Education ... 

—Medical ... .. . 

-Scientific and other Minor Depart¬ 
ments 

Total 

ions— 

-Receipts in aid of superannuation ... 
-Stationery and Printing 
-Miscellaneous ... 

Total 

-State Eailwnys (gross earnings)— 

-Major works (direct receipts) 

-Minor wo^ks and navigation— 

Ey Public Works Department 

By Civil Department 

Total 

nd lloads— 

Civil works— 

By PubEj Works Department 

By Civil Department 

Total 

Contributions 

Total ... 

CtBAND Total 

Rs. 

Rs 

19,98,923 

Es. 

38,08,990 

Rs. 

26,61,070 

Es. 

86,76,000 

Es. 

32,61,000 

98,6.9,000 
(—)«,89,0(JO 
1,00,000 
1,00,87,000 
24,82.000 
89,20,000 
67,000 
17,84,000 
8,60,000 
6,38,000 

97,88,195 
(—)2,40,186 
78,207 
1,03,02,028 
27,16,436 
42,36,638 
69,684 
18,69,971 
8,28,837 
6,08,912 

96,87,775 
(—)6,0l,838 
88,196 
1,03.79,239 
27,22,909 
41,66,323 
40,891 
19,66,698 
3,38,464 
6,46.772 

1,00,16,490 
(-1-)1,61,030 
1,23.72» 
1,06,78,630 
20,18,830 
43,06,020 
65,090 
20,83,600 
8,84,360 
6,00,040 

99,18,000 
(—)16.14,000 
1,26,000 
1,07,63,000 
26,22,000 
43,10,000 
66,000 
21,00,000 
8,78,000 
6,26,000 

98,66,000 
(-|-)31.000 
1,60,000 
1,08,75,000 
26,26,000 
44,02,000 
60.000 
■ 21,00,000 
8,90,0(X) 
6,26,000 

2,84,82,000 

2,97,08,683 

2,93,20,418 

3,10,27,6(;0 

2,93,88,000 

3,11,09,000 

73.000 

67,093 

97,883 

1,04,260 

1,44,000 

1,74,000 


1,163 

926 

870 



7,69,000 

8,4fi,<XX) 

7,06.fX)0 

8,08,000 

6,26,000 

1.46,000 

1,41,000 

7,74,256 

7.10,279 

3,13,319 

9,10,(190 

6,94,6.53 

1,38,654 

1,66,308 

7,89,638 

7.76,021 

3,38.197 

9,11,734 

6,11,884 

1,36.166 

4 

1,66,164 

8,01.690 

8,69,600 

4,26,740 

8,64,210 

6.09,800 

1,40.850 

1,66,780 

8.60.000 
9,00,000 
4,68,0tlO 
9,011,01 K) 
6,69,(KM) 
1,49,000 

1,62,000 

8,50,000 

11,05,000 

4,30,000 

8,93.000 

6,70,000 

1,60,(W0 

1,64,000 

39,40,000 

86,97,494 

.37,27,693 

38.17,030 

39,98.000 

41,62.000 

41.000 

1,23.000 

7,46,000 

46,604 

1.88,397 

6,94,837 

48,849 

1,76,074 

8,34,786 

46,000 

1,60.610 

8,02,680 

1.36.000 

1,37,000 

7,64.000 


9,09,000 

9,28,738 

10,68,708 

9.98,690 

10,30,000 

10,01,000 







1,00,19,000 

1,12,73,486 


• 1,25,04,400 

1,46,56,(K)0 

1,66,20,000 

13,30,000 
J 9,44,000 

11,08.229 

f 8.62,662 

1 1,02,008 

13.94,369 

8.67,814 

1,03,164 

16,21,280 

1 8,90,770 

13,44,000 

f 8.42,000 

1 1.02.0(K.» 

14,19,000 

8,20,000 
. 1,03,000 

22,74,000 

20,67,899 

23,04,367 

24,12,050 

23.88,000 

23.42,000 

1 7,60,000 

( 1,76,422 

1 2,27.879 

2,00,076 

2.74,664 

. 

2,62,840 

3,16,760 

4,07.000 

2,(M»,Oot) 

m 

2,30,000 

2 29,000 

7,60,000 

4,02,801 

4,74,640 

B.69,6i}0 

7.27,000 

4,69,000 


. 

. 

. 



4,64,47,000 

4,81,47,266 


6,14,34.600 

6,3^.31,000 



6,01,46,179 

6,20,86,994 

6,40,86,670 

5,69,07,000 

■iiii 





















































































UBIOAHOS OPBKlTIOm OF F«1 KHiBIF, 1»M1. 



SHAWE, 









BEKOAL. 

Wetttrn DUtr%ei$. 



Bnrdwam April 18, ’01 Kil 

A 

Hank DOTS „ 18, *81 

Birbkani >• 18, ’91 Nil 

Midoaporr „ 18, ’91 Nil 

lloogblp „ 18, ’01 Nil 

Howrah „ 18, '91 Nil 

Ctniral Diitriett. 

24*Porgba, Apri, 18, ’01 l^il 

Nnddea „ 18, ’91 Nil 

Khoolsa ,, 18, ’91 Nil 

Joator* „ 18, ’91 Nil 

Moonhedabad ,, 18, ’91 Nil 

Dinagepni „ 18, '91 Nil 

Bajaliafapo ,, 18, ’91 Nil 

Kongpor 

Bogxa 

Pobna •, 18, ’91 Nil 

DaTjeeling » 18, ’91 Nil 

Jalpigore* ,, 18, ’91 Nil 


„ 18, ’91 Nil 

„ 18, '91 Nil 


Weather—very warm. Plonghing ■tnpjM'd for want of rain. The only standing 
crops are sugarcane and HI/ they are doing well. Prices of common rico:— 





Srs. 

Siulder 

eaa 

• se 

... 16* •) 

Cuttra 

ea« 

eca 

... 16* r 

Runi^QDge 

see 


18 f per rupee 

Cnlna 

sss 


i.” 16 ) 


Weather—seasonablo. Standing crops doing well. Ploughing of flelds for next 
rice erop going on. Common rice selling at iO seers per rupee at Sudder and 
18 at liMhcupur. 


Weather—very Itot. No crops on gronnd. Pricis of common rice from 18 to 
20 aoera per rupee. 

Weather—liot. Indigo and ra/n crops doing well. Prospects of borO paddy 
exceptionally good. Prices of common rice :— 

8 ». 

Sadder ... ... ... 1S#'\ 

Cniitai ... ... ... 18 f 

'ranilnk ... ... ... 18 f rupee. 

CIhutal ... ... ... 18 J 

Weather—hot and sultry. _ Sogaroano planting fiuiaked. Rain required for 
ploughing for aut. I’rices of common rice :— 

Srs. 

Sudder ^ ... ... ... 14 y 

ScTumporc ... ... ... IS > per rupee. 

Jelianubud .. ... ... \7kj 

Weather—hot. Rain wanted for ploughing. No crops on tlio ground. Price 
of common rice 16 aecrs per rupee. 


Weather—scoannahlc. No crops on the ground. Tillago going on. Prices 
remain unchanged. 


Weather—hot. Ploughing and sowing of paddy going on. Rain wanted. 


Weather—warm. Prospects of boro poddy continue good. Cultivation for aut 
and aman going on. 

Weather—very hot. Sowing of asr.and aman paddy going on. Bain wanted. 


Weather—hot, Harvostiug of rabi crops completed in Kandi and Sadder enh- 
divisions with fair outturn. 

Weather—^wcaterly winds and hot. Sowing of jute and bhadoi continues. Rain 
wanted. Outturn of sugarcane estimated at 12 annae. Price of rico sta¬ 
tionary. 

Weather—very hot and seasonahlo. Sowing of jute and paddy in progress, but 
raiu much wanted. Sabi has given a fmr outturn. Prospects not un- 
'favourable. 

Weather—^very sultry with high westerly winds. Ano paddy germinating, but 
rain much waut^ for the crop. 


Wcatheiv-vcry hot and dry with varying winds. Sugarcane being planted and 
growing well. Ploughing going on, Aun ricc, jute,^ and HI being sown. 
Jioro rice doing well, but little is grown in the district. Common rice 
selling at 15i aecrs per rupee. 


Weather—sultry with dnststorms. Sugarcane sown on three-fourths of the 
usual area. Kain would bo beneficial. 

Weather—^fair and gunny. Lands are !'• ing plooghed for the bhadoi crops, but 
rain is badly wanted both for the gvowlli cf the bhadoi and tea. Potatoes 
progressing. Shutta has been harvested. Prospects good. 

Weather—hot days with cold nights. Sowing of julo delayed for want of ndn. 
Average outturn of tobacco reported to be 8 auuoe. Prices stationaiy. 
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Ho. 

Ditbriotuid diit« of 
^ tefcunio 

Rianfall 
at Sadder 
Station in 

inchet. 

• 

Character of the weather and atoie and proapeeta 
oS the cropa. 

BSNQAIf— 






Xatttrm XMriett. 



1 

pX» 

1 0»ee» April *dl 

1 

1 

1 

[ 

0-22 

■Woatbor—hot with atmng wind. Sowing of ow» nearly com p lotcd, and that of 
Oman going on. ProapecU of cropa good. Common rico ,ia being add at 
from 15 to 17 seers pur ropoo. 

E 

20 

Farreodpnr * 

» 18. '81 

NU 

Weather—Tcry hot. Cultivation of jmddy inprognssu Bain wanted. State 
of horo and Jali fair. Price of lieu stationary. 

S 

a* 

21 

Boekergange 

„ 18, ’91 

Nil 

Weather—seasonable. State of crops good, but nun is wantod. Common rice 
seUingat from 14 to 18 seers x>er rujwo. 


f 

1*2 

Hymencingk 

18, '91 

Nil 

Weather—hot. Prospects of crops goncrolly favonrablo. Bain wonted. Coarse 
rico sells at 16 seers per rupee. 

^ i 

^ 28 

Chittagong 

.. 21. *91 

Nil 

Bain mneb wantod for rabi crops. Prices have risen slightly. 

Q 1 

0 

24 

NonkhoDy 

■It- 

18, '91 

Nil 

Weather—leasonnhie. Atis sowings progressing. Bdn wanted in Sadder. 

Prices fairly steady. 

^ 1 
H 

1 25 

Tipporah 

„ 18. '91 

2-79 

Weather—voiy hot. All crops doing well. Rices stationary. 


26 

Chittagong Uill 
Tncti. 

„ 10, ’91 

0-82 

Weather—snlliy and very hoi tiuonghont the week. .7«>» burning con tinues. 
I,ands are being plougbud for aua paddy. Common rice beiug sold at 10 
seers per rnpeo. 

BBUAR. 






' 27 

Patna 

18. ’91 

Nil 

Weather—Iiot. Tlireshing and winnowing of rahi in progress. Opium weigh* 
meat going on. Cheena, sngnrcauc, uiid castor plants look well. Prices 
of food-grains almost stationary. 


28 

Oya 

.. 18, '91 

Nil 

Weather—^liot. Threshing of rtihi enntinnos, Sngareane being irrigated. 
Opium wragbmeut going on. I’ricus of food-grains statiouuiy. 

t 

28 

Shahabad 

18. ’91 

Nil 

Weather—hot west winds. Cheena and sngareane being irrigated. Prices high 
but stationary. 

a 

i * 
1 

SO 

Durbhanga 

„ 18, ’91 

Nil 

Weather — days getting warm; mornings still cool. Threshing of rahi crops 
nearly complett’d. I'.id )y iinil maaif swwings germinatiug well. B csowiiigs 
of indigo completed. Prices remain stationary. 


81 

liosnfferpnr 

.. 18, '91 

NU 

Weather—^licat increasing ; westerly winds during day. easterly winds at night. 
Xabi harvest nearly coigpletud. Untturu of liusued now estimated at from 
6 to 12 annas. 


82 

SamB 

.. 18. ’91 

Nil 

Weather—hot; west winds ; one or two clondy days. Sugarcane bring irrigated. 
Isiw land paddy aown. Caterpillars have appeared um nig the indigo in 
places. 


' 83 

( 

Chnmparnn 

„ 18, '91 

Nil 

Weatlier — hot except in the early morning. TTigli we.st wind prevails. Sabi 
hi'ing threshed. Opium weighmeut progrcsdiiig. fields being pru|)ured for 
bhadoi and agbani crox>s. . 


f 

84 

Mongbyt 

.. 18, '81 

Nil 

Weather — hot with strong west wind. ll,arvcsiiog of rabi crops almost 
iinished. Threshing going on. 

1 

8 ' 

85 

Bhagnlpnr 

,. 18. '91 

Nil 

Weather — seasonable. jBaii harvest closing witii yiell up to estimate. Af«»yr 
and sugarcane seedlings doing well. Isiw lands beiug sown with rico. 

S ^ 

jg 

86 

Purueak 

.. 18. '81 

NU 

Weather — ^wnnoa Hhadoi ploughing gouorally goiiiif ou. Ba^ wanted^ 
Tobacco bcin^ harvested* ^ 

flQ 

87 

1 88 

Maldak 

Sonthal Pergha. 

18, '91 

„ 18, 01 

Nit 

Nil 

• 

WDather—pitting waiincr, hul morriiiig^i still cwl. Reafaug of rahi crops still 
contiinics. liands btiing pU»ugh».'d lor hUatioi aiid^ afnan pnddy^ and in sumo 
places these are being sown. Horo paddy, indigo, and juto thriving, but 
some rain will do good to all the cvo|w. Cuiuniuu rico selling at from 14 to 
18 seers per rupee. 

Weather — hot; west wind nil day. No crops to report about* Mahua yield will 
Jbe from 12 to 14 anuas. Mango is a failure ; not mons than S or 3 annas 
expected. * 
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No. 


Oiitriet ond dote of 
raturft. 


RotnAkU 
at Snddorj 
SUtionial 
ioeliot. 


Olumtetor of tho woothor oad ttate and proapoeta 
of tha eropt. 


ORIBBA. 

SP (Onttaok 


s 

S 

© 


I 


40 




April 18. '91 


ITU 


Foorea 

Banporo 


BaUaora 


16, '911 

18, '91 


Nil 

0-30 


NU 


CHOTA NAG PURR. 

Roots-IPaafAVooftar Agtncg. 


f 4S 

ftasaribagb 

April 18. '91 

NU 

li 




i" 

Lohardngga 

., 18. ’91 

Nil 

iL 

Singbhoom 

., 18, '91 

Nil 

1 




^ 1 46 

Hanbhoom 

,. 18, '91 

i 

1 

Nil 


Weather—aeaannabla Ploughintr for heaU and oorod rice going on. Grey 
mu»g ia being gathered iu. the Kendrapara aabdiriaion and in the Bauki 
Tehail. General protpeota good. 


Weather—iieatonable. ~ Ploughing of land continnes, X>alua and mutig empa 
being harveated. All other cropa of tbe season promising. Price'of com. 
mou rice stationary. . 

Weather—soasonablo. Rico land still being ploughed. Sugarcane being 
planted. 


Weather—dry west winds, not very hot. Sugarcane and maSua promising. 
Mango crop poor. Mahua outturn varies in diSurent placet from 12 to 
16 anuas. 

Weather—getting warm. Catting of rahi crops iinUb ed. Iiaud being pro. 
pared for sugarcane. 

Weather—cloudy and very hot. Ploughing going on. No crop to report on. 


Weatbor—very hot. Ploughing stopped for the present. Sugarcane growing. 
Price of rico rising ; it now sells at from 18 to 22 scurs per rupee. 


Publislied for general infonna^on. 


OAiiOtrrTA; Bevknttb Dept., 

2Xat April, 1891. 


0. E. Buckland, 

Offp. Seep, to the Oovt. of BengaU 






riaCK8-CUHttKJ<T (MMTAIL) OF POOD-GKA-INS, FIKKWOOD AND BAIT IN TKH 
HEAD-QITAIITEK STATION BAZAK.S OF THE DISTEICTS OP BENOAL 
DUEING THE FOETNTGHT ENDING THE 
ISitt APEIL 1891. 
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cr .2 


PR ICES-CURS. ENT {retail) of Food-grains ^ Firewood and Salt in the 


DISTRICTS. 


QUANTITIES PER RUPEE IN 


WBKA.T. 


Bablst. 


Rios, bbst sort. 


Rios, oohuon. 


JOWAR OR OBOLUM. 
(Sorghum Vulgart.) 


i 

s 

£ 


& 


br 

a 

1 

e 

c» 

to 

lu 

i 

•8 

1 

§ 

e 

a 

E 


2 

cu 

ll 

% 

o« 


1 

s 

e 

Cl*** 

.4* 

e 


a 

m2 

S p 

V5 

£ 

5 

O 

1 

-IS ^ 

® c 

ii 

8 

cu 


8 

E 

04 


a 

o 

g 

dm 


•xs 

*s 


3> 

1 

o 

p4 


ti 

lu 

s$ 

<» 

& 


g 

tl 

2 

g 

i 

*» ^ 

l2 

fcl 

5 ® 

£ 

Ou 

H s5 

sS ^ 




E- 

•6 


BENOAL* 


WeUern Dt$tricl$. 




S. Ch. 

=i. Oh. 

3. 

Ch. 

s. 

Cli. 

8. 

Ch. 

H. 

Ch. 

S 

Ch.S. 

Ch. 

S. 

Ch. 

S. 

Ob. 

8. 

Oh. 

S. 

Oh. 

3. Oh 

H. Ob. 

1 

Burdwao 

10 11 

10 11 

14 

8 

26 

4 




•• 

14 

4 !ir. 

1 

0 

13 

8 

16 

14 

17 

6 

10 

14 

... 

... 

2 

Bankoora ••• 

M 8 

in 0 

15 

0 

2!! 

8 

24 

0 

18 

0 

17 

r^ 

CD 

8 

17 

8 

19 

8 

20 

0 

20 

0 


... 

3 

Beerbboom 

10 8 

13 8 

16 

8 






•• 

in 

1 

0 13 

1 

8 

13 

8 

18 

0 

18 

0 

16 

8 

... 


« 

MMtiapnre 

13 4 

10 8 

14 

0 


... 



17 

8 

14 

1 

8 12 

1 

8 

14 

0 

19 

0 

17 

8 

17 

S 

... 

... 

1 

Uooghly 

13 0 

13 0 

13 

0 


... 


... 


... 

8 

0 8 

0 

8 

0 

14 

0 

14 

0 

14 

0 

... 

... 

6 

ITowrab ... 

... 

... 




... 


... 


... 

11 

4 ^1 

4 

n 

8 

15 

4 

15 

4 

15 

s 

... 

... 


Ch. 

••• 


OtHtruI DiMtrictit 



Calcutta 

*12 

2 

11 

4 

13 

5 

19 

9 

17 12 j 

17 

8 

9 

3 

9 

t 

6 

8 

14 

13 13 

13 

14 

13 

9 

00 

17 10 

20 0 

7 

24 • Porgunnabs 

12 

a 

10 

8 

14 

8 

20 

0 

18 

0 

20 

0 

8 

0 

8 

0 

8 

0 

16 

8 

16 

0 

1.5 

8 


... 

... 

« 

Nuddoa .«• 

14 

14 

13 

14 

16 

0 

22 14 

•• 


19 

0 

12 

5 

13 

5 

12 

5 

14 

4 

H 

14 

12 10 



... 

9 

Khoolna 

• 

■■ 



... 




•• 




13 

0 

14 

0 

13 

0 

16 

0 

in 

0 

11 

8 




10 

JoHsoro •«* 

112 

0 

11 

0 

13 

0 







14 

0 

14 

0 

10 

8 

l(i 

0 

16 

0 

11 

8 



... 

11 

Moornbodabad 

in 

10 

11 

0 

16 

0 







10 

0 

12 

0 

10 

0 

ir» 

0 

15 

0 

15 

0 



... 

12 

Dinagei'ore 

12 

0 

8 

12 

19 

4 

15 

0 

16 

8 


• 

15 

0 

16 

0 

13 

3 

18 

0 

18 

0 

18 

0 



... 

13 

BajMbabyo 

15 

12 

15 

12 

16 

8 

26 

4 

2^1 

0 

24 

0 

15 

0 

15 

0 

12 

12 

If. 

12 

ir> 

15 

14 

4 



... 

14 

RimBporo* 



13 

0 

13 

5 






• 



9 

6 

9 

7 



14 

s 

13 

5 




15 

Bogra 

16 

0 

16 

0 

13 

8 



• 



• 

12 

0 

12 

0 

12 

0 

17 

4 

17 

4 

16 

8 




16 

Pulma 

18 

12 

18 

12 

18 

0 

• 






7 

6 

7 

2 

C 

14 

16 

0 

15 

0 

15 

0 




17 

Darjeeling* 



8 

0 

9 

0 



10 

0 

10 

0 



6 

0 

C 

0 



13 

0 

12 



... 

... 

18 

Ju1x>igoroe 

11 

0 

11 

0 

13 

0 

16 

0 

10 

0 

16 

0 

8 

0 

8 

0 

8 

0 

16 

0 

16 

0 

10 

0 


• 

... 

Vislricis. 


























19 

Dacca” 



12 

0 

13 

0 



14 

0 

16 

1 

0 



15 

0 

14 

0 



17 

0 

15 

0 

... 

1 - 

i 

20 

Furroodporo ... 

20 

0 

13 

0 

14 

0 

30 

0 

20 

0 

1 

20 

0 

8 

0 

9 

u 

9 

0 

H 

0 

10 

0 

13 

0 

... 

1 i 

1 

i 

21 

Backorgunge ... 


... 


•• 




•• 


•• 



14 

0 

13 

14 

12 

8 

17 

12 

17 

12 

14 

0 


1 

1 

... j ... 

22 

MymoiiHingh ... 

9 

0 

J2 

0 

11 

8 


•• 


•• 



12 

0 

10 

0 

10 

0 

15 

0 

13 

0 

13 

8 

... 

... 

1 

1 


* TYcwont ruitirti not roouivuU. 

A In iho eul)4livi«*oikS tl )0 retnil pricHN of Hftlt i-p- riipooaM*:—(Jtjlua lu Ouiwa 11 smr-) 2 r.hittackK, aikI UMneegitu»’o 111 suert 

B At liatiiporo lJ£lt thii rotskil prico of salt is 9^ rupoe. e 4 • 

C in thu >>iihtHvi.siorjt thu iviail x>ur rapoo ur i : —-Cuiitai 10 Hoers, Tumlook 8 Hoors, and (lli.-iUil ] I Moora. 

i> Id tho aulMlivi^iloiiH the roUilJ jirusua of tu^It por rax>oo uro :—Scmniporo 101 ait<i Joii iii.i)'v<i 10 I 1 

1)1 In tho HDtfilivi>ioiiH tho rohiii pricoH of Milt x>op inj>oo are : • BaruHot 10 Hoora, BuH:su'aut 10 at-or', Uiatuund Martmur 
(ut Kutpihat) b ttoura, liarruckporo 9 Hours 2 ohiltackH, and Dum~l)uni 10 Hoors. 

E In tho HundivUiouN iho retail Xkricus of Halt por rupod aro :-**KuuHbt6a 10 aocra, .Mohorx>oro 10^ HccrH, Cbooadan^ 10 seorH and 
ilatiaghat I t booth, * 

F lu the subdivisions the retail x^ricos of salt per rupee are :««>Satk.hira 9 seers and Bag'irhat 8 soora 
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nalliWH OF 80 TOLABB. 

Baa* OB Cimav. uawhl o * 1U«i. 

{ X mi i ut Cnvatmm.) 


,8. Ch.lB. Ch.lS. Ch..8. Ch.|S. Ch.[8. Ch. 


llO 9 10 0 16 0 ... 


IS 0 13 


of the Districts of Bengal on the \bth April, 1891. 


WllOLESAl.K PiirOES 
PKR MAUNn OF 40 
SRKltH. 



Fimwood. 



g 


S’ 

e 

9 

■** 


1)0 

.s 

0 


1 


.S 

1 

£ 


s 

£ 


1 

1 

li 


£ 

a. 

^ • 

;§ ^ 

*0 5 

1 

As 

Os 1 

e 

,S £ 

ll 

o *S 

s 

d 

<D 

« 

<D 

e 

m| 

s® S 

O ^ 

li 

C 

, o 

o 

K 

£ 

ext 

return. 

k5 

o 

£ 

55 

o 

Os 



DISTRK^I’S. 


BKNOAL. 
Waiern Uuiriitt. 

.Cb.S. Ch.S Ch. 8. Oh. S. Oh S Oh. K>. A.v. Ki. t.r >c».a.f. 

A 

OO 0 100 0 100 010 11 10 11 10 0 a 8 3 3 8 3 3 11 0 Burdwnn. 

80 0 280 0 280 0 10 4 10 4 10 0 8 |4 0 3 14 0 3 10 0 Baukoora. 

B I 

50 0160 0160 010 0 10 8 10 0 3 10 0 3 10 0 3 14 0 Boerbhooin. 

C I 

20 0120 0160 OlO 10 10 8 10 3 .8 12 0 3 13 0 3 14 6 Midnapore. 

20 0 120 0 120 0 10 0 10 0 9 0 3 9 0 3 0 0 3 11 6 IIooRhly. 

* I 

)0 O'lOO 0,100 010 8 10 8 10 0 3 8 0 3 8 0 3 12 Oj Howrah. 

CfiUral Diittro($. 


100 0 100 0 


9 6 8 11 


120 0 120 0 


8 Oil 0 


; 3 7 

13 6 

0 3 9 

r> Calcutta. 

ia 6 

1 

6 3 6 

0 3 9 

0 24«Por{jftmuah'> 

1 

j 3 11 

( 3 12 

0 3 13 

0 NutMea. 

! 4 0 

0 4 0 

0 4 8 

0 Kboclna. 

3 14 

0 3 14 

0 4 0 

0 Jossore. 

3 8 

0 3 10 

0 3 12 

0 Moorahodabad 

4 0 

0 4 0 

0 4 0 

0 Dinagoporc. 

3 13 

4 3 13 

4 4 2 

8 Llajsbabyo. 


4 12 

0 4 8 

0 tlungporo. 

4 0 

0 4 0 

0 4 4 

0 Hugra. 

2 3 14 

0 3 11 

0 4 0 

0 Pubna. • 


5 0 

0 r. 0 

0 Darjcclini;:. 

4 0 

0 4 4 

0 4 2 

0 .Julpigurce. 


*•’ **' *' *** Battern Qi9htct\. 

*. . 120 0160 0 9 12 9 8 4 0 Oj 4 2 o| Dacca. 

. ^ . 10 0120 0120 010 0 10 0 8 8 4 0 0 4 0 0 4 12 0 Furro»d,H,r.. 

* ■ M ^ 

. to 0120 0120 , 10 0 10 13 10 0 3 14 0 3 11 0^ 4 0 0 Backergunt^. 

! _ — -— 10*0 98 98 4 004 2 0430 Myrncnaiugli. 

• • • 

6620 . [ ___'-— — - 

>f salt per rupee are :-JheDulah 9 seers, MaguraU 10 seers, Narail 9;{ seers, ami Bmigon 

of salt per rupee arc :-Jungiporc 10 seers, Kandi 10} seers, and Lalbagh 10 seers. 

il^lt iwr™«'’SD a'r”-Nattore 9 soor.i and Nowgong 9 seersH cUiltacks. 
li. is 10| seers per rupee. 

L At Fallacoiw III "‘‘•’''‘^p'“Yio's"o*8a^t poi^upi2”aro^—9BeerB!°l’atuokholi 9 seers, and Bliola 8 seers. 

N i?tte«“w’'i^-ms%tie «t.vil prices el salt U ^ Jamalpore 9 seers, SUerpere 8 seers and 

' ^etrukuua 8 seers. 
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PRICES’CURRENT {retail) of Food-grains^ Firewood and Salt in the Head-quarter 


QUANTITIES PER RUPEE IN 


DISTRICTS. 


s. 

a 

p 

55 


Wheat. 


Baiii.kt. 


Rice, beet soot. 


Rice, cohuon. 


JowAB on CHOLnw. 
(Sorffium Vulgar*.) 


“S 

V 

9D 

I 


bfi 

a 


I o ; 


^ . 

I ^ 

II 


e 

a 

£ 


S 

n, 


.r 

■s 

I ^ 




- 

p; o 




bn 

a 

1 





£ 



B 

B 

s 

Kt 

•la 

d 

hi 

s 

*» 

9 

"S 

a> 

s 

^ =» 


o 

hi 

*s 

1 

M tj 

1 ® 

O 

£ i 


<° £ 
la 


g 



s 



1 

0 

£ 

. 

9 

a 


i’li 

’•S s 
g w 

i S-s 

1 

•*» 

9 

h 

o* 

d 

0 

i gl 

1 

O 

s 

si 
^ s 

l-s 


a* 


a 


7t»H»rn ZN«(r<a(l^ooncIu(1od 




S. Oh. 

8. Ch. 

8. ('ll. 

9. Ch. 

S. Oh. 

s. 0 , 

S. Cl.. 

S (11. 

S. Ch. 

8. Oh. 

S. Oh 

8. Oh 

8. Oh. 

9. Ob. 

2S 

Chittagong* ... 


12 0 

11 0 

... 

... 

... 


12 8 

12 8 


10 7 

10 0 


... 

24 

Noakholly 

... 

... 

... 

... 

... 

... 

10 0 

10 0 

14 0 

17 0 

17 0 

16 0 

... 

... 

26 

Tipperah 

10 0 

11 7 

14 9} 

... 

... 


10 10 

13 t. 

10 0 

10 13 

17 llj 

13 5 

... 


20 

Cbiit4igong Hill 
I'rttcts. 

... 


... 

... 

... 

... 

11 CJ 

1 

11 fij 

12 7 

10 0 

13 5^ 

13 14 


... 


IS. Ch. 


BEHAU. 


27 

I'aina ... 

1.6 

2 

If* 1 
Wliito. 

1 17 

1 

21 

3 

23 

0 

!‘’5 

0 

n 

0 

11 

0 

10 

8 

14 

12 

18 

0 

17 

8 

13 0 

15 

8 


. 

(l4 

1 

12 

(i 

16 


1 




1 

















28 

Oyn 

14 

0 

14 

0 

17 

8 

22 

0 

22 

0 

21 

0 

10 

0 

10 

0 

11 

8 

10 

0 

10 

0 

16 

0 

... 


•• 

29 

Shahabad 

11 

0 

11 

8 

15 

0 

20 

0 

21 

0 

22 

0 

9 

0 

9 

0 

8 

0 

1.5 

0 

15 

8 

15 

0 

17 u 

17 

0 

30 

Hurbhunga* ... 



14 

0 

10 

8 



21 

0 

20 

0 



di 

0 

11 

0 



14 

0 

10 

8 



•• 

31 

Mozufforporo ... 

10 

0 

13 

0 

10 

0 

22 

8 

21 

0 

21 

0 

11 

0 

10 

0 

9 

0 

10 

0 

11 

0 

10 

0 

... 


„ 

32 

Sanin 

14 

2 

16 

0 

16 

4 

21 

0 

21 

0 

21 

s 

8 

8 

8 

8 

8 

8 

11 

12 

15 

0 

15 

6 

••• 


.. 

S3 

ChuniparuD ... 

14 

0 

14 

0 

10 

0 

21 

0 

21 

8 

28 

0 

14 

0 

9 

0 

8 

0 

14 

8 

10 

0 

10 

0 

... 


.. 

34 

Monghyr ... 

16 

11 

1.0 

VJ, 

17 

13 

23 

8 

23 

1 

23 

1 

10 

7 

10 

« 

15 

12 

13 

9 

13 

10 


13 

! 

... ^18 

14 


















1 

Kow. 





Now. 




86 

Blmgulporo 

15 

12 

16 

7 

17 

11 

25 

4 

20 

3 

23 

6 

13 

4 

13 

4 ) 

i:i 

11 

■15 

2 

15 

12. 

17 

11 

( •• 




















Old. 

/ 



t 

Old 










10 











t 

10 

1 




I'l 

10 

J 



86 

Ptiruoah ... 

14 

0 

14 

<1 

0 

18 

0 

• 

• 



10 

0 

10 

0 

17 

0 

IS 

0 

18 

0 

18 

0 



.. 

37 

Mnidph 

18 

0 

IQ 

0 

18 

0 

• 


•• 


• 

’ 

12 

0 

11 

0 

8 

0 

1C 

8 

10 

0 

15 

0 

... 


„ 

38 

Bontbal PorghR. 

12 

0 

12 

0 

13 

0 


■ 


• 

• 


11 

0 

14 

0 

13 

0 

10 

0 

17 

0 

IG 

0 



.. 


19 0 


20 0 


OIUSSA. 


39 

Cuttack 

13 

2 

13 

2 

14 

7 

1 ' 


... 

... 

10 

8 

10 

8 

10 

8 

18 

01 

|18 

0 

18 

0 

... 


1 

40 

Vooroo 

11 

7 

14 

7 

11 

13 

i 

1 •• 

[ 




J4 

7 

14 

7 

14 

7 

1 

21 

0 

|21 

0 

21 

0 


... 

41 

ItalaHOi'o 

15 

0 1 

16 

0 

16 

0 

1 

13 

0 1 

1 

13 0 

13 0 1 

13 

u 

13 

0 

13 

0 

21 

0 

21 

0 

20 

0 




CJIUTA NAUl’OUE. 
South-tt'v: I Prouiier Agtncg. 


42 

Uii/.ariha(;h ... 

14 

0 

12 8 

14 

0 

18 

0 

19 

0 

13 

0 

10 

0 

10 

0 

10 

0 

16 

0 |1C 

0 117 

0 

... 


43 

Lohftrduggu* ... 

1 


White. 

7 8 19 
lied. 




Old. 
20 0 

28 

0 



14 

8 

14 sf 


Ordinary 
(15 0 

10 

0 





1 


rz 12 

11 

0) 












1 



17 

8 

19 

0 

j... 

•t4 

44 

Singhhuoiu ... 

10 

0 

10 0 

10 

0 

20 

0 

13 

0 

10 

0 

16 

0 

14 

0 

10 

0 

17 

0 

18 

0 

20 

0 



45 

__ 

Mautihumn 

11 

8 

11 8 

13 

5 

_ 

21 

0 

_ 

■ 

30 

0 

14 

0 

13 

0 

14 

8 

i) 

0 

20 

_ 

8 

22 

0 

... 

... 


* ProHont rcliirn not rocooivod. 

+ Price of common rice it .T.-ijporo 22 Moors .'i cliittaoks iind Koudrapora 24 soors 16 chittacks nor runoo 
O A( Vomii llAt llio retail prico of suit is 8^ soors per rupoo. ^ ^ * 

s, and I 
1 seers. 


P ill ihj solidiviMioiiM tlio rotaii priooM of salt j>er rniioe m-o :—Buxar lOJ seers, Sosseram lOA seers, and Bhabuah 09 «« 

Q In lUo subdivisions the rouiil i>rieus of suit per ruiieo aro;—Uajipore 10 soore and Silamarbi 10 seers. soors. 


OAI.CinTA, 

T/w 2Ut A/.ril, 1891. 










FEB HAUND OF 40 
BEERa 



P i 

\i I 


C%.|8< Ch«|S> 01i>ia Ch*|S* G3i.)8* Ch* 


... 

15 0 ... 

•• 

... 

. 

•• 


. 

•• 

... 

22 0 27 

0 


... 22 0 26 

0 


... 20 0 22 

1 

0 


1 

... 16 0 26 

0 


•A* ••• 

•• 

... 

•ea ••• < 

•• 


... 21 0 21 

0 

... 

.8. j — 

•• 


1 I 

••• ••• ••a 


0 i27 0 28 0 



fiBBWOOD. 




DISTRIOTS. 


is I 

s >> s 


15° I £ 

. 8. C'h. 3. t’h. Si.Cii. 8. Cb. 

no 0110 0 10 0 

O 

. 9 0 9 0 

. 10 0 10 0 

0 320 0 320 0 8 0 8 0 


W«»e»r»I)i»(».toe»_<.onolud«d. 

IBs. A. P.lBa A. P.IHa. a. p.i 


3 14 0 3 12 0 Cfaittsgong. 
400400400 NoakhpIIy. 
400400430 Tipperah. 


48W48 0|480 Cbittofjroog; Hi’l 
I FraotA. 


BBHAR. 

01120 0,130 on 0,11 Olio 0 3 9 9,3 9 9 3 13 01 Patna. 


0 140 0 160 0.10 0 lO 0 

I P 

0 160 0180 010 8 10 8 

160 oleo 0 11 0 

Q 

0160 0160 011 0 jll 0 

0160 o 160 I' 10 4 10 0 

U I 

t 160 0160 0 9 8 10 0 

I 3 

0 147 0 147 OjlO 7 10 8 

0164 0176 0 10 1 10 8 

T 

0116 0130 0 9 0 9 0 

0120 «160 o 9 8 9 8 

0 2<IO 0 200 0 9 0 9 0 

0 80 0 80 011 0 11 0 

080080 09 13 9 13 

U 

' II160 U 16j 0 10 0 10 0 


, 0 

if4u 0 

880 0 

9 0 

0 0 

8 0 


150 u 

120 0 

... 

9 8 

8 12 

t u 

200 u 

240 0 

9 0 
V 

9 0 

8 8 

1 ojsoo oj 

200 0 

• 

10 0 

9 14 

9 2 


92 42 0; 42 0 420 Oya. 

10 0 3 11 3 3 11 3 3 15 0 Sbahabad. 

11 0 3 8 0 3 10 2 DarbhUDga, 

10 0 3 10 O: 3 11 0 3 12 0 MozulTerpoie. 

9 8 3 14 oj 3 14 0 4 1 0 Sarun. 

10 0 4 0 0 3 13 0 3 15 0 Ohamparur. 

I 

10 4 .3 10 6 3 10 0 3 14 9 Monghyr. 

10 1 3 12 0 3 12 0 3 15 6 Bhaenlporo, 

80 4 34434480 Purnaaii. 

90 4404004.00 Maldab. 

9 0 4 0 01 4 0 0: 4 0 0 Bonthal Pept^b-. 

ORISBA. 

11 0 3 12 0, 3 12 0, 3 12 O' Cuttack. 

I 

11 13 3 12 0| 3 12 Oj 3 6 0 Pourec. 

10 0 3 14 o! 3 14 ol 3 14 0 Baloaora. 

CHOTA NAGPORE 
SotUk- Wnt Trontitr A gntg. 
80 42 0: 400440 Uaxariba^h. 

3 12 4 2 0 4 8 0 Lohaidugfpa. 


0 aeora per rupee. , , . . 

' aalt per rupee ate Begueorai 91 aeers and Jamui 0 aoors. 

It ia 8 aeen per rupee. 

, la 9 aeera per rupee, 
t is 9 ae^ per rupee. 

Published iar geserid infopniRtioB. 

* C. E BUOKLAND, 

Off. 8eo]/, U> the Chet, of Beofal. 
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PRIOES-OUBBENT {wholesale) of Food-grams^ Firewood, and Sal 



Riob, bust sort. 


I 



bo 

I li 


R. A V K. A. T. K A. V. K. A. V. K. A. V. K. A. r. 


1 Caloutto 


308 348 2 11 911 12 8! 220 


2 SerajguDge ... 30O 260 280 


3 paeoA* 


4 Naraingunge* 


5 Chittagong* 


0 I Patna 


7 Balasora 


8 Poorea 


9 Cuttaok 


3 12 0 3 0 0 


2 12 0 2 7 


13 4 0 13 8 0 . 

Itod. 

r 2 10 6 2 10 0 2 5 3 ) 

White. !(114 3 1 11 6 1 9 .8 3 9 D 8 9 

L2 13 3 338 290) 

2 12 0|2 12 0|28o|30o 300 30< 


30O 30O 2 10 0 


Galcctti, 

The iUt April, 1891. 


* Prassat return not roceiTod. 


5 4 1 0 3 15 n 


4 14 0 4 12 0 



2 11 4 2 3 C 


1 12 0 1 12 0 


1 14 3 1 14 3 


2 2 0 2 2 
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PBICKB MSB UAUKO 


if*M OH CHoiitnu. 

vthmm Vulfmrt,} 


OB COMBD 


fl 

.o o 


LP. B. A.F. 


R.A.P, 


3 52 0 51 12 ok 4 


K.A.P. 


|R.a.p. 

sis 8 


32 8 92 0 0 


|2 4 4 


10 0 


666o 


inffol on th« 15 th April 1891. 


ARBARORTnUB. 

Cawan Pisa. 
{Cajanta indicm.) 


Firewood. 


Salt. 


Corresponding retam 
of last year. 

Present return. 

fi 

s 

£ 

to 

a 

■■s 

s 

£ 

o, 

1 

E 

0 

£ 

bo 

;s S‘ 

S £. 

S-s 

I" 

I’S 

Present return. 

1 

tfeit preceding return. 

----- . 

Corresponding return } 
of last year. | 

--—1 

Present return. ; 

^^ext preceding return. ^ 

i. A. V. 

ll. A. P. 

K.a.p 

K. A. P 

K. A.P 

U A. P 

K. A. P 

K A. F. 

K. A. P 

. 14 

2 5 1 

2 4 7 

2 15 

0 0 8 

0 6 6 

0 5 6 

3 7 1 

8 6 0 


... 

... 

... 

... 

... 

... 

3 13 0 

3 12 0 



2 12 0 

2 12 0 


0 3 0 

0 4 0 


4 0 0 

... 


3 12 0 

3 0 0 


0 8 0 

0 8 0 


3 10 0 


... 


... 


0 6 0 

0 C 0 


3 14 0 

1 12 0 

2 8 6 

... 

1 10 3 

0 6 4 

0 5 4 

0 5 0 

3 9 9 

3 9 9 

... 

... 

•*« 

... 

0 4 6 

0 4 6 

0 4 6 

3 14 0 

3 14 0 


... 


... 

... 

... 

... 

3 12 0 

3 12 0 

... 

2 2 0 

1 11 0 

2 0 0 

0 8 0 

0 8 0 

0 8 0 

3 12 0 

3 12 0 


S 


fcw 

<3^ 


UAKI& 


li. A. p 

3 9 r> 

3 14 0 

4 2 0 
3 12 0 
3 12 0 
3 13 0 
3 14 0 


Caloutta. 

Soraj^'UQgg, 

Hacca. 

Naroingunga, 
Chittagong. 
Patna. 
Baltuorc. 

3 0 0 Peon*. 

3 12 0 Cuttack. 


Published for generel informatiou. 


0. E. BUCKLAND, 

Offjf. 8eey. to the Qovt. qf Bengal. 
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SUPPLEMENT TO TEE CALCUTTA GAZETTE, APfilL 32, 1891, 


Meteorological Report of the Province of Bengal 


STATION OBSERVATIONS. 




Aib FBBaenBE. 

WlH». 

TlMFBttaTBBB. 

Dutbict. 

Bepromatatii 

■tatioD. 

6 

e X , 

■s* 

9. A 

£2 

II 

fls,' 

** a» «*a 

s 

.£ 

a 

o . 
■Ca 

i 

<9 

to 

a 

3 . 

o 

f 

•tS 

a 

i 

•o 


r 

B 

TS 

« . 



ll 

11 

B’S 

l§ 

is 

S 

‘S £- 

ts P 

J!! 

la 

m 

"•E 

.-I 

*1 



a fie 

C JL • 

^ A * 
Jp * 

IS 

5 c 

a. 

si 

g-s 


e 

O 

k-a 

3l 

iS 


B B 

|l 



e A 
81 
? 


Poore# 

^rm 

20*774 


sw 

S72* 

80*7 

IBth April 

77-1 

16th April 

84*8 

78-6 

81*5 


80'8 

1 

r Pooree ... 

(iopalpon ... 

20*809 

29*770 

—*606 

SWIy 

439 

96*7 

ISth „ 

7S-8 

11 A 16 „ 

83*6 

77-1 

80*4 

-^•7 

SO'O 

1 . < 

PalM Point ... 

20*802 

29*766 

-'016 

SW 

874 

S9'6 

12th „ 

73-1 

18th 

»• 

88-5 

78'8 

834 

-0-8 

63*1 

1 Cuttusk . 

Ga^aok 

29*745 

29-768 

+ •003 

SW& 

89 

107*9 

13th „ 

76-8 

llth 

n 

105*7 

78'8 

02*0 

+1*6 

83*3 





Calm 





18th 


100*6 





[ Balamre . 

Balaaote 

29*754 

29'76« 

—•012 

SW 

172 

104*6 

lUh „ 

71'8 

" 

76A 

88-6 

+1*8 

83S 

( Snnfh-WBrt Midnapore) 
tiuuth iM-FerKumialui S 

Bangor lalaod 

29-701 

20 760 

—*016 

BSW 

463 

93*7 

13th „ 

ao'3 

12,11 


904 

BID 

85*7 

+0-6 

88*7 

Hidnaponi . 

Uidnapore ... 

29*658 

29*748 

—•012 

8 

156 

108*4 

11th 

7B'l 

12,13 

32 

100*1 

770 

91-6 

+1*8 

86*2 

Si-Parpunnaha . ■) 

Hovrnih .. 

Calontta 

297W 

29-751 

—*014 

SW 

120 

102*6 

ISth „ 

76-* 

llth 

1* 

90*3 

781 

88*7 

+8'fl 

83'S 

TIooKld; . ^ 

















Burdwan . 

Bnrdwan ... 

20*700 

20*746 

—*012 

SWly 

92 

106*6 

llth „ 

79-1 

16th 

•• 

101*6 

770 

91*1 

+2*0 

84*8 

Bankoora . 

Bankoora ... 

20*482 

29*727 

-*005 

SWly 

Ofi 

109*1 

11th „ 

71-2 

12th 

*3 

107*2 

786 

92-9 

P 

86-7 

Bparbhoom . 1 

Weat ilurdvan . S 

Ranecgange... 

29*461 

29‘738 

—•014 

W 

73 

107*1 

17th 

78-6 

llth 

33 

105-3 

77-3 

91*3 

+2-4 

85*1 

Moondiodabad. 

Berbampore ... 

£0 700 

29*724 

—•030 

SWly 

126 

106*8 

llth „ 

76-S 

U IS. IS.. 

1041 

763 

993 

+3*2 

82 5 

Nuditoa . 

Kriahnagbar... 

29*740 

29*730 

—*009 

SWly 

161 

106 8 

lltb „ 

76-7 

llth 


103-7 

77-8 

90*7 

+3-7 

S4-S 

Jasw™ . ■) 

Khuoliia .J 

deaaor. 

29*768 

2»*748 

-■023 

SRBA 

SW 

84 

103‘2 

ISth „ 

771 

lltli 

33 

100 0 

78-t 

806 

+21 

83-0 

ChittaitDBR . 

Chittagong ... 

20*791 

29*825 

— ’006 

SB 

lOS* 

91-2 

16-18 „ 

76-7 

12tb 

•• 

89*8 

77-6 

837 

+2*4 

83*6 

OtiHUftonx HQI Tract. 

Demagin T. 






Obaervfttionft not reoeived. 








Backergunge . 

Barriaaal „. 

20*825 

20*782 

+ ‘002 

8 

804* 

03*3 

lltb April 

78*3 

12, U A 17 

91*8 

78-7 

85*3 

+ 2*0 

83*0 

Noakbtdl;. 

Noakholly ... 

29'80S 

29*792 

—•021 

S 

231 

Ol'O 

ISth „ 

74*8 

llth 

33 

89*0 

7l»T 

84*1 

+1-8 

84'6 

Fnriwidporo . 

Parreedporo... 

29*771 

20*758 

-•027 

8 

33i 

99-6 

IBth „ 

77*9 

12, 14.16 & 
18 

97*9 

78-3 

bB'l 

+2*7 

82-5 

Dacca . 

Dacca 

29*788 

29*768 

-‘023 

8 

314 

96*6 

16th „ 

77-2 

12 A 13 


96*6 

* 

78-8 

87*2 

+27 

836 

Commilloh . 

Commillah ... 

20*801 

29*784 

-•010 

8 

235 

era 

16, 17,18,. 

67*8 

12lh 


90*0 

78* 

83*6 

+0*6 

830 

HFmantingh 

Uymenaingb 

20'745 

20*758 

-•0*28 

SBly 

117 

90-7 

Uth „ 

72*6 

I2lli 


95-9 

763 

86*2 

+4*3 

80*7 

UoRia .. .. 

Bogra 

20 008 

29*711 

-•023 

Sly 

120 

106*3 

16.17 ,. 

73*7 

18tb 


103*2 

77-0 

001 

+4*3 

842 

Pubna . 

Beraixango ... 

20*736 

20*729 

—*036 

s 

162 

1040 

16th „ 

76*0 

J2th 


lOi'O 

76-6 

803 

+ 4*3 

82*6 

Rawbahye . 

Bampore Beau* 

20*705 

39*725 

- 021 

sw 

74 

102-8 

llth „ 

72 9 

18th 


09'8 

70'S 

88-0 

+28 

84*0 

Ualdah . 

)oab. 

Ualdah ... 

20-608 

20-700 


SKly 

85 

1046 

17th „ 

04*9 

13th 


102*0 

70'6 

80-3 

- 

83*6 

Uiiiarepore . 

Drnagepnro... 

29-fla7 

20 697 

—'077 

SWly 

167 

104-6 , 

16.17 ., 

08*7 

l3Lh 


1UU*6 

72T 

86*3 

+ 2-3 

80*6 

Ranxporo . 

Unngpuro ... 

20 610 

20*726 

—*036 

Variable 

125 

102*8 ; Kith M 

1 

68*U 

ISth . 


OO'X 

71-6 

85-4 

+ 4*0 

HO'S 

Julpigom . > 

Oonchbcbar . j 

Jnlpigoree .. 

20*408 

20*706 

—•066 

P 

137 

we 

17th „ 

06*3 

18tb 


930 

6#* 

812 

+17 

78 5 

Bariwiinx Hill Tract,. 

Darjeeling ... 

•.:2-»*7 

- 

—•044 

Calm 

263 

701 

17,18 ., 

44*7 

Uth 


66-7 

SO'2 

58-0 

+2*4 

69-6 

I’ummh . 1 

North Bhagulimr. ... j 

Pnrneaii 

20-643 

29*722 

—■023 

NWly 

109* 

1 

109*9 1 

ISth „ 

71*2 

llth 


1016 

7S'3 

884 

+4*3 

81*2 

Hatufterpori! . 

MoxuBerpore 

29*656 

29*686 

- 

WSW 

102 

103*4 

16th „ 

09-2 

11,13 


1001 

72-4 

80*3 

— 

81*2 

Burbhunga ... , ... 

Durfahunga ... 

20*601 

20 711 

— 037 

W8W 

182 

103'6 1 

16.17 „ 

67*0 

Uth 


100*4 

71-6 

86'7 

+0*6 

.»1*8 

lihamparun . 

Hotiiiari 

29-614 

20*606 

—*035 

Wly 

292 

106*2 1 

IHth „ 

60*8 

18th 


1011 

67-8 

84*4, 

+1-8 

81-0 

Baran . 

ebapra 

29-674 

29-707 

—•Oil 

W 

247 

103*3 j 

11,17 .. 

09*7 

18lh 


loru 

71’4 

806 

+1*0 

850 

( 

Dehreo 

20*4u2 

29*7 01V 

-’03;y 

SW 

IMS 

107*4 I 

16th „ 

71*0 

18th 


104*3 

70-* 

01*9 

+4*1 

69.1 

Shalinbad . < 

Buiar ... 

£9*531 

20*724 

-Oil 

SWly 

S80 

103-0 1 

I6tli „ 

70*8 

18 th 


100*8 

74-0 

87-4 

+ 0*4 

84*4 

t 

arrab 

t9'5i7 

29*717 

— ‘U98 

WSW 

136 

100*7^ 

16lta „ 

07*7 

iSth 


103 3 

73'S 

88*4 

4 18 

86*2 

Gya . 

Oya 

20*400 

29*724 

—*0:2 

SWly" 

143 

106*6 I 

16th „ 

74*4 

Uth 


103*0 

77'» 

909 

+3-3 

80-9 

Patna 

Bankipore ... 

20'678 

29711 

—•02s 

W 

117 

107*0 i 

16tta „ 

71-8 

llth 


103*7 

74-1 

88*9 

+1*6 

86-2 

South Rhiigulpo>o ...1 
Moughyr .I 

Bhagnipore... 

20 503 

29*704 

— 024 

Wly 

75 

106*0 

I7th ,. 

700 

12th 


1027 

7S» 

88-3 

+5*3 

869 

Sunthal PorguiinithB ... 

Dooinka* 

20*280 

29-716 

— *009 

NW 

106 

106*7 

17th 

76*8 

ISth 


104*9 

76-6 

90-8 

+ 2*6 

39*6 

Htsaribagh . 

Bazaribagh... 

27*817 

29*727 

+ *0 

.NW 

296 

103*6 

16th ,. 

70*4 

IBth 


lOO'G 

747 

87*7 

+ 2*7 

87*2 

hoh^rtiugga ... ... I 
Manbhooiu ... ... S 

ianebee 

27*698 

29*726 

0 

NW4 

Calm 

148 

101*6 

t 

16th 

69-8 

18th 


99*2 

737 

86*3 

+1*1 

86*0 

Singbhoom .< 

)byebaua ... 

20‘C42 

39*737 

+ *004 

SWly 

44 

108*4 

16th ., 

74*6 

13tb 


106*8 

77-4 

92*1 

+1*9 

87*1 


* Muaa tf aayii. 

Arptonalww.—The normal meMii of AirpretsuTA and feempantaruaro the arithmetio»lftTer«g8 or moaniof the reading during the nine peiiod for the teat 
The humiMiv of the atuoefdwreiaexpnMsed elperoHnuge.aaturaMdair heiug preheated by ii;0. A oioar akyia denoted by band enoveroaatelty by 10. The numteri 
are the jriroencul nieane or avenura of the rainfall in that diatrtot deteruined from ttaereturiuaeatin by the aub^irikiona) atetion for the period in i|UMHUon during tne paw 
•hUiors m the dlitriot tending in returae divided by the number of atationa. A rainy day ia one on ohieh at ieaat a tenth of an inch feu* 
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)r the week ending Saturday, the 18th of April 1881. 



^1 Ot W»K. 




SISTKIGT OBSBRV\T10.S8. 
Rainvall. 



Since Ut April UOl. 

1 .:' 

o 

. d 

11 i 

I’’ 

1 



BeprH9i*ntativo 

Htation. 


DiaTRICT. 



Nil Nil O'lli Nil 

0-02 Nil 0‘45 Nil 

Nil Nil 0-47 Nil 

Nil Nil 0 47 Nil 

Nil Nil O'M .Nil 


Nil Nil 
Nil Nil 

Nil Nil 
Nil Nil 
Nil Nil 
Nil Nil 
O'OS Nil 
Nil 

Nil Nil 
Nil 0'«» 
Nil Nil 
0‘2il o‘ia 
3-a2 1-27 

Nil 0-11 
Nil Nil 
Nil Nil 
Nil Nil 
Nil Nil 
Nil Nil 
Nil Nil 

Nil Nil ! 
0-(lS Nil 
Nil Nil 

Nil Nil 
Nil Nil 
NU Nil 
Nil Nil 
Nil 

Nil Nil 
Nil 

Nil N 

Nil N 

NU N 

Nil N; 

HU Ni 

NU N 
Ml 

NU Ni 


0-02 Nil 

O’OS o-os 
0’07 Nil 

0-10 Nil 

O'll NU 

O'OS Nil 

O'OS NU 
0*18 Nil 


—0*52 0*08 

0'64 - 0*04 Nil 

0'90 —0‘9t] Nil 

0*77 —0*77 Nil 

0*77 -0*77 Nil 

0*70 —079 Nil 


0*12 ->4)*12 NU 

0'L2 -0*00 003 

0*13 -4)’13 NU 

0*30 -0*30 Nil 

0*42 -0*43 NU 

O'lS -0*15 NU 

0*96 -41*28 Nil 

0*46 -0*45 NU 

0'47 -0*47 Nil 


0*12 -0*09 

O’la -013 

0*80 -4)*S0 


Cl()(»alporo ... f 

Fulso Point ... I 

Oiiltaek 
Ralasoro 

SaiiRor Islami ... ^ 
Mldnaporo 


Oiittack ... ..1 

Bulaftoro . J 

BouUi.Went Sfidnaiioru ^ 
Boutli 24 PurguuiitUia j 


Burdvrau 
Baukoora ... 

Itanooffungo ^ 

Barhamporo 
Khrishnaffar 
Jeaiiora ^ 

OhittagonR 

Deinagiri 

Barriaal 

Noakhallj 

Furreedpore 

Dacca 

OotnmiUah ... 

MyineiiamKii 

Uogra 

Serajgunga ... 

Uampore Beauleah 

Ualdah 

Dmaffoporo 

lluiigiN>r6 

JulpiRoroa ... ^ 

Darjoeliiig 

Puraeah 

Mosufferporfi 

Durbhunffa 

Siotihari 

Ohupra 

Dohree m. ^ 

Baxar I 

Arrali ••••/ 

Gya 

Bankipora ... 

Bhafcttlpon .M ^ 
Ooomka 
Eaiaribash 
I Eanobi ... ^ 

OhyebMM 


Midnaporo . 

' 24.Pcnnmriabs 

I Howrah . 

. HooKhiy 

Burdwan . 

Baukoora 

' B«H*rbhcK)m . 

, W«at Burdwati !!! 

Noonhcedabad 

^tiddeah . 

IcNMore . 

, Kbuolna .] 

Chiltogong . 

Ohittti«^}ngUill Tracts 

Uaokorgunga. 

Nuakbolty . 

Purraodpore . 

Dacca ... ... 

Oommillah . 

Myrnenaingh ... ... 

Bogra . 

Puboa .M . 

Hajahahye .. 

Maldah. 

Diaxgepora . 

Uungpora . 

Julpigoreo . 

CuiMib Bebar . 

Darjeeling Hill Traote 

Purneih . 

Nurtli Bhagulpora ... 

Muiufferpora ... ... 

Durbbiinga . 

Ohufiparun ... 

Sariia ... ... ... 


<lf* .I 

Patna . 

Koath Blui(ulp<x)« ... 
Huiwlvr .. 

Sonthal Petguniialu.,. j 

HwirilrnRh ., 


lAihtrdttgR. ... 
AliuibbMia ... 


I Bingbhooa 


Pa* 

... >b(0 

Ca 


* Haan (KI 5 days. . 

Pwi. The fariatioiigaia«w<»0# when tbs mean tor thB weak i» law than tuaoorriMipoaatngiiomalma^, and ^«ia# whan 

»tiag ^od aoioant repraaaaui tba part at tbs aky ooTarad, tba vlioui aki baioc danoMd by IM. Under the toad Diatriot obaarf *tioat of rwnfaU tba normal 
ffiari. Tba uaaiyi af tha an tba ninaairio^* atanfa of Iba vataru raoaivad lu tlM diatnoty M.« froia unal kainlali at iba aabdi 


ormai meant 
aabdiviviaaniL 


iOVXB BSSAk. NO>TBBS)iAB. NOBTH BkKGAL. BaOT^PEBOAI.. 6 or 7 H>' 9 l£ 9 T BEaOal.. OlUeSA IMBrSOBOLCGlCAL DiTieiOK.j; 
























SUPPLEMENT TO THE CALCUTTA GAZETTE, APEIL 2% 1891. 

Statement of Rainfall in Bengal for tbe week ending Saturday (8 a.m.), the 18th of April 189L 


station. 


ir-i W 

s“* hi "*“• 

f-iff month. 


Atcpsw 
rainrttll 
Iroiu lit 
April to 
ditto. 


Poui n-W RflT Hictnnporr. 
iiUNUAL. 


PoorHO ... Pooive ... 

Khiiriinh 
Kanpur 
Fnlso Point ... 
(iin- 

Siifpara 

l*fpli 

! Jagat-NifiKpoi'O 

• i Itanki 

tlailnrk 
‘ ICendrapara .. 
•lititMm* 
itharmnnl'* . 
Va/iporo 

llulHSoro ... j llhan(P>ali 
llhiuidntok 
Soruh 
Hirinsoro 

Ji'IlWlOVn 

HavipoilHli 

Mictnnp'm'. . (lonlai 

Siiiigor lalHHtl 
'I'lunlook 
Midriaporn .. 
(^hatuti 
Kv/rmfiafy .. 
(Jnrh0t(a 

I S'li Poncunnah** niiimonrt liar 
hour 

Oanninff Tow 
.\lipor4i Jail .. 

Bill ruokporo.. 

BiHoorhHt .. 

riowruh llownih • 

lIolu!ei(*ka ... 
(Oo/oft^rtxA) 
Uooglily «oiampi>ri« .. 

Ilooghlv 

Johaiianad 

Buriiwnn Cnlna 

Hnrilwap 

(Intwa 

lluuta^giiiiKa.. 
iUaHkHr 

Hnnkonrit .. Bankoora 

Bislinnporo ... 

Maliara 

Khtrira 

/»r/a« 

h'ntnlpore 

• Antia 
Uwigajalghaft 
Uatpure 
Stm^^u^ukhi . 

Bcorlihoom |,i,_ sonry 

lloiantporo .. 
Ilaiuporo Haul 
Uolpor0 
Afuran 

Nuddoa llADHghat 

IviNtiaaghiir ... 
ChooinliiugH ... 
Ml'htO’IHM'** ... 
KOONht-Mtt 

Khonln. .. ; 

* Kbnolna 

yabipur ... 

Hatupal 

Jcftoro ... 

iMHorf* 

Jhimidafa 

Mavonrah 

Hoiigoug 

Moorehpdfthad 

Borhampore... 
LaUmich ...' 

Axitiigiingo ... 

JungipovH 
UllEola 
Akkrtfiuiij ... 

Patkabitri . 


Nil Ml 
.Nil 0-07 


.Nil Nil 

Nit Nil 

Nil Nil 

Nil Nil 


Nil Nil 
Nil Ml 
Nil Nil 
Nil Nil 


Nil Nil 
Nil Nil 
Nil Nil 
Nil Nil 
Nil Nil 
Nil Nil 


J!a»I BxnaAl. Chtllmong ... Cff'f Ba»»r... 

tJhittttKon* ... 
I Kutubdta ... 
1 Butkanya ... 


umtMRontr 
Hill Tmctt. 


Itemramnti ... 
Buiidartoui ... 


Bukanningo Patnakhally.. 

eorozonoro . 
Bitrriuil 
Bhola ... 


Nil Nil »''*8 Nil O'fS 

Ml Nil »■?« (loi l-H 

Nil Nil f Nil t 

Nil Nil f Nil y 

Nil Nil O-SK IfSl m 
Nil Nil r Nil t 

Nil Nil 0-61 Nil 1-OB 

Nil Nil tl'M Nil 1-41 

Ml Nil 0‘8i Nil l-ttt 


























































































































































































































































































































































































































































































































































STJPPLtesNT ®) Tai CAl^m QA3a®TTB, 4PEIL 22. \m. 


Statement of Balnfkll in Bengal forth® week ending Saturday (8 a,m.), the 18th of April 1891--contd. 


?t«>r8lo(ricftl 

divkioa. 


District. 


IT Bbnoal 

^ooncld. 


No&khnliy .. 


Kurrm»d|»or» 


Nobth 

BKSMAt.. 


HUI Tlpi'ftfHl 
'ripr«*ritn 




OBtS BlRAft 


Piilma 

Kogrs 


KhInI ftitya 


Maldah 


iMnngHporft .. 


Hungpore 


Jnlpig»r4«e 


Ooocb 


OariMlittB 

Itili, 


PUHIMh 


North BbaRuU 
poie 

DurbhnsBa ... 


Ml<>aaBern>r» 


Station. 


Qournaddi . 
Bauphal ... 

Nonkitoll* 

Frtrrny 

Hari»hpor $.. 
Hamcans 

Maderipore 

Purraodnore,. 

(joaluttf'o 

ISuDNhutmRo 

UNoca 

■Vamiomingb 

VfaniokKungei 

>topU0bpor0 

Agartola 
<'ojn>na 
<'iiKudpor« .. 
BrHhiiiimhai'in 
H^tmohanfirn 
por0 

^aHtmagar... 
Haudkand* . 
ICaitia 

iCishOfftCuticr 

4tia {Tnnpa*! 
li,vinoitsiii(r» 
jHinulpore 
Nairik-iOH 
Subornnkhnili 
/farpapor® ... 
'^her0por§TvWii 
Otwunpan} . 

Pubtia 

Soraigutig® .. 

itheieporr 
NowkhiMa ... 
iiogta 
Paiinhbibi 

Baauleah 

Nattori* 

Naopaon 

Lalpor0 

Itianda 

Maldah 

ChaiH'hsl 

Qnjot 

Sihgan^ 

Mohftdetporo 
Uliuraiuou .. 
UatffuuKe 
i>in(iK«b>ore 
HulitnrkiiHt 

'Piakoorgaon 

ttiiMWalilKUiif i 

(OgahanHni 
iiiiiiKlxro 
i^uriKraii 
UaKO'^vra 
(iS^fip4»taat'i 
Utipnrg 

Julp\KOr«t> .. 
AUhort Dooai 
FafiaeuUp ... 
D^higanf 
Jtkagatpore 
(jiagraiatta) 
Uiuliat-ta 
(;o>*ob Bubar.. 

batHbtiMQRa.. 

buaa 

isHigwri 

llarjHRliuir .. 

Kalimpor g 
Kamwng 

K.uii»i>KunK<>... 

Arrarnah 

Gomiioara ... 

Balarampor0 

JUanari 
SaliOiiW ... 
daddapire . 
S'Opuol 
Hrvtabgang.. 

Cajporc 
liuronuuga .. 
tiadbubani .. 
HtthgrP 
fiomra 

Sitanarhi 

MouflerptiFH 

lia)ipor«i 

^ant 

Makup 

Simkar ... 

emppi 
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Statemeat of in Bengal for the week ending Saturday (8 a.m.)» tli® of April 1891— conoid. 


- 


. 


Baihfaix. 



IhlAl— 












— 

Tot«l 

rainfall 

lainne 

tatol 

mouth 



A?eni| 
raitifa 
from ] 
A^l 
uak 

lC«tocnt»\oRi(m1 

diTiaion. 

Diliriot. 

Btation. 

H 

P 3 

00 

f 

ft 

s'* 

1 

lid 

^ a, 

Sf-5 

19 

Is 

1 

ft 

‘C< 

s 

It 

09 

?• 

ln’0 

O 

P 

o 

.ll 

a" 

if 

65 

total 
mliifall 
from 
let of 
mcmta. 

Total rain¬ 
fall Binoe 
lot April 
1891. 

390RTH BIHAB 
—eoncluded. 

Cbumpornn... 

Motihari 

Kettiah 







. 

Nil 

Nil 

Nil 

Nil 

Nil 

NU 

01)3 

(J-lll 

f 

Nil 

Nil 

Nil 

O'Sl 

0*85 

P 

Nil 

Nil 

Nil 

0 



Hurhurm ... 





. 



Nil 

NU 

P 

O’i.2 

P 

0*08 


* 

Barun o.« 

(lopolRUiiRe... 








Nil 

Nil 

Nil 

Nil 

0*01 

0-07 

Nil 

Nil 

0*06 

U'OO 

Nil 

Nil 

0 

0 











Nil 

Nil 

0*07 

Nil 

■m 

NU 

c 

ODTH BIHAK 

Bhah&bad 

Buxar 

. 





. 


Nil 

Nil 

Nil 

Nil 

0*03 

Nil 

Nil 

O'OI 

0*1S 

0*11 

Nil 

01»l 

c 

( 



i^liaboiMkli 0.0 





. 


. 

Nil 

Nil 

Nil 

Nil 


Nil 

Nil 

0*0K 

0*13 

Nil 

NU 

( 











Nil 

Nil 

0*02 

Nil 

0*14 

Nil 

( 



Mohaniah ... 




. 

...... 




Nil 

P 

Nil 

P 

MU 



Gya 

Aurangabad... 








IH 

Nil 

0*03 

0*1.3 

0*13 

0*16 

0*13 

( 


Gya 








ESI 

Nil 

0‘12 

Nil 

Nil 

c 



Nowadah 








Eta 

Nil 


Nil 


NU 

c 



Jeltaiiabad ... 









Nil 

0*03 

NU 

0*09 

Nil 

i 



Ar«eAl 








Nil 

Nil 

P 

Nil 


Nil 




fa%dnagar .. 









P 

NU 


Nil 




^herrghiUti .. 








Nil 

Nil 

P 

Nil 


NU. 




Uajauli 








Nil 

Nil 

P 

Nil 

P 

Nil 




PdkriBarutoan 








Nil 

Nil 

P 

Nil 

NU 



Patna 

Patna ... 








Nil 

Nil 

0*07 

Nil 

■ '1 

.Nil 




l>iitMp«re 








Nil 

•Nil 

HiaTn 

Nil 


NU 

( 



Hehar 

.. .. 







Nil 

.Nil 

O’ud 

Nil 

■ 1 

Mil 

( 



Barrb ... 








.Nil 

Nil 

0*04 

Nil 


Nil 

( 



Btekrmm 






IM 


Nil 

NU 

P 

Nil 


Nil 




Bil$9 








Nil 

NU 

P 

Nil 


NU 



Uongliyr 

Begooeerai ... 








Nil 

Nil 

0*07 

Nil 

0*16 

Nil 

{ 


HouKhyr 






.. 


Nil 

NU 

OHO 

Nil 


Nil 

( 



Jamai 

...... 





, 


Nil 

NU 

^Ein 

NU 


Nil 




Qoari 

...... 







Nil 

Nil 

p 

Nil 


Nil 




ShHkpnrm ... 







. 

Nil 

Nil 

p 

NU 

P 

Nil 



South Bhosul- 

BbtffMlpore ... 
Hhi ka 








Nil 

Nil 

HBI 

Nil 

0-43 

Nil 

c 


pore. 








Nil 

NU 

U‘16 

NU 

0’3d 

Nil 

( 



... 








Nil 

Nil 

P 

Nil 

P 

NU 




hangtMn 







t . 

Nil 

Nil 

P 

NU 


Ni 



SonthBl Per 

BAjmeliBl ... 








Nil 

Nil 

0*31 

Nil 

0*67 

Nil 

c 


gannahSo 

(ioddB 


II 




_ 


Nil 

Nil 

0*lii 

Nil 

0-36 

Nil 

c 



Pakour 








Nil 

Nil 

0'08 

Nil 

0*27 

Nil 

t 



Nyo UoomkB 








Eli 

Kil 

O'lM 

Nil 

0*63 

Nil 

( 



Doogbor 








eII 

BUI 

021 

Nil 

U*»0 

Nil 

i 



ianiiara 








eII 

nl 

0*10 

NU 

0‘2l 

Nil 

Q 



Mohaaamtk ... 


. 





II 

Ell 

Kll 

p 

Nil 


NU 




... 



•. 


. 


...M. 

Nil 

NU 

p 

NU 


Nil 


OanriB Nao- 

HniBribosh ... 

PaebMDba ... 








Nil 

NU 


Nil 

0-34 

Nil 

c 



{Giridi). 








Nil 

Nil 

0*06 

Nil 

0*10 

Nil 

0 








oil 1 



Nil 

Nil 

NU 

Nil 

0 13 

Nil 

a 





. 

...... 

.....a 




Nil 

Nil 

NU 

Nil 

0*00 

Nil 

c 




.0... 




■ 1 



Nil 

Nil 

Nil 

Nil 

NU 

NU 












Nil 

Nil 

P 

Nil 


NU 












Nil 

NU 

P 

NU 

P 

Nil 




Karaffdskm .i. 
Hamghar ... 





0*0... 

. 

. 

Nil 

Nil 

NU 

Nil 

P 

P 

NU 

Nil 

P 

P 

Nil 

Nil 



Lofaarduffffa... 

liOhordnmn... 



. 





Nil 

Nil 

Nil 

Nil 

0*19 

Nil 

( 



fianohi 








Nil 

Nil 

0*10 

Nil 

037 

Nil 

c 



Pehmuw ... 






. 

...... 

Nil 

NU 

0*06 

Nil 

0*21 

Nil 

i 



ftilii 



. 





Nil 

Nil 

? 

Nil 

P 

Nil 




fkUumat 




...... 




Nil 

Nil 

P 

NU 

P 

NU 




Mo9»Hnat»d 





M.... 

. 


Nil 

• Nil 

P 

Nil 

P 

Nil 




»ar»ah 








Nil 

Nil 

P 

Nil 

P 

Nil 



Hinffbhoom ^ 

CbyobBooB 




oo.... 



001 BOO 

Nil 

Nil 

022 

NU 

0*47 

Nil 

0 



C'lMkrmdhmr^ 










? 


? 





(fhattillm ... 





.M... 


.. 

Nil 

Nil 

P 

NU 

f 

Nil 




Baharaaurm 

M.BOO 


. 

...... 


010 

. 

1 

0*10 

P 

0*10 

f 

0*10 



Maali^KKim ... 

Puralia 

^. 







Nil 

Nil 

0*19 

Nil 

0-50 

Nil 



' 

Gobiiuipore ... 

00.... 






•I 

ESI 

m 

0*10 

Nil 

0*39 

Nil 

0 



Sjghummtk^ 

por$. 

barrmbkpom 

. 







m 

HI 

P 

NU 

P 

Si! 











M 

HI 

P 

Nil 

t 

Nil 




JhaMm 








EDI 

m 

P 

Nil 

P 

MU 








..... 

****** 


****** 

Nil 

NU 

P 

NU 

P 

NU 



AiVIomM**-— .iDdioM tint no cniB hM tnllon. U tho rotnrn tor Bar day hna not hw mmivod, th« onmiananriini (pva it Inft hlnak. If nnr of 

th* ratunn Bra «bd)»«. ">MTO<inadiB( BfMOB in tbt tatal rBiatall oolnniu bib lott bUnk. Witk raferenoo to tho column at miny dniri, tho doSaltion of b ninr dor 
uwhaaaklaMtCliimkofiBinBaBtaUaB. ^ 


CAuiiraTA, tk* 2l*t April 1891. 
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SUMMARY OE THE MEIIBOROLOGICAL AND RAINFALL OBSERVATIONS 
TAKEN IN BENGAL FOR THE WEEK ENDING SATURDAY THE 
18th of APRIL 1891. ’ 

Towahus the end of the previous week easterly wincls had set in over the eastern half 
of the i)ro-nnoe, wRh a slowly falling barometer, and a few unimportant local showers. At 
the beginning of the present week the easterly winds extended over the whole of North Ben¬ 
gal and Behar and pressure continued to fall, slowly on tho 12th and briskly on the 13th, 
but the difference from the normal never exceeded two or throe-hundredths of an inch! 
With the exceptidn of a few scattered showers in Orissa and North Bengal, rainfall was 
entirely confined to East Bengal, where the falls were fairly general, and in places moderately 
heavy, the heaviest being 2-5 inches at Oomilla and 2 08 inches at Ramohandrapore. Tempe¬ 
rature, though falling at all except the South-West Bengal and a few of tho Orissa stations, 
was generally about 2“ above the normal. On tho 14th pressure began to rise, tho 
area of lowest pressure closed up towards tho north, and westerly winds rooommenood 
over tho northern distriots. Tho slightly disturbed conditions disappeared and ordinary 
hot weather prevailed in all distriots with increasing pressure and temperature. A brisk rise 
of pressure on the 15th, varying from a twentieth in South Behar to a tenth of an inch in 
North Behar, gave everywhere almost normal pressure with lowest readings in tho west 
of Behar. The westerly current was consequently not so steady, and easterly winds again 
oommenood in North Bengal, while temperature fell at most of tho stations in the east and 
north, but on the following day westerly winds again prevailed with increasing temperature. 
These conditions continued unohanged till tho end of the week, pressure being almost nonnal, 
while temperature underwent considerable oscillutions but continued above tho normal by 
amounts ranging up to 6°. 

PrcKsure — Was below the normal in the early part of the week, but owing to the brisk 
rise on tho 15th the defect almost disappeared, after which changes were small till the Isth, 
when there was again a brisk rise, the week closing with excess of about a twentieth of an 
inch. Owing to the rather largo defeot during the first half of the week, means are every¬ 
where below the normal by two or three-hundredths of an inch except in Orissa, where the 
mean distribution is practically normal. 

Temperature —Has continued high in all distriots, being very little affected by the local 
rainfall on the 12th and 13th. Moan temperature is everywhere above tho normal by 
between 2“ and 3" in all districts except Orissa, where the excess is only ’5“. Tho highest 
readings for the various divisions are above 100° except in East Bengal, and the hottest days 
were the 14th or 15th in Lower Bengal and the 16th or 17th in North Bengal, Behar, and 
Chutia Nagpur, due to the westerly winds which were on those days well established. Some 
of the highest readings were—Purneali 109-9° on the IGth, Banooorah 109*1° on the 14lh, 
Siugbhoom 108-4° on tho 16th, and Midtiaporo 108-4° on the 14th. 

Tho actual temperatures registered during the week and their variation from tho normal 
values are best shown in the following table, where tho average maximum, minimum, and 
mean temperatures for the week are given and compared with the normal:— 


Table showing the excess or defect of the actual mean temperature from the normal for the week 

ending 18//i April 1891. 


OnttBOk 

Oklontta 

Dimb 

Burdwan 

Patna 

Qya 

purnaab 

Haiaribftgh 

VarleeUng 


Norms! mean msximtim tem¬ 
perature for the week end¬ 
ing 18th April, 

.Actual mean maximum tem¬ 
perature for the week end¬ 
ing 18th April 1891. 

Variation of actual mean from 
the norms). 

102*0 

lOB-7 

+2*8 

06*0 

09-» 

+2*7 

03*0 

BS-B 

+1*0 

101*5 

104'B 

+3*0 

101*3 

11)8-7 

+•2*4 

103*3 

1«»*» 

+0*7 

90*3 

ioi-« 

+ 2*4 

07*0 

lOlfO 

+3*0 

62*7 

68-7 

+ 3*0 


S-S 




7S-0 

7r.-o 

7r.-i 

75--t 

7S-« 

7S-1» 

fi;fO 

7S-S 

4S'4 


•Sts 


it 

sg_: 





78*2 -t-O’E 

78*1 

78*« +U*7 

77*fi +2*a 

74*1 +0*5 

77*» I +4*0 

755 1 +0*3 

74*7 ! +2*4 

50*2 I +1*8 



S S Or 


00*5 

80*2 

84*5 

88*4 

87*5 

88*0 

84’i 

85*0 

50*0 


£.9 






<3: Ci 




i c 



.15 





03*0 

+ 1-6 

HS*7 

+3-5 

87*3 

+ 3-7 

mi 

*-e2-7 

8H*» 


jury 

+2*3 

88*4 

+43 

87*7 

+ 2*7 

68*0 

+2*4 


Rainfall —Occurred at nearly all stations in the eastern half of East ^ Bengal during the 
first two days of tho week, but beyond this, with the exception of a few light local showers in 
Orissa and North Beng^, the week has been rainless. Falls of more than two inched 
ooourred at Oomilla and Ramohandrapore. and of between one and two inclics at Fenny, 
Brahmunberia, and Nasirnagar, and at Bhagatpore in the Julpigoree district. Tho avei*ago 
fall in East Bengal is -3 inch and in OrB>sa *02 inch. 
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The following table gives the summary of the temperature and rainfall data of each of 
the seven meteorological divisions of the province for the week ending Saturday, the 18th 
of April 1891, 


tfVTKOBoLOGtCAl. 

DiTfSIOKS 

At 



TBMPBBATtTBS. 


Raiitval:.. 

s 

h 

a 

I 

Q> 

t 

,c 

0 

m 

« 

M 

s 

Lowest obserred during week. 

Averages for week. 

. 

te 

0 

PM 

II 

4*0 

k S 

... a 

0 .. 
c 9 

sS 

C5 

Of week. 

fiAinydays. 

Since Ist of 
month. 

Since let 
April 1891. 

Of highest of etch day. 

at 

Xf 

ja 

e> 

s 

0 

a< 

0 

K 

« 

•o 

ja 

v 

« 

Ol 

IM 

«s 

a 

« 

a 

0 

£ 

fi 

(U 

S’ 

u 

41 

« 

la 

B 

u 

0 

V5 

e 

0 

H 

c 

St 

g 

n 

at 

I 

s 

8> 

u 

i 

a 

0 

to 

tt 

* k 
'5 a 

fz 

P 

n 

.0 

J 

<0 

Sf 

► 

< 

• 

•s 

e 

e 

*5 

g 

0 

ss 

S' 

a. 

a> 

i 

1 

It 

*3 

g 

0 

» 

OnssA . 

107-9 

74*K 

02*0 

77*0 

8rri 

+0*6 

0*02 

0*30 

—0*34 

0'(H! 

0*50 

—0*44 

0*02 

075 

0'02 

0*75 

Soaib^W AKt BahicaI 

100*1 

7-l’2 

102-4 

78*0 

00'2 

+2*2 

Nil 

0-41 

—0*41 

000 

O'Ot 

-0*61 

Nil 

0-D6 

Nil 

0'D5 

But Beniml . 

00*7 

C7’8 

»2’0 

77-9 

8.‘>'4 

+2*4 

0*31 

0-92 

—O CI i 0 0*2 

1-33 

—o*ai 

0*44 

1-90 

0*44 

1-90 

North lionga) . 

lOQ 3 

64*0 


73-4 

80-7 

+3-2 

Nil 

0-41 

—0*44 

o-oo 

0 78 

-0-78 

Nil 

0*91 

Nil 

0*9! 

North ilobor . 

iwro 

(10*8 

1010 

71*0 

80 3 

+Vl) 

Nil 

0-11 

-0*11 

0*00 

0*18 

—0*18 

0-01 

0*32 

0-01 

0*32 

Bontb ll«har 

107*4 

07-7 

103-4 

76*6 

80*5 

+3*3 

Nil 

0*«» 

—0*0i> 

0-00 

0*17 

-0-17 

Nil 

0*23 

Nil 

0*23 

ChutiaNaianir. 

1 (W'6* 

fl9'8* 

99 »• 

7a 1>* 

87-9* 

+1-9- 

Nil 

0*09 

-0*00 

^ 0*00 

0*21 

-0-41 

Nil 

0*28 

Nil 

0*26 


* CliyobaHBa not includod. 

Mbteobolooical Officr, Bkngai, C. Litti.e, 

The April 1891. for Meteorological Reporter to the Qovt. of Bengal. 


BesultB of the Barometrical and Thermometrical Observations taken at the Meteoro 
logical Office, Ohowringhee, from 12th to 18th April 1891. 


MIINTB. 


1891, 


April 12th 

lath 
14lh 
litth 
16th 
17th 
IKth 


... ® ^ 

Im u (, 

<9 0 0 

s 

>» 

Tkmi-kbatvr*. 




Htcrometki. 


Rainfall past 24 hours. 

"S 

£ 

fa 

Wet bulb at 10 

A.M. 

Vapour pressure 
at 10 a.m. 

Dew point at 
10 A. 11 . 

Humidity at 10 

A.M. 

Inches. 


• 

» 



■> 

inebos. 

0 

% 

Inobee. 

29 ■81.1 

89'0 

101 2 

‘21-I 

7fi-8 

90-0 

82-.-i 

1-003 

79-3 

70 

NU 

•731 

90 1 

101-2 

•22-2 

79 0 

1)0 1 

82 •.'i 

1010 

70*5 

72 


■rra 

901 

io:t-i 


78-8 

93-6 

81 0 

• -889 

7fi-7 

67 


•825 

88 9 

99 0 

20-2 

78-8 

97 0 

831 

■944 

77-3 

.64 


■771 

88-9 

99-0 

20-2 

78-8 

91-4 

82-5 

•991 

79-0 

67 


■81f> 

900 

lOO'O 

20 0 

80 0 

92vl 

83-6 

1-028 

80-1 

67 


■m 

90-4 

102 0 

23-2 

78-8 

91-8 

81-0 

■904 

70-2 

60 



The mean 10 a.m. pressure of the seven days 


Inches. 


29-799 

O 


The mean temperature of the seven days 
The extreme variation of temperature 
The maximum temperature 

The mean 10 a.m. relative humidity of the seven days 


89-6 

26-6 

103-4 

'/5 

Inches. 


The total fall t)f rain from 12th to 18th April 1891 


Nil 


The daily mean temperatures are the crude means of maximum and minimum temperatures. 


C. L 1 TTI.B, 


Far Meteorological Reporter to the Q ctt. oj India. 


MBTBOROiAiaioAi. Ofpicb, India ; 

The mh April 1891. 
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Results of the Meteorological Observations taken at the Alipore Observatory from 

*. 12th to 18th AprU 1891. 


A 

1 

a 

Date. 

d 

S 

.S 

I 

1 

Number of hours of 
bright sunshine. 

Mean pressure barometer 
«t32"Fahr. 


Txufbbatitbi. 

oi 


bulb, 

HroBOUEniT. 

1 ^ 

A a 

o < 

a 1 

Wind. 

Prevailing direotion. 

Miles recorded. 

Rain. 

1891. 

I 

o 


Inches. 

o 

O 

O 

O 

O 

Inches! 

O 

% 



Inches. 

April 

i2th 

163-7 

9-6 

29-728 

87-2 

100-3 

23-4 

76-9 

78-9 

0-877 

75-3 

71 

SSW and SW ... i 

106 

Nil 

>• 

ISlb 

162-9 

8-7 

-653 

87-3 

90'6 

i 

21-4 

78-2 

806 

•956 

77-9 

75 

8SW and SW 

100 

t} 


lltU 

166-6 

9-9 

-677 

88-7 

10-27 

26-4 

76-3 

777 

■804 

72-7 

63 

WHW, WNW and 

60 















cultu. 




l5Ui 

1 

152-3 

9-9 

•757 

1 

87-4 

97-3 

19-1 

78-2 

80-6 

•966 

77-9 

75 

SSW ... 

153 

ft 

>• 

lOtli 

148-6 

8-7 

-730 

88 0 

97-3 

18-1 

79 2 

80-5 

•941 

77-4 

72 

SWaiidS 

1 

73 

ft 


17th 

160-2 

8-7 

•749 

88-0 

99-8 

20-0 

79-2 

80-4 

•930 

77 0 

71 

SSW, SSE and van- 

79 















able. 



>> 

IStb 

154-6 

10-3 

•822 

88-9 

100-9 


787 

73-4 

•615 

64-8 

43 

NNW and yoriablo 

63 

' 

— 


i 1 

■ --- 

! 










1 

Inc): 


Wbatrsk. 


Oioar. 

Chiefly eJoar. 

Clear. 


Hay clear, 

nijtlit panially 
cloudy. 


I’artially cloiitly 
Partially cloiuly, 


TLe mean preBSuro of the Bovon days 

The average pressure of the oorresponding period for 24 years, S.-O.’s Offioe ... 

The total number of hours of bright Bunshine 

The maximum possible number of hours of sunshine ... 

The mean temperature of the seven days ... .•• ••• 

The average temperature of tho corresponding period for 24 years, S.-G.’S Office 
The extreme variation of temperature 

Tho maximum temperature ... ... ... ••• ••• 

The highest velocity of the wind in one hour 

Tho highest pressure of wind on one square foot ... • ••• 

The mean relative humidity ... ... ... 

The average relative humidity of the oorresponding period for 24 years, S.-G.’s 
Office 


Cliicfly 


2!)-7:j1 

29-746 

lioum. 

66-8 

88-4 

o 

88-0 

85-0 

2G-4 

102-7 

Miles. 

10 

lbs. 

? 

7 

'O 

67 

69 

Inches. 

Nil 


<*lcar, 


0 23 
4-85 
3-.36 


Tho total fall of rain from 12th to 18th April 1891 
The average fall of the corresponding period for 24 years, S.-G.’b Offioe 
The total fall from 1st January to I8th April 1891 
The average fall of the oorresponding period for 24 years, S.-G.’s Office 
Tho mean pressure, temperature, &o., are deduced from the traces of the Barograph and Thermograph 
and from observations made at 6h, lOh, IGh and 221i. . . u 

The maximum and minimum temperatures are obtained from self-registering thermometers. All the 
thermome^rs are verified, and the readings have been oorrooted to a standard ooiistruoted and verified at the 
Kew Observatory. They are exposed under a thatched shed open at the sides, end are suspended fo^ feet 

The bwmeter readings are oorreoted approximately to those of tho standard, Newman’s No. 86, formerly 

at the Surveyor-Genertd’s Offioe. , ^ , a.i. a- ■ i a. ..j 

The hygrometrio elements are obtained from Tables III, IV, and V of tho offioial tables ooipputed in 
the Meteorofogioal Offioe, and based on Regnault’s modifications of August’s formula. ^ 

Tho dixeotions and the movement of the wind are taken from the trace of a Beokley s anemograph. 

The mouth of the rain-gauge is one foot above the ground. 

O.LmL., 

For MeUorologieat Reporter to the Qoot. of Imiia, 

Mbtsosoi<oqicai. Offiob, Govt, of India; 

Oakutta, the 20lh April 1891. 
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MEMOBANDUM. 

Weekly etatietica of births and deaths in twenty-seven of the principal towns of Bengal for the week 

ending with Saturday, the Ath April 1891. 

Births. 

Ths total births registered during the week ending with Saturday, the 4th April 
1891, in twenty-seven principal towns of Bengal, amounted to 466, and correspond to an 
annual rate of 22*6 per 1,000 of the aggregate population of those towns, which is 
1,072,3/59. This rate is 3"9 higher than the average rate of the corresponding week of the 
past five years, and is also higher than the rate of the corresponding week of any of the 
past five years with which comparison is instituted, vide the figures below— 

Weekly 

1SS6. 1887. 1888. 1888. 1890. Svo'^rs! 

1886-IXI.' 

* -- 

Bktio at birth* per 1,000 of the population por 

anunin . M'O 17-7 Wl 21-3 I 14-4 18-7 22-6 

The births registered in each of the last four weeks in each of the twenty-seven principal 
towns correspond to the following rates por 1,000 of the population 



Bnrdwan . 

Mldnapore . 

HuRhli and Chinsttrab 

Beranipttro . 

fTtteriwira .* 

Howrob . 

Bali . 

Kriahnoffar . 

Uanaffhat 

Bautipore . 

Jowore ... 

Bampora Boauleah ... 

Darjuing . 

Baooa .. 


It will bo seen that last week the highest birth-rate was returned from Utterpara (47‘2) 
and the lowest from Jessore (6T). 

Deaths. 

The total deaths registered during the week under review amounted to 482, and correspond 
to an annu^ rate of 23*4 per 1,000 of the population. The rate of the week is *9 higher 
than the average rate of the corresponding week of the past five years, and is also higher 
than the rate of the corresponding week of any of the past five years except 1889, vide the 
figures below— 



Batio of doatbs per 1,000 of the population per 
annum .. 


The deaths registered in each of the last four weeks in each of the twenty-seven prinoipal' 
towns correspond to the following rates per 1,000 of tho population:— 



Burdwan . 

Midnapofo . 

Hugbli and Chinsurah 

Berompnrt: . 

iHterpara . 

Howrah 

Ball . 

Krtshnaear . 

RiiTiaHrbat .. ... 

Bantipore . 

Jeneore 

Bniuuore Beoiileab 

Darjiling . 

Doeoa ... 
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According to the figures returned, the highest mortality occurred in the town of Midnapore 
(69-7) and the lowest in Je88ore.(6‘l). 

Measured by last week’s mbrtality, the^ highest annual death-rates from the several 
registered death-causes ooourred in the following towns :— 


Cholera, Small-pox. 


Fever. Other causes. 


Balio per Betio per Batin per 

miOe. miUe, ntille. 


Puraeah ... 13-9 

HuKbliand Chin- 
sarah ... ^ 8•2 

Burdwan ... 7'6 

Miduapore ... 6'2 


Midnapore 

... 44-9 

Gya -.. ... 84-8 

Chittagong 

... 117 

Bamporc Beauleah 28-9 


Soramporo 

Monghyp 

Qja. 


Bafio pAr 
mille. 

... 21*6 
... 16 4 
... 110 


The total mortality from the several registered death-causes in the twenty-seven principal 
towns amounted to 1'6 from cholera, against 2*7 in the preceding week ; 2’1 from small-pox, 
against 1-1; 10-4 from fever, against 9-6; 2 4 from dysentery and diarrhoea, against 2-2; 
*4 from injury, against ’3; and 6‘5 from other causes, against 5*5 in the preceding week. 

The mortality of last week according to Sex, Class and Affe was as follows:— 


According to Sex. 


According to Class. According to Age. 


Male. 

Females ..., 
lUtio of male deaths to 
every 100 female deaths, 
calculated on the pro¬ 
portion such mortality 
bears to the total male 
and female population... 


Ratio per 
miUti. 


Katio per 
fHtlla* 


Aatio per 
mUU, 


Christians 

... 14-9 

Under 1 year 

... 176-6 

Hindus 

... 24-& 

1 and under 

6 years 

... 39-8 

Mahomedans 

... 20-9 

5 


lo „ 

... 21-9 



10 


16 „ 

... 91 



16 


20 

... 21-0 



20 


30 „ 

... 13-4 



SO 


40 „ 

.. 16-3 



40 


60 

... 12-3 



60 


60 „ 

... 17-9 



60 years and upwards 

... 48 -.'» 


Detailed information regarding the vital statistics of the twenty-seven principal towns 
dealt with in the above review will be found in the statement appended. 

W. H. Grbgg, Dip. Fubl. Health, Cumb., 

Sanitary Commissioner for Bengal. 


The2Qth April IQQl. 
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SUPPLEMENT TO THE CALCUTTA OAZETTB, APRIL 24, 1891, 


• OIUCULAR AND EASTERN CANALS. 

Approximate Return of Traffic for the week ending Saturday, the IMh April 1891, 
tf* compared with the correeponding week gf the previous year. 



1 Wkkk KNniNo Satfrdat, Tn« 

W**K KiriltRO Satobdat. tub 


18TII Al'Klt 18P1. 

19TII April 1890. 

>ATiJKK or Oaeoo. 



1 




Nunibarof 

1 bOlltM.' 

1 

1 

1 of I 

j ciirgo. 1 

1 

ToiliM^o. 

Nuintwr of I 

houlu. j 

WeiKht of 
cargo. 

ToUap-. 

• 

A 

No. 

1 MiIk. 

j Us. 

No. 

Mdg. 1 

Us. 

B:ee> and paddr ... 

277 

6.8.050 

801 

145 

36,300 

624 

Jnte 

45 

33,;j(jO 

•182 

12 

6,060 

84 

Firewood 

62 

Z.5,S25 

1 377 

60 

.83.726 

467 

Oplier artidli'g 

473 

J,34,9u6 

1,905 

497 

1,17,160 

1,611 

Total 

847 

2,47.8110 

3.668 

714 

1,91,126 

2,686 


Weekly Return of Traffic Receipts on Indian Railways. 


EAST INDIAN RAILWAY. 


Approximate Return of Traffic for week ended 11/A April 1891, on 1,526^ milet open. 



OOAOBIBO I'BASflC. j 

MBacHAinitBX abi> MmaAL 
TuAmc. 

i 

Oth«*r toariiiiiKHi 

Total eirnings. 

i 

1 

Txaivio 

I'KAII-MILIS BUB. 


Number of 
paneeuKera. 

Beceipta. 

Woivfat 

earned. 

Eftoeiptfi, 1 

(eatiiaatAd). | 

Oiiacbing. 

i 

1 Marofaao- 
I diae. 

j TomI. 

Total traffic (or the week 

274.80£! 

Ee. A. P. 

' .8,26,525 1.8 0 

Mpa. b 

87.fMt.403 20 

Ea. A. P. 

7.24.684 14 0 

Ba. A. P. 

lfM22 1 0 

Es. A. P. 

10.7(1,2^2 12 fl 

77.808J 

ln6,442i 1 

180,111 

Or per mlla of railway . 


i 214 0 U 


474 16 8 

12 8 7 

7ei 9 0 

For previous IS weeka of half- 
year .. 

8.761.46!) 

tn,21,148 10 0 

3,l>»,04.250 10 

86,7.S,«1!I 0 3 

S.74.402 0 0 

1,34,73.570 3 3 

1,010,578 

1,320,863} 

|2.,'I46,441) 

Total (or 14 weeks 

4.086.8.*U 

1!i,47,C74 7 0 

3,86,72.728 ftO 

I);i,a2,604 7 3 

2,93,524 1 0 

1,45,48,802 IS 3 

1,004,2401 

1,438,305) 

2.632,552) 

OOHrAKlBOIl. 









!' ■ 

Total tor oormspondiDg week 



27,40,304 10 







ot previous .rear . 

SBS.ispi 

2,03.130 S 7 

6,64,461 4 0 

20..352 6 4 

0,77,934 3 8 

68,487 

109,134 

177,621 

Per luilc n! railwa,T oorrospond- 
ing wei'i. of previous year ... 


m 2 6 


430 9 0 

IS 5 6 

041 0 11 




Total to oorreiponding date of 
prarioue year . 

S,80»,73e 

43,83.367 16 8 

1 

3,04,83,917 30 

91,74,480 1 4 

2,99,370 3 0 

1,38,67,114 4 0 

980,784 

1,480,035 

2,411.419 


* The iBCresao in coaching traffic ia dne to pilgrims (or 6>s. 


Approximate Statement of gross receipts of the East Indian Railway, prepared in accordance with Public Works 
Department Circular No. XXI Railway, dated 2Ard July 1883. 


Erobiptb vob week bkdtvo 
tSTR April isoo. 

KBOBITTI bob WXBK SBDIIIQ 
lira Arsii, 1891. 

Total bbcbifts bboiv 1st 
AFXIL 1800 TO 12TH 
April isou. 

Total bbobipts pbox lax 
APBIL 1391 to IITU 

APRIL 1891. ' 

Total 
inoroasoto 
1891. 

Total 

deoreaie la 
1881. 

Mean 

mileage 

wnrked. 

RMeiptN. 

Per 

mile 

worked. 

Mean | 
mileage 
worked. 

Seoeipts, 

Per 

mile 

worked. 

Mean 

mileage 

workM. 

Total reaeipts. 

1 

Per 

mile 

worked 

per 

week. 

Mean 

mileage 

workM. 

Total roooipts. 

Per 

mile 

worked 


s 

lU. 


St. 

1 Bl. 


St. 

St. 


Bl. 

Bl. 

B9. 

Bl. 

1.528) 

!».77,934 

641 

1,825) 

10,70,233 

702 

1,528) 

18,98,413 

656 

1.826) 

16,90,894 

; 666 

1,481 

■MBit 
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PATNA-GYA state RAILWAY. 

ApproaeimaU Beturn ^ Traffic for week ended lUi April 1891, on 67-1 open. 


Total trafflc lor the wook 

Or per mile ot railway .. ... 

For proTiouBlS weeks ol hall- 
year . 

Total for 14 week) 
Odarasison. 

total lor oorreepondmn week 
ol prorlona year ... ... 

Per mile of railway onrreeiioiio 
ink week of previous year ... 

Total to oorniapondina date of 
orevioueyear. 


OoacHiits Tbstiic. 

HBBCI[S.Bl)leB aWD HlNXKll. 
TBarilc. 

Other HarniUKH 
(ttutinated), 

Total aarninKN. 

TS4P>icTB4ili-MiiBe aca. 

1 Number of 
punmni^ni. 

Receipts. 

Weiieht 

ctirnod. 

RecBiptm. 

Coaching. 

MorohaU' 

dlNB. 

Total. 


Rs. 4. V. 

Upe. a. 

Ha. 4. P. 

Kb. a. p. 

Ra. 4. p. 




•10,371 

•10,633 4 tt 

7S,»J0 20 

Bs4t0 1) 0 

01 0 0 

1(5,939 13 9 

1,758 

C30 

2.394 


J86 2 1 

1,202 2*» 

95 3 0 

1 1 1 

3SU (5 H 




t2B2,721 

t1.48,771 S 0 

tC.ll,77K « 

t42,0R9 2 0 

§778 !l 0 

1,91,(538 14 0 

23,160 

10,4117 

32,017 


1,&9.;{U3 7 0 

(i,85,QU8 3<i 

47,Wflll 0 

8:<9 9 0 

2,07,«7H 11 9 

33,m 

n.(»73 

33,011 

15,03(}| 

7,S41 1 2 

es.ooB 30 

3,871 0 0 

02 7 3 

11,20111 6 

1.300 

m 

2.304 

m 

138 fi 5 

963 20 

«7 10 11 

V 14 8 

196 in 9 



. 

208,365 

1,11,170 4 2 

7,30,82.8 20 

43.431 3 U 

G()9 2 8 

1,57,369 8 8 

24.657 

U.963 

35.799 


■ .kdded No. of pnesonRore 4,020 and Hs. 4.093 
; Ditto luauiitls 3,904 and ,, 1*1 

i Added •• 


• The iniiroaw' in couching trallic is due to pilgrinis for Uya. 

it! on account of dirfurunct-s botwoen the appruxiiiiate and audited returns In wiek ended 2Sih Foliruury loei. 
5 ' 


alpproaitwtafe Statement of grots reroiptt of tke Patna-Oga State Bailway, prepared in areordanre with Pullie Workt 
" ‘ Jjeparlmeat Circalar No. XXI Bailway, dated 'dArd July 1883. 


BVOIIPTS ?OR WEEK ENDING 
i3Tii April ikou. 

RacxtPTa yon wnnK bnuiho 
llTB Aran. 1891. 

Total uftcKirTH prom Ut 
April ihuo in 13 tu 
April 1890. 

1 

ToT4I. BBCKIPTS PKUM IST 
APRII. 1801 TO llTTI 

APBII. 1891. 

Total 

iriBreBNe io 
1891. 

j 

Total 

darrettNe in 

mi. 

Mean 

mileaRB 

worked. 

lleotfiptB. 

For 

inila 

wornad. 

Mean 

iniifaEt' 

-vorKBd. 

1 

1 EeceipU. 


Mean 

inili'tKCel 

jw-Draou. 

Total recaipta. 

l»er 1 
mih* 
wtirkfd 
pvr 

1 Mran 

MiiUoaKo 

j\V(irk(»i. 

1 

■Total reCBiwta. 

1 

Per 
; mile 
!W«rk(>U 

1 

1 "eel;. 


Es. 

Es. ! 


Ba. 

Ka. 


Ba. 

Ra. 


Ra. 

Ra. 

1 

Ra. 

Rt. 

67i 

11,2(55 

1 

197 

671 

5(5.040 

280 

07i 

2''»588 

180 

57^ 

34,747 

21(5 

4,159 












' 

. . _ 


. . 


TAIIKESSUR BRAEOII RAILWAY. 

Approximate Return of Traffic for week ended Ilf/* April iH'.ll, on 32i miles open. 


... . - 

C04cuiNe TbaPfic. 

MBBCnAItntSI! API> tllMIiBAI. 1 
Tbaphiu. 



TBAPPIC TBAIR-lULka KUK. 





■ ■ 

OlhorearninjiH 

Toliil 

■ . . 


_— 




1 


(eattuiatcd). 

eariiniKs. 

1 

Mentbuii* 

dia». 



Number of 

1 iiuaM^utcoi'a. 

Recoipta. 

Winicht 

eurried. 

Receipts. 



1 (kiachiiiR. 

Total. 


• S2.443 ! 

Re. A. P. 

Moa. 8. 

Re. 4. F. 

Re. 4. P. 

Re. A. F. 






9.597 8 0 

21,933 30 

76(5 5 9 

9 0 0 

10,072 13 0 

878 

118 

990 

Or per mill) of railway . 

. i 

417 13 19 


81 7 1 

0 U 6 




..... 

Bor previous 13 weeka of half* 
year. 

*.334,878 ' 

•90,ntKI 3 0 

tl,93.3:.9 30 

*6.63!) 10 0 

tno H 0 

96,6(56 10 0 

12.(539 

L.^IO 

13,948 

Total for 14 weeke 

367,320 

09.303 11 0 

3,15.393 20 

7,89(5 4 0 

128 8 0 

1.06,738 7 0 

1.3.507 

1.431 

14,938 

C0MP4Bf80». 










Total for corrwpondinB wnok of 

previouB ywx . 

i^raile of railway correapoud- 
iuK Wftek of previous year ... 
Tow to eorrcspoudiiiK date of 
previous year . 

33,607 

0,864 3 11 

10,638 30 

379 16 0 

12 6 0 ' 

10,2.76 S 6 

946 

64 

1,013 

443 6 6 ! 


17 1 3 

0 8 10 

j 46U 15 6 

. . 



313,5891 

90,727 12 2 

2.40.934 20 

7,789 8 0 

144 13 0 1 

1 

1 98,663 1 8 

1 

j:Vdi 

1,648 

14,(55!> 


? Ditto ""lu'td"s'T,tfr""‘*'*”a“d ^’lUon account ol diHeronoos betwocn the apptotimalo and audited return, lo wo-k ended 28th February 1»9I. 
t Ditto ' •• I*-* 


Anoroximate Statement of arott reeeipte of the Tarkestur Branch Railway, prepared in accordance with Public Work* 
^ Department Circular No. XXJ Railway, dated 'JOtrd July 1883. ^ 


___ 

___ 

=rrrr=; 



- 


- - 

-- 


—- 

1 

--wre. 


RBCItPia lOB WBBK TtHDIHO 
12in APBlb 1899. 

BBOBIPTS BOR WIBK XNDINO 
UTS APRIL 1891. 

Total jiKCEtPTB pitoiu ler 
ArUlL 1H9II TO I2Tn 
Aruii, 1890. 

Total uKCBirTa pbom 1st 

1 April ih!H to Utr 

j April 1891. 

Total 

X. 

Total 

Mean 

Mileacfe 

workM.I 

Beceipta. 

Per 

mile 

worked. 

Mean 

mileage 

vorkm. 

1 Beceipta. 

Per 

mile 

work»d.| 

Mean 

mileage 

worked. 

Total roouipte. 

I‘cr 
mile 1 
worked 
por j 
1 w<*i*k. i 

flicim 1 
linilciitfc: 
worked, j 

; Total receipts. 

mile 

worked 

pt'r 

i week. 

i89L 

• 

1891. 


Bs. 

Ra. 


Re. 

Ra, 

• 

Rs. 

Re. 


Re. 

• 

Re. 

Be. 

Ra. 

22i 

10,257 

461 

£2i 

10.573 

463 

22i 

15.(568 

v*3i 

22} 

14,138 

Sift 


l.srtO 






































682 


SUPPJoBMENT TO THE CALCUTTA ttAZBTTB, APBIL S2, 1891, 


DELHI-UMBALLA-KALKA BAILWAT. 


Approximate Betarn of Traffic for week ended H</i Aprilon 162 mile* open. 



COACHIMQ TBAIHC. 

UARCHANDTH)! and Minbral 
T itArMo. 


Total eamingB. 

TBAmc Train-miaib bdr. 


Numlior of 
, passengers. 

: 1 

Uifccipts. I 

Weight 

carried. 

1 Receipt,, j 

(estimated). 

1 

Cowshinp. 

Morchan- j 
disu. 

Xutal. 

Total trafUr for the week 

£0.432 

Rs. A. F. 

17,013 18 0 

Mpb. s. 

42,307 20 

Rb. a. p. 

0.172 13 0 

Eb. a. p. 

30 0 0 

Us. A. P. 

20.822 0 0 


*,im 

10,781 ( 

Or per mile of railway. 

For previous S weeks of half* 
year . 

7^,154 

108 11 B 

03.072 2 0 

1,42.328 10 

CO 0 11 

30,4.33 7 0 

0 3 7 

! 

ItSe 0 2 

80,000 D 0 

1 

31,O0Oi 

0.01£i 

38.'»11I 

Total for tt weeks 

f>5,r»80 

73.180 U 0 

l,Ht.0O0 10 

30.000 1 0 

.Ill 0 0 

l,1£.8-:8 2 0 

£8,202 

10,811) 

40.043) 

COMPABiaOS. 

Total for eorreapondixig week 
of previous year . 

For mile of railway correspond' 
iiig week of prt'Vious year ... 

Total to correspoudinK date of 
previous year. 





i 

1 

1 

1 






Approximate Statement of progs receipt* of the Delhi- Umhalla-Kalha Railway, prepared in accordance with Public JForks 

Department Circular No. XXI Railicai/, dated July IhSS. 


RBCSIPTB fob week BNPINa 
180 . 

UECEIPTS IDE WEEK BSDINO 

mil AruiL 18111 . 

Totai, RECEIPTB prom IBT 
April 18 , to 

18 . 

Total becktpts prom 1st 
April ikdi to iitii 

APRIL 18111. 

Total 




1 

1 






1 



TntDl 













itiernise in 

dcoroMSe in 

Mivin 

Receipta. | 

1 Per 

Mean 


Fit 

Mean 


mill) 

] Mean 



1801. 

im. 

niilHage 


mile 

niileuire 

Receipts. 

mile 

liinleagc 

Total receipts. 

worked 

mileage 

Total roceipts. 

worked 



worked.1 

i worked. 

worked. 


worked, worked. 


per 

jworked. 






1 



1 



wet^k. 

1 

1 

we»‘k. 



- ... 

Sa. 

1 

Us. 

... 

102 ' 

En. 

20.82:1 

lU. 

100 

! 

Us, 

Ua. 

■■■ 1 

102 

Rb. 

30,480 

Rb. 

123 

Us. 1 

Ra. 


EASTEiiN BENGAL STATE EAILWAX. 


(Inclcuiko N. B., Dacca, E.-D., and Absam-Behab Sbctions.) 
Approximate Return of Traffic, for week ended ith April 18!)1, ua 777 miles open. 


Tolul traffic for the week 

Or per mile of railway. 

For prcvioua 13 weeke of half* 
year . 


Total for 14 wcoka 
OOMPABiaON. 

Total for corroapoDdiUK week of 
preTionii year . 

For milo of railway corroapond’ 
ing period of previous year ... 

Total to curroipouduig date of 
previous year . 


UOAcmao TRAPfic. 

MkBCBAEIiISE AMil Mikskal 
Tuaffic. 

! 

Otlii reamings 
(csliuiated), 

>iiehidiiig 

steaui'boat. 

Tolal 

earmiigs. 

Trappic Trais-milbbrpn. 

Number of 
piwseugers. 

Conehing 

I'CCClptS. 

Weight 

carried. 

Receipts. 

Coaching. 

20,300 

331,060 

Merchan* 

disc. 

Total. 

107.008 

205 

2.378.823 

Ra. A. P. 

80.200 0 0 
in 0 0 

11,42,0}'1 0 0 

Mub. b. 

6,00.080 0 
707 0 

77,8.0,095 0 



' — 

Us, A. P. 

1,10,430 0 0 
154 0 0 

10,03,743 0 0 

Ra. A. P. 

17,379 0 0 
to 0 U 

3,37,491 0 0 

Us. A. P. 

2,23,000 0 0 
208 0 0 

*3.3,73,010 0 0 

32,.377 

414,610 

07,677 

749,100 

2,570,821 

1.^28.011 0 0 

8.3,81,781 0 

17,23,173 0 0 

3,44,801 0 0 

36,90,973 0 0 

300,950 

440.803 

B06.S43 

170,614 

81,608 0 0 

0 

81.091) 0 0 

10,3EO 0 0 

1,78,074 0 0 

33,863 

86,100 

49,063 

230 

110 0 0 

7:i7 0 

109 0 0 

ts 0 0 

222 0 0 




3.167,188 

10,92,114 0 0 

80,87.!!“3 D 

19,06,397 0 0 

2,77,038 0 0 

28,74,049 0 0 

328,883 

4.10,039 

768,082 


• Audiii'd up to weitk ondiiiK 7ih February 18U1. 
t KaeludiiiK sioumor earniUKS. 


FINANCIAL TEAE. 


Approximate Statement of gross receipts of the Eastern Bengal Slate Railway. 


1 

RIOIIPTSIOR week EMi)lEQ 
6XU AP&IL 1S9U. 

UBCRIPTS tor W’EEK 
4TII A.PKXL 1801. 

EaMUNO 

Total receipts from ibt 
APRIL 1800 TO 01il 

April ibVO. 

Total rrcriptb prom iot 
April 1891 To 4Tn 

April 1601. 

Total 

increase in 
18904)1. 

Total 

decrense in 
1890-91. 

I 

Uenii 

wo-aoi; 

Receipts. | 

1 Far 
mile 
' worked. 

M aim 
mileage 
worked. 

Receipts. 

Fer i 
mile 
worked. 1 

Moan 

uiilesn' 

worked. 

roLalreeeipts. 

Per 

mile 

worked 

p(‘r 

week. 

Mean 

'mileage 

worked. 

Totalraoeipta. j 

Per 

milo 

worked 

per j 

wwk. j 


Ra. 

Ra. 


Ra.' 

Bs. 


Ua. 

Rs. 

777 1 

i 1 

Ra. 

Ra. 

Ra. 

747 

1,78,074 

240 

777 

2,83.0110 

287 

747 

1,27,810 

171 


1 1,87,1114 j 

1 104 


370 




























































SUPPLEMENT TO THE OALOUTTA GAZETTE, APEIL 22. 1891, 


683 


BENGAL CENTRAL RAILWAY. 


Apyroxtmate Return of Traffic for meek ended idh April 1891, on 126 milet open. 



OoicRiva Tbapiio. 

UaaoiiAVPisi aan MiHaaai. I 
Taaaaic. 1 

Other earningal 

Total eaminga. 

1 

1 TaAiiio TaAia.Ktus aoa. 


Number of 
pasitengerB. 

BeoelptBi 

Weight carried. 

Reoeipta. 

I 

(eaiiiUBted). 

1 

Coaching. 

Morchaa- 

dine. 

1 Total. 

1 

Total traffic lor the week ... 1 

26,977 

Rs. A. P. 

8,760 0 0 

MPS. 8. 

80,897 0 

Rs. A. P. 

6,220 0 0 

Rs. A. P. 

40 0 0 

Ra. A. F. 

14,010 0 0 

2,085 

3,600 

6.686 

Ur par mil» of railway . 

For prerioui 13 weaka of half* 
y«ar . 

V «6 

7U « 0 

647 0 

42 0 0 


112 0 0 


.387,611 

1,02,252 0 0 

7,43,680 0 

44,658 0 

84it 0 0 

•2.37.669 0 0 

40.188 

34,623 

70.710 

Total for 11 weaka ... 

414,488 

2,01,002 0 0 

8,20,687 0 

48.778 0 V 

880 0 0 

2,61,609 0 0 

48.273 

28,122 

76.305 

COHPABlaOB. 

Total for ooiteapondiug week of 
previoua year . 

2!f,949 

0,806 0 0 

03,273 0 

3,603 0 0 

80 0 0 

13,388 0 0 


3,403 

6,616 

Per mile of railway oorresnoiid- 
ing period of previoua year ... 

210 

78 0 0 


28 0 0 

10 0 


Total to oorreBponding date of 
previous year 

S87,364 

1,36,086 0 0 

7876,434 0 

42,106 0 0 

701 0 0 

1,79,893 0 0 

48,067 

38,180 

77,1.87 


* Andiled up to wuek muling 7tb Fubruary 18U1. 


FINANCIAL YEAE. 

Approximate Statement of proes receipts of the Bengal Central Railwagn 


UacaiFTaroB wbrk KNnisn 
6IU Aruil, 1820. 

1 

RECEIPTB fob WEBB ENDING 
4X11 AFBIL 1891. 

Totai, HEcairTa aanM Ibt 
April 18Uii to 8th 

APKIb 1880. 

Total RBCxiPTa prom ibt 
April is91 to iiu 
April 1801. 

Total 

Total 

dorroase n 
1890-91. 

Mmn 
til lima 
worked. 

Rooeipts, 

1 Per 

{ mile 

1 worked. 

Mean 

luiieMfte 

worked. 

1 j 

Itecaipta. 

1 

Per 
mile ' 
worked.; 

1 

Moan 

mileairo 

worked. 

1 

Total receipts. 

Per 

mile 

worked 

per 

week. 

Mean 

rail(*4iRe 

worked. 

Total receipts. 

1 Per 

1 milo 
! worked 

1 Por 

1 week. 

1 inerease lu 
1890-01. 


Ki. 

j * 


Ka. 

Ba. 

! 

Ba. 

Ba. 


Ba. 

Ba. 

Ba. 

Bi. 

1S6 

13,OSS 

107 

125 

14,010 

112 

1 

125 1 

9,603 

76 

126 

8.000 

I 

C4 


1,530 


DACCA STATE KAILWAT, 

Approximate Return of Traffic for the weeh ended •^fh April 1891, on 80 miles open. 



COACiriHO Trappic. j 

MBUCIIAlIIliaR ARC Miiixeal 
TRAFFIC. 

Other earnings 
; (I'stiniated). 

Total 

eariiiiigs. 

Traffic TRAis-MiLRa rdx. 

1 Numlierof 
passoogera. 

1 

Goaohing 

receipts. 

1 Weiirht 

1 carried. 

Receipts, 

CouRhing. 

Morchan- 

dlBO. 

Total. 1 

Total traifJc for the week 

Orperiuiloof raildray . 

For previous 13 wooks of half- 
year ... .. 

Total for 14 weeks ... 

COMPABieOK. 

I 

TotAl for corresponding week of 1 

previouByear . .. •••! 

Per miio of railway correBponditig 

period of previous year..! 

Total to correBponding date of 
previous year . 

22.227 
, 268 

23.3,6(0 

Rs. A. P. 

0.520 0 0 
70 0 0 

80,716 0 0 

Mds. b. 

18,031 0 
161 0 

4.2«.7»7 0 

Rs. A. V. 

1.160 0 0 
13 U 0 

42,017 0 0 

Bs. 4. P. 

190 0 0 

3 0 0 

a 2,051 0 0 

Rs. A. F. 

7.870 0 0 
91 0 0 

•1,30.783 0 0 

2,116 

83,402 

] 

1,309 

17,906 

19,3t»4 

3.724 

61,397 

266,807 1 

•9.S.236 0 0 

4.42.768 0 

48,177 0 0 

2,241 0 U 

1,38^063 0 0 

36,817 

6.6,121 

19,278 

224 

201,748 

5,318 0 0 

, 63 0 0 

78,678 0 0 

1 

1 

26,919 0 

301 0 

3,87,067 0 

1,871 0 0 

31 0 0 

37,330 0 0 

1 

235 0 0 

3 0 0 

3,578 0 0 

7,42-t 0 0 

8U 0 0 

1,18,686 0 0 

2,400 

33,344 

698 1 

. 11,493 

3,104 

44,837 


* AudUtdcl up to wook ending 7tb fobruary iSid. 


FINANCIAL YEAR. 

Approximate Statement of gross receipts of the Dacca Stale Batlwagm 


&BCBXPT8 FOB WEEK ENDING 
ATH APStL IHUO. 


Mean 

luiieaffe 

worked.! 


Eeooipts. 


8d 


Ri. 

7,424 


Per 

mild 

worked. 


Rbcsiptb fob week ending 
4rii Apuil 18G1. 


Mean 

inileaNe 

worked.! 


Bb. 

8a 


Recoiptii. 


Ed. 

7,870 


Per 

milfl 

worked 


lU. 

01 


Total beceipts fkom Ist 
APBIL 180(» to ATII 
APUIL 1890. 


Mean 

worked.! 


Total receipts. 


Rb. 

G.002 


I’er 

mile 

worked 

|K*r 


Rs. 

«2 


Total kbcetpts prom 1st 
AniiL 18*1 TO 4111 
April im. 


Mofui 

liuiertge 

worked.! 


Total reottipt.s. 


Rb. 

4,m 


Per 
mi to 
worked 
per 
w<'ek. 


Rs. 

62 


Total 
incr(*a.so in 
1881. 


Total 

decreuKp in 

18S>1. 



Bb. 

SOS 
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NALHATI STATE EAILWAT. 


Ap 2 >roxiMate Return of Traffie for the week ended ith April 1891, on 27i trilee open. 


■ ' 

COACUKO TBAmC. 1 

MlBOBAirDlB* AHD MiBBBAP 
TBAirlC. 

Other Mmingtt 
{estimated). 

Total 

earuii^i. 

1 TBABIIC TBAIB.mtll BOB, 


Number of 
passemtnra. 

Coaching 

reveipis. 

Weight 

carried. 

1 

Reoeipti. 

Coachins. 

Herrtaao- 

dis*. 

Total. 

Total trafflo lor the week 

2.965 

Bs. A. F. 

1.030 0 0 

Mi)m. s. I 
6,092 0 

He. A. P. 
810 U 0 

ItB. A. F. 
10 0 0 

! R^. A, V. 

1,350 0 0 

370 

625 

8»6 

4)l per mile of riMlwti>. 

lOU 

88 0 0 

187 9 

11 U 0 

10 9 

60 0 U 

. 


••••.. 

Ter preTtou6 IS weeks of belf* 






6,013 

8,807 

12.240 

>eer.. 

47.101 

19,343 0 0 

1,20,304 0 

7.187 0 0 

S18 8 0 

•20,756 0 0 

Total tor It^weeks 

OO.OtKl 

S0,S73 0 0 

1.31.390 0 

7,fi07 0 0 

288 0 0 

28,106 0 0 

7.018 

6,li3 

18,186 

A 

COMPABIBON. 










Total for oorresponding week ol 







642 

439 

881 

previous year . 

s.ue8 

1.131 0 0 

9.414 0 

673 0 0 

11 0 0 

1,716 0 0 

Permileof railway corraspoadiiig 


91 0 0 


OS 0 0 




period of previuuMyear 

109 

42 0 0 

845 0 





Total to corrospondiug date of 







7,280 

7,162 

14,412 

previoue year . 

4G,aia 

10.514 0 0 

1,93.465 0 

11,711 0 0 

1,713 0 0 

g8,B38 0 0 


* Audited up to week endiUK 7tlt I'cbruary 1891. 


FINANCIAL TEAK. 


Approximate Statement of gross receipts of the Nalhati State Railway, 


KBcatriB FOB VEBK Bsmna 
STII AfKIt. 18M. 

Ubceicts fob wbck Esnisa 
ITU Aruii. 1001. 

• 

Total bbcbipts fbom ibi 

AFBIL Utik) TO 6XU 

Apdil IttiK). 

Ton 1. BECKIPTB FBOU IBI 
APUII. IHUl TO 4111 

April Ibiii. 

1 

1 Total 

Total 

decrease in 
1891. 

Mean 

mileage 

worked. 

Beceipta. 

J»er 

mile 

worked. 

Mean 
iniUiage I 
worked .j 

1 Receipts'. 

Per 

mile 

worked. 

Mean 

iiiileaKe 

worked. 

1 Total receipts. 

J>or. 

luil^ 

worked 

per 

week. 

Mean 

mibittgi' 

worked. 

Total receipts. 

1 

Fer 

inilo 

worked 

per 

week, 1 

1891. 

i 


Ba. 

Ks. 


£s. 

Rti. 


Bs. 

Ua. 


Rs. 

Us. 

£s. 

Rs. 

*fi 

j 1.718 

63 

m 

1,330 

00 

*7t i 

1 

1,225 j 

40 

27J 

772 

2« 


1 463 


BENGAL AND NOETH-WESTERN RAILWAY. 

(Inclcsbs Tibhoot State Raiiwat.) 

Approximate Metarn of Xrafio for the week ending Uh April 1891, on 705 miles open. 



OOAOHIBO TBAFFIC. 

UKBCHABniBB ABO UIBBBAL 
T1(AFFIC. 

IHHi 

iiWi 

Total 

Tbaffio TBAia-mu* bd*. 










Number of 
, pasitengerN. 

Ck»ohing 

receipts. 

Weight 

carried. 

Receipts. 

iiicmding 

1 steum-bcat. 

sarniiigB. 

Coaobing. 

Merchan¬ 

dise. 

Total. 


• 

Rs. 

Mns. 

Rs. 

1 

Ks. 

1 

Rs. 


17,002 


miles open. 

Or per mile of railway . 

96.940 

37.4-10 , 

4,43 K16 

68.550 

9.550 

1,05,540 

12,441 

a20;60S 

128*99 

53*11 

629*52 

83*65 

13*54 

119*70 


. 


For previous 12? wwiks ol half- 
year . 

l,67fl.2V) 

4,7fi">0 

62.88.580 

6.87,340 

1,02^880 

12,68,610 

169,683 

107,017 

367,200 

Total for 18? weekt 

1,169,180 

5,15.h;J0 


7,46,890 

•1,12,430 

13,74.160 

172,024 

214,670 

386,703 

OoRraaxsoH. 
AudiUdf.ffureie ^ 










l^tal for ourrespoitdinK week of 










previous year on 649 uiileN 

Per’mile of corresponding week 
of previous year. 

96,894 

4M61 

t8>72,!18 

63,439 

7,812 

1,05,352 

9,843 

18.528 

28,371 

149*30 

67-os 

67.T.52 

82-34 

12*04 

102-38 




Total to corresponding date cl 
prevtouB year . 

1,197.197 

6.44,818 

452,14.127 

7,57,080 

1,03.785 

13,86,283 

134,350 

247,320 

381,670 


• Steum-bOttt eaminns for i 1 o week 
liillo ditto to date 


Us. 8,S10 
„ 98,990 


Nor*.—Aiodliya bridse earninKs for the week cash 
Ditto ditto to date 


Es. l.fOO 
18.883 


(fl) Train mileasre fljrnws fer (be week 
Bengal A N.-W. wotiun. Tirbool Section. 
Coaoliing ... 0,007 6,8U 

Goods ... U,d7i 7.800 

Total ... 18.609 W.9M 
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SUPPLEMENT TO THE OALOUTTA GAZETTE, APRIL 22, 1891. 


FINAITCIAL YJBAK. 


Appromimat! StaUment <ff grou rectipt* of the Bengal and North-WetUrn Bailieag. 


BaoBim voiwBBX aiDiio 
4TH AFBIL 18U. 

Bsosxptb vob wbbx BVPiire 
&TH APBIL 1890. 

Total bbobipts tbom in 
Anut 1890 TO SUT 
UABCH 1891. 

Total bicsift. fboh Isi 

1 AFBIL 1889 TO 

31.T MabCII 189U. 

Total 

increaie in 
189(1-91. 

Total 

decrMwein 

ISVU.91. 

Mean 

DilaMis 

workaB. 

1 Bacaipii. 

1 

Per 

mite 

worked. 

Mean 

miieage 

<vorked. 

KaosipU. 

1 

1 Per 
mile 
worked. 

Mean 

mileago 

worked. 

Total raoaipti. 

Per 

mile 

worked 

per 

1 week. 

1 

Mean 

mileage 

worked. 

Total receiptij 

Per 

mile 

worked 

per 

week. 

701 

Ba. 

1,06,640 

Bl. 

i4s-n 

j 


Ks. 

1,05,352 

Bl. 

Ifl2'33 

686 j 

Ba. 

M,86,66S 

Bb. 

128*41 

640 

' Be. 

44,82,128 

1 Rs. 

132'45 

Bn. 

1,04,537 

iU. 


(;oftohiDg 

tfoods 

Ottier earniDga 
Total 


Barningi of B. 
Week ending 44>U1. 
Be, 

.. 16,150 

... 32,350 

6.860 

... 64,660 


N.*W. Bection. 
Week ending 
Be. 
36,261 
36,668 
4,704 

56,923 


and 


Karninge of Tirhoot Beciion. 

Week ending 4.4.91. Week ending 6.4*90. 
H>s. Rh. 

21.290 18,640 

26.200 26.571 ^ 

3,190 3,018 


60,680 


48,429 


dabjbeling-himalayan bailway company, umited. b,. 


Approximate earninf^s for week ending 21st March 1891 
Corresponding period of 1890 ... «•> 


lacreaia ... ... m. 

a«a 

... 

... 

1,011 

Beceipt, per mile for week ending 21st March 1891 
Corresponding period of 1890 ... 

8«. 

• •• 

Rs. A. P. 
177 13 10 
168 0 7 

Increase ... ^ 


• « • 

••• 

19 13 3 

Receipts from Ist January to 21st March 1891 
Corresponding period of 1890 

• •a 

... 


88,.S.S0 

99,169 

DsBreasB ... ... 

•t* 

M. 


10,8.39 
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RESOLUTION ON THE REPORT ON THE WORKINO OP THE 
EDEN SANITARIUM FOR THE YEAR 1890. 

MUNICIPAL DEPAB.TMENT—MEDICAL. 

Calcutta, the 18^4 April 1891. 

RESOLUTION. 

Read— 

The report on tho working ol the Eden Sanitarium for the year 1890. 

Read also— 

Report for tho year 1889, and the Resolution recorded upon it. 

Tho following statement shows tho number of patients with their relative* 
and attendants admitted into tho Institution during tho past six years:— 




1880. 

1 1886. 

2887. 

1888. 

1889. 

ISO*. 

Patients 


— 

278 

344 

336 

i 370 

SIS 

Relatives and attendants 

... 

■B 

120 

84 

10’ 

122 

86 

Total 


200 

S98 

428 

443 

492 

40k 


Of tho 402 persons admitted during tho year under rejjort, 57 were in tho 
first, 79 in the mtermodiato, 164 in the second, and 102 in the third class. Of 
the 316 persons treated, 270 were adults and 46 children. 
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SITPPXJCHEXtT TO THB OALOUTTA aAZBITS, APRIL 29, 1891. 


Rainfall, Weather, and State and Prospects of the Orops. 


Statement ehoieing Mainfally Weather, and State and Prospeeta of the Cropa in the different diatrieU vf 
Bengal, aa reported to Government, during the week ending the 2(ith April, 1891. 


itainfiill 

DUtriot and date of at Sudder 

retarn. Statiuniii 

incbea. 


Character of the weather and etate and proapectii 
of the crops. 


BENGAL. 


Wsstsrn JHstrieiSe 


,1 I Bnrdwan April 25, *yi 


2 Baukoora 


25, ’91 


Weather—vcry_ warm. Plonghing at a ataudatiU for want of ruin. Til faring 
badly. Pncei of common rice:— 

Sra. 

Suddor ... ... ... 171 "j 

Cutwa ... ... ... 161 ( 

Culna ... ... ... IB* ^ par rupee. 

Runigungc ... ... ... 18 J 

Weather—hot. Bun wanted for ploughing flidds for the next rice, as well as 
for til, cotton, and indigo now on the ground. Common rioe selling at 
£0 seers per rupee at Sudder and 16 seers at Biahenpur. 


6 I Birbhum 


IS / 4 Midnapore 


6 I Hooghly 


6 Howrah 

Vluberia ' 


83. ’SI 
„ 25, ’91 


25, •»! 


25, ’91 


Cantral UUtrieU. 

7 84.Pergbs. April 26, '91 


8 I Noddua 


„ 25, '91 Nil 


0'04 Weather—iucliued to bo stormy. No cropa on the ground. Price of common 
rice from IS to 20 seers per rupee. 

Weather— hot. Showers in some places. Rahi cropa doing well, but were 
injured by bail at Oopiballuvpur. Rain now would facilitate ploughing. 
Prices of common rice 

Srs. 

Sudder ... ... ... 18 

Coutai ... ... ... 19 f 

Tamluk ... ... ... 18 f P** ™poe. 

Ghatal ... ... ... 16 J 

Nil Weathor—seasonable. Ploughing for a»» in progress. Soro paddy being 

harvested. The only crops on the ground aro vegetable crops which ara 
doing well. Prioes ottcommon rice :— 

Srs. 

Snddor ... ... ... 14 ^ 

Serampore ... ... ... 16 > per rupee. 

Johanubad ... ... ... 17t.) 

Nil Weather-hot. Uain wanted for preparing paddy lauds. JMce of oommon rice 
0*23 16 seers per rupee. 

Nil Weather—very hot. No crops on tbo ground. Plougliing going on. Ilsin 

wanted. Common rice selling at from 14 to 16 seers per rupee. 


Weather—hot. Ploughing of land and sawing of poddy continue. Bain much 
wanted. 


9 Khoolna 

Satfchira 


17 Uarjeelin, 

18 Jnlpigorce 


„ 25. -91 
25, '91 


Jbenidah 

Narail 

Bongoug 

• ss 

Moorshedabad 

.. 25, '91 

Uinagepur 

.. 25, '91 

Bajsbahye 

,. 25, '91 

Kungpur 

.. 26, '91 

Bugrs 

„ 26, '91 

Pubna 

.. 26, -91 


.26, '91 
25. '91 


Nil Weather—hot and windy. Boro poddy is being harvested; outturn abont 12 

1'65 aunaa. Baiu wanted for cultivation. 

3'04 Weather—hot. A violent storm on tlio 22nd with rain and hail in Sadder and 

O'10 Bongong. Some damage doue by the hail, liuiu wanted in Jheuiduh and 

0'76 Mugura for poddy sowinga. A bumper crop of boro rice expected in Narail. 

0-40 

Nil Weather—humid and cloudy at times. Harvesting of rabi crops still going on 

in Lalbagh snbdivision; ontturn fair as reported last week. 

Nil Weather—westerly winds changed to easterly winds. Mornings cloudy. Jute, 

sugarcane, and bhadoi paddy are being sown. Bain very much wanted. 
PHcos stationary. 

O'] 2 Wealiher—very hot. Rain much wanted for paddy seedlings and generally t* 
enable farther sowing of poddy and jute. Tobacco and potato have given 
fair outturn. 

1'24 Weather—eulhy in early part of week, now nneettled with etorms and heavy 
rain. Bainfall will be of great beneUt to the crops, eepeciaUy young awe 
rice. 

0*29 Weather—very hot and dry till the evening of 24th, when rain and bail fell. 

Jute, ant rioe, and tU are being eown. Sugarcane doing well. Common 
rice eelliug at 16i eeers per rupee. 


0'66 North-west storms with hail and rain. Ibuit will be favonruble to sowings of jots 
and ant rioe. Til and kann doing well. 

0'55 Weathor—fair and cloudy. Jute and bhadoi paddy are being sown, and lands 
are being plonehed for other bhadoi crops. Wheat and barley getting ripe. 
Prospeeta good. 

0’70 Weather—hot and cloudy at times. Rowing of bhadoi and jute commeneed. 

Harvesting of tobacco still going on. Common rice selling at 16 seers per 
rupee. 
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No. 


Dlitrictond dote o( 
rotnrn. 


Rainfoll 
kt Sudderl 
Stotion ini 
inclieo. 


Character of the weather and state and prospects 
of the crops. 


I 


BBNGAli— eoneludod. 





Mati*r» DittrieU. 



. 19 

iJacoft 

April 25, ’9: 

L 3-43 

m 

► 

c 

1 20 

Furreedpur 

., *5, '01 

L 2-68 

! 

a 

21 

(Sackerglinge 

„ 25, '91 

Nil 


22 

Mjrmoniiingb 

„ 25. '91 

305 

IB 

•>4 

j 23 

Ohittai^ong 

„ 28, '91 

4C5 

M 

o 

ki 

o 

9 

•81 

1 24 

} 

) 

NoaklioUy 

.. 25, ;91 

1-93 

S 1 25 
b: I 

« f 
^ 26 

BICIIAH. 

Tippen h 

Onttairon^ UlU 
TraetK. 

„ 25, '01 

., 23, '91 

2-86 

0-36 


27 

pHina 

„ 25, '91 

Nil 


28 

tiya 

„ 26, '91 

Nil 

IB 

> 

29 

SliHlinbud 

25, '91 

Nil 

< 1 

■' 

H 

£ 

30 

l>urb1luu^a 

., 25, '91 

Nil ; 


Bl 

MoKufltirpai 

.. 26, '91 

Nil 

1 

32 

.Sarnn 

25, '81 

Nil 

1 

1 

33 

Chum parua 

„ 25, '81 

Nil 

/ 

► 

34 

Mougbyr 

,. 26. '91 

Nil ' 

5 

M 

O 

35 

lUiagulpnr 

25, '91 

Nil ' 


» ' 




87 


38 


I’nriieah 


Malduh 


25, 'Kl 


25. '81 


8<>nthal Fcr{;bs. „ 25, 91 


Nil 


0-22 


0-31 


Weather—hot, cloudy and etonny. Sowing of aman paddy and jnto rnntinues 
and that of a«* nearly eompn’U'd. Uiiiii ha« done (;>“'d (o I lie Ktaiidin^ 
crejiK, l*ruH|ie('l8 of crops good. Common rico i» In ing sold at from 11 to 
17 seers j>er rupee. 

Weather—aensonable. Sowinir of paddy in progiess. SUfe of /,oco and yV//» 
fair, nice sidlin;' at 15, l(i anil 17 seers per rupee at (.ioalundo, Sudder, and 
hladaripoce respectively. 

Weather—senanmihle. State of crops pood, hut ruin is wanted. Common 
rice selling at from 11 to 18 secis per rupee. 

Weather—sultry, hut eonl and rainy towards the close of tile week. I’rospeets 
of crops peniTally favonralde. Some d.image to tlie /turn ami etloT crops 
has been reported from Kiahoregiioge. Coarse liec selling at 15 scers per 
rui>ee. 

Weather -unsettled. Hailstonea have slightly damaeed this vegetable crops, 
l.ands being jilouglied for j/oiiin nils. I’l iees sieady. 

Wontln-r—stormy. Ahs sowings going on. Itain hemdieial, Ciiltivatinn 

retarded in certain villages in Jlegumgunge tliaua by cattle disease. 

Weather—hot, witlt severe storms of wind and raiti. l.and under pr«-parat,ioii 
for «ti.s and jnte. J.ate rain lias donn god: more wanloil. Ilailslorni on 
tlie 15t.li caused serious loss of life and damage to property. I'riees 
stationary. 

Wcallier -e.\eeHsively hot. Itain aecompanled svith squalls on 23nd. Jnnt 
hni ning nearly l■omp!eted. 'I'uhueco being harvestevl. Common rice heiug 
sold nt 111 seers ijer rupee. 

Weather—hot. Threshing iind winnowing of rnhi crops still going „n. Ihos- 
peels of crops on the ground good. Opium weighiuent progressing. I’riees 
almost stationary. 

Weather—liot. Ttiia'shiiig of ra/ii piing on. Snpirnaiie being irrigated. 
Opium weighmeiit in progress. I’rires of foiod-graliis stiilaonary. 

Hot winds ehangeahle, west, and east C/iri iin and sugareane ore the only 
stamling er> ps and are doing well. I'lio's sle-.dy. 


will do goMi! to nil ..erops. Indigo is lieni; w. etUd I'leliis are being 

plouglnd for b/iudui erops. I’.iees remain unehunged. 

Weather .-heat increasing daily. Va/ti erops being Ihresiied. I'.iddy and rnuntj 
being sown. Indigo coming up well. 

Weather--hot and seuamahlc. 0|>inm weighmeiit iieaily over. Imlig-i troubled 
in jilaeus by eaterpilliias. ('//eesif and sugureane rloiiig well. 

Weather let; east wind prevalent sinee last four days. ihrediing and 

ojiium Weighiuent continue. I'riees of food.grains iisiitg. 

I'allier—sras niahlo ; east.erly wind in the latter p'lrt ol the week. llire-dii.eg 
of ta/ti crops in progress. 

.‘uther—hot with east wind latterly. Rain now rvants-d for early sowings. 
Sugareaue, vhucua. ami iniin*i d-mig well. 

Weather—hot days, cool nights. Cast wiu.1 now blowing hard. Jnte amt 
AAi«/oi sowings going en in Ivisliengunge. No erop now on ground hesnles 
indigo. Itiilii wauled. 

Weather-ve-v hot in he.iiinliig of week; eo.d sinee 2lUi owing to easterly'" 
wind and flight rain. Ilin v-.si ing of fihi er-ps eont mnes. K-,ni has done 
good to SIlunling e,r. ps. I'longlnng going on. Common rieo selling at Irom 
14 to 21 seurii }ier rupee. 

Weather-hot audsullty. rarlial west winds. fngiire.inc doing w*ell 
Mango crop is a failuro. VVhost is being tliresl.ed in Itiymehal, and 
horo dhan eultivati'd. 





692 ■ 


SUPPLEMENT TO THE CALCUTTA OAZETTB, APEIL 29, 1891. 


No. 


Diitrict and date of 
return. 


Raiurall 
at Sudder! 
Stat.oo in' 
iaonei. 


OltlSSA 

/ B9 (Cnttack April 25, ’91 


a 


S 1*0 


Pooree 


23, *91 


V 41 * I Bala•o^^^ „ 23, ’91 

cnOTA NAGPOKE 

SoutH- W0tt Frontitr Ageneji 

r 4 * 


g 

a 

S I 

S ^ 

S 

H. 

W 


43 


44 


45 


Haaaribagb April 25, *91 
Lohardugga „ 25, ’91 


SingbhnoiB 


Manbhoom 


,. 26 . ’01 

.. 25, ’91 


Nil 


Nil 


Nil 


Nil 


Nil 


004 


Nil 


Character of the weather and itate and proapeeti 
of the oropt. 


WciKber—acieoneb'e. Ilnrvotting of cotton commenced in Kendrapnrab Bub> 
division. Uenural pruspesta good. 


Weather—seasonable. Plonghing of land for tarad crop continnos. IfuHg atui 
datua crops uro being harvested. I’rice of common rice stationary. 

Weather—hot and occasionally cloudy. Ploughing of rice lauds continues. 
Prospects good. 


Weather—rather cool. Sugarcane nud tnoAua very promising. Mango poor. 


Weather—getting warm. Harvesting of raH crops finished. Tiamls are being 
ploughed for early rice. MaAua is being gatkerocl. Mango crop a failure. 

Weather—cloudy at times and very hot. Ploughing eontinnes. Sugarcane 
doing well. No other crops on the gruuud. No change in price of rice. 

Weather—hot with easterly wind. Sugarcane growing. No other crops on the 
ground. Ploughing stopped for want of rain. 


Published for general infordiation. 


Calcutta; Rbvemub Dbpt., 

The mh April, 1891. 


C. E. Bucklanp, 

Offg. Secy, to the Qovt. of Bengal, 
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093 


Results of the Meteorolosrioal Observations taken at the Alipore Observatory from 

19th to 25th April 1891. 
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3 
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O 


Inches. 

O 

o 

o 

0 

o 

fnchcH 

o 

% 



Inohos. 


April 

19th 

1621 

9-1 

29-845 

86-9 

97-4 

20 4 

77-0 

70 1 

0-889 

70-7 

71 

SW l,y W.SSW and 

121 

Nil 

Partially clundy, 
“• A.. 

tl 

20th 

160'8 

7-9 

-799 

86 4 

95 3 

18-4 

70-9 

79 4 

-913 

70-5 

74 

S l)y W and SWW ... 

110 

tt 

Partially cloudy, 

















Xk.. 

t* 

2l8t 

153 6 

8-3 

-721 

87-3 

100-1 

232 

76'9 

78 8 

■860 

75-0 

70 

SSW nnd vnriablo ... 

128 

0-03 

Pariinlly clnudr, 

‘’'‘■<,d- ■ 

it 

22n(l 

148-6 

9-9 

-744 

85-9 

93 6 

15-6 

79 0 

78 6 

■884 

75 6 

72 

SSW and rariablo . 

212 

Nil 

Partially cloudy, 

















/. 

II 

23rd 

166-5 

8-6 

-719 

86 0 

94-2 

17 5 

76 7 

79-6 

■926 

76-0 

75 

H and HSW 

1-13 

tf 

I’artially cloudy, 
o. 

i» 

21th 

149-4 

7-7 

-708 

869 

93-1 

12-4 

80-7 

791 

■890 

75-7 

70 

S and saw 

234 

ft 

Partially cloudy. 

•1 

25th 

150-6 

8-2 

-734 

88-1 

961 

16-2 

80-0 

78-7 

■866 

74-5 

65 

S and SSW 

108 

» 

I'AHially cloudy 

Oe 


lllvbUH. 


The mean presBiiro of the seven days ... ... ... ... 29 753 

The average pressure of the oorresponding period for 24 years, S.-G.’s Office ... 29 741 

Uuurf). e 

The total number of hours of bright sunshine ... ••• ••• 09-7 

The maximum possible number of hours of sunshine ... ••• ••• 89'3 


The mean temperature of the seven days ... 

The average temperature of the oorresponding period for 2-li years, 8 .»G.’b Ofiioe 
The extreme variation of temperature ... ... ••• 

The maximum temperature ... 


The highest Velocity of the wind in one hour 

The highest pressure of wind on one square foot ... ... 

The mean relative humidity ... ... ...' ... 

The average relative humidity of the oorresponding period for 24 years, S.-Q.’s 
Office 


86-8 

84-5 

234 

1001 

Hil«. 

15 

lbs. 

? 


71 

Inchdi, 


The total fall of rain from 19th to 2oth April 1891 ... ... 0-03 

The average fall of the oorresponding period for 24 years, S.-G.’s Office ... 0'‘73 

The total fall from 1st January to 25th April 1891 ... ... 4'88 

The average fall of the corresponding period for 24 years, S.-Q.’s Office ... 4'29 


The mean pressure, temperature, &c., are deduced from the traces of the Barograph and Thermograph. 

The maximum and minimum temperatures are obtained from self-registering thorniometers. Ail the 
thermometers are verified, and the readings have been corrected to a standard constructed and verified at the 
Eew Observatory. They are exposed under a thatched shed open at the sides, and are suspended four feet 
above the ground. 

The barometer readings are oorreoted approximately to those of the standard, Newman’s No. 86, formerly 
■t the Surveyor-General’s Office. ■* x. 

The hygrometrio elements are obtained from Tables III, IV, and V of the official tables oompnted ia 
the Meteorological Office, and based on Regnault’s modifications of August’s formula. 

The directions and the movement of the wind are taken from the trace of a Beukley’s anemograph. 

The mouth of the rain-gauge is one foot above the ground. 

0, overcast; t, thunder; <, lightning; d, drkriing rain; a., dew; duststorm. 


Msteobolooioal Ovnca, Govt, of India; 
Cakutta, the 27lh April 1891. 


0. LlTTtB, 

For Meteorological Reporter to the Govt, of India, 
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Meteorological Report of the Province of Bengal 


STATION OliSEIlVATIONS. 
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for tho week ending Saturday, the 25th of April 1891. 
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statement of Bainfall in Bengal for tbe week ending Satnnlay (8 a.m.), 
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Statement of Bain&Il in Bengal for the week ending Saturday (8 a.m-), the 25th of April 1891—contd. 
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SUPPLEMENT TO THE CALCUTTA GAZETTE, APRIL 39, 1891 


* i. 


Statement of Rainfall in Bengal for the week ending Saturday (8 a.m.)> the 26th of April 1891— oondd. 


MeU'orolf^icftl 

diTIMOA. 


District. 


SUtion. 


llAlltPALL. 


19th 

A 

Slst 

1 

1 


fi 



. 


ti 


K . 




eS 


•O’C 

ss. 

Vt'O 

'25 

H 

P<1 

r/i 

1'' 

H 


H 


Total— 


ti It 11 


g| 


Tot«l 
rainfftl) 
Kimw 
1st of 
mouth. 


.voniffc 

total Total rain< 
rfiiitfall fall siiioo 
from Ist April 
istof 1601 . 
niontii. 


l^ORTR Bvsas Chumparun... Moiihnrl 
^-^nduded. Kottiah ... 

... 

Burhunoa ... 


SsruD 

6ocTB Bbhap Shahhbad 


Gya 


Gopalgunxe... 
f^wsti ... 

Obuprah ••• 
Buisr 

Bahroe ... 
Bhabo(Mib ».« 
Sasiiei'ara 
Arrah ... 
J^oltaniah ... 

Aurungabad... 

Qya 

Nowadah 
jehanubad ... 
Arwal ... 
hauduagar .. 
Sherryhatti .. 
Uajauli 
PakriBarawar 


Patna Patna 

l>iiiap ire 

Kchar 

Uarrh 

Bieikrafii 

ifilsa 


Monghyr Bogoosorai 
Monuhyr 
Jauiui ... 

(iogri ... 

ShdkpHfU ... 


Nil 

Nil 

O'.'U) 

Nil 

O'OI 

Nil 

Nil 

b*2H 

Nil 

063 

Nil 

Nil 

y 

NU 

P 

Nil 

Nil 

f 

O'CS 

y 

Nil 

Nil 

O'OI 

Nit 

0*00 

Nit 

Nil 

0*10 

Nil 

010 

Nil 

Nil 

0*03 

Nil 

0*17 

Nil 

Nil 

0*01 

Nil 

0*14 

Nil 

Nil 

Nil 

O’Ul 

0*11 

Nil 

Nil 

0*04 

Nil 

OU 

Nil 

Nil 

0‘0;S 

Nil 

015 

Nil 

Nil 

0*01 

Nil 

0 15 

Nil 

Nil 

P 

Nil 

y 

Nil 

Nil 

0*00 

0*13 

0*22 

0-27 

0*2f» 

0i»0 

Nil 

Nil 

0*11 

Nil 

Nil 

Nil 

«*1S ' 

Nil ' 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

y 

Nil 

t 



y 

Nil 


.Nil 

Nil 

y 

Nil 


Nil 

Nil 

y 

Nil 

r 

y 

Nil 

Nil 

y 

Nil 

Nil 

Nil 

0*0.^ 

Nil 

0*18 

Nil 

Nil 

U‘»i3 

Nil 

«'*2! 

Nil 

Nil 

0‘»i5 

Nil 

0*18 

Nil 

Nil 

O’Ol 

Nil 

0*08 

Nil 

Nil 

V 

Nil 

y 

y 

Nil 

Nil 

V 

Nil 

Nil 

Nil 

o*ia 

Nil 

0-28 

Nil 

Nil 

0*(i0 

Nil 

O^J.’i 

Nil 

Nil 

O'U 

Ml 

0'45 

Nil 

Nil 


Nil 


Nil 

Nil 


Nil 



CiruTiA Nao* 

rvft. 


South Bhagul- 
pot'o 


Sonthal Per 
gunnahs. 


naxarlbagh . 


Lohardugga. 


SiogbbocRi 


Maobhoom . 


Htasgiilppro... 




N’il 

Nil 

0*10 

Nil 

0*82 

Knitka 




Nil 

Nil 

017 

Nil 

0’5U 

J^otgong ... 




Nil 

Nil 

y 

Nil 

y 

Bemyaon ... 




Nil 

Nil 

y 

Nil 


tujmnhal ... 




Nil 

Nil 

0*19 

Nil 

0*80 

Gouda 




Nil 

Nil 

0*00 

0*01 

0*4.3 

Pakour 



0-01 

.Nil 

0*01 

0-17 

0*01 

0'.. 

Nya Doumka 


. 1 

0*24 

1 

0*24 

0'.3L 

0*24 

0*84 

Drogbur 


o*ai . 

020 

2 

0*ol 

035 

o*r.i 

0*8t 

iamtarc ... 




NU 

Nil 

0*24 

Nil 

0*46 

Mohagama ... 




Nil 

Nii 


Nil 

y 

Nantnat ... 




Nil 

Nil 


Nil 


t*aohamba ... 




Nil 

Nil 

0*1.3 

Nil 

0*47 

iOiHdi), 
flasaribagh ... 




Nil 

Nil 

0*11 

Nil 

0*30 





Nil 

NU 

012 

Nil 

0*25 





Nil 

Nil 

0*01 

Nil 

O'lO 





Nil 

Nil 

Nil 

Nil 

NU 





Nil 

Nil 

y 

Nil 






Nil 

Nil 

y 

Nil 

y 

KoragdBha ... 

VampAer ... 




Nil 

NU 

Nil 

Nil 

y 

y 

Nil 

NU 


liOhariiuKK.... 




Nil 

Nil 

0 03 

Nil 

0*22 

Uauehi 




Nii 

Nil 

013 

Nil 

0*50 

pHlrmiw 




Nil 

Nil 

0*02 

Nil 

0*2.3 

ami 




Nil 

Nil 

y 

Nil 

y 

lialumat 




Nil 

Nil 

y 

NU 

p 

So$$4inabad 




Nil 

Nil 

y 

Nil 


GarteaA 




Nil 

Nil 

y 

Nil 


('hyebassa 

0*04 




0*04 

0*13 

0*04 

0‘GU 

ahokrodhar- 






P 


y 

UBoMlla ... 




Nil 

Nil 

y 

Nil 

p 

Oaharagura 




Nil 

NU 

y 

0*10 

y 

Purulia ... 




Nil 

Nil 

0*21 

Nil 

071 

Gobindpore ... 




Nil 

Nil 

0*12 

Nil 

0*01 

Jiaghunath* 




Nil 

Nil 

y 

Nil 

y 

barrabkoom 




Nil 

Nil 

y 

Nil 

y 

Jhalda 




Mil 

Nil 

p 

Nii 

y 

(ibas 




Nil 

Nil 

p 

Nil 

y 


Ihl 

Nil 

Nil 

0'U2 

Nil 

Nil 

Nil 

Nil 

«*4»1 

Nil 

Nil 

Nil 

Nil 

0*13. 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nii 

Nil 

Nil 

ool 

(INH 

0 51 
Nil 
Nil 
Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

0'04 


Nil 

0‘10 

Nil 

•Nil 

Nil 

Nil 

Nil 

Nil 


J^pfanaffoa.—.indioato that no rain bas fallen. Iftharoturn for anjr day has not h*Ai> roAmf'*d, the oorrMpondink sfmee in lofi hUnk. If any 

Ibn returns am wautiue. tbo norroitiKutding spnoas in the total rainfall ciluuins aro left blank. With Tefei*eaoe to the column of rainy days, the dofliiitiou of a rainy: 
is when at least 0*1 iuvh of ia.n has fallen. ^ 


C*LC 0 TTA, the 28/A April 1891, 
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SUMMARY OF THE METROROLOGICA.L AND RA.INFALL OB8BRVA.TIONS 
TAKEN IN BENGAL FOR THE WEEK ENDING SATURDAY, THE 
26th op APRIL 1891. 

At the beginning of the week settled weather prevailed over the whole area. Pressure 
was rising slomy, and readings were everywhere above the normal by quantities varying from 
rather less than a twentieth at the northern stations to nearly a tentli of an inch in Lower 
Bengal. Westerly winds were blowing at all stations, and with cloudless skies temperature 
was generally rising, and was above the normal by about 4“ in the eastern districts. On the 
20th pressure fell slowly, but the changes being rather larger in tiie west of the province, a 
shallow low-pressyfo area began to form there, and this has influenoed the weather throughout 
the week. On this day, however, the influenoe was seen only in the changing wind direc¬ 
tions, westerly winds blowing in the western districts, while in the eastern h.alf of the province 
south or south-east winds prevailed. By the following day a regular cyclonic circulation was 
established round a shallow low-pressure area over the central disti-icts due to a brisk fall of 
pressure, and storms began at the extreme eastern stations. Rainfall was almost general 
m the Dacca and Tipporah disfriofs and scattered in Chittixgong, Furreedpore, and Mymen- 
singh. Temperature was still above Ihe normal, but was overywhoro fulling. The area of 
lowest pressure was more to the west on the 22nd over part of South Bohar and the 
adjacent part of Chutia Nagpur, so that easterly winds prevailed except in Orissa and parts 
of South-West Bengal and Chixtia Nagpur. The rainfall area extended northwards, light 
showers being reported from the Darjeeling and Julpigoree districts. Though there was little 
change on tl»e 23rd either in the pressure distribution or wind circulation, rainfall was 
much more local, and with the exception of the severe hailstorm at Jessoro, no storms of 
importanoo occurred. In Mymensingh and North Bengal no rain fell, and in East Bengal 
only a few light showers were reported, but on the two following days owing, probably, to 
the eastward motion of the depression, rain again became much more general, ant heavy 
showers were reported from many <:f the East and North Bengal stations. On the 24th 
pressure fell slowly and rose slowly on the 26th, when westerly winds were ag.ain beginning 
in the west of South Behar, while elsewhere the easterly cironlatiou continued. 

Pi •ennwe has generally changed slowly, the fall of rather more than a twentieth of on 
inch on the 21 st being the most important Moans for the week are generally above the 
normal by a few thousandths of an inch except in North Bengal, Bebar, and Chutia Nagpur, 
where the e.vcoss is slightly larger. 

Ttmperature was high at the commencement of the week in Bast and North Bengal, and 
normal or slightly below the normal elsewhere. After the unsettled cinditions appeared and 
storms began in East Bengal, temperature fell rapidly over tlie eastern half of the province, 
but up to the end of the week defect was always small Mean temporutiire.s are very nearly 
normal, the difference being nowhere more than ’b°. In Orissa and South-West Bengal 
there is a small excess, and in North Bengal and Behar a small defect, wliilo in East Bengal 
and Chutia Nagpur means are exactly normal. 

The actual temperatures registered during the week and their variation from the normal 
values are shown in the following table, where the average maximum, minimum, and mean 
temperatures for the week are given and cewnpared with the normal:— 
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has ooourred in all districts except Chutia Nagpur, beginning on the 2let ip 
the extreme east of the province and extending west and north on the 22nd. On Thursday 
the 23rd there were only a few showers in East Bengal, but on the 24th and 2.6111 the falls 
were much more general and important, especially in North Bengal, where showers of between 
half an inch and one inch were comparatively frequent. The average falls foi Ijie largo sub¬ 
divisions are below the normal except East Bengal, where with a fall of 2Mi6 iuohos there is 
excess of 1'45 inches. In North Bengal the fall is *83 inch with defect of *38 inch, and in the 
ether districts it is less than a third of the normal. In Behar the fall aver 'ges only two* 
hundredths of an inch. 
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The following table gives the summary of the temperature and rainfall data of each of 
the seven meteorologioal divisions of the province for the week ending Saturday, the 25th 
of April 1891; — 
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0-.32 ' 

0-lB 

1-11 

0-15 

1-11 

South.Wesl BenRul 

KWfl 

CIS , 

90'1 

77'a 

N8'2 

^ oa 

0-20 1 

()-78 

—0-B8 

0-38 

1-11 

-0-88 i 

0-20 

1-73 

0-20 

1-73 

Bast Bengal 

»ys 

BB-3 


7a-o 

83-0 

-0-4 i 

2-OS 1 

0 -es 

■H-4B 

200 

1 83 

+0-77 ! 

2-49 

2‘B5 

2-49 

2-6S 

North BenRul 

103 3 

08T ; 

90*0 

70-S 

83 2 

—0*5 1 

0-8.3 

i-is 

—0-38 

1-24 

1 38 

—0-14 : 

0-83 

2-04 

0-8.3 

2-04 

North Bohar 

]03'3 

eo-8 ' 

yv9 

710 

810 

—0*3 1 

0-01 1 

0 33 

—0-34 ‘ 

0-00 

O'BS 

-0-47 1 

0-02 

0-07 

002 

0-07 

South Bobar ... 

I08-8 

C8-H ; 

i 02 *a 

73-7 

88-0 

-0*3 

(1-0.3 ! 

0-11 


012 

0-21 

—O-OB! 

003 

0 34 

0-03 

0-34 

Chutia NaRpur ... 

.. |l«3 2« 

7l)-4* 

lou 1 

72 8* 

80-B» 


Nil 1 

0-09 

1 

-0 08 1 

0-00 

014 

-0-14 ; 

Nil 

O'SB 

Nil 

o-ss 


* CbyubaNva not included. 

-Meteorological Office, Bbnoai, C. Little, 

TAe 28iA April 1891. for Meteorological Reporter to the Qovt. of Bengal. 


b 

Results of the Barometrical and Thermometrical Observations taken at the Meteoro¬ 
logical Office, Ohowringhee, from 19th to 26th April 1891. 


Month. 

9 

*» 

s. 

X § 

O *■ 

r? 5tf 
m Ui 

*3 

« fc ” 
2-0 


Temfekati-ue. 




llYGROMETliV. 


i 

■*» 

a 

a, 

1 

1 

e 

t6 

V 

s 

*3 

§ 

g 

se 

1 

9 

br. 

C 

sS 

c: 

1 

I a 

> a 
! 1 

15 

Xi 

h 

o 

*■4 

■eo 

*3 

Vapour pressure 
at 10 a.m. 

Dew point at 
10 a.m. 

o 

1 a 

1801. 


Inches. 

o 

” 

u 

o 

o 

o 

Inch OB. 

O 

% 

' Inches. 

April 

liHh ... 

29-1110 

87-9 

90 0 

22‘2 

7«-8 

91-1 

81 0 

•923 

76 8 

03 

NU 


20lh ... 

-871 

«6’.S 

l»(t.-{ 

19 0 

77 3 

91 1 

81 -.3 

•917 

77 6 

65 



Hist 

-7!« 

88-9 

100-4 

23 1 

77 3 

91-2 

81-5 

■946 

77-6 

&5 



tCind ... 

-71*7 

8ti 4 

95-5 

18-2 

77-3 

91 -2 

8-2-,’'. 

•994 

79-1 

68 

003 


2yrd ... 

-71*:! 

8(i-5 

9(1-0 

19-0 

77 0 

90 0 

82-3 

1-011 

79-6 

72 



‘Alth ... 

•770 

87-S 

9.3-0 

15-0 

80 0 

88-0 

81-n 

•981 

78-7 

73 


tJ 

25lh 

•798 

88-9 

97 5 

U'2 

80-3 

91-(5 

82-5 

•989 

78 9 

67 



Inohee. 

The mean 10 a.m pressure of the seven days ... ... ... 29*^0 

The moan teiripernture of the seven days ... ... ... 87*0 

The extreme variation of temperature ... .. ... 23‘6 

The maximum tomporature ... ••• 100'4 

.* A 

The mean 10 a.m. relative humidity of the seven days ... ... 08 

Inches. 

The total fall of rain from 19th to 25th April 1891 ... 0'03 


The daily mean temperatures are the crude means of maximum and minimum temperatures. 

C. Little, 

Ibr Meteorological Reporter to the Oovt. gf India. 


Metboroiooic.al Office, Inhia ; 

The 21 th April 1891. 
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MEMORANDUM. 


Weekly atatMica ofhirtha and deatha in twenty-aeven of the principal towns of Benyal for the week 

ending with Saturday, the llih April 1891. ' 

Biutiis 

Tub total births registered during the week euJing with Saturday, the 11th April 
1891, in twenty-seven principal towns of Bengal, amounted to 470, and correspond to an 
annual rate of 22*8 per 1,000 of the aggregate population of tliose towns, which is 
1,072,3-59. This rate is 4* higher than the average rate of the corresponding week of the 
past flve years, and is also higher than the rate of the corresponding weok of any of the 
past’fivo years wifti which comparison is instituted, tide the figures below— 


I8S7. 


18S8. 1889. 


1890. 


WtH*kl.V 

of 

II VO ytmrN, 
l.SbG-JNI. 


Ratio of hirtha per l,00(i of the pofrulation per 

annum 19*1 30*7 IS'ti 


The births registered in each of the last four weeks in each of the twouty-sevou principal 
towns correspond to the following rates per l,li00 of the population:— 


Wkkks Eifprifa— 


E.NDJNO-- 


TowifS. 


Hnrdwn-n . 

Midnapore 

Hiitchli and (Miinsurab 

8erampore . 

Utterpara .. 

Howrah .. 

Bali . 

Kridhnaffar . 

Hfinaffhat 

Bantlpore 

Jcaaorc^ . 

Hamporo Beauleah ... 

DurjilinK . 

Dacca . 



... I Hb'l 

11’4 
' 18*0 
7*» 

rts » 

... 1 

ic*« 


(Sd 

‘C 

Pa 

1 nth April 1891. 1 

.HH’l 

10*8 

17*0 

20*3 

21*8 

18*1 

25'5 

21 *6 

47*2 

18*11 

22*9 

2fl*2 

17 r. 

lO’b 

2i*7 

7*0 

2 : 1*9 

aHOO 

IV« 

10*6 

«*1 

0*1 

42*0 

42*0 

37*0 

2i'2 

38*8 

20*8 


Towns. 




c 

A 









NnrninprfinJ 

4!i-7 

29*0 

41*4 

41>*7 

Ohilt:i:.-onK 

47*0 

•P7 

11*7 

70 

HamillNh. 

42* i 

3o'h 

34-5 

.30*8 

Patna City . 

1:1 li 

11*1 

11*7 

12*0 

Oya . 



18*4 

.32*1 

Arruh . 

19*1 

21-0 

;u*7 

:h*7 

Mo/ufr<‘rpor« ... ... ... 

.Sl.*l 

ara 

2*l.'3 

2 : 1*1 

DuruhmiKa . 

<18*8 

27 *.*1 

25*2 

xr.*2 

Whupra 

22*1 

l.VJ 

23*1 

i.'ii 

Bhaiculpore 

811-7 

13*0 

24*4 

UVH 

MonKliyr ... 

4*2*5 

40 7 

41*0 

a3.J 3 

Puruf^ah ... 

V7*7 

17*3 

0*9 

20*8 

I’oori 

2:t*i 

1P7 

11*7 

2.3*1 

Total 

2S*il 

2;io 

22*0 

22*8 


It will be seen that last week the highest birth-rate was returned from Naraingauj (49*7) 
and the lowest from Jessore (61)- 

Dkaths. 


The total deaths registered during the weok under review amounted to ISli, and correspond 
to an annu^ rate of 2*2*1 per 1,000 of tho population. Tlio rate of the week is 2*.5 below 
the average rate of tho oorresponding week of tho past five years, and is also btlow the rate 
of the corresponding week of any of the i>a8t five years except 1889, vide the figures below — 


• 

1880. 

1887. 

1«H8. 

1 1899. 

1B9U, 

W.iikly 
averawr** of 
live 

1880—9(1. 

1801. 

Ratio of deatlxs per * 1,000 of the popu Iwtion per 
annum . 

2^1*1 

1 

£S'4 1 

1 ! 

1 25*2 

2i'r. 


srii 1 

22 1 


The deaths registered in each of the last four weeks in each of the twenty-seven principal 
towns correspond to the following rates per 1,000 of the population:— ’ * 


Towkb. 


. Tirdwan . 

Midnumre 

augbli and CiuiHiurah 

-erampora . 

etterpara . 

Howrah . 

Balt . 

Krwhnaoar . 

Ranashat . 

Bantipore . 

Jeaiore . 

Bampore Beaaleah ... 

Darlilinff . 

Oaooa _ . 


WjsiCEa ENPina— 


wH 

Ss 

s i 

cS 

‘iw 

X 

0 . 

Si Si 

ja 

S 

Q. 

-•1 


38*1 I 

! 39*0 

88*1 

88*1 

48*0 

48-0 

60*7 

0:1*6 

32*8 

31*3 

30*1 

47*0 

41*3 

27*6 

41*3 

27*6 

0*4 

0*4 

38*3 

38*8 

2H’9 

34*6 

17*3 

10*0 

lO’fi 

7*0 

*8*1 

14*0 

20*6 

11*4 

7*6 

9 1*9 

0*0 

18*0 

2»V 

13*0 

6*3 

1*7 

7*0 

7*0 

13*2 

18*4 

6*1 

... 

42*0 

84*2 

47-S 

15*8 

7*4 

23-3 

32*3 

7*4 

18*0 

2V0 

14*3 

17*6 


Towwa. 


Nanuiimuij 
OtiitiHiEOTtK 
Uouiilluli ... 
I'atiui Oily 
Oya 
Arrah 

MuziilTcr|M>ro 

DiirbhariKa 

Oliiipra 

lUniKiCporo 

.Uiiiieliyr ... 

Puriieah ... 

Poori 


Week*) n.M-isa— 



*»0 


at-3 


aa-t I sa*i 


Total 
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According to the figures returned, the highest mortality occurred in the town of Midnapore 
(63'6) and the lowest in Krishnagar (1’9). No deaths were registered in the Jessore town. 

Measured by last week’s mortality, the highest annual death-rates from the several 
registered death-causes* occurred in the following towns :— 


Cholera. Small-pox. Ferer. Dyeentery and Other eaueee. 

diarrhoea. 


RaMo per 


Retio per 
milts. 


Ratle per 
mills. 


Ratio per 
mills. 


Pnmeah 

17-3 

Uughli and Chin- 


surah 

8-2 

Midnapore 

6-2 

Dacca 

4-6 

Howrah 

2-3 


Midnapore... 825 i Hughli and Monghyr 10'8 Poori 

('hittagong... 18-8 ' Chinsnrab ... 29‘6 Midnapore 

Patna City... Si‘3 Bnrdwan ... 24‘4 Naraingauj 

Comiliah ... 23'1 Gya 

Monghyr 


Batin per 
wtiU*. 

29-4 
21 7 
20 7 
13-7 
11-8 


. The total mortality from the several registered death-causes in the twenty-seven principal 
towns amouMed to 1-7 from cholera, against 1‘5 in the preceding week ; 8-5 from fever, 
against 10-4; -3 from injury, against ‘4 ; and 7- from other causes, against G‘6 in the preceding 
week. The death-rates from Small-pox and Dysentery and diarrhoea are the same as in the 
preceding week, viz , 2-1 and 2 4 per 1,000 respectively. 

The mortality of last week according to Sex, Class and Aye was as follows:— 


According to Sex. 

Ratio p« 
milts. 

Males ... ... 21-8 

Females ... ... 22-6 

Ratio of male deaths to 
every 100 female deaths, 
calculated on the pro¬ 
portion such mortality 
bears to the total male 
and female population... 96 


According to Class. 

Ratio p«Hr 
mills. 

Christians ... 14'9 

Hindus ... 21*6 

Mahomedans ... 23*7 

Other classes ... 76-8 


According to Age. 


Under 1 

rear 

Ratio p«r 
mills, 

... 176-6 

1 and nnc 

Ler 6 years 

... 37-1 

6 

10 .. 

... 12-e 

10 

16 .. 

... 11-2 

16 

20 ,. 

... 235 

20 „ 

SO 

... 10-6 

SO 

40 „ 

... 12-» 

40 

60 

... 17-7 

60 

60 „ 

... 23-2 

60 Tears and upwards 

... 40-7 


Detailed information regarding the vital statistics of ► the twenty-seven principal towns 
dealt with in the above review will be found in the statement appended. 

W, H. Grbgo, Dip. Publ. Health, Camb., 

The 2,7th April 1S21. Sanitary Commissioner for Bengal, 
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Omcs or Sauita.k's Commibsioker for Bknoai<, ^ W 0-1R.TR!fin- run rr^^nt. 
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OIROULAR AND EASTERN CANALS. 


Approximate Return qf Traffic for the week ending Saturday, the ^5th April 1891, 
as compared with the corresponding week of the previous year. 


Narnan o* Csaeo. 

WxBK Birniiro Saturdat, tub 

i!6TII ARRll. IBUl. 1 

WkrK RNDTlVa SATrnilAT, Tua 
XDTU APRIL IHOU. 

^ Number of 
boats. 

Weight of 
cargo. 

1 Tollage. 

Number of 
beats. 

Weight of 
cargo. 

Tulls Rt.. 


% 


So. 

i Mds. 

Es. 

No. 

Mds. 

Bs. 

B ieo and paddy 



234 

39,4.15 

685 

224. 

41,370 

020 

Jute 

• es 


S6 

19,276 

413 

14 

14,600 

121 

Firewood 

*as 


68 

29,61)0 

466 

72 

34.060 

516 

Ocher articles 

... 

... 

607 

1,32.790 

1.802 

612 

1,68,726 

2..37I 


T.tal 

... 

035 

2,21,110 

3,206 

022 

2,62,315 

3,027 


NALHATI STATE RAILWAY. 

Statement showtna Increases and Decreases in tonnage of Staples carried oner the. Sathati State 
Railway during the month of February 1891, as compared with the same month of the previous year. 


1R!K>. USl. I Total. 


Stapies 

Up. 

Down. 

ITp. 

1>0WU. 


1801. 

Inrn'i 

lluoroasi 


Tons. 

Tons. 

Tons. 

Tons. 

Tons. 

Tons. 

Tons. 

Toils. 


m!0 


GSf* 


tou 

GHA 

10 


Cotton, raw. 



13 






Cott on 



4S 



48 



1. — l<iiro|M>an 







2.—Indian . 




1 










037 




a. —Kiee 

88 

M9 


207 




.1.—Gram 

,, 


1 


*18 




4.- trtJiers. 

13 

0 

IV 

1 




Hides and 









1.—llubm of cnttlH— 









a.— 

A.^lJudressod 






It’ 

1 

1 


l.—Haw . 




112 

10 

112 

113 


2.—Cunnv>bagH and cloths 

It 



C 

11 



Losthcr, manufaclnred. 

si 




3 

1 



Idiquors— 

l.~Beor 

4 




4 



4 

Metals-- 

12 




13 




2 .--Iron 




1 


12 

4 .-> 01 hors . 









Oils— 









1. —Oast or 

2. >>-Kcro«ine 

3. —Othcia ... 







3 


Oilseeds— 






10 

10 


1,—liinneou . 

. 1 . 




*68 


2 .—Mustard and rape. 

68 




68 



C.—Oi hers. 

1 * 








Provisions—- 



8 



8 



1.— (3hee. 

1 






a.—Dried fruits and nuU 

3 


1 


3 

1 


2 

8.—(ithers. 

a 

33 

G 

1 


(» 

1 


6 

Railway plant and rolling-stock 

Salt . 

81 

4t 

'*24 


114 

40 

24 


114 

Silk, raw— 

3 .—Indian . 


20 

16 

14 

110 

30 



Rilk pieco-gocMls— 

3.—Indian 


6 

1 

6 

6 

7 



stone and lime . 


6 



22 




tliigsr- . _ 

1 ,—Drained 

21 


10 


21 

10 


2 

2 .—Diidrained 

107 

8 

n 


lo7 

11 



Tobacco . 

14 

1 

1 

22 

2 


20 

Alfo^er articles of marciiandim 

10 

"si 

17 

70 

"ll 

16 

264 

17 

HI 


183 

Total 

1,461 

082 

082 

SH6 

2,143 

i,:ois 

170 

&G4 


Coal ••• ••• ••• 

Due to groater demand for brick-bnruing purpoacs. 
Colton, raw 

Dae to greater import for greater demand. 


Qraiiia — 

(2) Rico ... ••• 

This is attributable partly to less export by rail 
from intermediate stations and partly to export 
by bout and steunirr from Aiimganj. 

Hetals- 

( 8 ) Iron ... ... ••• M. 

Imported by boat and steamer. 

Oilseeds— 

( 8 ) Mustard and rape ... ... ... 

Dae to less demand. 

Railway plant and rulUng-stock ... .«. 

Dess muterials curried daring the month. 


iNCBBASK. 

Tons. 

16 Jute— 

(1) Bow 

13 Doc to there being no such traOlc last year. 

Oil-seeds— 

(1) Linseed 

There was no traSio iiiiiier this head last year. 

Dbcbbasb. 

Tons. ♦ 

Salt 

3GI Carried by bouts and steamers. 

Silk, raw— 

(2) Indian 

Due to less import of tussur cocoons. 

Slone and lime ... ... ... 

12 Owing to less demand. 

Sugar— _ • 

(2) Undrained ... ... 

10 Owing to loss demand, 

Tobacco ... ... ,,, 

114 Nut imported owing to less demand. 


Tons. 

112 

10 


Tons. 

23 


so 

22 

96 

20 


R. O. Mookbrjbe, 
Managerf Nalhati State Railway. 
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SUPPLEMENT TO THE OALOUTTA OAZETTE, APBIL 29, 1891, 


Weekly Return of Traffic Receipts on Indian Railways. 


EAST INDIAN ItAILWAY. 

Approximate Return o/ Traffic for week ended \m April 189], on 1,625^ milei open. 


OOAOHIHe 


Number ot 

paaBenicnrH. 


rRAFVIC. 
Beceijit y. 


UjittuiuirniBS ahi> Mihbbal 
' Tkavvic. 


Wmicht 

'•arnert. 


fleoeiptN. 




TBi.TIIO TBAla>HIllB BCK. 

floaching. Total. 


Total tralllc for Ihx wiajk 

Or per niilo of rai1wH.v . 

For prerioua 14 wucka of half- 
yaiy 


Total for 1!. woeka 


OoHPiKISoi^. 

Total for oorroapaniling wmk 

of proviouB yoar . 

For mil« of railway eorroapond- 
ing week of previotia yoar 
Total to corroapuiiuiiig data of 
prerioua year . 


Ka. A. V. 

281,7(16 3,(l3,Kfitl 2 0 

lli» 3 1 

4,03l!.331 4.0,47.(i74 7 0 

4,31«,0«0 63.51,.7B II 0 


Mna. B I Eta. a. i*. j 

2(1,08,211 20 (1,07,76,7 10 (1 

4,->7 1 1 

11,8(1,72.722 »() !W,02.(1(I4 7 .1 

4.13.80,0114 111 0il,il|l,8(10 1 0 I 


Ba. A. p. It,. A. P. 

18,470 8 0 10,10,(1(14 4 (1 

12 1 10 I 11(18 (1 (I 


76,07*1 1(14,208* 170,281* 


1.48,411,802 16 .l| 1,004,24(1} I,4a8,S06* j2,6.82,B62* 

8,12,003 9 0 |l,66,(fU07 3 0 1,1(10,322* 1,842,611 12,711,8.13* 


2(18.408 


(,1113,231 


3,01.8.73 3 2 I 
107 11 0 
1(1,8.7,111 2 10 I 


23,70,44(1 30 I (1,03,024 
I 30.7 
1.18,51,418 20 ; 07,77,401 


7 3 22,110 15 

i 

381 14 B 

I 

8 7 ; 3,21,40(1 2 


0 0,20,807 0 11 

0 007 0 8 

0 |l ,47,84,011 13 11 


06,778 

1,047,802 


1(10,176 l(I6,li.53 

1,.730,810 2,B78,.372 


Approximate Statement of prots receipts of the East Indian Railway,prepared in accordance with Puhlie Work 
Department Cireular No. XXI Railwai/. dated 2:ird July 188.'i. 


RaOIIPTB »OB WKBR RNPIKQ 
10TII APilll. 1800. 


RaOBIPTH FOBWKKK E,8I)1N((. 

18X11 Al'llll. 1801. 


Total hkokipto puo.'B lax 
Apiiir. 18W) TO 101(1 
Ar((ii. 18011 


Total krckiftb kuom Ibt 
APBII. 1801 TO 18TU 

April 18oi. i 


Moan 

iiiIoaKO Kocoipta, 
yirkod.l 


Ka. 

I 

1.026* I 0.3(!.808 


Per Moan 
mile miloagi , 
worked, worked.' 


1,62.7* 


Ueeiiipti. 


Ra. 

10.10,0(11 


I Per -^ 

i mile Iinileagi-| Total roeoipti,. 
iwoi'ked.iworkod. 

I Ra. : I Rn 

1 ' ! 

I 008 ; 1.626* I 2(',,22,31l 


**<T 



Menli 


tiiile 

wtiiKoii mtirvicr 

Totii] receipts. 

W(»rk*‘d 

p«‘r 

worked .1 

p(»r 

wiH'k. 



Wnifk. 

Rs. 


Bh. 

Rs. 

57:1 

j ’(?“* 

27.18.498 

554 


Total 

III*, i tl>a.> 

iKdi. 


Rs. 

54.187 


TiltRj 

deerrnHO lu 

mi. 


Kb. 


I’ATNA-UYA STAT.]'] KAILWaY. 

Approximate Return of Traffic for week ended ISM April 1»9I, on 57}. miles open. 


I 

1 


otal traffic for th« w«H*k 
irpermiloofriulway . 

‘or previous H wiMrkii o/ hall* 

year . 

TotaUorlS weeks 


CONPAEIBOS. 

otaV for correapondinK week 

of previouAyoar . 

’er milrt of ruil way ourrosnoiia* 
inff week of provumK your .. 
otal to oorrespoiulinK date of 
previous yoar. 


Coachino 

Traffic. 


UBKRnABKIBK AMI MlKliBAL 
IBArpic. 









DtliereurniTiRi 

Total earniuRN. 

Nnniberof | 
puHHouKcrs. 1 

Receipts 


Weiicht 

earned. 

Receipts, 

(estiuiatod). 


Ka. A. 

P. 

Hub. b. 

Rs. A. V. 

Kb. A. 

p. 

Ra. A. p. 




BtMO? 10 
J.U3« 2« 

4.312 U 0 
75 0 5 

551 0 

1 0 

0 

0 

12,138 0 0 

212 3 4 

27‘2,«92 



(?,Hr*,r5i.s 21 

47 .Kir. 11 0 

8.151 0 

0 

2,07.678 11 0 

2SS,.'',7» 1 


U 

7 , 45,100 ,H 0 

B1.8-1S 0 II 

81JS 0 

0 

2,111.817 1 » 

iii.ncot 1 

7,045 1 

.3 

60.457 ;i9 

.3,705 U 0 

40 10 

6 

10,800 6 0 




882 ]» 

on 13 4 

0 13 12 

1K{) 13 11 

221,731* 1 

1,18.221 


7,90.280 10 

40.180 13 0 

718 13 

0 

1,08,129 15 5 


TuavvicTbain-hiika run. 


CoaebiDK. 

Mercbaii. 

disft. 

Total. 

1,732 


2..3!I4 

23.938 

11.073 

■36,011 

2.5,000 

11,745 

.37.406 

1,561 

6:t3 

2,3114 


20.218 11,885 


Approjritnate Statement of yrusn receipts if the Patna-Qi/a Slate Ra%lwayt prepared in accordance with Public Works 

Department Circular No. XXJ Haifwap, dated 2Zrd*Julp 1883. 


■CV1PT8 tOR WKKK EXOINtl 

itmi Aprii. my*. 


ItgC'srpTR voa wkkk rkdino 
IS in Aritiii iHPi. { 


feau 

ileage 

irked. 


ReoHipts. 


Per 

mile 


Mean 

luili'age 


\vi)i'Ke«l, avorked 


57J, 


lO.Stk) 


Rn. 

KM] 


67J 


Total RHCKtPTe from Ibt 
APK ll. 1M9<) TO X9T1I 
(\PUIL 185)U. 


Receipts. 


Per 

mile 

worked,! 


Mean 

mileae 

wurkoi 


Rs. 

12,138 . 


Kb. 

212 


m 


Total receipts. 

Bs. 

31.448 


Per 

Diilc 


we*'k. 

Bs. 

183 


Total rbcbiptb from ibt 
APRIL 1891 TO IbTfl 
April IBUK 


Moan 

iiiileiMO: Total receipts, jwnrked 
workeii por 

uftek. 


m 


Bs. 

.W.A85 


Hs. 

215 


Total 

inorcane lo 
1891. 


BfS. 

5.437 


Total 

decrease in 
1891. 


Rs. 







^ SUPPLEMENT TO THE CALCUTTA. GAZETTE. APRIL 29, 1891. 7C7 


TAEKE8SUR BllANCH RAILWAY. 

Approxmale Return of Traffic for mek ended 18/4 April IKIU, on 33^ mitre open. 


Ooi-i'nino Tnernc. 


XnroliiT #J ; Iip,,<,ip„. 

)KU4SiO))En>l’I». I 


Mehchanpme ani» Minskal ' 
Travuc. 


Tot»l for tin* wt«*k 

Or per tiiilu of nulwjiy 

Kor prHvioiib U Hvitkv <»t IiaH' 
jfour ... 

Total for 1.*; VGPkA 

COMFARJBO*. 

Totnl for {'cirR'HpoiHtiHs; ww^k of 
provio '18 ymr . 

Pur irtll** of rHilway iMirrfspoml. 
IIIK W ok of pn*vir>n*» y*‘nr 
. Tot 4 U to oonoRpiKdliuif tiaio of 
pmvioii8 yuar . 


Ul(^l V> 0 

4.7 7 5i 


Km. 

Sft.iOH 

11. 0 
10 (i 


H Ifi.*. IS 

. ;w. (5 

ft».21*J » U f 


Wpiffht 1 

parrmii. j 

Bfceipix. 

1 Mne. e. j 

1 Its 1 . r 

1 Kdil'i >0 

. 1 

325 .4 < 

1 14 0 ) 

I s.ift.aos 20 

1 7,"»« 4 ( 

2.2:(,730 l« 

1 7,I>31 « ' 

i 

I 

j 

! 13.333 0 

ftOil It 


Si IS 

\ ?,.«0.20 

B2H.; :i 

Ike Tarkessur Branch R 


.■OthoronnuniTH, 

(eUaiiiiitMl). i 


tt«. A. r. 


Tolnl 

ourniitpk. 


TEAKVIC TftAIIt llILKO Bl'K. 


■ »;onolnii»r. , ToUl, 


ICH 

Ksit 


» 

0 


0 0 ‘ 
» ' 


H () 
8 0 


Ra. i. p. 

1ft 0 
m t; 6 

J.Jkf.TSH 7 0 


i,i7.npt 0 » 


I 


14 1» 

2 10 

15 -I 


8,0!0{ 0 0 
4<i4 ft 4 
i.oT.J-r'H H 2 


I,ir5 


14.fM« 




113 


i.m 

J.M4 


»2ft 


1,;7« 


14.084 

lU.SU 


1.131 


1.033 Ift.KlT 


JJeftuHmeuf Circn/ttr No. XXI dit/etf Jtt^p IBS8. 


Becbiptb for wkhk Kswriifi 
15»T11 A»‘UII. 1H'.»>». 

UliO'Ml'fH 

Isi If 

FOtt W «KIC !)IF<e 

•vpini, 

Total BKCEiPTu prom lar 
ili’KiL is:m to lOiu 
ArKii. 14P0. 

ToiaL RKCKIPTM from IxT 
4 pkil i8:»i to )>iu 
APRIL 1H!»1. 

Tefal 

Total 

dorresi'io la 
Ikia. 

Vl«wiii 

WdlHtHt. 

ll4>e(>ip\M. 

I».>r 

n»iU‘ 

worked. 

Me tn 
.I'iloiut' 
WU’Kod. 


KMPi'iplM. 

Per 

note 

worked 

Meiin 

•luleare T<kt«.l reecdptAi. 
vork'sl. 

1 l»<r 

1 imJe 
worked 
! per 

1 We<'K. 

.M »*ar| 
miteaur 
H'OI‘k4>ii. 

T<.t »l reeriotK. 

PlT 

mjlo 

worked 

P f 
w<«ok. 

JM'l 


Km. 

R«. 



Kb, 

Km. 

1 

1 b«. 

1 

K«. 


E>. 

Km. 

u«. 

Bk. 

m 


m 

221 



402 

SSl j 84..x,4 

:>fip 

sst 

Sft.Ol'f 





I»KLH I - U M BALL A. K AL K A I! AIL W AY. 

Approximate Return of Traffic fur weekended Jy/i Apri' IK'.tl, on 1(5J mike open. 



COACIItNG TuAFFIC. 

MXttCirkM.lBB AMI MlVEBAI. 

Tnsn'ic. 


Total wtvmti.trK. 

Tkavfic TBAik'NiLxe me. 


Nnmber of 
P’lKsenpers, 

UlMWiptK, 

Weiftht. 

carrMHl, 

Ilpeeipta. 

(eiimiak'd;. 

Uotuddiit;. 

Slerebnn- 

UlM*. 

T.-Uii. 

Tot»l iratAe for tjio wpuk 

Or per niilw of rdlway ... 
for previotlM O weeka <if Itftlf* 
yoar 

S0.7M 

ItH. A. F. 

IBJHfl 13 0 
103 6 4 

73,1HS 1* 0 

Mob. s. 

S2,W0 0 

1,3M0S 10 

Rs. i. P. 

12 3 
40 7 tf 

39,303 4 0 

lU. A. P. 

• M 0 H 

1) ft 4 

30 0 0 

Rtt. A. P. 

L» H 
103 1 K 

1,12,OJH 2 0 

c.Oitit 

. 

fB.SOS 

3.0121 

M.Kill 

10.033 

40.0 l3t 

Tot»l for 7 vrooke 

U<! 371) 

MP.D'.'ft 11 » 

3,111,sot 10 

47.010 0 3 

{MOO 

l,«7.t:30 1) a 


14,1st 


(lOHPABIpOK. 

Total for corrpMpomtintc woi-v 
of previouM year 










Par ndli^pf ruHwrt.v oorreMiionil 

lt<K wot‘k of pr-rioiiH year 










Total to oorreMpoiulma Unto of 
previuuK year. 

. 


. 


. 






Approximate Statement of proes receipts qf the DeJhi-Umhalla-Ralka Railteap, rrepared in arcordanre with Puhlie Worki 

Jkpai'tmont Circular No. XXJ Maihcap, dated 'i’ird July IhSlL • • 


•»01»Ti foS WXEIC BSmxfl 

m . 


M««i 

milnite 

worked. 


Kmeipte. 


P«r 

mtlp 

workiid 


Be. 


Re. 


Rbcetpts fob TTRBB EKDfSa 
ISTH Al RlL IHUl. 

Total xecmpTs rBO¥ lei 
Arsu 18 TO 

18 . 

Total bkckipis trom i»i 

Al'KlL l"!M TO isin 

APRIL 1801. 

Total 

iticretrie in 
IBDl. • 

Totai 

Maaa 

iniletwe 

worked. 

Seceipte. 

Per 

mile 

worked. 

Moaa 

iDllMge 

wurk^. 

Total rsoeipt*. 

IbUo Mean 
vprkod miliniffe 
per iworkoU. 
week. 

Total receipts. 

Per 

mile 

worked 

per 

week. 

dcorcaar la 
IMfi. 


' 

Be. 

Be. 

• 

Be. 

Re. 


Bp. 

S.8. 

Ra,^ 

Rk. 

Ids 

84,808 

158 

... 



102 

64.283 

13S 


..p.« 
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EASTERN BENGAL STATE RAILWAY. 


(iKCLumNtt N. B., Dacca, K.-D., and Assau-Bexab Skctionb.) 


Approximate Return of Traffic for neck endel lUA April 1801, on 777 milet open. 



UOACUIUO TBiPVlC. 


Nuinbr^r of 

p.TNNrliKt'l'n. 

('oni'lnng 

recfij.u. 



Ka. A. p. 

Totul tniffio for th»* 

160,7.H0 

76,010 0 0 

Or pftrmilDof ruUwity . 

2U7 

Uil 11 1) 

For Afiroviuuk wuokb of Utilf* 



your . 

♦S.lIi'S.lfl* 

15,29,354 1) 0 

Tot»l for 15 wt'oki 


10,05.801 U 9 

OOMrABIHUlf. 1 



Total for corroHpotidinK of 



previoui your . 

147,1115 

00,90-4 0 It 

For iniloof railway correkp>>nO' 


mg poriod of prt'ViouH yt^ar 

1!f8 

90 0 0 

Total to corroMpoiiuiiig Uat-u of 



previous year . 


11.59,078 0 It 


MmiVUANDlBX AND MlNKUAI. 

Tuappic. 

j OLhireammgN 
(t«Hlimated), 
mcJiiditig 
Btuait)-U(>ai. 

Total 

aarmiigs. 

TUAPflC TBAIN-Mlr.SB BUN. 

W(Mgllt 

carrtvd. 


Goaohing. 

Uerohan- 

diae. 

Total. 

Hue. 8. 

0.01,70] 0 
775 0 

*87.03,849 0 

En. a. V 

1,10,500 0 0 
142 0 It 

17.17,045 0 U 

Hm. a. V. 

20,170 0 0 

2 0 It 

8.(10,170 0 0 

Ks. A.. P. 

2,07,080 0 0 
245 0 0 

*.56,00,400 0 0 

25,500 

869,950 

32.6( 9 

410,893 

58,009 

806,843 

9S,()C,li>] 0 

18,27,3» 0 t> 

3,811,840 0 0 

38,13,540 0 0 

S86a4ri0 

478,402 

664,868 

6.04,.143 0 

81.007 0 0 

18,418 0 0 

1,07.019 0 0 

84,(106 

25.111)7 

50,008 

755 0 

1U9 0 V 

8 0 0 

201 0 0 




80,51,571 U 

15,67.004 0 (t 

3,96,450 0 0 

3!),41.698 0 0 

.562,288 

456,030 

808,824 


* Auaited up to wouk eiidlug Util Fobruaty 181)1. 


FINANCIAL TEAR. 

Approximate Statement of proee reeeipte of the Maetern Bengal State Railteap. 


EIOBIPTO for WBKK KMU>a 
12fu April isoo. 

llBCBlPTB IfOK WKrK BNlUNd 
llju April ik91. 

Total RKCBirTB prom ist 
! APJtiL 1890 TO I2l’l( 

April ikio. 

Tuiai. kkcbiptb pkom iht 
A riiii isoi TO lliB 
Aiiut, isoi. 

Total 

Total 

doerouBH if 
189l'91. 

jSoaii 
milnagri 
wo Mor 

ReempU. 1 
1 

I'Hf 

1 mile 
worked. 

M mn 
mik'URe 
worketi. 

RiOlMplN. 

1 <’7 

j HH'Kf'U. 

Moiiu 

miioiiRi- 

wurktid. 

I'otalreoeiptK. 

I'er 
miio j 

Wtjrkod 1 

]ior 1 
wifk. 1 

1 Moan 
•niloHRi- 
worked.; 

rotHlrecoipth. 1 

Per 
niile 
woFK ed 
p(»r 1 
week. 1 

IbOit-Ol. 


Ra. 

Rh. 


Ita. 

III. 1 


Ua. 

Rb. 


Hr. 

Uh. 

Ra. 

Rt. 

«v747 

1,07,049 

224 

777 1 

* 2,117,1)80 

200 1 

747 

2.94.889 

197 

1 

4.?2.3S,'( ; 

273 

1,27.401 



EASTEUN BENGAL STATE RAILWAY. 

(Incci'dino N B., Dacca, K.-D., and AssAM-BiiUAit Sections.) 
Approximate Return of Traffie for week ended \%th. April 1801, on 111 miles open. 



COACniNO Tbapfic. 

MBBCnAHUlEB AND MlNEBAl 
Teappic, j 

|Othor (Htriiiiiga 
' (estimated), 
incinding 
steam*li>oal. 

Total 

earnings. 

1 TBAPPIC TBAIN-MlABa BUN. 

N iiinher of j 
luihsengi'rN. | 

llocoipts. 

Weight 

carried. 

Uecoipta. 

Coaching. 

Merchan. 

disc* 

1 Total. 

1 



Rb. a. P. 

Una. a. 

Rb. a. p. 

1 Ra. A. P. 

Ra. A. F.l 




Total traffic for tlu* week 

U1.4S.5 

7:i.il2') 0 0 

9,85,24(1 0 

90,160 0 0 

17,040 0 0 

1,90.(!2I) 0 0 

20,000 

33,451 

60.451 

Or per mile of railWH.v . 

180 1 

1 95 0 0 

751 0 

129 0 0 

t2 0 0 

226 0 0 




For provioua 10 wuekNof half* 

1 

1 








yoar .. 

2,7flH,{t;{0 

j 0 0 

9.5.06,101 0 

18.44,745 0 0 

3.011,174 0 0 

•38,57,1)32 0 0 

38.6,450 

470,404 

664,862 

Total for J7 weeks ... 

2,910,416 

1 10.90.031 0 0 

9S,8«,347 0 

10,44.106 0 0 

4,15,814 V 0 


411,490 

612,853 

924,303 

COHFABIBOS, 



i 







Fotal for oorniaponaing wioX 



i 

i 







of previous yi«ir. 

139,030 

Gt,233 0 0 

5,72.811 0 

93,731 0 0 

16,388 0 0 

1,69,362 0 0 

24,412 


63,663 

For uiile of railwoy corre.HpoiuI* 









IDg }M'riod ot provioiiH your .. , 

174 

82 0 0 

707 0 

124 0 0 

' t2 0 0 

208 0 0 




Total to oonttsponding date of i 










pntvious year . 

2,415,183 j 

12,2.1.311 0 0 

92,21.382 0 

16,79,796 0 0 

3.10,844 0 0 

.52,10,950 0 0 

378,700 

485,887 

382,687 


• Audited up to week endiiii; 88th February 18B1. 
t Hioludingatoauierearuinst. 


FINANCIAL YEAR. 


Approximate Statement of greet reeeipte of the Eastern Bengal State Railway. 


ElOlITTS FOR WERR ENltlNQ 
19TU April 1890. 

RBCXlFTa FOR vrxEEBNDINO 
13in APBIA 1381. 

TOTAt BBCXIPle PBOH lax 
APBIL 1801) TO 13TS 
APBII. 1380. 

! Total sboxiptb tbom Ibt 
APBIL 1891 TO lOTII 
APBIL 1801. 

Total 

Total 

Mean 

miluago 

vorkod. 

Reoeipta, 

Per 
' mile 
worked. 

1 

. Mean 

|inih5ige 

[worked. 

Receipta. 

For 

mile 

work«^. 

Mean 

mileage 

work^. 

Total reoeipta. 

Per 

mile 

worked 

per 

week. 

Mean 

mileage. 

i I 

Total receipta. 

Per 

mile 

worked 

per 

' week. 

inoreaae in 
1891. 

tdeoreaae in 
1891. 


Sa. 

1 

tta. 


Ra. 

Ra. 


Ra. 

Re. 


Re, 

Ba. 

Ba. 

Ba. 

747 

1,89,352 

S’i7 

777 

1,90,620 

1 

245 

747 

4,84,241 

1 

207 

777 

8,12,873 

263 

1.48,782 

i 
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BENGAL CENTEAL KAILWAT. 

j.pvrojnmatt JCeturn of, Trajte for week ended 11 <4 April 189], on 126 mile* open. 



COACHias Taairiric. 

1 

UaucnaiiPiee amd Mi»xual : 




1 

TaAr*ioTaAia-i(ii.i8 Bua. 




1 



1 

other oarnitiKN | 

. . 1 





Number of | 
paMNimfCertt. 1 


j 




(esbimatedi. 





“ 


Becflipts. 

1 

Weight carried. 1 

Keceipta. 



1 



CoRChiiifr. 1 

' Morchau* { 
dise. 

Total. 



Ka. a. 

P. 

Mug. 8. 

Eg. A. 

P. 

as. 

A. P. 

R«. 

A. P. 




Total tradlo (or tho week 

27.83(1 

0,780 0 

0 

00.038 0 

6,230 0 

0 

000 

0 0 

16,010 

0 0 

8,081 

2,600 

6.6S6 

Or per milo of railway ...! 

For previouB 14 weoki of half- 


78 U 

0 

708 0 

60 0 

0 

7 

0 0 

136 

U 0 




yoar . 

2,01,055 0 

0 

*6,50,353 0 

40,371 0 

0 

I 007 

0 0 

V,51,33S 

0 0 

48,27.3 

28,m 

70,3116 

Total tor U wneka 

44(1.308 

2,10,835 0 

0 

0,40,301 n 

55,001 0 

0 

1 1.807 

0 0 

2.68,243 

0 0 

51,858 

30,722 

82,060 

00MPABT80N. 

Total for oormipoiidiuK wook of 





3,650 0 

1 








previous year . 

Per mile of railway oorrespood* 

27,811 

%,m 0 

0 

62,732 0 

0 

60 

0 0 

13,305 

0 0 

8,345 

1,084 

5,029 


ing period of previoii. year ... 
Total to oorreepundiuK date u{ 

223 

70 0 

0 

502 0 

2» 0 

0 



09 

0 0 ' 



82,706 

previous year . 

415,275 

1,40,001 0 

0 

8,38,136 0 

45,8 to 6 

0 

761 

0 6 

1,03,288 

0 0 

63,003 

30,104 


* Anditeii up to wcok oudiugUth February 1801. 


FINANCIAL YEAE. 

Approximate Statement of grote receipts tf the Bengal Central Hailteag, 


UgcuiPTaaoK wkrk bnuiko 
12rii Apbil 18 !)ij. 

RBCKlpTe fob wrek BNDiao 
ILl'll Al-BlI, 18111. 

Total bbobi pth bkom Ist 
APBIL lull 1 Tl> 12Tlt 
AFBIL 188U. 

Total BBCRmg pbom Ibi 
APBIL 181)1 TO IITII 
AFBIL 18111. 

TeUl 

Total 

deereaso n 
1890*91. 

Moan 

nnlmge 

wurked. 

Reoeipla. 

] 

1 Tor 

1 mile 
j worked. 

1 Mean 

jiiiiieaKe 

(Worked. 

i 

Receipts, 

Per 

mile 

worked. 

Moan 

milftiure 

wurkoil. 

Total reoeipti. 

Per 

mile 

workiHl 

per 

week. 

Aloan 

mjicaire 

worked. 

Total receipts. 

Per 

mile 

worktsl 

per 

Week, 

1890*91. 

! 


Ra. 

Ua. 


Ra. 

Ra. 

1 

! 

Ba. 

Ra. 


1 Rs. 

Ra. 

Ra. 

Ka.. 

125 

12,385 

99 

135 

10.910 

135 

1 

! 126 

21,867 


88 

m 

24,916 

100 

2.959 




BENGAL CENTEAL RAILWAY. 


Approximate Return qf Traffic for week ended ISIA April 1891, on 12& miles open. 



UOAcnmo Tbaffic. 

Msbchabuiiib abp Mibbual 
Traffic. 

(H her earningsl 
(Ojitimated). I 


Traffic Tbaik-rilkb rch. 


Number of 
ptuist'iigers. 

Ooncliing 

receipts. 

Weight 

carried. 

Receipts. 

Total 

earnings. 

Coaching. 

Merchsn* 

diae. 

Total, 

Total traRIn (or the week 

26,191 ' 

Ka. A. f. I 
9,470 0 0 

Mug. B. 

76,7as 0 

Ra. A.F. 

4,8110 0 0 

Ra. A. F, 

230 0 0 

Kk. A.F. 

14,560 0 0 

1 

3.0H5 

2.600 

5,i!H5 

Or per mile ot railway . 

299 

70 0 0 

606 0 

39 0 0 

2 0 0 

117 0 0 

For previous 15 weoks of half* 
year . 

446.36K 

2,09.9.'i6 0 0 

9,4)1,391 0 

56.296 0 0 

1.834 0 0 

•2,08.086 0 0 

Ol.S.'iS 

30.722 

K2.080 

Total (or 16 week. 

473.059 

2.19,426 0 0 

10,22,144 V 

61.106 0 0 

2,064 0 0 

2,82,646 0 0 

54,443 

83,322 ; 

K7,765 

OOKFARIBOX. 


• 








Total (or oorroapondin* week o( 

22,037 

8.806 0 0 

35,84S 9 







prerioua your . 

Per mile el railway oorroapond- 
ing period o( previona year ... 

2,157 0 0 

138 0 0 

11,10! 0 0 

1 3,687 1 

2,(143 

5.7.80 

173 

71 0 0 

2S7 0 

17 0 0 

1 0 0 

69 0 0 

Tots! to oorrespooding date ot 

437,312 

1,5I.«)7 0 0 

8,71,014 0 







previous year . 

48,003 0 0 

889 0 0 

2,03,389 0 0 

60.280 

*.32,207 

88,496 


• AudUod up to wook ondiURSSHi February 1881. 


FINANCIAL YEAR. 

Approximate Statement qf grote reeeiptt of the Bengal Central Railwag. 


RIOIFTB fob WSBK XBOIRa 
unn AFBIL 1890. 

Riobiftb fob WBBE UrutBO 
18IH Afbil 1691, 

Totai, BBOitFra frok tar 
Afbil 1890 to l9rn Afbil 
1890. 

Total RKOBIPT8 FBOK lar 
Afbil 18ui to istu Afbil 
1S91. 

Total 

^' m 

X. 

Meaa 

mUeage 

workad. 

Reoeipti. j 

Per 

mile 

[worked. 

Mean 

mileaga 

worked. 

Receipts. 

Per 

■nile 

worked. 

Mean 

mlleaae 

worked. 

Total rrceipta. 

Per 

mile 

worked 

p“r 

1 week. 

1 Mean 
mileiigA* 
worked. 

Totalreeeipta. 

Per 
mile 1 
worked! 

IWP 

! week. 

increase in 
1891. 

• 

decrHitNit jQ 
I'tM. 


Ra. 

Ra. 


Bs. 

Ka. 


Ra. 

Ks. 

j 

! 1 

Rs. 

Ra. 

Rg. 

Ra. 

116 

11,101 

1 i 

so 

125 

14,500 

117 

1 126 • 

i 

33,058 

f8 

isri 

' 30,476 

105 

e,4i8 
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SUPPLEMENT To THE OA.LOUTTA (iAZElTE, APRIL 29, 1891 


DACCA. STATE RAILWAY. 


Approximate Return of Traffic for the week cmM IMh April 1891, on 86 milee open. 



OOAClIINff TBAFPIC. 

.UBncUAHnieB .inp MiitKBAi, 
Tbafuic. 


Total 

TRAVIIC TBATN-Mtl.n BUB. 


1 

1 Nuraborof 

1 paMMiuKA'irti. 

1 Coaebinff 
reotdptN. j 

1 1 

Woiirbt 

1 cirrji'd. 

1 Uooeiptii. 

(oHtiinutod). ; 

oamiuKB. 

CoBohing. 

Merohan- 

diBft. 

Total, 

total traiWo for tho wpok 

,)r por mile o( railway . 

'or provioiiH 14 wooka of half> 
yoar.' 

Ifi.iR? 

211 

Rb A P. 

B.f.70 0 0 
«I5 0 0 

03.1*70 0 0 

Kpr. s. 

12,0.S3 0 
140 0 

•4.52.300 0 

Rb. a. p. 

l.ion 0 0 
14 0 <• 

4a,!'B7 0 0 

Rm. a. p. 

100 A 0 

2 0 0 

2.2'^4 ft ft 

lU. A. P. 

C,0*’0 ft 0 
81 0 ft 

•1,40,117 ft 0 

M14 

35.817 

01)0 

in,.304 

1 

1 

i 

3.104 

K.181 

TotfllforK) wookB 

274.8X« 

00,440 0 0 

4.04,4N1 U 

4-..147 ft 0 

2.444 0 0 

1.47,037 ft ft 

»8,231 

10,004 


CoHrARiaon. 










ri>t»l for oorrosponding wcok of 

15.218 

Ps. 









proviouB j’OMr ... • . 

Per milo of niilway cormajioridinj? 

4,8 2 0 0 

21.503 0 

1,553 0 0 

178 0 0 

0.533 0 0 

t,414 

nou 

1.104 

period of previoiia ,v«ir. 

177 

CO 0 0 

251 0 

IS 0 ft 

2 0 0 

70 0 0 




folal to oorrespondmg dole of 










prorioufl yuar . 


fis.iao 0 0 

4,0!j.0,3fl 0 

3S,RM3 0 11 

2,757 0 0 

1/20,110 0 0 

1 

35,758 

13,183 

47.941 


* Audited up to wmk (‘iidiiifc I4th Fubfuary IHid, 


FINANCIAL YEAR. 

Approximate Statement ef prose receipts of the Dacca State Railway, 


RllClllPTa fOR WEEK IN PINO 

l2Tir April ihoo. 

i 

asCBIFTB FOB WKKg BBPINa 1 
IITII APUII, IWIl. 

Totat, nncKTPTa fuow 1st 

AFItll. ISnil TO U’Ttt 

Avan. IKau. 

Totai, iiKrmpTs fbom 1st 
ATRII. IS 1 TO lliu 
Atkiu lani. 

TntsI 

Total 

decrr'RRe m 
1801. 

Mean 

miloaae 

worked. 

ileocfiptB. 

: Hor 1 
mile 
woi'ked. 

Mimii 

miluaite 

worked. 

RoraiptB. 

Per 

mile 

worked 

Mem 

WiM keil. 

Total receipt b. 

1 1 

Her 

mile 

worked 

per 

wifk. 

Menu 

mileiiKe 

worked. 

Total PHOeipiR 

lN‘r j 
mile ! 
worked 
per 
wei'k. 

1801. 


i 

Rb. 

Kr. 


Ra. 

R<. 


1 

Rs. 

Rf). 


Uii. 

Rs. 

Kk, 

Bb, 

Sfi 

0,533 

7« 

80 

• 0.020 

j I 

80 

11.835 

eo 

80 

11,417 

60 


418 


DACCA STATE RAILWAY. 

Approximate Return of Traffic fur week ended 18M April 1891, on 86 milts open. 



OOACHiBa Traffic, 

Ubrobanpisk aku .Uinrrat, 
Traffic. 

other OfiruinffM 
(eatiinated). 

Total earDiuNR. 

1 Traffic Traib-niui, bub. 

Number of 
IHifwenKora. 

Of^iebirtf^ 

roeeiptn. 

Weight 

oarried. 

Reoei pU. 

1 

1 .. 

Kg. A. P.| 

970 0 0 

11 ft 0 

46,100 0 0 

Ooaohinir. 

Morohan* 

ditie. 

Total. 

j 

Total trafllo for Hie week 

Or por mile of railway. 

for previonn 16 weuku of half* 
year .. 

Total for 16 weeka 

16.622 

16.3 

274,816 

Ks. A. F, j 

e.siH) 0 n 

7!l 0 0 

M.497 0 # 

Mdb. a. 

10,6<>1 ft 

m 0 

4.61,411 6 

R», A. P. 

300 ft 0 

4 0 0 1 

2.540 0 0 

Hb. a. p. 

7,070 0 ft 
88 0 ft 

•1.47,140 0 0 

C.IKIO 

38.231 

j 

574 

19.S94 

8,174 

•»»... 

68,m 

261,418 

1.06,707 ft 0 

4,76,08T U 

46.070 0 0 



40.831 

20,008 

31,300 

COMPABISOB. 










■Fatal for oiitTe«ponrting weak 



j 


i 





rtf previ uiB y**ar . 

14.216 

4,418 0 0 

21.622 0 

i.ono 0 0 

307 0 0 

0.216 0 0 

8.414 

600 


Per mile of railway correspouda 










inti: iiftriod of previous y or... 

166 

51 0 0 

250 0 i 

so 0 0 

10 0 

72 0 Q 




Total to eornwpoucimK leii M of 









. T,l 

previouM year. 

291.212 

IT, BOS 0 0 

4,50.157 0 

4(1.573 0 0 

3,se4 0 0 

1,51,554 0 0 

35,178 

13,873 

61,043 


* Audittnl up (9 wwk ending 28tb February 1881, 


financial year. 

Approximate Statement of gross receipts of the Dacca State Railway, 


RRQX1FT8 POR WERE KNUINO 
mu April isoa. 

BRCNIPTS por WSKK RNPtNa 
isrn APRIL i8»ia 

ToTAt RRCBITTB FROM iBT 
Afrileisou to IOTH 
APKin I8IHI. 

Total rbcbifts from Ist 
April iboi to lora 
April isui. 

Total 

Total 

^ean 1 

aiileafrei KecftiptB. 
fr >rRM.i 

Per 
' mile 
worked. 

1 

1 

Mean 
milegge, 
worked. 

RoceiptB. 

Per 

1 mile 
worked. 

Mean 

mileayn 

worked. 

TotsI romipts. 

Per 
mile 
worked 
per 1 
ww-'k. 1 

Mean 

mileags 

worked. 

Total noeipts. 

Per 

mile 

worked 

per 

week. 

1890. 

dBcreage in 
1890. 


Bs. 

Ra. 


»*•- 

Rf. 


Ra. 

Ra. 


Ba. 

Bi. 

Be. 

Ba. 

M 

S,il6 

73 

B6 

7.670 

88 

86 

1 

18,050 

TO 

i 

86 

18,087 

74 

037 
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SUPPLEMENT TO THE CALCUTTA GAZETTE, APEIL 29, 1891. 


NALHATI STATE llAILWAT. 


* 

Apprusimate Return of Traffie for the week ended April 1891, on 27} miht open. 



CoscHiao TKarvic. 

MxEClIAkPlail AND Himbbai, 
TKAiric. 

Other eaniingH 
iestimated). 

Total 

eurnmKS. 

Tbabbic TBAia-uuBe bob. 


1 

1 NtiDibarof 

1 pasBoiiKera. 

CoachitifC 

i*eceipu. 

Weight 1 
carried. | 

1 Eeeeipts, 

('oachint!. 

Herohau* 

dise. 

Total. 

! 

Total tralBc tor tha week ' 

S.081 

Rs, A. r. 
1,050 0 0 

Hpn. 8. 
4,132 0 

Us. A. V. 

0 0 

Us. A. P. 
10 0 0 

Rf. A. P. 
1,380 0 0 

370 

626 

i 

i RB6 

Or per miJo of railway. 


Hit 0 0 

162 0 

12 » 0 

10 0 

63 0 0 

For previous 14 weeks ul half* 









jear. 

*S4,SI2 

S0.4(M 0 0 

•1,18,372 0 

7,311 0 0 

230 0 0 

♦28,145 0 0 

7,oi:i 

0,122 

13,155 

Total tor IS weeks 


21,451 0 0 

1,62,604 0 

7,831 0 0 

240 0 0 

0 0 


0,(117 

14.030 

OoKFaKieoH. 










Total lor oorrespondiiig week of 




571 0 0 






prHViOUS year . 

3,247 

1,174 0 0 

9,492 0 

sno 0 0 

2,101 0 0 

642 : 

384 

920 

Permileof railway eorrastiondii.g 
periutl tit previous year 

119 

41 0 0 

349 0 

21 0 0 

13 0 0 

77 'o 0 




Total 10 oorrespuiidiUK date oi 










previous year .. 

Hum 

17.6S8 0 0 

2,02,964 0 

12,283 0 0 

2,009 0 0 

32,039 0 0 

7.792 

7.546 

15,338 


* Auditod up to weolt endinK 1-tth February 18dl. 


FINANCIAL TEAK. 


Approximate Statement of gross reneipts of the Nalhali State Railway. 


RBC81PTB FOR WBRC ENPlN(f 
12TU APRIL 189U. 

ItBCKirTH pen wbbk Buoiira 
lint Ai’Bii. leUl. 

TOTAt RBCBlPta PSOM 18T 
Aruil. IWMI TO 12IH 

APKII, 189U. 

Totai, HKORIPTU prow Ibi 
APUII. imi TO IITU 
Aphii. IH9i. 

Total 

Total 

Mean 
mileage i 
w >rked. 

Rfceipts. 

I*er 1 
mile 
worked. 

1 

Mean { 
iiiilpnge! 
worked,] 

1 1 

Receipts. 

■ Per 
mile 
worked. 

Mean 

mileage 

workud. 

1 Total receipts. 

Per 

mile 

worked 

r>er 

ww'k. 

Mi'an 

iiiilcage 

worked. 

j j 

! Total receipts, i 

1 i 

Jvr 

mile 

worked 

|K-r 

woiik. 

iiirivuMi) m 

1891. 

dcrrciiMi io 
1891. 

27J 

RiS. 

Its. 


Rs. 

Ul. 


K>. 

Rt. 


Bs. 

Us. 

Bs. 

Us. 


1 2.101 

77 

j 27J 

1,3-80 

62 

S71 

_1 

8.320 j 

01 


2,153 

39 


1,174 


NALHATI STATE EAILWAT. 

Approximate Return of Trafie for week ended 18<A April 1891, on 27} mites open. 



i 

OoAcniHG Traffic. 

MBROBABUIBB AWD UlBBBAl, 

Tkappic. 

Other aarniiiRN 

Total 

TRAPPIC TUAIB-XIIKB BUB. 


Number of 
pamoneerH. 

Coaching 

receipts. 

Weight carried. 

Receipts. 

(estimated). 

earniiiKS. 

Gimchiiig. 

Mcrehan* 

disc. 

Total. 



Rs. A. F. 

MD8 . b. 

SB. 

Kb. 

Ks. 

, 1 



Total trafAc for the week 

2.87.'. 

950 0 0 

4,300 0 

301) 

10 1 

1,200 

600 

400 

004 

Or per mile of railway 

98 

86 0 0 

100 0 

11 

.. 

4ii 




For previi ub 15 weeks of half* 




7,923 

2 U 





year 

67.623 

, 21,124 0 0 

1,62,604 0 

•29,291 

7,3H3 

0,(U7 

U,030 

Total for 18 weeks 

00,298 

22,074 0 0 

1,66,801 0 

8,123 

2.14 

SO.rh'il 1 

7.m 

7,047 

14,930 

OOMPAEISON. 















16 

l.HHtl 

1 690 



-d previous year. . 

Per mile of railway correspond* 

3,090 

1,221 9 0 

fi.on 0 

642 

439 

1,086 

113 

4S 0 0 

353 0 



00 




big period of prerinus year ... 

24 



* . 

•IB.M 





12,824 

2.083 

3;i,925 

8,388 

7,886 


previous year . 

52,853 

18,916 0 0 

8 ,12,SSI 0 

18,37 


* Audited up to week ending kiltli February I8V1, 


FINANCIAL YEAR. 


Approximate Statement of gross receipts of the Nalhati State Railway, 


SlOBiPTB FOR WKBE RHnllia 
Ul'U AFBII. 1880. 

Kbckiptb for week KirPiKa 
18TII April l801. 

Total bxcbifts from ibx 
April 1880 to ibis 
April iS90. 

Total RBCKtPTs prow Ibt 
APRIL 1891 TO ISTH 
APIIIL 1891. 

Total 
iocresse in 

- ^ 

Total 

B 

Reeeipta. 

Per 

mile 

worked. 

Mean 1 
inileage 
worked. 

Beoeiptt. 

Per 

mile 

worked. 

Mean 
miles ge 
worked. 

Total raeeiptB. 

Per 

mile 

worked 

per 

week. 

Mean 

mileage 

worked. 

Totalreoeipts. 

ror 1 
mile 
worked 
|H*r 
week* 

1890. 

• 

1890. 


. 1 

Ra 

Rt. 


St. 

Sa. 

a 

St. 

Bs. 


.Sa, 

Ba. 

El. , 

Bt. 

»7J 

1,888 

68 

27i 

1,231 

M 

171 

6,818 

64 

271 

3,412 

42 

«a..*a 

1,800 
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SUPPLEMENT TO THE CALCUTTA GAZETTE, APEIL 29, 1891, 


BENGAL AND NOETH-WESTERN EAILWAT. 

(Inolcdes Tiehoot State Bailwat.) 

Approstimaie RttArn of Traffic for the toeek ending Wih April 1891, on 706 miles open. 



GOAOUINO TBAiriC. 

UaitcHAiriasK AND MiakKAr. 

1 TaA7FlC. 

Other narningN 


I Tba»iictbaih-iiii,«. bvh. 


Number of 
pasHengers. 

CfMtching ' 
receipts. 

Weight 

carried. 


SI llfl,. IfC.i ). 

iiicluding 

steutu-buat. 

earnings. | 

1 Coaching. | 

Uercltan* | 
dise. 

Tom 

r ttel traffic for the week on 705 

87.710 

Rn. 

ao.oro 

Ml)4. 

D,22J'30 

1 

1 

Rs. 1 

70.070 1 

Rs. 

ll.OW 

Ru 

i.so.i'so 

12.441 

16,764 1 

(a) 29,205 

>r per mile of railway . 


55*42 

740*47 

91130 

i:> 66 

170*47 





67.32,390 

7.15,890 

1,12,430 

13,71,150 




year. 

1,1CD,180 

5.15,890 

172.021 

814,070 

886.703 

• 

Total for 142 weeks .«» 

1,2.’56,590 

5.51.060 

62,54,420 

8,i5.imo 

*1.83,470 

11,94,330 

1S 4 Mo 


415,008 

OOMPAKIHOK. 

Audiletl fifjnrvit. 

A 









*ola1 for oorrmpuiMimK week ftf 



1 







previous year on 619 idiIcm 
open. 

ft.n,623 

33,398 

(h) 

58,5.05 

0,4S2 

1,(11,475 

0,669 

18,653 

8*(,S2a 

mile of corrohpouding week 



661*13 

00-‘2S 

1 14*61 

156':1j 



of previous .veiir. 

131 96 

51*46 


. 





(6)55.80.550 

7,90,275 

! 1,13,267 





provious year . 

1,282,820 

5.78,21« 

14.87,768 

141,010 

265,073 

409.WS 


* B(cnin- 1 ) 0 at earnini^B for tho week 
iiilto ditto to date 


Us. 0.410 
],o&,4yo 


Noth.—’A jodhyo bridae earuitiirs for tho w««k cash 
Ditto ditto to date 


Uh. 1,030 


(«) Twiin milPHiTH ni;iirPN for tho week.;—• 


Bengal A N.-W. 

liriioot Seetiou. 

Coaching 

... 6.(Ki7 

6,314 

Goods 

8.or3 

8,692 

Total 

... 14.169 

15.036 

(6) Approximate figures. 



FINANCIAL YEAL. 


Approximate Statement of gross receipts of Ike Bengal and I^orth^Western Railway, 


tlCBTPTS FOB WEEK 681)1110 
mu April 1891. 

Rbcbii-t. .ok wkke bbiiiho 
18711 ArUlL 1800, 

i Total rkcxipts prom ibt If 
AF&TL 1891 TO llTil 

1 April ism. 

Total RBcxirTt* vrom Ist 
April ikoo to 

12T11 April imo. 

Tot.) 

Mean 

milesgo 

worked. 

Eeoeipla. 

Per 

mile 

worked. 

Mean 

mihmec 

wurKed.: 

Reoeipts. 

Per ' 
mile 
worked. 

Mean ; 
mileogi- 
worked 

Total reoeipts. 

Per 

mile 

worked 

per 

wnt'k. 

Mean 

mileage; 

worgeii.: 

1 

Total reoeipts. 

J*or 1 
mile 
worked 
per 
week. 

increase in 
189U-91. 


Bs. 

Ba. 



Rs. 


Rs. 

Rs. 


£U. 

1 Rs. 

u«. 

705 

1,20,180 

170-47 

610 1 

1.01,475 

150-35 

705 

1.H0.490 

163*92 

649 

l,7G.B>fl 

158*84 

1 3,?C4 


Coaching 

GtHxis 

Othvr earnings 


KarniniCH of B, and N.-W. S»>rtion. 


Week ending 

Us. 

... 10,720 

... 

7.410 


Week ending 12-4>00. 
Be. 

10,010 
211.076 
C.126 


Total ... o:i,720 


00.212 


ICariiinffA of Tirhnot. Renlton. 


'Week oiuiiag ii.t.01. 
H‘<. 

22.850 

80.610 

9.000 

50.460 


Week ending 12-4-00. 

Ita. 

I7.3rt8 

20,519 

4,656 

51.269 


Toul 

deoream- in 
1890.01. 


iU. 


Biuited and pubiiahed by Eswih liOBBia .Lewis, at the Printiii); Office of the fieogal Secretuiat, Writers' Buildings, 

in the City of Calcutta, 29th April 1891. 
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426 Hefferaa, Assistant Examiner, Ist grade, Office Koilah Gh&t Street ditto 

of Examiner of Ordnance Accounts, 
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442 Hiuton, W ... AuitUnt, Great Eastern Hotel ... Orest Eastern Hotel Co ... Christian 

443 Hobbs, H * ... Assistant, Harold & Co ... 3, Dalhonsie Square ... ditto 

%'*444 Hodgen, 0 ... 2od Class Clerk, Military Department 6, Esplanade Row ... ditto 

445 Hodgen, E ... Assistant, Harold & Co ... 3, Dalbousie Square ... ditto 

446 Hodgkinson, C B ... Assistant, Caledonian Steam Printing 56, Bentinnk Street ... ditto 
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miner of Public Worka AccountSi 
Bengal 
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Photographer, Photographic 
Lithographic Office, Snrre 
India Officea. 



519 Lamborn, C W ... Atsiitant, Fiulay, Muir & Co ... 21$ Cauniog Street ditto 

620 Lauglois, T ... AMutaot, Ralii Brothm ... Clive Row ditto 

521 Larsen, J A ... Assistant, Branch Department, Bank Strand . ditto 

of Bengal. 

522 Lauder, R D ... Firm of P Harlejr & Co ... 10, Lall Bazar ditto 

523 Lavalette, J A ... Assistant, G E H Co, Ld ... G E H Co, Ld ditto 
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mnut. StyU or CalUng. Benienee or plaet <f Bunnau. 
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555 Lake, James (Jr.) ... General Manager, Victoria Jate Co, 10, Clive Row ... ditto 
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574 Maclean, H F ... Inspector, Mnuicipal Office ... 4, Mnnicipal Office Street ... Christian 

575 Maoleod, AW ... Engineer, firm of John Fowler & Co 5, Mangoe Lane ... ditto 

(Leeds), Ld. 
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939 Topping, A ... Assistant, Macneill & Co ... 1 >2, Clire GMt Street Christian 

940 Tosh, CW ... Assistant, Hoare, Miller & Co ... 38, Strand ^>tto 

941 Townsend, F, , ... Horse Dealer and Commission Agent 38, Dhurrumtollah Street ditto 
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[851 Sircir, Okhoy Cooma; Clerk, Office of Private Secretary to 6, Council House Street 

the Viceroy. 

.852 Sircar, Ram Daa Saperinteudent, Comptroller-General’s Treasury 
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38 Cloete, H N 0 . Executive Engineer, 2nd Calcui Writers’ Buildings Christi 

Division. 


( m ) 


a 

et 


(4 


3 S 

no 


O O O O O 

^ ^ ^ 

^ ^ ^ M ^ 

■ PM »PM apa mpm 

^O ^3 *"0 


O O O OOOOO^Oo 

• ipi^ •p^ 

i^ no *T3 ^O ^3 ^3 ^3 ^ T3 


•S 

fl 

ea 


M 4> ^ 

00 ^ rs 


bO 

.0 


0 

OQ 


CO 




v 

0 


oo 

s 

O S» 

« a S* 

I ^ “5 

a » d 'O 

gj O H 

0 p Of 

P „ 

do 


o 


cfi 
do 

o o 

:S O ^ ^ 
O h4 a 


•» •>. (O 

m o) o» ^ 


0 

o 

GQ 


0 •» 

® bfi 

r? 2 

® ^ 5x3 

s .s 

« 0 
Oi p pq 

zz \t 

»« p »- 

'5 o S 


LO 




0 


CO «> 


o 

0 

p 

a; 

o 

60 

g 

CO 


«0 

.0 

O 

o 

> 

O 

of 


Q> 


(Xi 

Qi 

► 


0 


0 

o 


p 

o 

03 

'O 

0 


^ 5 M 0 M 

33 S S3 p P 

CO i ^ i i: 

CQ PS - 




0 

► 


DO 00 CO 


o o -3 00 

W CO CO 


03 


>» 

0 

0 

0 

12 

*s 

u 

04 



of 

44 


OB 

ftfa 

0 


a 

o 

5 



O 

O 

ftfa 




£Q 

(4 

JS 

T 

0 

g 

*0 

P 

S 

P 

43 

S 

*0 a 

b o 

o 

^0 

6 

«M 

O'S 

«M 

h*d 

o 

9 > 

o 

O 

a 

tm 

0 tfa* 
§•« 

a 

k< 

g 

£ 

0 

n^n 




6 


►s 

h:9 


M 

0 

0 

M 

c 

p 


0 


0 

0 


0 

P 


E ^ S 


o a 

s 

<^ .s 

^ JM 

tr o 

1 a 

^ •s 

S §3 
s s 


s 

JS 

J3 


'O 

Vi 

3 


a 

b 


0 

U 

"(d 

u 


o 

U 


i <« S 

® « J 
g. & 
0 


0 

0 m 

p 

- 0 
P O 


o 

O 

0 

P 

»i« 

O 


B O s - 

s *5 s:s 
s 8S 

£ H 


o 

o 

•a 

a 

‘S 

d 

u 

M 


^ s 

"S *0 

g g 

£ k 


o 

O 

c^i) 

.2 

^ o 

0- «« 
0 0 
O 0 

-s J 
— « 
o c5 

O *8 

g g 

s a 


S a 

^ 0 hi 

PS 43 ® 
. . P^ ns 

!5 {§ 


M 

•s P 
fri 0 

■2 ^ 
*0 IH 

^ r-? 

< o 

>Si ^0 

o 

g. S 

n £ 


O 

S3 

•t 

a 

s 

m 


O 

O 

di 

a. 

o 


E 

o 

ta 

<M 

o 

•B 

b 

£ 


aa 

J2 o' 

3= p 

i § 

o o 
U O 


a> o 

CQ i^l 


b) 

CD 


d 

o 


u 
du 

S ^ 
o o 

U O 


J .s -sT 

a fc 

0 s 
U O 


CO 

-pi ^ 


3! 


o 

(fa 


O b. 


g- 

d 

a (§ 


«i 

CO 


O 


T5 

s. 

0 

8 

•« 

P 

■1 

0 

o 

m 

■g 

0 

► 

‘g 

P 

•g 

p 

Q 

P 

Q 

Q 

Q 

Q 

$ 

pi 

$ 

Oi 

yp 

o 

lid 


CQ 

O 


d •» 9 • **' «* 

o 'd d « ..A 

4 ? 5 P S» ? *1 


0 

o 


g 


0 .b 

o J< 


0 

0 

n 


M eo ^ >0 (O 

tQ la lo to to 





( ios ) 


o 


na 



o 


na 




O Q O o 

.tJ -ti ^ 

^ ^ ^ ^ 


o o o o o o 

•4» 

jW ^ ^ 4 _| W ^ 

•T3 ^ ^ ^ ^ 


o 


O} 

49 

> 


u 



o 

O 


0 

pa 

o 

o 

a 


OQ 


PQ 

«9 

0 

u 

09 


CO 

o 

»iri 

0 

K 


o 

60 

0 

0 

03 

CO 

0 

o 

k3 


^ O? 


o 

U 


►» 

a 

CO 

90 


o 

a 

=i 


09 

,39 

0 


o 

Ph 


o 

O 

*<3 


0 

1^ 


to 

0 

0 

.9^ 

O 

0 


o 

a 


o 

a 

tm 


o 


'ti 

0 

0 


CO 



o 

o 

09 

Vp 

CO 

0 

0 

0 

1-0 

Kiri 

eS 

N 

0 

*5 

D 

C9 

sS 

s 

0 

0 

0 

S 

'D 

0 

O 

P? 

■4-» 

0 

0 

h* 

■4-» 

CO 

«V 

.9 

s 

*5 

-5 

09 

> 

o 

o 

tOB 

0 

a 

CQ 

09 

0 

'D 

0 

0 

0 

.t 

00 

*\d 


o 

0 

0 

"rt 

a 

£ 

0> 

'4-» 

*«F 

’3 

*« 

0 

*0 

Kk 

'4-» 

GO 

o 

Kk 

0 


o 

cq' 



itT 


GO 

CO 

o 

ps 


1 

* 

• 

o 

. 

• . 

. 

U4 

• 

t 

O 

I 


’ 

0 

04 



eiii 




0 

a 



«> 

o 

0 

o 

o 

U 



a 

0 

euo 

F0 

4.* 



**1 

O * 


0 

0 


0 


*<-* 'TS 

0 

K« 

P 

0 

"o 

H 


S o 


e n 

2 6X» 
O 0 

Os g 

0 M 

>« 

o 

< 

UO 

%m 


CJ 

o 

a 

Q® 


0 

0 

0 


oT a - 


C4H 

Ni- o 
<3 .Iri 
<u a 
T3 a 

g« 

leT 

0 

a 

0 

90 

rs 

*3 

0 

04 

p>r 

3 

O 

'4- 


0 0 

£ s 

00 fc— 

0 

o ^ 

k. 

0 

ta •> 

Q <4.* 

"C ® 

« S 
a. S 
a 

t» 

«*« 

o 

a 

S 

o 

o 

tn 

0 

OH 

o 

H 

PM 

0 

0 

CO 

*3 

Vi 

< 

ditto 

*o *0 

B a 

tm ^m 

s s 

CH 

C9 

a 

H 


0 

c,* 

0 

a 


0.1 

*Sr/ 

9) 



: 

: 

• 

• 





tf> 

0 

o 

O 




0 

0 

JiS 


w 

u 

JS 


0 

0 

0 

'a 

CO 

Ts' 

o 

o 

In 

_a) 

S 

o 

o 

H 

3 


& w 

c^ •♦r 


£.2 

■^.2 

0.4 

13 

a 

0- 

O 

.0* 

0 

0<l 

o 

H 

0 

O 

Ni^ 

nu 

Km 

O 

0 

0 

5 

o 

0 

■*a 

0 

4-* 

_0 

0 > 

O i 

" a 

a 

H 

a 

H 

a 

H 

a 

Urn 

H 

0 

Op 

F4 

U4 




CO 


0 

es 

PQ 


tt 

o 

PC 


c 

C3 


PQ 


a 

o 


O 

If 

w 





u 

< 


0 

► 

■T3 

a 

w 

nc 

0 

fD 

o 


QO 

0 

CJ 

•T 

0 

e? 

oT 

«M 


M 

« 

o 

.2 

►. 

15 

‘130 


Pm 

(Xe 

O 


QO 

09 

O 


ID 

ID 

ID 

«o 

oo 


0 

J3 

a 

O 

»-9 


'O 

rjs 

0 

a 

g 

rS 

V 

3 


O 

d 

• 

GO 

CD 

CO 


pa 

<J ^ 


49 

0 

O 

» 

na 

0 


09 

0 

o 


na 

3 


CD 


ID 

CD 


Firv 


w 

a 

HH 

1 

• 1 

55 05 


o 

o 

03 

i« 

a 

a 

0 

A 

0^ 

ja 

k. 

0 

0 

’S 

Ts' 

H 

n 

4^ 

0 

•*0 

H 

o 

O 

•f 

O 

0 

k 

0 

r»4 

W 

k* 

a 

• '*9 

4m 

"0 

» 

0 

a 

CO 

is. 

00 

09 

o 

fH 

CD 

CO 

CD 

CD 


b« 


1^ 

P4 


a 

o 


S 

es 

a 


o» 


m 

hQ 


a 

-S 

ra 

a 

IS 

a 


eo 

In. 



a 

o 

"a 

es 

a 


at 

9 


cS 

a 


Nj. . nO 

1^ In 






( 106 ) 


M 

m 

H 

P; 





O 

•5 












w c *- 

*io Jr 


«kO f 

S CO 

^ h 

cs 

® S 

« m 

0S CQ 

■« .2 

a w 

a ^ 

o 0 ) 

o Sr, 


CO 

0) 

00 

o 

S 

■e 

0 

c3 

'O 

O 


50 

a 


^3 M 


0 

n 


u 

& 

a 

a 

o 

O 


tn 

50 

•4-> 

0 

0 

»■ 

»■ 

0 

0 

cr 

4» 

V 

%» 

o 

p 

0 

0 

CS 

•♦A 

o 

V 

o 

p 

g 

*3 

02 

crj 

eo 

0 

«B 


> 

• *■« 

§ 

u 

0 

u 

00 

§ 

► 

U 

•h 

CO 

o 

OO 

CB 

§ 

0 

C9 

o 

u 

o 

eo 

cB 

o 



o 


eo 

oT 


00 

P 


Ob 





. 

• 


• 

. 


. 


I 

z 

• 

M 

« 

* 


* 


ai 

«a 

a 


S3 

cq 

b 

0 

s 

O 

ftK 

H 


O 


'O 

0 

a> 

a 


'O 

0 


o 

'a 


^ '75 

► pCa 

k u 


O 

a 

*0 

0» 

CO 

O 


TS 

0 

V 

ac 

02 

9i 

► 


® S *r ft 


o o 

a a 

.b *• 


§ 

00 

■ 

s 

< 


o 

o 

1 


o 

a 

»- 

s 


o 

a 


~ 'H 


o 

a 

•S d 

{i^ O 
^oB 

fl 

S't) 
.S § 

s» 


'O 

o 

p 

b 

« 


a 

i-i 


a 

o 


o 

O 


■a «» 

"o « 

s ‘c 

s ^ 

^ ►a 

OO 

« K 

^ 0 

04 q 

i!: — 

H q 

ts OM 

jS O 

§ g 

M ;r« 

03 


O 

O 

cB 


a 

o 

Hi 


o 

S <B 

t>^ 

04 

H 

cB 

a 
o 

Si 
'8 
ft 


0< 

'a 

B 

ft 

oT 

e 

o 

ft 


o 

U 

<B 

B 

01 


e 

ft 


O O O 5 

g g g 'S 

M b >4 S 

i» fa Pm ^ 


Qu 

B 

o 

O 


0 

V 

TO 

0 a> 

■co 

S-i 

“S 

ii 

s 


o 


ft 


a 

o 


00 



a 

_»« 

fa 


u 

U 

« 

B 

M 


«> 

e 



a 




d3 



P 

O 

> 

B 

.a 

1 

ft 

ft 

a‘ W 

fa 

4> 

►? 

si* 

& 

'S 

B 

•B 

a 

« 

B 

0 oT 

•s. ^ 

sa .54 

§ 

*3 

ft 

s 

ft 

ft 

w 

Vr «*■■ 

a ft 

ft 



s 

a 

b. 

W 

81 

82 

eo 

« 


o 


ft 

O 


ft 

e- 


C? 

g 

*> 

«« 

■B 

ft 

P 

a 

& 

«> 

s 

sT 

m 

W 

ft 

’8 

i 

» 

o 

» 

o 

a> 

0 

8 

ft 

ft 

a 

a 

Q 

M 

S 

>o 

00 


to 

OO 

S 

a» 

00 


90 Jack, T P Supemtendeut Loans, Bank S 'and ditto 

Bengal. 








C lor ) 


2 3 


I I I I I Hi i i i i i ^ 2 i 2 2 

Tj'C'O ^i5;S n3;;;TS -5:S 


5 S 

1 g 

o 

U U 


** ® 

« 2 

u £ 

2 CO 

CO „ 

v » 

* s 

- g § a 

« s a ~ 

i '=^ - -s 

to c *3 H 

- — o g 

- — S r*? 

M ca o U 

as f»« o 

^ in 


fio c 

^ BB •« 

^ ^ o S 

O U n *413 

fiS C 09 o 

« fl 'S pi4 5 

► S S cj 

:= c 5 s 

^ p 5 

S' ^ s 

2 - « 


g » 

s ® 
^ s 


S 2 


02 

® ® 
QA so 

«j 2 ? 

a O 

« « as 

=»' .-3 

CO 3 S 

o o 
So > g 
2^6 
O F-4 

o k1 ^ 


C2 

a > 
0 ? 

,2 

S a 

b£ o 

0 ‘p^ 

A •* 

s Is 

iO ^ 
W 05 


o 


0 

0 

o 


O 


■XJ 

0 P 

a 




hH 

c;^ 


fm 

02 

fl 

.5 


^ "a • 

•2 J t* 
0 ) 
O *0 

0 

O 

d 

O 

CO 


b..S o 
t: s U 3 

1 

0 

-a 

ib 

02 

0 

02 

pM 

0 «pp 

-S g 8 

s 

a 

»a 

a 

JS 

o 

gag 

bc 

a 

pv 

0 

Hs 

pq 

02 

cgm 5 

. fi 



o 

a 

0 

0 

»Q 

^ OB 

g 

3 &<§ 

ftT 

0 

bo 

0 

0 

3 

m 

u 

O 

M 

S*<ft 

< 

0 

0 

S 

•pp 

0 

0 

< 


09 s 

fl 5 

l“" « 

S S ^ 

ss 

•o § 8) 

a S S 

c< s 

i£: 13 


0 ii* 

'S ® 
1.1 
S m 


ca 

a o 

JJ O 

CO ^ 


^ S 

■S o J 

go iJ 

tg 8 w 

g ^ 

p a o 

» S S 

a <2 g 

« ^ .5 

O Cm 


" u 
2 ^ 


^ u 

g « o 
2 «« rg 
TS O O 

S “ « 

o 5J o 

>-5^2 

•S o »: 

° « S 

I 1-5 

Pi 


'-' o 

S' 

g «« 

■XS bO 

*fln 0 

e ’► 

pH pq 


p m 
Ph ^ 


0) 

02 

o 

'V O 

g otj 

^ -M 

g •- 

O Im 

'v eS 

S o 

^ *r 
V. a 

o P 


IM < 


^ CQ 

S O 
2 

•S .2 

■s ^ 

n c 

•a 

o o 


3 N 

a> a 


•-* ft 

2 ^ 

3 i « 

« S M 

^ £ fl 

« ^ »S 

M M t>4 


ra (§ 
Ph «r 

■« F0 

M bP 

.2 B 


^ S 

<iP § 

•> •, 

JS JS ^ 

• "3 •. 

nd 'O «• 

a a a 

4 J 3 


h ca 
o P* 

CJ 


W d 


hp la CO CO 

oo oo o> oo oo 


g 

g 

0 

s 

0 

p« 

m 

0 

» 

0 

0 

Pk 

2 a 

5 I 

0 

0 

ft 

p 

ft 


ft J 

CO 

p 

«p 

o 

SOI 

901 

107 

108 


o 

M 

pu 

o S 

^ s 


n -J 


% = 
► p 



I,yall, 11 A ••• Firm of Lvall, Marshall & Co 25, Mangoe Lane Christ an 

113 Lyell, (t Firm of Macneill & Co .2, Civil Ghfit Street ditto 


( 108 ) 


OL 

M 

•4 

X 

to 


5.255-2 ® ®5o o o o 

.ti .t5 .*5S .t5 ti .tS .tJ 2s S 

T3T3^T3't3p(3e^ro;5;g;g;5 


c^oooooooo 

*'t3 *•* .'*' .■** rti ^ 33 ♦S 


CO 


CO 


di 

di 

cn 

a» 

C8 

M 

oT 


M 

&« 

0 

0 

0) 

*0 

0 

0 

0 

rt 

o 

p3 

o 

03 

0 

cr 

a» 

•4-0 

t» 

0 

.s 

o 

0 

to 

0 

O 

Cni 

iP 

M 

0 

0 

0 

0 

0 

0 

.2 

'S 

M 

b£ 

jj 

*0 

G 

□ 

CN 

pH 

HH 

0 

JS 

O 

to 

H 

• M 

O 




tC 

oo' 



9S 

3 

n 


sS 

»7 Q ,2 

2 js 

O -*« rs 

-i3 iS ^ 

=1 ^ 


es 

0 

cn 

di 


^ 2 


C« 


a> 

Sr; 


CO 

o 

«a 

0 

O 

K 


o 

0 

0 

o 

U 


to 

a 


CO S 


0 

a 

0S 

u 

o 

to 

s 


C0 

JS 

o 

0 

o 

(O 

c 

0 


0 

CQ 


0 

o 

w 


0 

0 

cr* 


CQ 


a> 

a 

- I 

Cl eo eo o» 





bfi 

C/J 


O 

03 

o 

o 

03 

0 

0 

03 

.2 

'to 

o 

0 

.2 

*3 

•M 

0 

O 

*eo 

to 

*0 

0 

o 



O S 


Q 

a . 


00 


o 

CJ 


*3* 

s: 




o « 

■W «4>M 

:0 o 

W ^ 


a 

CJ 

0 

0 

o 


a 

»i 

£ 


0) 

0 

dJ 

sa 

a 

O 

a 


0 

<1 




bb 

bt) 

CP 


CO 


u o 

C3 0 

^ •—« 

't; 

O O O O 

a B a a 

s aj s 


a 

O 

•xj 


h 



• 

• 

• 

• 

: 






9) 






03 

0 




o 


o 

a 



•f. 

si 

Q 

PS 

►■s 


Ck 


U 



0 

jo" 



o 

0 

0 


«3 

«-b 

0 

br> 



0 

o 


a 

o 

*0 

0 

Im 

u 

a 

0 

a 

0 

13 

O 

13 

*S 


0 

0 

0 

0 

o 



0 

0 

0 

0 

0 

0 


l< 

*9^ 

►f 


•M 

*4 

4<S 

kf3 

CO 


00 

a 

o 






w 

M 


rt 



F-< 



a 

to 

CP 

Cm 

O 

a 


► 

0 

-M 

0 

0 


m 


>• 

0 

•4-9 

0 

0 


0 

< 


0 

bfi 






o 

o 

o 



TS 

0 


9) 



o 

0 

u 

O 

dii 



M 

<*-4 

CJ 

1-4 



O 

0 

da 




o 

U-, 

J3 

M 

o 

O 

QS 

d^ 

« 

04 

o 

00 

•p 

o 

4-4 

M 

o 

O 

M 

a 

0 

a 

0 

'T3 

o 

« 

0 

cid 

M 

H 

0 

0 

0 

jo" 

jj 

o 

0 

*3 

0 

O 

0 

•M 

0 

0 

•-H 


•id 

0 

PQ 


w -13 

So 


O 

O 

i4) 

*0 

a 

(0 

s 


o 

o 


a; 

o 


ns 

a> 

fc-. 

ti« 

Q 

•ts 

0 

0 


o 

u 

O 

CJ 

0 


CJ 


0 


0 

t 


0 

</> 

"3 


0 2 
bx»^ 
<! 


C o 

a a 

h ^ 

Ut £ 


a> ^ 

fiO 0 

0 C^ 


Cm 0 

O 0 

_ ■4-» 

a .s 
.b s 

< 


o 

U 

da 

0 

-2 

CQ 


di 

ir 

a; 


a> 

u: 

C4H 

o 

a 

fc* 


o 


<J 


s 

"S 

5 e 

s S 


o 


H 


-•s 


o 

U 

•n 

0 

a 

o 

H 

•-b 

Cm 

O 

a 


o 

S 'S 

a ^ 


3 

o 


.ib O 
=5 ^ ^ 
M "3 


QJ »M 

bx) o 


^ »< 


a 

%m 


0 

*0 

55 

>-» 

•< 


r- ^ 

•s 

0 


0 

M .0 

C >3 
0 0 


« ® 

S ^ ^ ^ 

^ "o) fe ^ 

Q 




ns 
« b 
0 0 

^ S ^ 


u 

Ef 

M 

cd 


O i-i 

u u 


IS 

P= 


V 

lid 

u 


r>Q 1-4 i-ei S 


O 

O 


•a w 
8 ^ 
t-d 

0 0 
^ 2 


WWw c^pj^Q.jqjQeoeo 
^ — — — 





C ao9 ) 


oooocooo o 

■M ^ ^ ^ ^ M 

»WN 

n3 n3 ^ n3 T3 ^ t3 


5 5 5 5 5 2 

^ ^ ^ ^ 

I-Q qj ns T3 


o o 

^ ■*>* 


o 


o o o o o 
^ ^ 

•ts .n rt^ ."t! 

T3 T3 'fl 


4) 

a 

08 

O 


o 

J5 

'tT 

ctf 

O 

« 

a 

0S 


o 
he 

0 4a 

«» O) 


l:^ 


O) 

CO 


e8 

0 


5fi 

^0 

5 

*3 


<44 





a< 




p 

03 


0 

03 

L- 

•«4 

QQ 

o 

0 

0 

P 

o 

P4 


44 

03 

03 

»4 

02 

03 

• IM 

00 

0 

03 

03 

IM 

o 

p 

03 

C8 

9 

Q4 

£ 

0 

«8 

35 

V 

0 

08 

P 

o 

k 

03 

C 

03 

5 

CO 

O 

-0 

0> 

03 

CO 

03 

a 

a 

o 

« o 

O 

o 

O 

be) 

0 

CO 

s 


03 

P 

> 

O 

O 

03 

bo 

03 

"b tJ 

bo 

0 

68 

cT 

S 



u 





O 

P 


o 


oT 



00 


10* 

"o 



0^ 

CO 

^4 


CO 

(N 

03 


o 



c*r 


V 

9 

^ e 

■-* 4J 

OS % 


fitf 

0 

c* 

</J 


0 

O 

d5 

'rt 

Q 

oT 


^0 

« 

O 

oe; 

a 


O) 


*3 

OQ '* 


o S 

“ «J 

Q> o) hH 

i “ 


O f o 

« U «I 5 Ml 

5 .£: ’a< “ s 

CQ S' o ^ 

^ u W o S 

an _ 

CO Oi 


go to eo 


O 

O 

0 

O 


E? m *r ^ 

•M *ts O «4-l 

o ® ^ o 

111.1 

fi( fe •< b< 


0 

<8 

bo 


o 


03 

T3 

o 

o 

hH 


Q 


0 

O 

ptii 


cjid 

O 

43 

p 


^9 

0 

o 

•44 

■44 

0 

0 

»4 

o 

O 

<ij 

03 

bo 

u 

o 

0 

<8 

tm 

o 

€8 

p2 

15 



0 

eS 

1^ 

«M 

o 

a 

*4 

£ 


c 

w CS 

^ « 


►. 

F= 


^ (U 
Q> *S? 
O 

o ^ 
00 0 
^ *4 
« 

o 


cT 

o 




0 

ca 


CS o 

•' 2 

«1 


a. 

o 


o 

8 

tm 

<0 


U 

bfi 


0 

a 


o 

O 

60 

0 

Q 

en 

cs 

a 

o 

*0 


43 

bfi 

Z0 O 

c5 

►. =» 

Q ^ 

0 O 
03 

" s » 

I- z 

Q Z 

» Q O 


£ 2 


<U 

P0 

O 

•m 

n 

0 

0 

a 


-<j < 


•S ^ a a 

S o 5 s 

< p^ S ct« 


o 

u 

a 

eS 

h« 

O 

13 

o 

a 

t. 

1x4 


: ^ 

tm 

o 

o 


C5 

« 


o 

£ 


03 

'o 


0 
o 

U H 


.0 

0 


0 

0 

o 

C3 

03 

< 4-J 
•w 2 

° a 

J* 44 

a cB 
Cl 

s ? 

«Q 


1 ^ 

O a* 

.a 

$m O 

^ U 
'C o 

<f s 

b <9 

2 

= S 

1 § 
^'i 

03 »-J 

w-— 

S.2 

cd 


o 

O 




'a ^ 

S -M 

s n o 

m -5.0 

- CfJ 

,a 
aa \m a 
O 03 S 
♦i -id 2 
0 o o 
'r^ »q 

rt H r* 
c=^ 
•S SjO 
a n 6 

" <a 


< 1^ £ S 6^ 


tn 


Cf 

i-a 

« 

0 

a 

Ud 


P 

P 

P 

-< 

1^ 

0 

os 


CQ 

a 

o' 


bo 

0 

03 

oT 

0 

oT 

0 

• f4 

0" 

C8 

Ut 

o 

0 

bo 

u 

0 

C8 

£? 

o 

os' 

O 

►> 

O 


ii 





S 

<o 


00 

03 

o 



eo 

CO 

eo 

CO 


Tt» 



fH 

r4 

fH 

r-4 

F4 



•c I? JS 


« 

a 

H 


o 


o 


o 

0 

a 

o 

‘3 

:2; 


•0 

00 

OS 


9 

03 

P* 

►o 




a 

i4 

o 

'1^ 


O 

0^ 

A 

a 

IM 

O 

Z 


o 

W 

.0 

h 

O 

$ 

to 

o 

7U 


^ K 00 O o 

^ ^ -!H '-li »0 


0 

o 


Pm 

p: 

aT 

0 

S 

o 

Q 


-4 ©i 
10 lO 


X 

o 

03** 

0 

Va 

.0 

o 

be 

o 


eo 

lO 


OL C? 


• o 

M 

H 35 

1 £:.K H 


o o 
2 

B S 

i4 i* 

o o 


? 0 

03 

£ 


o o o 


10 OO G0 
30 *0 10 10 10 





Sf^le or CnUinq. HeiiJenre or place of ’Butinets. Heligion. Beuabxs. 


( 110 ) 


’^OOOOOOOOOO 

• ^ *» ^ ^ 'Ad •*« ** 

jg ^ ^ ^ 'O 'O 'O "O 

O 


ooeooooo 

•*^ ^ M M 

T3 T3 *13 T3 ^ 'O 'O 


0 0 5 

^ 4* 4» 

^ M 

^3 JQ 73 


GO 

0> 

01 

et 





V 

0) 

(» 

K 


05 

bo 

05 

be 

QJ 

Vi 

Cfi 

o; 


45 

k. 

d 

d • 

02 

<0 

•d 

-4A 

k, 

d 

o 

45 

05 

tm 

d 

cs 

PE^ 

o 

d 

P 

7! 

d 

cr* 73 

c» P 

05 

C5 

U 

02 

(D 

v> 

6 

CB 

Im 

<4» 

C» 

o *« 

be ^ 

V CO 

5 

0) 

^>- 

U 

73 

o 

05 

.t 

o 

*□ 

o 

p 

“a 

o 

k» 

P 

C'f 

co' 

o oT 

o 

•« 

irT 

ocT 




CO 

Zj 


CO 


»d 

CO 

, 

. 


. 

• 

. 

o 

. 


• 

• 


’ 

• 

* 

U 




cs 

s 

O’ 

03 

«> 

&0 


o 

C; 


o 

O 


da 

(0 itM 

•-a 


PL, o 

K 

IL) Um 

bju o 

CB 

£ s 

CC fr. 


0) 

to 

"o 

>» 

u 

s 

w 

3 

01 

k4 

CLt 


p 


d 

e9 

a 

0 ; 

Oi 

•O 

c 

e9 


s 


o 

O 

dd 


^ u 

Ui w 

S o O 


s 


o 

u 

bD 

C 

0) 


da 

o 

c 


d 

pO 


O 

da 


4J 

d 

^ b 

!> PW 

«*-l c 

o o g 

H S .2 

Ut tm I/, 

•— ;'-' uj 

fci f»» <! 


a 

o 

Q> 

« “> 
§ 

.2 "o 

t 

fc2 ^ 

« ^ g 
Ji 

cia g ^ 

(►. 2 ? 

5 H (2 

a *r c 

5 S 

o 5 <« 

a -s *a 

" 09 O 

.i; 00 

it. -tJ 


o 

<0 ^ 

is ® 

S3 ii 
a; qb 
.ii^ V 

O • 

0> 05 


CO 


tn 

05 

CO 

d 

o 

K 

Vi 

d 

o 

73 

o 

od' 


d 

o 

W 




0) 

bc 

a 

c» 


0) 


d 


^ s* 

O W 

d .xM 0) 

O flS bo 

^ bjo 0 ) 

p d; 
O* o 
c? m o 


o 

a 

dj 

Q< 

O 

w> 

T ft 
« o 

^ S o 

iT ' 

o .;2 
o ”S» dd 
c •, 

.b fej s 

p . 


bc o 
.o .d? 
To ^ 

CQ U 

P A 

fS -P 
tp^ d 

<; CO 


o 

a 

da 


cO 

tv, 

p 


O 

o 

da vw '5 


d 

o 


a 

A 

W 

o 

a 




u 


o 


pM 

o 


b£ 


O 

o 


d 

0) 

7? 


OJ 

ja *- 

o 

V 

P 

a> 
bO 
a 

CO 

pd 

u 


< w 


o 

04 


i bo 
GO .2 

>- 3 

s ^ 

M « 


CO 6 I 

« u I 

w Jz; o 

oT cT 


ft 

d 

5 o 
^ O 

op 

'f 

ftJ I o 

- a -g 

t o. ^ 
■■2 5 ag 

•E O t-, 
111 , « 

2 ? o 
bc.^ 

SP al oo 

em o o 

c a a 

flQ h 

S cS s 


c 

c4 


pS< 


d .«r 

O CO 


fS V 
pL Ol 


Eu rs, 

° "T 
a -E 

V •*.» 
U V 

Ah Ph 


K 


•• ai 

« :P 

PLi Ph 


^ ft- 

d 

5 .i: 

js 09 
® «+-• 

a « 


C3 

►7 


a 


CL 

p o 


« 


Ph Ai 0-r 


<- ctf 

s I.; fcj 

tg s - 

.2 tJ 

td 09 ' 

tf 0^ 


P 

\'^ 

a 
o 
J5 


Q< 


s 

« 

(4 ft? 


V 

pC 

o 

Oh 


Q 

P 

P 


OQ 


•\ O) 
CD ^ 
CD p 

c o 
OS c< 


P 

b 

i-a 


05 

'd 

d 

d 

C0 

CO 


0^ 

CLi 

p . 
^ ►« 
u «0 

4) 

£* o 

^ .d 

es V 
CO GO 


OiOi—tiMW-^^doj^ooci 


O -*4 
t>. 


CO 


CO 




00 05 o 
In. uo 






( Ml ) 


oOOOOOQOOOOOOOO O O O O 

^ ^ ^ ^ ^ .tS .”tS •'ti .*t2 ."tS ♦'tS .’tS 


o o 

-M 

^ ^3 


o 


o 


0 


00 

0*1 

Oi 


• 

• 

• 

• 

• 

. 


• 

- 

• 

• 

• 


• 

• 

• 

• 

• 

• 

* 

1 

• 

t 



• 

Z 

• 

• 

• 

• 

- 

• 

• 

- 

• 

- 

• 


• 


P 

P 










P 

P 





B 


91 













•*>» 





60 


60 



CO 










CO 

















p 



p 





'XJ 


•T3 



p 

N 

p 

p 



.4^ 

p 



p 

60 

p 

p 

s 

p 


d 

o 

K 

P 




’3 

m 


'3 

p 


s 

OS 

p 

p 

eS 

a 

Id 

O 

ditto 

P 

d 

a 

P 

Wi 

P 

o 

P 

CO 

0) 

60 

d 

d 

fiS 

01 

d 

p 

a 

d 

d 

d 

o^ 

00 

»4 

d 

N 

CQ 

P 

d 

o 

P 

43 

60 

d 

*C 

p 

p 

l-« 

■*^ 

CO 

o 

o 

-4-» 

[d 

'S 

V4 

P 

B 


d 

'S 

p 

a 

a 

'■d 

d 

'X!i 

fct 


o 

c 

oT 

> 

uo 

d 

o 

p 

> 

p 

60 



o 

p 

6- 



a 

T3 


d 

PS4 

St; 



u 

p 

p 

>-* 

P 

o 

O 

P 

60 

o 

J3 

Q 

u 

o 

cT 

o 

U 

d 

d 

O 

a 

CO 





o 

icT 









o 

o 


4^ 




O 


CO 




CO 

lO 

u 


1—4 

CO 

05 

•-H 



CO 

CD 


• 


- 



o 


. 

• 

. 

. 

. 

. 

• 

• 

. 

. 


. 

• 

s 

• 

• 

t 

• 



• 

• 

• 

• 

• 

• 


• 

• 

• 

p 

- 

• 


o 

o 


o 

CJ 

CO 

•4^ 

o 

t.2 

«M 

o 

a 

S-I 


O 

u 


44 

u 

|ja 







d 




P 

14 

d 

• ^ 
d 

o 


40 

o 

43 

c 

•+4 




d 

CO 

-3 


P 

p 

o 

o 


p 

60 

d 

d 

a 

h4 

a 

l4 


40 

O 

In 

43 

P 

H 

£ 

£ 


P 

P 


1^ 


(a 

O 





a 

n 

CJ 

<S6 

O 

O 

p 

60 


o 

09 

cs 

a 

<>3 

P 

o 

O 

a 

c 

0} 

40 


a 

ci<3 

o 

43 

H < 

r 

’V4 

u 

D 4^ 

't ^ 

d 

‘a, 

CO 

>1 

O 

d 

>« 

p 

p 

CO 


60 ‘H 
a o 
i5 3 
S w 

^ «w 
£ ° 
S a 


« 

;a 

s 

H 

O 

a 


fS( bn 


o 

cd 

b- 

o 

a 

£ 


o 

<4-( 

c 

»-l 

P4 


CO 

o 

a 


o 

a 

fc4 »-. 

& \z 


o 

u 

fl 

o 


C3 


o ' ° 


•XJ 

3 

CO 


o 

u 

cS^ 

a 

C9 

CS 

»-t 

o 

««-l 

o 

a 


4> 

♦ts 

a 

<u 

ffi 

a> 

60 


O 

o 

•id 
ty 
o 

cj 

O ^ 

*r S 
0 
A 




O 

a 


o 

O 


£ 
*3 

CO 

o 

a 

S ^ .= .^2 


(H 


£ 

o 

*» 

jo 

ID 

D 


,0 

0 

.s 60 

P O 
« CQ 
fl 

QJ O •*■» 

'tS ® 

a ^ cs 

■£ § '3 

g-W £ 


CO 


d 

o 

bfi 

d 


o 

U 


d 

d 


o 

O 

ad 

d 

o 

t/i 

P- 

a 

io 


o o 

a a 

Pm 'Pm 




0) 

a 

OS 

a 


d 

rd 

o 


Z 

GO 


o 


■s a 


J ^ S 43" J rd 


E? ft 

-a 43 




S ^ 

_£3 -I 

40 


a -a 2 


d 

. *-» 'S 

<1 H ^ 
0^0 


40 ^ 

p d '* 
es c 0 


d 

p 

43 

0H 

P 


a 

o 

09 

d 

p 

► 

p 


P 


< 

O 


(O 

09 

CQ 

GO 

CO 

(/J 

CO 

CO 

CO 

QQ 

CO 

CO 

CO 

QQ 

CO 

<o 

e) 

eo 


>d 

CO 


00 

a> 

o 


ot 

eo 


Id 

o 


00 

00 

00 

00 

00 

GO 

CO 

00 

05 

05 

06 

05 

05 

05 

05 

05 







f-1 

rH 

1-^ 


rH 




pH 

rH 


P 

< 


AS ■— 
6? 
p 


O 

^ 'tT 
S a 
w w 


CO 

05 


Ca 

05 


W 

< 

p 

e0 


d 

CO 


d 

o 


d 

CO 


a 


p 

d 

‘E 

CO 


0-^0^ 
O O o 
e^ c^f 


H 


•203 Tawney, Charles H ... Principal, Presidency College ... College Square 

204 Thomas, p P ... Firmof Wheatley, Thomas & Co ... 5 , New China Bazar Street ... 




Stj/Ie or CaUiriff. Sesidenee or place of Basinet), Beligion, 


a 

ca 


•m 


o 


o 


o 

■*» 

•5 


3 

• m 

ns 


o o 

•4^ ^ 

'S ^ 


o 

'xy 


O 


o o o o 

■W 40 ^ 40 

40 44 40 49 


5 5 5 5 

■40 40 40 40 


o 

CsS 

o 

fl 40 

.2 -s 

Ta 

M 

00 


o 

O 

c» 

OQ 

CB 

a 

o o 

jH 40 

^ i 


a 

£ 


a 


a 




° § 

♦FH 

a .2 


•so S 


o 

S5 _ 

-i 

Sb 
■S^ 
a a 

ww 
0) ^ 
•5§ 

11* 

s ^ 


ns 

0 

a 

40 

QO 

cT 

Cl 


^3 


40 bO 

a ’c 


0 

C 


0 

«44 

o 

a 

•« 


V 

0 

40 

DQ 

0 

10 

0 

O 

a 

-2 ^ 

‘S s 

s 

•M 

CO 

d> 

CO ^ 


0 

O 

O 


TJ 

0 


0 

0 

OQ 


Es - 


_• 

3 J 

.. M 


0 

0 

O 


s;3 


o 

o 

GO 

o 

04 


0 

09 

•a 

0 

0 

4* 

0 

•c 

09 

04 

0 

00 


o 

o 

*© 

o 

aj 

» 

o 


o 

O 

40 

o 

w 

o 


bo 

a 


0 

<a 


<eS 

43 

o 


QJ> 

eo' 


o 

O 


bO 

0 




09 

<0 


o 

a 


0 

O 

GO 


0 

cr 


0 

O 

'S 

Q 


eo 


« 

bO 

0 

0 

JO 

CO 


ns 

0 

i4 0 

” o 

44 

bo 0 
0 

P s. 


0 «0 

a o 


0 

o 


"3 


"0 

0 

eB 

In 


§ 

40 

GO 

O 

► 


« S a 




oo 


pq 


a 

09 

bo 

< 


o 


Q 

CO 


o 

o 

09 

0 

0 


O 

0 


bO o 

V 

94 

o 

(t 

0 

S<^ 

4P 

o 

-0 

00 

ffl tUD 
,2 

►> 

o 

ja 

CQ 

44 0 

•4 

0 

40 

*s 

*s 

0 0 

C9 CQ 
bo^ 

09 

94 

C9 

a 

1 

a 

94 

< 

CQ 




09 

0 

«4 

40 

CO 

0 

0 

a 




g-'g 

o's 

JSM 

® 0 

g 40 S 0 

a 09 Ml O 

^ 0 S 

0 A Of^ ^ 5P 

o CO w ^ .5 *.* 
a o o fe*!2 ** 
a S & S3^ s; 
a V -5 a ^ 

XiJ a S as W OQ 

- « a i 


<« =3 Ja 


e 

(J 

u 

a 


cB 

iQo 


0 

O 


0 

0 

bo 

< 


o 

O 

I t 

^ g 

cT 'S 

I ^ 

a B 

» § 

*o *S 

§ s 

.s .s 


: S^' 


0 

bo 

'o 

O 

&• 

s 

-0 


09 

«s 

o 

>4 

Pk 


s s 

a a 

o tS 
o S. 

JS « 
<Q 
. >> 

** 0 
0 43 

.tS o 

is § 

S . 

^<-3 
2 bo 

^ Q 

«5 1; 09 
« 40 n 


W , s 

W 2 H 

Pfi ^ o' 




0 

o 


£• 


H 


0 

» 

c« 


>% 

09 


ja 

CQ 


49 

0 


O 

o 

j: 

o 

o 

.0 

•4 

s 

09 

hm 

0 

0 

94 

94 

0 


e 

E-* 

E-* 

E-i 

H 

H 


in 

CO 


00 

e» 

o 


d 

o 

o 

o 

o 

O 


•-4 

44 

d 

d 

d 

d 

d 

d 

d 

d 


40 

O 

4* 

> 


CO 

c? 




<ts 

0 

40 

0 

Sf 

4 

ct 


o o 

s 

2 8 


a 

i>^ 


ca 

o i 

< ^ 


a 

o 


a 

§ 

eg 




a 

a 

a 


■e ;3 
.a o 
O M 


^ ^ ^ ^ ^ ^ ^ 


US CD b* 00 08 O —<4 

^ 44 *.4 4-4 P-4 e>l CO 

CO O) d d 0% C4 qI 





( 113 ) 


O O o 5 ® 

-M -S jj 
,t: .t; rti ^ 

T3 rQ ^ *73 TS 


>T3 rQ rg rg 


O 

~ ® ® o 

*0 ^ -AJ ^ 

{3 4-» 

a ^ ^ ^ 


-2 " Si 

"TS ® o’ 

a "S ^ S 

hh OJ „ 

ja -u ffl _ 

.*03 ■ 

*■*3 ^ hS) p 

(S 

U ?=5 

O ~ 

^ Oi ^ 


« (U 

« 3 " 

pi B a 
P 

H-1 ^ ^ 

>rr w 3 


o 

6c 

a 

ca 

■S ° 

§ 

►> 8) 
B .s 

^ c5 

• .. 
*>• 


OD 

(i> bC 
i-> s 

Cfi * >H 

C3 2 2 

cr" .;:4 g 

^ CQ cr 

m M (U 

a> 07 bO 

;=: .t5 <i> 


ca 

3 

nd cr 

« -2 
t- g> 

-*-> bfj — “ 
03 (U O P 

o' a 'n .5 

^ U H M 


s ® •« . 

;| a a •£ 2 

^ “ .2 

? wi' 

■£ O « p 

^ *0 *0 ^ g 

£ a a ^ .rf 

C3 S fc pO 

O S*^ 

l-s pH 


tS 

11 

.S T3 

^ 5 
w < 


I I 

(3H Ph 




p .2 

^ fc 

iiH ^ ° 

"if 

ea ^ t-4 


< a -5 CP 


H _=a 

p- «-• "5 

C3 -4 ^ 

■-I ? rt 


Ta" 

es 

w 

o 

fl 

o 

tf> 

< 

P5 

O 

a 

p£3 

O 


<D 

p£3 

qT 

B 

a" 

G* 

o' 

;f 

03 

M 



o 

tn 

O 

ir> 

o 

09 

c 

(/.- 

«*■! 




B 


E 


CO 


lO 

CO 

he 

00 

5^ 

c^ 



ct 

Ol 

CN| 

C^ 

C] 


w*^ 

w 




o •« 

• pH 

<1 5 
82 « 
§ Jg 

O 9 
kH >< 


« eo 
eo CO 
c* c* 


p t', 
'S TS 


mo »>. 

CO CO CO 

ct 'ct w 


rt .g -33 ^ 

"3 p =1 o 
2 p S ■§ 
3 5 
M O c^i cj 

cT qT cT o' 

qj u 03 <*0 

‘E? 'Z* 't? 

a I, 2 h^ <ir 
C3 O 3 - wB 

C3 - • O 

CP « fp 


CO C5 f-» 

C? 

O'* ct <• ? ci 



( IW ) 


H 

K 




'I 3 
o .tS 


o 

I 

n 


8 

• mm 
« 


5 2 


2 2 2 

^ .'tS •'tS 


O o o Q o ^ 

z ^ *5 .S 

^ :2 -.3 C a 


o 

o 


o 

«>, 

& 

« 

•3 

I 




ttt 

a 

a 

3 


E* 

d 

« 

s 


o 

Pm 


& 

99 

a 

o 

O 

fill 

*3 

»« 

04 

5 

6 


d 

d 


d 

d 

o* 

CQ 

d 

bO 

d 

03 

o 

U 


d 

bo 

d 

'o 

O 


o 

d 

d 


o 


'i s 
< 


a 

ta 

d 

a 

d 

.d 

GO 


SI 

'd 

d 

•pri 

a 

d 

ba 


9^ 

d 

d 

d 

PQ 

bo 

§ 

PQ 


QD 


5 

e 

.a 

U 

N 

s 

as 

.a 

to 


« .S & -S 
iw ea IS 


O 

§ 

'd 


o 

•4Ji 

*fd 


d 

d 


S 

d 

n 

d 

pd 

'd 

d 

of 


o 

O 

<0 

d 

•d 

d 

O 


d 

d 




d 

d 

%m 




P 

** 

OO 




•k 

d 

d 



d 

hp 

d 

Q 

d 

o 

fa 

o 



d 

d 

QQ 

^ 'S 

^ »a 

d 

d 

*3 

a< 

• pa 

^d 

»4 

d 

H 

-5 

O 

at 

d 

5 

bO 

a 

pO 

*a 

oa 

CO 

01 

• pa 

.a 

CO 

d 

d 

§ 

*3 

o«r 


d 

OO 

pd 

O 


m 


. 

. 

; 

• 

0 

d 

• 

■ 

• 


a 

i 

d 

Q 


M 

d 

s 

'o 

d 

*3 


*3 j: 

d * 

5 ^ 

6 d 




n & 

d 

^ ** 
d 

•Ctl 

d <d 

g*o 

(O 


a 

I 

a 


o 

M 

M 


d 

S 

€ 

s 


d 

d 


QQ 


W « 


d 

d 


QQ 


i<5 

d 

•*» 

d 

d 

'd 

o 


d 

04 

d 

d 


d 

o 

a 

3 

flB 

►» 'O 

■5 n 
§. 'g 
/Si u 
P N 


O 

a 

S I 

cd 02 

.a dS 

s 3“ 

es ^ 


b 

U 

'O 

I 

s 

p 


fl 
« 
'«* 
• mm 

•s 

•s 


e 

5§ 


a 

a 

a 

0 

*« D 

P 


S I 
n m 


ct 


3 

a 

p 


■s -s 
^ S 
s 

§, ’§ 
o d 
O 04 

•g 8 
p ^ 


s' 8 S 

O O o 

n P m 


8 

GO 


8 

O 

n 


^ 3 i 1 ^ 


S 


o> o 


SL 

8 


'p 

a 

I i 

I -> 

** a 

■a I 

- -'C 

s -sw 

P P P 


a 

« J 2 

a C> a 

-S 




h n 
qj FQ 

'O a 

bo i ^ 

.ago 
= ^ s 


d 03 


8 


w .8 
° M 


»a 

d 

d 

•3 .§ 

a. o 

^ I 

P O 



•4 

>4* 

•4» 


IS 

Jf 

d 

d 

d 

p 

P 

Q 

p 

Q 

Q 

P 

e« 

eo 

254 

lO 

a> 

10 

Cl 


to 

et 

-a 

e« 


a 

8 

u 

o 

a 

§ 

I 


p 

Q 


lb 

lA 



( 116 


a 


o 

o 

o 

O 

o 

o 

o 

o 

-s 

s 

o 

o 

8 

o 

O 

o 


£ 




• pp 

■** 


o 

43 

no 

d 

0 



• pp 


»a 

*X3 


•xa 


•xa 

•xa 



• pp 

a 


-a 


3 

•4-> 
• ^ 
•X3 


a 

flS 

bo 

flS 

•a 

o 


sa 

"a ‘'S 

i;^ 


4> 

a> 


CQ 

CD 

o 

>• 


a> 

& 

GO 


jp 

*«> 

OD 

O 

pi3 

o 

6 

►* o 
■D S 

>0 S 

3 CO 
M 

R R 
flS O 


a> 

Of 


CO 


O 03 .t pg 


d 

CO W 


o 

U 


CO 


dd 

bo 

a 

qT 

T3 


a» 


a> 

a 

P 

cr* 

GO 

a> 

bO 

0) 


O fl 
•R S 


cc ca 

a a 
n cS 


•-H U 


c 

pp 

£ 

a 

« 

o 

a 

0 

Q 


o 

CD 


o 

CD 


CP 

P 

u 

ra 

09 

OP 

M 

Ph 


o 

R 

Pn 


o 

d 

p 

s 

H 

O 


04 

0 

o 


a 

ed 

pd 

CP 

Bn 

o 

1:3 

T3 

d 

tf 

R 

CP 

d 

0 


5 J « S 
5 -s I g> 5 


S 


OQ 

< 


a 

o 

a 


fc* 

p 

s 

0> 

hi 

H 

'3 

bO 

P 

« 

» 


a 

u 

O 


p 

i 

CP 

-< 

I 

s 

< 


s 

Pn 

CQ 

flS 

1 

m 

P 

•• 

n 

CO 


o 

O 


iT 

« 

p 

p 

'i 

K 


^ : -w 

o • a> 

S Ni CP 

Si 0 h4 

a ^ 


CQ 


CP 

OP 


d 

d 

43 

g 


d 

P 

d 

p 


CP 

CP 


CO 


d 

43 


tD P 

00 

0.2 

■p 

p 

§2 

• pp 

•a 

2 p 

p "2 

o rt S 

2 S ** 

d 

p 

». 

o 

pP w 
ej b P 
S p 

n 

CD 

oa EH 

: 

J 

• 

• • 


O Q O o 

•iS <0 ^ «M» 

0m4 •R cpp 

ns ^ 'ta 'xa 


o 

9 o 

11 

I i5 (C “ 

J'g” 


§ I 
s J 

S o 


p 

M 

•« 

OP 


d 

GO 


OB 

a 2 2 S 

dS -5 *0 

O O CD o 

ao a Q i-i 

w (O 

e« s 


R 

OP 

'P 

d 

p 

43 

a 


'p 

s 

s 

CD 


o 

.p 

CD 


p '5 

I« 

o p 

i "S' 

H ” 

« d 

B* 

o P 
CD CD 


s s s 

M C4 C4 


& 

'S 

p 

•a 

o> 

JS << 

® a . 

jf '5 

g- 

CD a 

la '(O 

w to 

M et 


•as 

I 

M I 


« 

A 

& 


a 

CD 

cs 

o 

IS 

a a 

^ < 

► 

►a 

s 

e< 


P 

.P 

CD 


o 

TS 

P 


P M 
S3 ^ 

-s? o 

O ►-» 

•b ^ 

4 .a 


Q CD 


a 

*3 *3 




0> O. I-I « 

(O t> *» 

MO) 0)0) 


273 Mitter, Ct Ac- ... ditto 

(Roy 

274 Mitter, Ze ... 32, Shampookur S ... ditto 

276 Mitter, Ba ... 14. Clire Street ... ditto 



( 116 ) 


M 

M 


o 

o 


o 

^3 


o 


o 

•4^ 

7*^ 


O O o o o o o 

^ ^ ^ ^ ^ ^ 

r3 ^ ^ ^ 


o 

-w 


o 

«-• 


o 


o 


o 

o a 

•;s *« 

fis b 






CO 

es 

'o 

•4^ 

B 

% 


xn 


J3 

c4 


O 

•4^ 

44 


d 

cs 


xn 


cd 

PQ 

rt 

o 

o 

43 

U 

ej 

a 

00 

o 


a 


CO 


o 

o 


CQ 

o 


t£ 

a 

cd 

»3 

Ttl 

*« 

o 

!■»» 

h:^ 

00 


fl 

CO 

PM 




c 

ed 

43 

C.) 


cj 

g 

‘S 

cd 

pm 


c 

es 

43 

o 

o 

s 


a 


s 

Q 

o 

c 

U 4 


o 

o 

'o 

O 

FM 


43 

cT 

^C3 

*S 

cd 

pm 


CO 


43 

b£ 

p 

CO 


p 

A 

W 

CO 

Square 

A 

A 

M 

•*•3 

CO 

A 

>« 

A 

bO 

a 


w 

# 

0 

'a 

Ui 

A 

N 

A 

p 

S 

ikT 

A 

A 

P 

CP 

CO 

A 

li- 

A 

b£ 

5 

a 

0 

*3 

PQ 

A 

A 

pm 

0 

bO 

5 

CJ 

0 

•« 

0 

0 

p 

p 


*p 

s 

M 

h 

P 

ft 

0 

A 

'o 

oT 

0 


Ph 


iHk 

PQ 

PP 

a 

: 

: 

• 

* 



• 

• 

• 



A 

a 

e 

oT 

T3 

-3 


A 

to 

A 

A 

cm 

CD 

0 

0 

"0 

0 


• 4 ^ 


i>-* 

U 

< 4 ^ 

<f) 

a 

d 

A 

p 

A 


a 

•TJ 

• r-l 


o 

a 

cy 

p 

o 


di 

p 


bo 


® p 

« cd aj 

< c § 

53 5 
c «d 
o Ph 
>» o Ol 

g<3Q 

lii 


p 

43 


o 


CD ^ 


p 

«d 


«/■; oj {A 

C3 

C'V Q ot» 

«« C ® 

<i p- < 


u 

2 

^o 

43 

1 ^ 

g 

4 


o 

■4-> 

'S 


u 

ns 

43 

»T3 

g 


O 
»^ 


o 

o 

43 

u 

CO 


O 

44 

P 

A 


A 

P 

O^ 

CO 


p 
00 

A ^ 
»-> P3 
O O 
•-3 ^ 


CJ 

P 


t-* 

PM 



A 

•4>» 

P 

A 

A 

bo 

2 

T3 

a 

•4-3 

Ui 

"3 

A 

A 

» 

a 

A 

S3 

*53 

m 

CD. 




• 

2 

« 

4 

: 

1 

ftri 

A 

ns 

• 

• 

A 

• 

• 

• 

• 

lx 

A 

*-d 

» 

2 







b 

A 

A 

A 

a 

P 

.4 



P 

P 
' 43 

Ii4 

A 

-0 

p 

A 

a 

p 

.J3 





A 

P 

Q 


0 

a 

A 

*TJ 

P 

P 

43 

P 

P 

P 

P 

U 

A 

*© 

E 

A 

P 

0 

0 

E 

a 

jq 

CD 

T3 

P 

P 

u 

p. 

A 

A 

Q 

04 

0 

bO 



»N 

•13 

P 

A 


u 

U 

43 

CD 

43 

CD 

S- 0 

5 0 

0 

JB 

A 

s 

fcT 

A 

0 

0 

u 

A 

A 

T3 

0 

2 Ph 

>£) 

03 

P 

A 


44i 

h 

's 

_p 

0 

A 

A 

43 

(A 

A 

h 

P 

A 

A 

M 

P 

0 

A 

•^43 

A A 

cT 

f ^ 
fi 

cT 

A 

43 

U 

S 

A 

» 

43 

A 

a 

99 

0 

»x 

§ 

!?; 

A 

9 

rt 


Q 

A 

tx 

p 

0 

friT 

Ph 

$s 

GC 

iD 

to 

►r 

CO 

A ^ 

'C* 

A *3 

A 

A 

A 

s 

0 

44 

A 

•* 

4d 

A 

•i 

4d 

A 

4^ 

A 

A 

w 

43 

PQ 


0 

0 

CD 

U 

CM 

A 

a 

0. 

* 4 ^ 

A 

A 

44 ^ 

0 ®5 

4d 

0 

4d 

0 

0 

N 


3 

s 

2 

V. 

<«•* 



•S 



•'t3 




0 

A 


0 

P 

"3 

p 

p 

P 

P 



>> 

ii 



s 




S 




<< 

b-H 

l-=i 

JS 

A 

Ph 


0 

p< 

0 

M 

<0 

r>». 

OC 

Oi 

<P. 

t-« 

Cl 

CO 


0 

«D 

k>. 

30 

C3i 

0 



Cl 

05 

Cl 

I'- 


l>» 

1 <• 

zr 


00 

00 

00 

00 

00 

00 

CO 

00 

03 


03 


c^ 

CNl 

CM 

a 

C^J 

C4 

Cvj 

d 

CSl 

d 

Cl 

cc 

Cl 

Cl 


Cl 





( Hw 


s 

C» 

5 

O ^ 

. t 


o 

o 

nc3 

sa 


o 

a 

jB 

49 

09 

o 

o 

na 

O 

O 

<»i> 

o 

5 

o 

5 

O 

di» 

o 

o 

o 

o 

5 

o 

d 

0 

!■ 

d 

• dd 







••d 

■ Fd 

d^ 




•« 

CQ< 

d 

fiLl 

• #d 

a 

ns 




ig 




TS 


^5 

'tS 



'tj 

«a 

o 

a> fid 

« r? ^ 

2 g J 

“ ^ -a 

-tt o 

flO 03 •rm 

i s? ► 

1 =3 ^ 

•< o o 


V 

a 

04 

i-:^ 

93 

0} 

sa 

o 

K 


0 

o 

O 

'tS 

6 


93 

£ 


d 

ca 

61) 


CO 

-g o 

5 I .5 

■S J '3 

o o 


o 

Pi 

o 

>■ 


«> 

d 

c« 

•a 

.d 

u 

•k 

d 

.d 

U 


'3 - 
CD £ 
d ■& 

— S ” 

-P 


tt 
ja 

S gp d 

^ 9i e^ 

2 SS 2 


0) 

09 


CO 

09 
► 
• »"< 

o 


d 

0) 


os 

CD 


00 

£ 

CO 


d 

O 

^ • 
^ «-• 

(SI 

dCO 

fcO 


09 

hm 

o 

6C 


dd 

«8 


JS s 

^ CO 


* o 


09 

60 

J2 

*0 

O 

6-* . 
09 
d 
09 


-S o 

■? sg 

•3 *2^ 

I 2 

cS 


a 

oO 

dd 

C9 

ftd 

49 

S 


c4 

fid 

^3 

d 

cs 


09 

CQ 


s 

Q 

81 

c ^ 

OS ^ b 

o| 2 

gz I 


d 

t» 

1 

S3 


1 'O 

s 


4) 

U 

ta 

o 


s 

d ' 

■*3 

CO 


o 
O 

Jii 

4> 

"d 
!>' 

► *0 

u “ 

*d 

d d 

^ & 

•4 09 


a 

d 

• «• 

! QO 


o 

O 


M 

d 

09 

M 

09 


d 

O 


"g 

Id 

09 


a 

d 


fl £ 

J -S 

W 09 


«d M 

S .2 

•p . j4 

S t- s 
■3 I a 

• dd 5" 

M O 

S-‘5 a 

aS 3 

CO OQ g 
O 


d 

o 

.a 

w 




09 

t3 

d 

Q 

n 


d 

61) fj 

d S 

09 .Sd 

d «d 

• 

''S S s 

3 g •< 

ea d 

^ pq 


o 

CD 


09 

d 

Id 

d 

.H 


49 


49 

60 

d 

d 




d 

'O 

d 

‘s 

09 

bq 


o 


J2 

'r5 


d 

d 

■s 


«> 

a* 


o 

03 


■ 

« 

• 

J 

• 

• 

• • 

• 

d 

• 

• 


• 

• 

• 

• 

• 

• 

• 

• 

• 

• • 

• 

• 

- 

• 

• 

• 

• 

• 

• 












1. 



M 



o 

•** 

#o 

d 


9 a 



Id 

►* 

Id 

dl 

Id 

d 

'd 

;z; 

d 

J2; 

d 

14 

Q 

S 

a 

■« 

d 

d 

Ui 

QQ d 

a 

a 

Fd 

•s 

s 

M 

d 

JB 

a 

d 

60 

0 

0 

d 

Q 

M a 
-? .= 

S 'g 

u 

0 

0 

d 

Tfi 

d ' 
•** 
d 
d 

M 

l8 

d 

s 

o 

cS 

0 

.a 

a> 

a 

d 

>d« 

pq 

.a ^ 
*0 

o 

V 

•o 

a 

a 

o 

O 

Id 

09 

6A 

09 

d 

Id 

ns 

a 

•SI 

6-1 

i4 

PU 

s 

’b 

>d 

o 

o 

c* 

09 

fiO 

Id 

O 

o 

Q 

a 

eu 

o 

O 

s s 

o d 

S » 

•d 

•s 

a 

a 

o 

bs 

a 

a 

9 

09 

o 

X 

u 

o 

Ph 

iT 

PQ 

49 

Id 

Q 

s' 

O 

49 

Id 

I 

« 

#d 

a 

• Pd 

49 

d" 

49 

a 

09 

« 

a 

» 

d sT 

49 O 

a 

o 

d 

49 

•« 

a 

a 

d 

09 

.ft 

d 

09 

Id 

• vd 

O 

60 

d 

Q 

SO 

d 

1 


CO 

OQ 


QO 

QO CO 

09 

CO 

m 

OJ 

CO 

H 


e- 

d* 

o> 

ct 

295 

296 

Is. 

298 

299 

o ^ 

s s • 

e* 

CO 

s 

804 

305 

908 

307 

s 

GO 

o> 

8. 




